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LETTERS  OF  TRANSMITTAL 


State  of  New  York, 
PuBuo  Service  Commission,  Second  District, 

Albany,  Janiuary  IS,  1909. 
IloN.  HoBACE  White, 

Lieutenard'Govemor, 

Albany,  N.  Y.: 
Dear  Sir  :  I  have  the  honor  to  transmit  herewith  the  report  of 
the  Public  Service  Commission,  Second  District,  for  the  year 
ending.  December  31,  1908. 

Very  truly  yours, 

F.  W.  Stevens, 

ChairmatL 


State  of  New  York, 
Public  Service  Commission,  Second  District, 

Albany,  January  IS,  1909. 
Hon.  James  W.  Wadsworth,  jr.. 
Speaker  of  the  Assembly, 

Albany,  N.  Y.: 
Dear  Sir:     I  have  the  honor  to  transmit  herewith  the  report  of 
the  Public  Service  Commission,   Second  District,  for  the  year 
ending  December  31,  1908. 

Very  truly  yours, 

F.  W.  Stevens, 

Chairman. 


STATE   OF  NEW  YORK, 

PUBLIC  SERYIOE  COMMISSION,  SECOND  DISTRICT. 


To  the  Legislature: 

The  Second  Annual  Report  of  the  Public  Service  Commission, 
Second  District,  for  the  year  ending  December  31,  1908,  is  here- 
with submitted,  pursuant  to  the  requirements  of  the  Public  Service 
Commissions  Law,  chapter  429,  laws  of  1907. 

At  the  close  of  the  year  there  were  854  corporations,  mimici- 
palities,  and  individuals  engaged  in  serving  the  public  in  some 
capacity  that  by  operation  of  law  placed  them  under  the  super- 
vision of  this  Commission.  The  following  is  a  classification  of 
the  same: 

Street  Railroad  Corporations: 

Operating 76 

Not  operating,  either  inchoate  or  dormant 25 

Not  operating,  lessor    91 

Individual  operating  railroad  1 

193 

Street  Railro<id  Corporations: 

Operating 80 

Not  operating,  either  inchoate  or  dormant 44 

Not  operating,  lessor   17 

141 

Express  Companies: 

Operating  on  »team  and  street  railroads 7 

7 

Sleeping  Car  Company: 

Operating  on  steam  railroads 1 

I 

Electrical  Corporations  and  Plants: 

Operating 183 

Not  operating,  either  inchoate  or  dormant 17 

Not  operating,  lessor  5 

Individuals  operating  plants    » . .         60 

Municipalities  operating  plants   48 

313 
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Coal  Oas  or  Water  Oaa  Corporations: 

Operating .' 36 

Not  operating,  inchoate 1 

Individuals  operating  plants 2 

Coal  Oaa  or  Water  Oas  and  Electrical  Corporations: 

Operating 47 

Not  operating,  dormant  1 

Natural  Oas  Corporations  and  Plants: 

Operating 43 

Not  operating,  dormant   1 

Not  operating,  lessor    1 

Individuals  operating  plants    ' 10 

Electrical  and  Natural  Oas  Corporations: 

Operating 3 

Not  operating,  inchoate   1 

Acetylene  Oas  or  Oasoline  Oas  Corporations  and  Plants: 

Operating *. 34 

Individuals  operating  plants  16 

Municipalities  operating  plants  3 


39 


48 


66 


53 


At  the  beginnig  of  the  year  the  number  of  persons  in  the 
employ  of  the  Commission  was  66;  at  the  end  of  the  year  the 
number  was  88 :  an  increase  in  number  of  22  during  the  year. 

The  total  number  of  complaints  received  during  the  year  was 
1399,  which  have  been  divided  into  two  classes,  according  to  the 
method  of  handling  the  same.  Of  the  total  number,  1147  have 
been  termed  correspondence  complaints,  being  made  ihe  subject 
of  correspondence  with  the  corporations  against  which  the  com- 
plaint was  made;  of  these  complaints,  928  have  been  closed.  Two 
hundred  and  fifty-two  were  formal  complaints  to  which  answers 
were  required  under  section  48  of  the  Public  Service  Commissions 
Law,  and  upon  which  hearings  were  given  unless  the  matter  com- 
plained of  was  satisfied  by  the  respondent ;  of  these  complaints, 
172  have  been  closed. 

There  were  received  207  applications  from  corporations  for 
authorizations  and  permits  of  various  kinds. 

Three  hundred  and  ninety-six  public  hearings  have  been  held  by 
the  Commission,  and  287  railroad  accidents  have  been  investigated 
by  its  employees. 
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Detailed  results  of  the  work  of  the  Commission  and  its 
employees  will  be  given  in  the  appendices  to  this  report.  Such 
subjects  as  it  seems  desirable  to  bring  to  the  attention  of  the 
Legislature  at  this  time  are  treated  under  separate  titles,  as 
follows : 

I.  Capitalieation. 
n.  Uniform  Syvtema  of  Accounts  for  Gas,  Electrical,  and  Street  Railroad 

Corporations, 
m.  Forms  of  Annual  Reports. 
IV.  Railroad  Tariffs  and  Rate  Discriminations, 
y.  Freight  Rates. 
VI.  Passenger  Train  Delays. 
YII.  Locomotive  Engine  Failures. 
Vlll.  Locomotive  Boiler  Inspection. 
IX.  Prevention  of  Accidents  on  Railroads. 
X.  Buffalo  Passenger  Terminals. 
XI.  Informal  Complaints. 
Xn.  Grade  Crossing  Eliminations. 
Xm.  Work  of  Division  of  Light,  Heat,  and  Power. 
XIV.  Work  of  Division  of  Statistics  and  Accounts. 
XY.  Work  of  Division  of  Railroad  Engineering  and  Inspection. 
XVI.  Work  of  Division  of  Tariffs. 
XVII.  Jj6g6l  Department. 
XVIII.  Sundry  Applications. 

I.  CAPITALIZATION. 

In  its  report  for  the  year  1907,  this  Commission  set  out  the 
rules  which  it  had  adopted  governing  its  practice  upon  applica- 
tions under  sections  55  and  69  of  the  Public  Service  Commissions 
Law  for  authorization  to  issue  stock,  bonds,  or  other  evidence  of 
indebtedness.  It  also  pointed  out  with  some  detail  certain  gen- 
eral principles  which  it  deemed  should  govern  its  action  in 
disposing  of  applications  of  this  character.  During  the  eighteen 
months  the  Commission  has  been  in  existence  a  very  considerable 
number  of  applications  has  been  made  to  the  Commission  under 
these  sections,  and  numerous  important  questions  have  been  pre- 
sented for  its  consideration  and  solution.  In  cases  which  required 
the  laying  down  of  a  principle  not  theretofore  applied,  the  Com- 
mission has,  in  accordance  with  its  general  custom,  given  written 
opinions  discussing  fully  the  questions  presented.  The  great 
import?ance  of  such  course  in  the  development  of  a  consistent 
body  of  decisions,  and  in  the  guidance  of  corporations  and 
investors  generally,  is  beyond  question  and  needs  no  particular 
discussion  at  this  time. 
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The  principles  enunciated  by  the  Commission  and  the  reasons 
sustaining  them  can  best  be  ascertained  by  reference  to  the 
opinions  themselves,  which  have  been  printed  and  circulated  in 
pamphlet  form.  It  is,  however,  deemed  advisable  to  summarize 
the  chief  decisions  made. 

In  three  cases:  namely,  in  the  matter  of  the  petition  of  the 
Erie  Eailroad  Company  for  authority  to  issue  its  interest-bearing 
warrants  evidencing  the  right  of  its  stockholders  to  dividends 
on  its  first  and  second  preferred  stock,  decided  February  22nd; 
in  the  matter  of  the  application  of  the  Babylon  Electric  Light 
Company  for  authority  to  issue  capital  stock  to  the  amount  of 
$60,000,  decided  March  9th;  and  in  the  matter  of  the  petition 
of  The  Lehigh  and  Hudson  Eiver  Eailway  Company  for  authori- 
zation of  an  issue  of  bonds  to  the  amount  of  $300,000,  decided 
May  7th ;  it  was  held  that  the  use  of  capital  to  be  secured  by  the 
issue  of  stock,  bonds,  or  other  evidence  of  indebtedness  must  be 
necessary  for  one  or  more  of  the  four  purposes  specified  in  each 
of  sections  55  and  69 :  that  the  amount  authorized  is  reasonably 
required  for  one  or  more  of  said  purposes.  In  other  words :  that 
an  enumeration  of  purposes  for  which  stock,  bonds,  and  other 
evidence  of  indebtedness  may  be  issued  is  exclusive  and  not  inclu- 
sive; that  stock  and  bonds  may  not  be  issued  for  purposes  not 
enumerated  in  the  statute,  either  with,  or  without  the  authoriza- 
tion of  the  Commission. 

Pursuant  to  the  principle  thus  enunciated,  it  was  held  in  the 
case  of  the  application  of  the  Erie  Eailroad  Company  that  a  scrip 
dividend  is  not  one  of  such  purposes ;  in  the  case  of  the  applica- 
tion of  the  Babylon  Electric  Light  Company,  that  a  stock  dividend 
is  not  one  of  such  purposes;  and  in  the  case  of  The  Lehigh  and 
Hudson  Eiver  Eailway  Company,  that  the  reimbursing  of  a 
treasury  for  previous  payments  made  for  one  of  the  purposes 
named  in  the  statute  is  not  one  of  such  purposes.  In  the  case  of 
scrip  dividends  and  stock  dividends,  it  was  pointed  out  that  no 
capital  whatever  is  secured  to  the  company  by  the  proposed  issue 
of  stock  or  scrip ;  and  in  The  Lehigh  and  Hudson  Eiver  Eailway 
Company  case,  it  was  shown  that  moneys  secured  by  bond  issues 
for  the  so  called  reimbursement  of  the  treasury  could  be  expended 
for  any  lawful  purpose  although  not  one  of  the  purposes  named 
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in  sections  55  and  69,  whereas  the  statute  plainly  requires  that 
they  must  be  expended  for  one  of  those  purposes  only,  and  must 
be  reasonably  required  therefor. 

In  the  application  of  the  Newburgh  light,  Heat  and  Power 
Company,  a  case  decided  August  21,  1907,  the  Commission  denied 
the  application  for  authorization  of  preferred  stock  to  the  amount 
of  $250,000,  entitled  to  a  cumulative  annual  dividend  of 
8  per  cent,  thus  creating  a  permiment  annual  fixed  charge  of 
$20,000.  It  was  held  that  the  condition  of  the  money  market 
taken  in  connection  with  the  physical  condition  of  the  applicant 
corporation  did  not  justify  a  fixed  charge  of  this  amount. 

In  the  application  of  the  Watertown  Light  and  Power  Com- 
pany for  authorization  of  an  increase  of  its  capital  stock  and 
bonded  indebtedness,  it  was  suggested  to  the  Commission  by  the 
corporation  counsel  of  the  city  appearing  in  opposition  to  the 
application  that  the  existing  capitalization  of  the  applicant  was 
excessive,  in  other  words,  what  was  commonly  known  as  watered, 
and  that  for  this  reason  the  application  should  be  denied  as  tending 
to  increase  an  unwarranted  capitalization.  Upon  the  question 
thus  raised  the  Conmiission  adopted,  unanimously,  certain  propo- 
sitions, as  follows:  (a)  That  it  (the  Commission)  will  not 
investigate  or  inquire  into  the  correctness  of  the  capitalization 
of  the  Watertown  Light  and  Power  Company  authorized  by  the 
former  Conmiission  of  Gas  and  Electricity;  and  therefore  will 
not  inquire  in  this  proceeding  into  any  alleged  over-capitalization 
of  the  applicant  existing  at  the  time  the  application  was  made; 
(&)  that  the  investigation  upon  this  application  for  additional 
capitalization  will  be  confined  to  the  question  whether  such  capi- 
talization should  be  authorized  by  reason  of  the  actual  investment 
of  the  money  to  be  secured  thereby  for  the  purposes  of  the  corpora- 
tion recognized  by  law  as  a  subject  of  capitalization. 

In  the  same  case,  the  question  was  presented  whether  the  Com- 
mission might  authorize  the  applicant  to  issue  bonds  to  acquire 
money  with  which  to  make  expenditures  on  property  not  presently 
necessary  in  the  discharge  of  the  public  service  fimctions  of  the 
corporation.  It  was  held  that  public  service  corporations  may  be 
authorized  to  make  expenditures  incidentally  for  purposes  other 
than  public  service,  if  such  expenditures  are  on  property  to  be 
used  ultimately  and  properly  for  such  public  service. 
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An  interesting  question  early  presented  itself  to  the  Oommis- 
sion,  as  to  what  extent  the  investing  public  might  be  justified  in 
relying  upon  the  authorization  given  by  the  Commission  as  an 
implied  certificate  that  the  bonds  or  stock  to  be  issued  were  worth 
their  face  value  or  any  other  amoimt.  It  was  obvious  that  the 
practice  of  the  Commission  in  carefully  investigating  the  purposes 
for  which  bonds  or  stock  were  to  be  issued,  and  passing  upon  the 
necessity  of  the  sum  to  be  secured  by  such  issue  in  carrying  out 
said  purposes,  would  create  a  feeling  upon  the  part  of  some  that 
such  investigations  oould  be  relied  upon  as  establishing  the  value 
of  the  securities.  This  identical  question  arose  upon  the  applica- 
tion of  the  Hudson  River  Electric  Power  Company,  decided 
December  4,  1907,  for  leave  to  issue  bonds  to  the  amount  of 
$3,232,000.    Upon  this  point  the  Commission  said: 

"  In  passing  upon  the  application  for  leave  to  issue  additional  capital  stock, 
the  Commission  will  consider: 

"(5)  Whether  there  is  reasonable  prospect  of  fair  return  upon  the  invest- 
ment proposed,  to  the  end  that  securities  having  apparent  worth  but  actually 
little  or  no  value  may  not  be  issued  with  our  sanction. 

**  We  think  that  to  a  reasonable  extent  the  interests  of  the  investing  public 
should  be  considered  by  us  in  passing  upon  these  applications. 

"The  Commission  should  satisfy  itself  that,  in  a  general  way,  the  venture 
will  be  likely  to  to  prove  commercially  feasible,  but  it  should  not  undertake  to 
reach  and  announce  a  definite  conclusion  that  the  new  construction  or  im- 
provement actually  constitutes  a  safe  or  attractive  basis  for  investment. 
Commercial  enterprises  depend  for  their  success  upon  so  many  conditions 
which  can  not  be  foreseen  or  reckoned  with  in  advance,  that  the  duty  of  the 
Commission  is  discharged  as  to  applications  of  this  character  when  it  has 
satisfied  itself  that  the  contemplated  purpose  is  a  fair  business  proposition." 

So  in  the  case  of  the  Watertown  Light  and  Power  Company, 
heretofore  mentioned,  upon  practically  the  same  point  the  Com- 
mission held  that  the  purchasers  of  securities  authorized  by  it  are 
not  exempt  from  the  business  risks  involved  in  the  possibility  of 
the  corporation  issuing  the  securities  being  over-capitalized. 

In  a  series  of  applications  arising  out  of  the  desire  of  the  Lock- 
port  Light,  Heat  and  Power  Company,  a  new  corporation,  to 
purchase  the  property  and  franchises  of  two  existing  and  com- 
peting gas  and  electrical  corporations,  decided  October  31,  1907, 
it  was  held  that  a  sale  of  the  property  and  franchises  of  two  gas 
or  electrical  corporations  to  a  third  is  virtually  a  consolidation 
of  such  two  corporations,  and  as  such  is  subject  to  section  69 
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of  the  Public  Service  Oommissioiis  Law,  providing  that  the 
capital  stock  of  a  corporation  formed  by  the  merger  or  consolida- 
tion of  two  or  more  other  corporations  shall  not  exceed  the  capital 
stock  of  the  corporations  so  consolidated  at  the  par  value  thereof, 
or  such  sum  and  any  additional  sum  actually  paid  in  cash.  In 
this  case  various  conditions  were  imposed  upon  the  consiunmation 
of  the  desired  purchase,  which  conditions  were  accepted  by  the 
applicants. 

The  application  of  the  Elmira,  Corning  and  Waverly  Railway, 
decided  July  23,  1908,  was  for  an  authorization  to  issue  bonds 
of  the  applicant  in  exchange  for  the  stocks  of  other  railroad  cor- 
porations. The  question  involved  was  whether  authorization 
should  be  given  to  issue  bonds  for  such  purpose,  but  such  question 
was  not  directly  passed  upon  by  the  Commission.  The  applica- 
tion was  denied  upon  the  ground  that  the  fair  value  of  the  stocks 
proposed  to  be  purchased  was  not  equal  to  the  par  value  of  the 
bonds  proposed  to  be  issued,  leaving  the  question  unsolved  whether 
the  purchase  of  stocks  of  other  railroad  corporations  was  within 
the  fair  purview  of  the  language  "  when  necessary  for  the  acquisi- 
tion of  property,"  as  used  in  section  55. 

The  application  of  the  Eochester  Coming  Elmira  Traction 
Company,  decided  March  30,  1908,  was  exceedingly  important 
as  being  the  first  case  brought  before  the  Commission  involving 
the  capitalization  to  be  authorized  in  the  case  of  a  new  street 
railroad  corporation.  Prolonged  and  laborious  inquiry  was  made 
into  the  principles  governing  such  capitalization,  and  the  follow- 
ing, from  the  head  note  of  the  case,  expresses  the  conclusions 
laid  down  by  the  Commission  in  that  case  as  the  basis  of  its 
determination : 

**Upon  application  for  capitalization  of  a  newly  organized  railroad  com- 
pany the  proceeds  of  such  capitalization  to  be  used  for  ooostructing  and 
patting  in  operation  its  railroad: 

"6.  Proof  will  be  required  showing  in  careful  detail  the  probable  cost  of 
the  physical  construction  and  equipment  of  the  road. 

"  6.  In  addition  to  estimates  of  the  physical  cost,  proof  should  be  giyen 
touching  the  following  matters  which  enter  into  the  expense  of  launching 
the  enterprlBC:  (a)  expense  of  organization;  (5)  incorporation  tax;  (c) 
expense  of  obtaining  certificate  of  public  convenience  and  a  necessity;  {d) 
preliminary  engineering  expenses;  {€)  expense  of  proceedings  to  procure 
authorization  of  issue  of  stock  and  bonds;  (/)  expense  of  marketing  securi- 
ties;, ig)   discount  upon  bonds  provided  they  can  not  be  sold  at  par;    {h) 
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interest  upon  the  bond  issue  during  the  period  of  construction  and  prior  to 
the  beginning  of  revenue  producing  operations;  (i)  compensation  of  officers 
during  the  construction  period;  (;)  incidental  expenses  during  construction 
period;  (A;)  expense  of  obtaining  local  franchise  and  consents. 

"  7.  An  allowance  will  be  made  for  a  proper  amount  of  working  capital  to 
be  determined  by  the  extent  of  the  proper  operations. 

"  8.  A  fair  allowance  will  be  made  for  services  in  promoting  the  organiza- 
tion of  the  enterprise.  Such  allowance  will  be  placed  upon  the  basis  of  just 
payments  for  valuable  and  indispensable  services. 

"The  division  of  the  capitalization  between  stock  and  bonds  will  be  de- 
termined in  substantially  the  following  manner  whenever  the  same  is 
practicable: 

"9.  An  estimate  will  be  made  from  consideration  of  the  results  of  opera- 
tion of  existing  roads  of  the  probable  gross  earnings. 

**  10.  An  estimate  will  be  made  in  like  manner  of  the  probable  operating 
expenses,  taxes,  and  depreciation  charges. 

"11.  The  etcess  of  earnings  over  the  disbursements  which  must  be  made 
before  fixed  charges  can  be  met  represents  the  sum  which  is  applicable  to 
fixed  charges. 

"  12.  The  maximum  bond  issue  which  will  be  allowed  must  be  determined 
by  the  sum  thus  ascertained  to  be  applicable  to  the  payment  of  the  interest 
charge. 

"  13.  No  bond  issue  should  be  permitted  creating  an  interest  charge  beyond 
an  amount  which  it  is  reasonably  certain  can  be  met  from  the  net  earnings. 

"  14.  Stock  representing  a  cash  investment  should  be  required  to  an  amount 
sufficient  to  afford  a  moral  guaranty  .that  in  the  judgment  of  those  investing 
the  enterprise  is  likely  to  prove  commercially  successful. 

"  The  order  authorizing  such  stock  and  bond  issues  will  contain  appropriate 
provisions  designed  to  secure  the  construction  of  the  road  in  accordance  with 
the  plans  and  specifications  upon  which  the  authorization  was  made  and 
not  in  excess  of  the  actual  requirements. 

"  If  the  allowance  proves  inadequate  for  the  required  purposes,  an  applica- 
tion for  further  capitalization  may  be  made,  upon  which  application  the 
expenditure  of  the  proceeds  of  stock  and  bonds  already  authorized  must  be 
shown  in  detail." 

In  the  case  of  an  authorization  of  stocks,  bonds,  notes,  or  other 
evidence  of  indebtedness  for  the  payment  of  interest  obligations, 
the  language  of  the  statute  is  that  the  corporations  under  the 
authorization  of  the  Commission  "  may  issue  stocks,  bonds,  notes, 
or  other  evidence  of  indebtedness  payable  at  periods  of  more  than 
twelve  months  after  the  date  thereof  when  necessary  for  the  dis- 
charge or  lawful  refunding  of  its  obligations  ^\  In  the  applica- 
tion of  The  Lehigh  and  Hudson  River  Eailway  Company,  decided 
May  7,  1908,  the  Commission  held : 

"Upon  applications  for  an  order  of  authorization  under  these  sections 
(66  and  69)  the  proposed  use  of  the  capital  to  be  secured  being  the  discharge 
or  lawful  refunding  of  obligations  of  the  applicant,  inquiry  will  be  made  as 
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to  the  consideration  of  such  obligations  and  the  use  to  which  such  considera- 
tion was  put,  with  a  view  to  ascertaining  whether  such  obligations  are  proper 
subjects  of  capitalization." 

The  Commission  in  this  case  did  not  go  into  the  subject  exten- 
sively, but  contented  itself  with  calling  attention  in  a  general  way 
to  the  point  that  the  purpose  for  which  the  obligation  was  incurred 
could  properly  be  considered  upon  an  application  to  issue  bonds 
in  payment  therefor.     Its  language  was  as  follows: 

"  It  is  apparent  that  obligations  may  be  issued  for  other  than  proper  cor- 
porate purposes,  and  also  for  purposes  which  are  not  the  proper  subjects  of 
capitalization.  The  mere  fact  that  obligations  exist  is  not  of  itself  sufllcient 
to  justify  their  capitalization.  The  purposes  for  which  the  indebtedness  was 
incurred,  or  to  express  the  idea  with  greater  exactness,  the  uses  made  of  the 
funds  or  property  acquired  or  services  rendered  as  the  consideration  of  such 
obligations,  are  material  subjects  of  inquiry.  It  is  not  intended  at  this  time 
to  point  out  what  indebtedness  may  and  what  may  not  be  capitalized.  Tht 
dividing  line  should  be  established  after  careful  and  exhaustive  inquiry  into 
the  governing  principles. 

**  It  is  sufficient  for  present  purposes  to  call  attention  to  the  fact  that  some 
obligations  may  be  the  proper  subject  of  capitalization  and  other  obligations 
may  not  be.  One  purpose  of  the  Public  Service  Commissions  Law  is.  to 
restrain  and  limit  the  hitherto  irrepressible  elasticity  of  corporate  capitaliza- 
tion to  the  matters  which  may  properly  be  capitalized,  and  the  same  dis- 
criminating scrutiny  should  and  will  be  extended  to  indebtedness  as  to  other 
subjects  enumerated  in  that  statute." 

In  the  application  of  The  Delaware  and  Hudson  Company  for 
authorization  to  issue  bonds,  the  point  was  again  presented  more 
directly.  The  company  sought  to  issue  bonds  for  the  purpose  of 
refunding  outstanding  obligations.  On  the  first  hearing  authori- 
zation was  given  for  the  issue  of  a  very  considerable  amount  of 
bonds,  but  respecting  a  portion  of  the  application  the  Commission 
held  as  follows : 

"Certain  note  obligations  of  the  company  covering  the  acquisition  of 
securities  of  two  electric  railway  companies,  the  United  Traction  Company 
and  the  Troy  and  New  England  Railway  Company;  and  advances  made  to 
the  Hudson  Coal  Company,  the  applicant's  subsidiary  coal  corporation,  are 
not  supported  by  proof  necessary  to  enable  the  Commission  to  say  that  the 
expenditures  from  the  proceeds  of  the  notes  were  for  such  purposes  as  justify 
a  holding  that  the  capital  now  sought  to  be  secured  to  refund  such  note 
obligations  is  reasonably  required;  and  without  expressing  any  present  opin- 
ion in  relation  to  the  proposed  capitalization  covering  such  acquisition  of 
property,  it  is  held  that  these  are  matters  which  may  be  presented  by  the 
applicant  in  an  application  for  further  hearing." 

Further  hearing  having  been  requested  by  the  applicant  in  these 
matters,  such  hearing  was  given  and  new  evidence  adduced.    The 
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matter  was  given  elaborate  consideration,  and  in  a  decision  filed 
December  7,  1908,  the  Commission  declined  to  permit  the  issue 
of  bonds  for  the  refunding  of  obligations  incurred  in  the  purchase 
of  the  United  Traction  Company  stock  and  in  making  advances  to 
subsidiary  coal  companies. 

It  was  held  that  the  Commission  may  properly  and  lawfully 
deny  an  application  for  a  bond  issue,  the  proceeds  of  which  are 
proposed  to  be  devoted  to  the  discharge  or  refunding  of  a  conceded 
lawful  indebtedness  of  a  definite  amount,  as  a  matter  of  m  isc  dis- 
cretion. That  one  factor  upon  which  such  discretion  may  be  based 
is  the  purpose  for  which  the  indebtedness  was  incurred.  In  this 
case  it  should  be  pointed  out  that  the  objection  was  not  primarily 
to  a  bond  issue  standing  by  itself,  but  to  a  bond  issue  upon  the 
security  and  under  the  authority  of  a  mortgage  covering  solely 
the  steam  railroad  properties  of  the  applicant.  The  applicant 
16  authorized  by  law  to  engage  in  business  other  than  that  of 
operating  a  steam  railroad.  It  is  also  authorized  to  operate  a 
street  railroad,  and  the  proposed  bond  issue  was  to  be  secured 
by  a  mortgage  covering  solely  the  steam  railroad  properties  of 
the  corporation.  It  was  held  that  a  bond  issue  which  creates  an 
annual  charge  upon  railroad  properties  for  purposes  imconnected 
with  those  properties  tends  to  limit  the  amount  annually  available 
from  income  for  the  proper  management  and  betterment  of  such 
properties,  and  that  a  lien  upon  such  properties  for  the  principal 
simi  limits  by  the  amount  of  such  principal  sum  the  credit  of  the 
corporation  in  borrowing  upon  their  security  sums  which  may  be 
necessary  from  time  to  time  for  their  improvement  and  extension. 

The  principle  thus  enunciated  is  exceedingly  important  in  the 
management  of  properties  under  the  supervision  of  the  Commis- 
sion. The  considerations  impelling  the  conclusions  reached  by 
the  Commission  are  stated  at  length  in  the  prevailing  opinions, 
and  need  not  be  further  enlarged  upon  at  this  time  in  a  review 
which  is  designed  merely  to  point  out  the  conclusions  reached. 

In  the  matter  of  the  application  of  The  New  York  Central  and 
Hudson  Eiver  Railroad  Company  for  leave  to  acquire  certain 
stocks,  and  in  the  matter  of  the  application  of  the  Rochester  and 
Eastern  Rapid  Railway  Company  for  authorization  of  an  issue 
of  capital  stock,  decided  July  21,  1908,  it  was  found  that  the 
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provisions  of  the  Public  Service  Commissions  Law  restricting  the 
amount  of  the  capital  stock  of  a  public  service  corporation  which 
could  be  held  by  a  business  corporation,  compelled  a  change  in 
the  corporate  relations  of  the  Mohawk  Valley  Company,  a  busi- 
ness corporation  and  a  holding  company,  to  its  subsidiary  com- 
panies which  were  public  service  corporations.  The  Commission 
determined  that  wise  i)olicy  and  a  just  regard  for  both  the  public 
and  private  interests  affected'  required  it  to  authorize  such  reor- 
ganization as  within  the  law  best  met  the  exigencies  of  the 
situation. 

In  The  Delaware  and  Hudson  Company  case,  it  declined 
to  give  weight  to  the  consideration  that  the  indebtedness  which  it 
refused  to  allow  to  be  made  a  lien  upon  the  railroad  properties  of 
the  applicant  was  incurred  before  the  passage  of  the  Public  Ser- 
vice Commissions  Law.  The  distinction  between  the  two  cases  in 
this  regard  is  apparent.  In  one,  the  law  itself  compels  readjust- 
ment of  the  relations  of  certain  corporations  and  public  interest 
demands  that  such  readjustment  be  accomplished  in  a  manner 
which  will  occasion  the  least  injury  to  the  corporations  and  the 
most  benefit  to  the  public.  In  the  other,  an  indebtedness  of  a 
definite  amount  eidsted  and  the  only  question  wias  as  to  when  it 
should  be  paid  and  what  security  should  be  given  for  the  payment. 
The  security  proposed  to  be  given,  to  wit,  a  mortgage  upon  the 
railroad  properties  of  the  applicant,  was  not  satisiiactory,  as  being 
against  public  interest;  and  further,  it  was  not  shoAvn  that  the 
oomp^ny  was  imable  to  finance  the  situation  in  some  other  feasible 
and  i»*acticable  way. 

In  the  application  of  The  New  York  Central  and  Hudson  River 
Railroad  Company  for  leave  to  acquire  certain  stocks,  just  referred 
to,  a  point  of  great  practical  importance  was  touched  upon,  and 
the  conclusion  of  the  Commission  is  stated  in  the  head  note  of  the 
case,  as  follows: 

"  In  an  inquiry  into  tbe  rates  and  charges  of  a  public  service  corporation, 
that  portion  of  its  capital  stock  issued  for  the  purpose  of  owning  and  holding 
the  stocks  of  other  corporations  is  not  a  factor  to  be  considered.  Upon  such 
an  inquiry,  if  the  capital  stock  of  the  corporation  is  an  element  to  be  con- 
sidered, only  that  portion  of  the  capital  stock  which  may  be  said  to  repre- 
sent the  property  operated  is  entitled  to  be  regarded." 

The  foregoing  review  of  its  more  important  decisions  upon 
questions  of  capitalization   shows   that   the   Commission   stands 
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firmly  upon  two  propositions:  First,  that  it  has  no  power  to 
authorize  the  issue  of  stocks,  bonds,  or  other  evidence  of  indebt- 
edness except  for  one  or  more  of  the  purposes  enumerated  in 
sections  55  and  69  of  the  Public  Service  Commissions  Law; 
second,  that  within  the  limits  of  those  purposes  it  has  a  very 
wide  discretion  as  to  the  purposes  and  all  of  the  details  of  the 
proposed  issue:  that  this  discretion  is  to  be  controlled  by  sound 
general  principles  of  universal  application.  While  no  formal  deci- 
sion has  been  rendered  as  to  the  extent  the  Commission  will  under- 
tiike  to  control  the  discretion  of  boards  of  directors,  its  undeviating 
practice  is  not  to  interfere  with  that  discretion  unless  its  exercise 
is  deemed  to  be  clearly  unwise  and  prejudicial  to  public  interests 
by  reason  of  its  infringing  upon  some  general  principle  essential 
to  the  public  welfare.  In  other  words,  the  denial  of  an  applica- 
tion of  this  character  imposes  upon  the  Commission  the  burden  of 
pointing  out  clearly  and  conclusively  wherein  the  granting  of  the 
same  would  be  improper  or  unwise. 

The  practice  of  the  Commission  is  to  require  that  stocks  shall, 
in  conformity  to  law,  be  issued  for  cash,  at  the  par  value  thereof; 
or  if  they  are  issued  for  property  or  service,  it  requires  satisfac- 
tory proof  as  to  the  value  of  such  property  or  service,  to  the  end 
that  the  stock  shall  not  be  issued  for  less  than  the  true  cash  value 
of  such  property  or  service.  Bonds  are  permitted  to  be  issued 
with  reference  to  actual  market  conditions  and  the  value  of  money. 
Two  forms  of  order  are  used:  One  in  which,  if  the  company 
desires  to  issue  bonds  at  less  than  their  par  value,  a  contract  for 
the  sale  of  the  same  must  be  reported  to  the  Commission  and 
approved ;  in  the  other,  a  minimum  price  is  fixed  below  which  the 
bonds  can  not  be  sold,  leaving  the  company  at  liberty  to  sell  the 
same  at  that  price  or  at  such  better  price  as  it  can  obtain  in  the 
market. 

Attention  should  be  especially  directed  to  the  practice  of  the 
Commission  upon  certain  points  of  great  importance,  additional 
to  that  of  discount  allowed  upon  a  sale  of  bonds.  As  shown  above, 
it  was  determined  in  the  Rochester  Coming  Elmira  Traction  Com- 
pany case  that  an  allowance  will  be  made  for  a  proper  amount  of 
working  capital  to  be  determined  by  the  extent  of  the  proper 
operations  of  the  corporation,  and  that  a  fair  allowance  will  be 
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made  for  8er\dces  in  promoting  the  organization  of  the  enterprise. 
Such  allowance  will  be  placed  upon  the  basis  of  just  payments  for 
valuable  and  indispensable  services. 

In  these  three  matters  of  discount  on  bonds,  working  capital, 
and  allowance  for  promotion  services,  the  practice  is  understood 
to  be  different  from  that  prevailing  in  Massachusetts.  Since  1894, 
commissions  in  that  State  have  had  control  of  the  amount  of  secu- 
rities that  public  service  corporations  can  issue  for  any  and  all 
purposes.  The  statutes  under  which  they  act  are  in  many  respects 
similar  to  the  Public  Service  Commissions  Law,  in  this  particular : 
railroads  and  street  railroads  must  apply  to  the  railroad  commis- 
sion, gas  and  electric  light  corporations  to  the  gas  and  electric 
light  commission,  and  telephone  and  telegraph,  aqueduct  and  water 
companies  to  the  commissioner  of  corporations.  Both  the  rail- 
road and  the  gas  and  electric  light  conmiissions  refuse  to  permit 
securities  to  be  issued  for  discount  on  bonds.  It  is  understood 
that  the  railroad  commission  apparently  disapproves  of  an  issue 
of  stock  or  bonds  to  provide  working  capital,  but  that  the  gas  and 
electric  light  commission  permits  this  item  to  be  included  in  a 
company's  original  capitalization. 

The  Commission  has  not  found  occasion  to  doubt  the  correctness 
of  its  conclusions  upon  these  points.  It  has  endeavored  and  will 
continue  to  endeavor  to  make  its  rulings  such  as  to  encourage  the 
investment  of  capital  and  the  promotion  of  enterprise.  The 
interests  of  the  public  imperatively  demand  these  results,  and  the 
Commission  believes  that  they  are  not  in  the  slightest  degree  incon- 
sistent with  the  protection  of  the  public  against  those  practices 
which  have  justly  earned  the  condemnation  of  the  public  and  led 
to  the  regulation  of  corporate  capitalization  by  law. 

The  following  tables  show  the  applications  which  have  been 
made  to  the  Commission  during  the  year,  pursuant  to  sections  55 
and  69  of  the  Public  Service  Commissions  Law,  for  issues  of 
stocks,  bonds,  or  other  evidences  of  indebtedness: 
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TABLE  ahowing  applications  under  section  66  of  the  Public  Service  Commissions  Law  for  per- 
mit to  issue  stocks,  bonds,  and  other  evidence  of  indebtedness  by  railroad  corporations: 


Name  of  corporation. 

Nature  of 
security. 

Allowed. 

Date  of 
permit.  1908 

Eastern  New  York  Railroad  Company. . . 

Stocks 

Dismissed 

Bonds 

Dismissed 

Erie  Railroad  Company 

Dividend     war- 
rants  

App.  denied 
Mar.     31 

Erie  Railroad  Company 

Notes 

$15,000,000  00 
9,457,000  00 

750,000  00 

3,880,000  00 

4,210,000  00 

2.400,000  00 

4,000,000  00 

20.000,000  00 

400.000  00 

270.000  00 

1,000.000  00 

7.000,000  00 
150.000  00 

19.809.000  00 
100,000  00 
100.080  00 

13.790.200  00 
634.000  00 

65,000  00 

20.000  00 

75.700  00 

1.000.000  00 

380,000  00 

200.000  00 

75,000  00 

70,000  00 

230,000  00 

7.165,295  85 

Erie  Railroad  Company 

Bonds 

M&r.    31 

Erie  Railroad  Company 

Penn.  collateral 
indentures. . . 
Stock 

Rochester  Coming  Elmira  Traction  Co. . . 

Mar.    31 
Mar.    31 

Bonds 

Mar.    31 

Fitchburg  Railroad  Company 

Bonds 

April      8 

Ttie  N.  Y.  C.  &  H.  R.  R.  R.  Co 

Bonds 

April    20 

The  N.  Y.  C    &  H.  R   R.  R.  Co 

Bonds 

April   20 
May       7 

Greenwich  &  Jolmsonville  Railway  Co. . . 

Bonds 

The  Lehigh  &  Hudson  River  Ry.  Co ... . 

Bonds 

May     11 

Erie  Railroad  Company 

Bonds 

June      1 

Boston  &  Albany  Railroad  Company 

Dolgeville  A  Salisbury  Railway  Co 

Improvement 

bonds 

Stock 

June      1 
June    IS 

The  Delaware  &  Hudson  Company 

Bonds 

Julv      7 

Orange  County  Traction  Company 

Skaneateies  Railroad  Company 

Notes 

July     13 

Bonds 

July     21 

Rochester  &  Eastern  Rapid  Ry.  Co 

Stock 

July     21 

Elmira,  Coming  &  Waverly  Railway 

L.  Sutherland,  receiver  of  Yonkers  R.  R. 

Co. 
Frank  Sullivan   Smith,   receiver  of  The 

P.,  S.  &  N.  R.  R.  Co. 

Bonds 

App.  denied 

Receiver's    cer- 
tificates  

Receiver's    cer- 
tificates  

Notes 

Sept.     1 » 

Sept.    14 
Sept.    14 

Rochester  Coming  Elmira  Traction  Co . . . 

Bonds 

Sept.    22* 

Stock 

Sept.    22 

Buffalo,  Lockport  &  Rochester  Ry.  Co. . . 
Carthage  &  Copenhagen  Railroad  Co ... . 
Newton  Falls  A  Northern  Railroad  Co. . . 

Mortgage 

Bonds 

Oct.       7 
Oct.     14 

Stock 

Nov.      9 

The  Delaware  &  Hudson  Company 

Bonds 

Dec.       7 

The  Deleware  &  Hudson  Company 

Bonds 

Dec.       7 » 

>  Modified. 

«  Supplemental  order. 

*  Application  for  this  amount  denied. 
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TABLE  showing  appKcatioru  under  section  69  of  the  Public  Service  Commissions  Law  for 
permit  to  issue  stocks,  bondSt  and  other  evidence  of  indebtedness  by  electrical  corporations  and 
gas  corporations: 


Name  of  oorpontion. 


The  Empire  Electric  CompojiF * ^  ^ .  ■ 

P^Lnama  Power  Compajiy , . 

Uttca  Gfts  &  Electric  Company.  . , .  *  ....>, 
Flmlra  Wnier,  LiibI  Jt  Railroad  Company.  ., 

Wiitcrtop-fi  Light  A  Power  Company. .. , 

Waitrtovvn,  Lig^ht  A^  Power  Coin  puny. 

Great  Bear  Light  A  Power  ComjJiiny ... 

Great  BeJir  Ligrht  A  Power  Comp^xny 

J£eye3  Elc*ctrjc  Company  ►  * .,,...... > . 

Keyes  Electric  Company 

Babylon  Klectrie  Ligiit  Com  pet  ny , 

WeM  Brajich  Li^ht  A  Power  CompQni* ...... 

Roch^Fter  Hallway  A  Llg^lit  Company .,..,.. 
Flattsbureh  Llebt^  Hpat  &.  Power  CompHny. . 

Sufi  oik  Light,  Heal  &  Power  Company 

Horaell  Kleciric  Company* * . , 

Go -ben  Light  A  Power  Coinp*»ay  ...,.»„,,. 

Ttie  Akron  Natuml  Gas  Compftny , . 

WeJU  Island  Light  4  Fleat  Company, ..,,... 

Scrha^hticoke  Electric  Compsny. , 

Tht-  lifHiT;  Eke  trie  LJEhtH  1 1  tat  &  Power  C^^., 
IJjna-Honeoye  Eleintk-  IJ^lit  &  Railroad  C.o.  . 
Canton  Electric  iJglU  Vt  Poui^^r  Company. . . . 
S.  T.  Chxsrch,  receiver  of  Ah^ioti  Pow^r  Cg, . . . 

Kingston  Gas  A  Electric  Comjnny, ..._,... 

The  Consnmera  Natural  Gaj*  Company. , 

Wllllamavliltt  Eleciric  Light  tk  Power  Co .... . 
Midigon  Coiuity  Gas  &  Elect ric  Company., . . 
UiicJf^iD  River  Water  Power  Company.  ...... 

Vexloo  Electric  Company. 

The  Cataract  Power  &  Conduit  Company.  .  .  . 

Citizens  Electric  Service  Company  of  Bath . . . 

Broadalbin  Electric  Light  &  Power  Company. 

K*^wburg:h  Light,  Heat  A  Powi->r  Company .  . . 
WareTt-own  Lt.  &  Pr,  Co.  and  Watertown  Gaa 
ligbiCo. 

Deposit  Elecirlc  Company    ...,., , 

Rome  Gaa,  EliH-irlc  U^lit  &  Power  Company. 
Kuc^land  Light  &  Power  Com  pan  5'    .... 
Tlie  Lthi^h  A  Hii<i«^on  Rh\r  lUilway  Co.  .  .  . 

Tri-Coimty  Natural  G&s  ComiHiny 

C^ear  Crot^k  Oil  A  Gaa  Compony 

BKIKertic^  Ga£  Lifirht  Company 

BoLith«rn  Dutehesa  Gas  A  Electric  Company.. 


Nature  of 
security. 


Btock ........ 

Stock.    . . 

Bonds  1    .... . 

Bond  5 . , > 

Bond*. ....... 

Stock 

Bonds.  ...*.,. 

Btock 

Slock 

Hort^g^. .... 
Stock,  ...,.-, 

Bonds. , 

Bonds., ...... 

Bonds..... . .. 

Bonds,,.,.., . 
Certiheate^     of 

ludf'ljteilneafi. 
Bonds. ,...,. 

Bonds 

Stock........ 

Bonds  J 

StMk. 

Stwk 

Bond*. .,.,... 
Receher'a  cer* 

litlcates.  .... 

Bonds.. 

Bond.'*,.. 

Stock 

Bonds. 

Bonds..... , . , 

Bonds 

Boniijii. . .  t . . . . 

r  Slock 

\  Bonfl^. 

I  mock 

1  Bonds. 

Bonds 

Merger    storks 

and  iKindg. . . 
Demand  notes, 
Bonds. H ,,..., 

T^HLd^ 

Bonds 

Stock 

Stock 

Stock 

Bonds 


Amount. 


im.ooo 

4,000 

aoo.ooo 

372,000 

200.000 

102,500 

20.^)00 

20,000 

4.000 

S.OOO 

30.000 

5,000 

1,637,000 

250.000 

iS.tXiO 

100,000 

15,000 

00,000 

«,000 

1,750,000 

17,500 

il.OOO 

16,000 

20.000 
33.0fK) 
SS,OtJO 
25,01X1 
45,000 
02.000 

lO.oon 

120,000 
50,000 
50,00{> 
42.500 
18,000 

330,000 


Date  of 
permit,  1908 


Jan.  21 

Feb.  U 

Feb.  17 

Mar.  9 

Mar.  10 

Mar.  10 

Mar.  10 

Mar.  10 

Mar.  17 

Mar.  17 

Mar.  19 

AprU  1 

April  20 

April  J29 

May  7 
t 

[   May  7 

May  7 

May  13 

June  3 

June  27  * 

June  27 

June  11 

July  2 


July 
1  J'Uy 

■    .A.iig. 

I  Auk. 

Aug, 


23 
27 
12 
12 
10 


A  pp.  denied 

Sept.    M 


i^'pt. 
Bept, 
Sept. 
Sept.    24 

Sept.    24 
Oct. 


10 
10 
16 


6,500 
lO.tXiO 
500  oai> 
30,000 
35.000 
15,000 
18.000 
23,500 


App. 
Oct. 
Oct. 

Dec. 
Dec. 
Dec. 
Dec. 
Dec. 


7" 

df'nled 
22 
27 

I  > 

1 

2 

2 

7 
18 


« Confirming  ordCT  of  Commission  of  Gas  and  Electricity. 

•  Modified  order. 

■  Modified  order  of  Dec.  18. 
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II.    UNIFORM  SYSTEMS  OF  ACCOUNTS  FOR  GAS,  ELECTRICAL,  AND 
STREET  RAILROAD  CORPORATIONS. 

Intimately,  and  perhaps  inseparably,  connected  with  the  subject 
of  the  capitalization  of  corporations  under  the  supervision  of  the 
Commission,  is  the  form  of  accounts  kept  by  such  corporations. 
The  law  subjects  these  corporations  to  regulation  and  control  as 
to  capitalization,  service,  and  rates.  No  supervision  over  these 
matters  can  be  eflScient  or  just  without  full  knowledge  of  the 
corporation's  affairs.  No  complete  understanding  of  such  affairs 
can  be  attained  without  comparison  with  the  like  affairs  of  other 
corporations.  Determinations  as  to  rates  and  service  necessarily 
involve  considerations  of  cost.  It  is  not  practicable  nor  even 
possible  to  have  intelligent  investigation  of  the  affairs  of  the  large 
number  of  corporations  subject  to  the  provisions  of  the  Public 
Service  Commissions  Law  without  uniformity  in  the  accounts  of 
the  various  classes  of  such  corporations.  In  its  work  up  to  this 
time  the  Commission  has  been  considerably  embarrassed  by  the 
fact  that  the  statistics  available  for  its  use  have,  in  many  cases, 
been  useless  because  not  based  upon  uniform  systems  of  accounts. 
Thus  the  ratio  of  operating  expense  to  total  earnings  from  opera- 
tion as  usually  given  is  of  slight  value  in  comparing  results  of 
different  corporations,  for  the  reason  that  there  has  not  been  a 
uniformity  of  practice  in  the  charges  made  to  operating  expense. 
In  our  report  for  the  year  1907  we  said :  "  No  statistics  can  be 
worthy  of  confidence  unless  based  upon  comparable  units.  This 
requires  that  the  units  with  which  statistical  analysis  has  to  deal 
shall,  so  far  as  practicable,  be  standardized,  and  that  the  accounts 
embodying  such  units  or  upon  which  such  units  are  based  shall 
be  kept  on  uniform  principles.  The  State  in  creating  this  Com- 
mission has  wisely  endowed  it  with  power  to  formulate  and  estab- 
lish uniform  systems  of  accounts  to  be  kept  by  the  various  classes 
of  corporations  and  other  persons  within  its  jurisdiction.  The 
work  of  formulation  of  such  systems  of  accounts  has  been  intrusted 
to  the  division  of  statistics  and  accoimts  and  is  now  in  progress." 

The  results  of  such  work  have  been  embodied  in  uniform  sys- 
tems of  accoimts  for  street  railroad  corporations,  gas  corporations, 
and  electrical  corporations.  It  has  been  found  impracticable  and 
unwise  to  require  the  same  extent  of  detail  in  book-keeping  in  the 
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case  of  small  corporations  as  is  wise  to  exact  from  large  onea 
Accordingly,  for  each  class  of  the  corporations  named  there  has 
been  prescribed  a  complete  scheme  to  be  used  by  corporations 
having  an  annual  revenue  of  $500,000  or  upwards  from  that  class 
of  its  operations ;  a  first  condensed  scheme  to  be  used  by  corpora- 
tions having  a  like  annual  revenue  of  $100,000  or  upwards  but 
less  than  $500,000;  a  second  condensed  scheme  to  be  used  by 
corporations  having  a  like  annual  revenue  of  $25,000  or  upwards 
but  less  than  $100,000;  and  a  third  condensed  scheme  for  gas 
corporations  and  electrical  corporations  having  a  like  annual 
revenue  of  less  than  $25,000.  The  subject  is  of  such  far  reaching 
importance  that  an  account  of  the  progress  of  the  work  is  deemed 
to  be  of  permanent  interest. 

Attention  is  especially  called  to  the  fact  that  in  the  preparation 
of  these  systems  of  accounts  the  Commission  has  kept  in  constant 
touch  with  the  corporations  themselves,  has  invited  and  profited 
by  constant  comment  and  criticism,  and  has  endeavored  in  every 
way  to  make  the  book-keeping  it  prescribes  practical  as  well  as 
theoretically  correct. 

The  work  of  preparing  these  systems  of  accounts  has  been 
intrusted  to  William  J.  Meyers,  statistician  to  the  Commission, 
and  to  him  should  be  awarded  the  credit  of  their  technical  excel- 
lence and  perfection  of  form. 

Under  date  of  April  1,  1908,  there  was  sent  out  to  serve  as  a 
basis  for  discussion  a  tentative  scheme  of  accounts  for  electrical 
corporations  and  gas  corporations.  This  scheme  attempted  to 
cover  the  entire  field  of  accoimting  for  such  corporations,  and  was 
not  restricted  to  any  particular  subdivision.  A  conference  upon 
this  scheme  was  held  at  the  office  of  the  Public  Service  Commis- 
sion for  the  First  District,  154  Nassau  St.,  New  York  city,  on 
April  8th,  in  which  there  participated  representatives  of  the  two 
Commissions  and  members  of  the  committees  on  accounting 
appointed  by  the  National  Electric  Light  Association,  the  Ameri- 
can Gas  Institute,  and  the  Empire  State  Gas  and  Electric  Asso- 
ciation. As  a  step  in  the  further  discussion  of  the  subject,  this 
scheme  was  embodied  in  the  report  of  the  Committee  on  Account- 
ing made  to  the  National  Electric  Light  Association  at  its  annual 
meeting  in  Chicago,  May  15th  and  subsequent  days. 
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Along  with  the  question  of  accounting  for  electrical  corporations 
and  gas  corporatiouB  there  had  to  be  borne  in  mind  the  matter  of 
accounts  for  street  railroad  corporations.  Electrical  corporations 
and  street  railroad  corporations  are  in  the  present  stage  of  the  arts 
very  closely  related.  Because  of  this  close  relationship,  and  be- 
cause of  the  necessity  for  basing  the  accounts  for  all  public  service 
corporations  upon  the  same  fundamental  principles,  it  was  con- 
sidered advisable  not  to  crystallize  the  scheme  for  any  one  class 
of  corporations  in  advance  of  a  general  settlement  of  the  scheme 
for  other  classes.  The  question  of  accounting  for  street  and  inter- 
urban  railroad  corporations  brought  up  for  consideration  a  prob- 
lem whose  field  is  national.  Some  of  these  corporations  subject 
to  the  supervision  of  this  Commission  are  engaged  in  interestate 
commerce  and  are  thus  within  the  jurisdiction  of  the  Interstate 
Commerce  Commission.  The  Commission  had  already  entered 
upon  and  partially  completed  the  formulation  of  a  uniform  sys- 
tem of  accounts  for  steam  railroad  corporations  and  was  naturally 
desirous  that,  so  far  as  practicable,  there  should  be  uniformity 
between  the  schemes  of  accounts  for  the  two  classes  of  railroad 
corporations.  It  thus  came  about  that  the  completion  of  the 
schemes  of  accounts  for  electrical  corporations  and  gas  corpora- 
tions was  made  to  await  the  development  of  that  for  street  rail- 
road corporations. 

The  question  of  accounting  for  street  railroad  corporations  had 
been  under  active  consideration  by  the  Public  Service  Commis- 
sions as  well  as  by  the  Interstate  Commerce  Commission  since 
September,  1907.  Various  conferences  between  representatives  of 
these  commissions  and  representatives  of  street  railroad  corpora- 
tions and  associations  had  been  held  from  time  to  time  at  Albany, 
Buffalo,  Xew  York  city,  and  Washington,  D.  C,  as  an  outcome 
of  which  a  scheme  of  accounts  for  fixed  capital,  one  for  operating 
revenues,  and  one  for  operating  expenses  of  street  and  interurban 
electric  railroad  corporations  was  agreed  upon  at  a  conference  held 
at  the  oflSces  of  the  Interstate  Commerce  Commission  in  Washing- 
ton, D.  C,  May  12th  and  13th.  In  this  conference  participation 
was  had  by  representatives  of  the  Public  Service  Commissions 
of  this  State,  of  the  Interstate  Commerce  Commission,  of  the 
Street  Railway  Association  of  the  State  of  New  York,  of  the 
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N-ational  Association  of  Street  Railway  Accountants,  and  of  the 
National  Street  Railway  Association.  At  this  conference  a  com- 
mittee was  appointed  to  formulate  the  details  of  the  accounts,  and 
this  committee  composed  principally  of  street  railway  managers 
and  accounting  officers  and  including  a  representative  of  the  Inter- 
state Commerce  Commission  met  at  Atlantic  City,  N.  J.,  May 
18th,  and  on  that  and  subsequent  days  formulated  the  details  of 
the  several  accounts.  These  details  were  accepted  substantially 
without  change. 

Upon  receipt  of  the  report  of  the  Atlantic  City  conference,  the 
annual  meeting  of  the  National  Electric  Light  Association  having 
in  the  meantime  been  held,  the  work  of  settling  upon  a  scheme  of 
accounts  for  electrical  corporations  and  gas  corporations  was  again 
taken  up.  The  chiefs  of  the  divisions  of  statistics  and  accounts 
in  the  Public  Service  Conmiissions  prepared  and  issued  under 
date  of  June  5th  a  proposed  uniform  system  of  accoimts  for  elec- 
trical corporations,  and  under  date  of  June  8th  a  proposed  uni- 
form system  o£  accounts  for  gas  corporations.  Copies  of  these 
were  placed  in  the  hands  of  their  respective  classes  of  these  cor- 
porations throughout  the  State  for  consideration  and  criticism, 
and  on  June  24th  a  joint  hearing  was  held  by  the  Public  Service 
Commissions  at  the  offices  of  the  Commission  for  the  First  D^is- 
trict,  the  forenoon  being  given  to  the  electrical  corporations  and 
the  afternoon  to  the  gas  corporations. 

Under  date  of  July  6th,  a  proposed  uniform  system  of  accounts 
for  street  and  interurban  electric  railroad  corporations,  which  had 
been  prepared  by  the  chiefs  of  the  divisions  of  statistics  and 
accounts  of  the  Public  Service  Commissions,  was  issued  to  the 
street  and  interurban  electric  railroad  corporations  of  the  Stata 
This  was  based  upon  the  result  of  the  before  mentioned  conferences 
upon  this  subject.  A  joint  hearing  upon  the  subject  was  held  by 
the  two  Commissions  at  Albany  on  August  4th,  at  which  repre- 
sentatives of  the  principal  corporations  and  of  many  of  the  minor 
ones  appeared  and  presented  their  views.  On  August  20th,  in 
New  York  city,  a  further  conference  was  had  upon  this  subject 
between  representatives  of  the  two  Commissions  and  those  of  the 
principal  street  railway  corporations  of  the  First  District  and  of 
the  traction  companies  of  the  New  York  Central  and  the  Pennsyl- 
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vania  systems;  and  on  September  10th  a  final  one  was  had 
between  representatives  of  the  two. Commissions  and  of  the  Inter- 
state Commerce  Commission. 

Upon  the  completion  of  the  various  hearings  and  conferences 
above  mentioned,  the  embodiment  of  the  various  schemes  of 
accounts  in  formal  orders  of  the  Commissions  was  imdertaken  and 
completed,  as  follows: 

Complete  Ist  Cond.  2d  Cond.  dd  Cond. 

Scheme.  Scheme.  Scheme.  Scheme. 

Street  Railroad  Corporations Sept.    22  Nov.     10  Dec.       2  l 

Electrical   Corporations    Oct.     21  Dec.        1  Dec.      16  Dec.     IS 

Gas  Corporations  Oct.     21  Dec.       7  Dec.      16  Dec.     18 

'None  prep&red  or  contemplated. 

Throughout  these  various  schemes  of  accounts,  uniformity  has 
been  sought  for  wherever  it  seemed  to  be  practicable  to  obtain  it. 
It  has  been  recognized,  however,  that  to  attempt  to  secure  uni- 
formity of  accounting  where  uniformity  of  fact  does  not  exist, 
is  to  abandon  the  substance  for  the  form,  and  there  has  been  no 
attempt  to  push  uniformity  to  such  lengths  as  to  secure  merely 
specious  results.  For  a  full  statement  of  the  extent  to  which 
uniformity  has  been  secured,  reference  is  made  to  the  several 
accounting  orders.  It  is  sufficient  here  to  say  that  each  scheme 
recognizes  the  division  of  capital  into  fixed  capital  and  floating 
capital;  that  in  fixed  capital,  wherever  different  classes  of  cor- 
porations have  similar  classes  of  fixed  capital,  similar  accounts 
have  been  prescribed  in  respect  thereof;  that  floating  capital  is 
subdivided  into  materials  and  supplies  on  the  one  hand  and  cur- 
rent assets  on  the  other,  and  that  like  accounts  for  current  assets 
have  been  prescribed;  as  have  like  accounts  for  investments,  pre- 
payments, suspense,  and  other  matters  usually  appearing  on  the 
debit  side  of  the  balance  sheet;  and  for  funded  debt,  unfunded 
debt,  reserves,  and  other  matters  usually  appearing  on  the  credit 
side  of  the  balance  sheet.  With  regard  to  the  income  accounts, 
it  has  not  been  practicable  to  push  uniformity  with  regard  to 
the  operating  accounts  much  beyond  the  principal  divisions  of 
revenues  and  expenses.  With  regard  to  non-operating  revenues, 
non-operating  revenue  deductions,  income  deductions,  and  appro- 
priations, substantial  uniformity  has  been  practicable  and  has  been 
provided  for  in  the  accounting  orders. 
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The  various  condensed  schemes  of  accounts  have  been  provided 
to  meet  the  needs  of  smaller  corporations.  These  corporations  are 
less  highly  organized  than  the  larger  corporations,  and  the  minute- 
ness of  classification  of  labor  which  is  practicable  in  the  larger 
is  impracticable  in  the  smaller.  Furthermore,  the  managers  of 
the  smaller  corporations  are  in  more  immediate  contact  with  the 
detailed  affairs  of  the  corporation,  and  for  that  reason  do  not  need 
the  minuteness  of  accounting  that  is  imperative  in  the  larger  con- 
cerns. This  condensation  has  seemed  practicable  only  in  the 
various  income  accounts.  The  capital  accounts  are  accounts  that 
continue  during  the  life  of  the  corporation,  and  it  is  much  more 
essential  that  the  same  scheme  of  accounts  be  continued  throughout 
the  corporation's  entire  historj*.  The  income  accounts  are  closed 
annually,  and  a  radical  change  in  them  produces  little  other  incon- 
venience than  to  prevent  comparisons  with  accounts  of  prior  years. 
If  the  change  is  confined  to  a  further  subdivision  of  those  of  prior 
years,  not  even  this  inconvenience  results.  On  the  other  hand,  a 
change  in  capital  accounts  involves  matters  covering  a  very  con- 
siderable period  of  time  and  the  record  of  which  is  frequently  too 
incomplete  to  permit  re-classification.  Growth  is  the  normal 
course  of  affairs  for  a  well  organized,  well  managed  public  service 
corporation  in  a  healthy  and  thriving  community,  and  this  fact, 
coupled  with  the  well  founded  conviction  that  there  is  necessarily 
a  much  more  accurate  accounting  for  capital  than  has  prevailed 
in  the  past,  has  led  to  the  provision  of  a  single  scheme  of  capital 
accounts  for  corporations  of  all  grades  in  a  particular  class.  The 
grading  of  corporations  for  purposes  of  accounting  has  been  tenta- 
tively based  on  gross  revenues  from  the  several  classes  of  opera- 
tions: corporations  whose  gross  annual  revenues  from  any  class 
of  operations  equal  or  exceed  $500,000  being  placed  in  grade  A ; 
the  next  dividing  line  is  placed  at  $100,000,  and  the  next  at 
$25,000.  It  is  probable  that  it  will  be  found  necessary  to  estab- 
b'sh  a  still  lower  grade. 

III.  FORMS   OF   ANNUAL  REPORTS. 

The  matter  of  reports  to  be  required  of  public  service  corpora- 
tions is  intimately  connected  with  that  of  the  system  of  accounts 
to  be  kept  by  such  corporations.    The  classification  of  the  receipts 
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and  disbursements  of  such  corporations  for  the  purpose  of  making 
a  report  is  in  itself  a  drawing  up  of  a  series  of  accounts.  Where 
this  classification  is  materially  different  in  character  from  the  clas- 
sification embodied  in  the  accounts  currently  kept  upon  its  books 
by  a  corporation,  it  entails  a  considerable  amount  of  labor,  and 
involves  not  only  an  appreciable  expense  but  frequently  very  ob- 
jectionable delays  in  compiling  and  rendering  the  reports.  Many 
times,  also,  it  is  made  without  the  oare  which  is  essential  to 
accuracy,  and  the  Commission  or  other  body  to  whom  the  report 
is  made  is  thus  confronted  with  the  alternative  of  accepting  a 
materially  defective  report  or  spending  much  time  and  money  in 
attempting  to  secure  a  correct  statement  of  the  facts.  The  scheme 
of  accounts  and  the  scheme  of  reports  are  thus  very  closely  con- 
nected, and  the  annual  reports  can  not  be  brought  to  show  the 
situation  fully  and  clearly  until  the  scheme  of  accounts  on  which 
they  depend  has  been  brought  into  satisfactory  form.  Despite  this 
fact,  the  Commission  was  of  the  opinion  that  it  was  necessary  to 
wait  for  the  installation  of  the  new  schemes  of  accounts  before 
materially  extending  the  scope  of  the  annual  reports.  An  annual 
report  of  a  corporation  ought  to  furnish  such  information  as  should 
be  filed  regularly,  not  only  for  the  information  of  the  Oomnjiflsion 
intrusted  with  the  administration  of  such  a  law  as  the  Public 
Service  Commissions  Law,  but  also  for  that  of  the  invefitors  fur- 
nishing the  capital  essential  to  the  operations  of  the  corporations, 
and  for  that  of  the  much  larger  body  of  consumers  for  the  satis- 
faction of  whose  needs  the  corporation  exists  and  from  whom  are 
derived  the  revenues  by  which  the  corporation  is  supported.  Much 
of  this  information  is  not  given  when  the  report  is  confined  to  a 
summary  statement  of  receipts  and  expenditures.  It  is  also  neces- 
sary to  know  who  are  the  individuals  whose  identity  is  frequently 
hidden  behind  the  legal  entity  or  fiction  of  the  corporation;  cases 
have  occurred  in  times  past  where  by  hiding  behind  various  corpo- 
rate cloaks,  individuals  have  been  able  to  enrich  themselves  without 
rt-ndering  a  fair  return  for  the  revf  i  from  the  public. 

The  construct  iou  company  and  th  »any  are  familiar 

instances  of  such  devices.      For  lias  been  thought 

advisable^  in  the  annual  repor  rporations,  to  go 

somewhat  fully  into  the  matter  relation&hips,  and 
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and  disbursements  of  such  corporations  for  the  purpose  of  making 
a  report  is  in  itself  a  drawing  up  of  a  series  of  accounts.  Where 
this  classification  is  materially  different  in  character  from  the  clas- 
sification embodied  in  the  accounts  currently  kept  upon  its  books 
by  a  corporation,  it  entails  a  considerable  amount  of  labor,  and 
involves  not  only  an  appreciable  expense  but  frequently  very  ob- 
jectionable delays  in  compiling  and  rendering  the  reports.  Many 
times,  also,  it  is  made  without  the  care  which  is  essential  to 
accuracy,  and  the  Commission  or  other  body  to  whom  the  report 
is  made  is  thus  confronted  with  the  alternative  of  accepting  a 
materially  defective  report  or  spending  much  time  and  money  in 
attempting  to  secure  a  correct  statement  of  the  facts.  The  scheme 
of  accounts  and  the  scheme  of  reports  are  thus  very  closely  con- 
nected, and  the  annual  reports  can  not  be  brought  to  show  the 
situation  fully  and  clearly  until  the  scheme  of  accounts  on  which 
they  depend  has  been  brought  into  satisfactory  form.  Despite  this 
fact,  the  Commission  was  of  the  opinion  that  it  was  necessary  to 
wait  for  the  installation  of  the  new  schemes  of  accounts  before 
materially  extending  the  scope  of  the  axmual  reports.  An  annual 
report  of  a  corporation  ought  to  furnish  such  information  as  should 
be  filed  r^ularly,  not  only  for  the  information  of  the  OomnpsBion 
intrusted  with  the  administration  of  such  a  law  as  the  Public 
Service  Commissions  Law,  but  also  for  that  of  the  invefitors  fur- 
nishing the  capital  essential  to  the  operations  of  the  corporations, 
and  for  that  of  the  much  larger  body  of  consumers  for  the  satis- 
faction of  whose  needs  the  corporation  exists  and  from  whom  are 
derived  the  revenues  by  which  the  corporation  is  supported.  Much 
of  this^  information  is  not  given  when  the  report  is  confined  to  a 
summary  statement  of  receipts  and  expenditures.  It  is  also  neces- 
sary to  know  who  are  the  individuals  whose  identity  is  frequently 
hidden  behind  the  legal  entity  or  fiction  of  the  corporation;  cases 
have  occurred  in  times  past  where  by  hiding  behind  various  corpo- 
rate cloaks,  individuals  have  been  able  to  enrich  themselves  without 
rendering  a  fair  return  for  the  revenues  collected  from  the  public. 
The  construction  company  and  the  supply  company  are  familiar 
instances  of  such  devices.  For  this  reason  it  has  been  thought 
advisable,  in  the  annual  reports  required  of  corporations,  to  go 
somewhat  fully  into  the  matter  of  intercorporate  relationships,  and 
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to  ascertain  what  corporations  are  related  through  being  controlled 
one  by  the  other  or  both  by  a  third. 

Another  thing  that  has  not  needed  to  wait  for  a  more  complete 
establishment  of  a  uniform  system  of  accounts  is  the  matter  of 
new  capital  installed  in  service  and  old  capital  withdrawn  from 
seorvice.  A  much  more  c<Mnplete  return  in  this  regard  has  been 
called  for  in  the  reports  required  of  carriers  for  the  period  subse- 
quent to  June  30,  1907,  than  theretofore.  It  is  hoped  to  develop 
this  matter  imtil  there  shall  be  on  file  with  this  Commission  a 
fairly  complete  exhibit  of  the  changes  occurring  from  time  to  time 
in  the  actual  capital  employed  by  public  service  corporations  in 
rendering  services  to  the  public,  to  receive  which  the  public  has 
endowed  them  with  corporate  existence  and  privileges. 

While  these  extensions  of  the  scope  of  the  annual  reports  neces- 
sarily make  their  preparation  somewhat  more  expensive,  the  Com- 
mission is  of  the  opinion  that  the  greater  economy  and  efficiency 
of  administration  which  it  expects  to  result  from  them  will  more 
than  compensate  for  the  additional  expense. 

IV.    RAILROAD  TARIFFS  AND  RATE  DISCRIMINATIONS. 

The  prime  purpose  of  the  Public  Service  Commissions  Law  in 
requiring  that  rate  schedules  shall  be  filed  with  the  Commission 
and  published  at  stations,  be  observed  invariably  by  carriers  and 
shippers  or  passengers,  and  not  be  changed  except  upon  public 
notice  for  a  specified  number  of  days,  is  to  prevent  unjust  dis- 
crimination in  railroad  transportation  charges.  Incidentally, 
these  schedules  or  tariffs  are  of  great  assistance  for  purposes  of 
comparison  in  cases  involving  the  reasonableness  of  rates,  as 
showing  in  record  form  the  rate  history  and  the  rates  charged  to 
oUier  shippers  or  for  other  services.  The  great  function  of  pub- 
lished and  enforced  rate  tariffs,  however,  is  effectually  to  remove 
and  prevent  all  those  damaging  rate  abuses  which  in  the  form  of 
rebate  or  private  rates  resulted  from  favor,  compulsion,  or  special 
bargain,  and  in  all  practical  respects  made  of  public  transportation 
service  a  private  business.  The  history  of  these  rate  abuses  spread 
upon  many  public  records  of  the  State  and  Nation,  and  set  forth 
in  the  jwress  and  valuable  private  writings,  constitutes  a  long  tale 
of  prosperity  and  ruin,  progress  and  stagnation,  for  individuals 
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and  places,  according  as  they  were  fortunate  or  unfortunate  in 
their  railroad  traflSc  and  rate  relations. 

These  intolerable  conditions  no  longer  exist.  The  radical 
amendment  of  regulating  statutes  and  the  energetic  enforcement 
of  such  statutes  respecting  tariff  rates,  backed  by  crystallized 
public  opinion  and  supported  by  present  universal  obedience 
among  carriers,  have  resulted  in  eradicating  substantially  all 
secret  or  special  rate  abuses  produced  through  collusion  or  design. 

It  may  be  said  confidently  that  all  carriers  in  this  State  are 
now  earnestly  and  sincerely  in  favor  of  the  enforcement  of  the 
law  against  wilful  rate  discriminations  and  that  they  are  strongly 
supporting  the  Commissions  and  the  general  public  in  preventing 
any  indulgence  in  practices  of  that  description.  This  applies  to 
the  free  pass  or  special  reduced  fare,  as  well  as  to  the  rebate,  the 
coUusively  issued  midnight  tariff,  or  the  special  rate  order.  The 
gain  in  earnings  to  carriers  by  enforcement  of  the  tariff  charges 
on  all  passenger  and  freight  business  can  not  be  figured  or  approx- 
imately estimated,  but  that  it  is  very  large  will  not  be  denied. 

Actual  enforcement  of  tariff  rates  has  also  operated  to  diminish 
the  inducements  to  imnecessarily  reduce  the  tariff  charges  them- 
selves. Secret  rate  cutting  by  a  competing  carrier  or  between 
competing  carriers  frequently  resulted  in  reduction  of  the  open 
rate.  When  the  carriers  reached  the  point  of  exhaustion  in  rat« 
cutting,  or  were  otherwise  compelled  by  circumstances  to  restore 
normal  rate  conditions,  it  was  frequently  impracticable  to  go  back 
to  the  full  tariff  rate  as  it  had  existed,  and  in  consequence  the 
tariff  rate  would  be  substantially  and  sometimes  greatly  reduced. 
Later,  the  tariff  might  be  largely  increased.  These  fluctuating  rate 
conditions  caused  by  secret  rebating,  tariff  reductions,  tariff  in- 
creases, and  again  secret  rebating,  and  so  on,  were  of  course  utterly 
destructive  of  permanency  in  rate  relations  as  affecting  competing 
shippers,  individuals,  and  localities.  There  were  constantly  rate 
variations,  sacrifices  of  legitimate  transportation  revenue,  damag- 
ing discriminations  of  every  degree,  and  general  unrest  among 
shippers  and  carriers. 

So  much  for  past  intolerable  transportation  conditions  and  the 
remedy  which  has  been  effectually  applied.  While  rate  discrimi- 
nations as  the  result  of  wilful  intention  or  collusion  between  ship- 
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per  and  carrier  have  been  eliminated  as  practices,  there  remains 
a  class  of  burdensome  rate  conditions  connected  with  the  enforce- 
ment of  railroad  tariff  rates  which,  though  they  do  not  operate  to 
diminish  or  increase  railroad  revenues,  have  the  effect  of  extortion 
upon  shippers.  These  conditions,  which  will  be  described  further 
on,  are  the  more  deplorable  since  they  result  from  imperfect  com- 
pliance with  simple  requirements  of  the  law. 

The  law  requires  that  the  schedules  or  tariffs  shall  contain  all 
of  the  carrier's  rates  plainly  set  forth,  and  all  regulations  affecting 
rates  or  the  value  of  the  service ;  that  such  schedules  shall  be  filed 
with  the  Commission,  and  two  copies  kept  posted  at  each  station 
where  passengers  or  freight  are  received  for  transportation,  in  such 
manner  as  to  be  readily  accessible  to  and  be  conveniently  inspected 
by  the  public.  The  rates  may  not  be  changed  except  upon  thirty 
days'  notice  to  the  Commission  and  the  public.  The  law  also  re- 
quires both  shipper  and  carrier  to  observe  and  apply  the  rates  so 
published  without  any  exception  whatsoever.  It  follows,  and  has 
been  so  held  by  the  courts,  that  where  a  rate  has  been  lawfully 
published  at  stations  and  filed  with  the  Commission,  the  carrier 
must  charge  and  the  shipper  must  pay  that  rate.  In  other  words : 
that  no  shipper  shall  have  a  preference  in  rates  over  another ;  the 
carrier  must  first  establish  the  rate  in  the  manner  described ;  and 
thereafter  the  shipper,  having  the  tariff  open  to  his  convenient 
inspection  at  the  shipping  station,  and  presumably  having  con- 
sulted it  with  understanding,  must  pay  in  every  instance  the  rate 
so  established.  This  simple  provision  for  fair  treatment  as  be- 
tween shippers  is  undoubtedly  the  best  that  the  law  can  afford. 
But  such  provision  is  based  upon  the  previous  proper  perform- 
ance by  the  carrier  of  its  statutory  obligation  to  prepare  a  plain 
and  easily  understood  tariff  and  to  keep  it  posted  at  each  station 
from  which  the  tariff  applies,  to  change  that  tariff  in  such  way 
that  the  contents  of  the  tariff  and  supplement  or  supplements  shall 
still  be  plainly  stated  and  easily  understood,  and  to  maintain  the 
station  tariff  files  in  such  manner  that  the  purpose  of  the  law  in 
holding  shippers  to  the  tariff  rate  shall  be  effected  with  ease  and 
certainty  and  without  resulting  hardship  to  any  commercial  in- 
terest. Now,  as  a  matter  of  fact,  this  obligation  by  carriers  has 
not  been  well  performed,  and  in  many  instances  it  has  been  very 
poorly  performed. 
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As  to  the  first  part  of  the  obligation,  the  preparation  of  a  plain 
and  easily  understood  tariff  and  supplanents,  the  Commission  has 
prescribed  forms  of  tariffs ;  but  this  so  far  has  been  based  upon  the 
methods  or  tariff  oonstruetion  in  use.  It  must  be  confessed  that, 
while  great  improvement  in  tariff  constructicm  has  been  reached, 
many,  perhaps  the  majority,  of  these  rate  schedules  are  far  from 
simple  and  are  not  easily  understood.  This  is  certainly  true  to 
the  extent  that  shippers  generally  feel  impelled  to  ask  the  agent 
at  the  station  to  name  the  rate,  and  that  this  practice  still  prevails 
to  the  exclusion  of  inspection  of  the  tariffs  by  the  great  mass  of 
shippers  themselves.  The  Commission  feels  bound  to  go  much 
deeper  into  the  details  of  tariff  construction,  with  a  view  to  secur- 
ing greater  simplicity  both  in  the  original  tariffs  and  in  further 
issues  amending  such  tariffs,  and  has,  in  addition  to  the  standing 
committee  on  tariffs  heretofore  appointed  by  the  principal  lines 
to  attend  conference  with  the  Commission,  secured  the  appoint- 
ment of  an  additional  committee  c?omposed  of  railroad  officers 
actually  engaged  in  constructing  tariffs.  The  Commission  intends 
to  go  very  thoroughly  into  this  subject  during  the  coming  year. 

The  second  part  of  '  the  carrier's  obligation,  relating  to  the 
maintenance  of  proper  tariff  files  at  stations,  is  being  vigorously 
investigated.  The  carriers  have  been  called  upon  to  answer  ques- 
tions drafted  to  elicit  full  information  as  to  their  methods  of 
keeping,  maintaining,  and  using  these  tariff  files,  and  upon  the 
information  so  obtained  the  Commission  will  call  a  conference, 
and  thereafter  issue  such  regulations  as  may  be  necessary. 

If  these  reforms  in  tariff  construction  and  keeping  station  tariff 
files  are  not  effectively  carried  out,  the  following  described  existing 
conditions,  with  all  the  possibilities  of  damage  or  loss  to  shippers, 
will  continue  to  exist : 

Assume  that  the  shipper  understands  that  the  tariff  rate  gov- 
erns,  and  that  he  goes  to  the  station  and  undertakes  to  inspect  the 
freight  tariffs  for  the  purpose  of  ascertaining  the  rate  on  his  com- 
modity from  that  station  A  to  station  B.  As  the  tariffs  are  now 
constructed  he  is  liable  to  find  himself  unable  to  determine  what 
the  rate  really  is,  even  though  the  tariffs  are  properly  arranged  in 
the  station  files.  So  he  does  the  inevitable  thing:  he  says  to  the 
agent,  "  What  is  the  rate  on  this  commodity  from  here  to  B  ? " 
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The  agent  does  one  of  two  things :  he  either  feels  satisfied  that  he 
knows  the  rate  and  states  it^  or  he  does  just  what  he  did  before 
the  law  was  passed,  he  wires  the  division  freight  office.  The  re- 
sult is  that  the  shipper  acta  upon  the  rate  thus  quoted.  He  not 
only  ships  under  that  rate,  but  sells  the  shipment  to  the  consignee 
upon  that  rate.  If  the  rate  so  quoted  to  the  shipper  is  the  tariff 
rate,  the  law  is  complied  with,  the  shipper  is  fully  secured,  and 
he  suffers  no  loss  and  acquires  no  advantage.  But  it  often  hap- 
pens that  the  agent  in  examining  the  tariffs  uses  the  wrong  rate, 
or  omits  to  take  note  of  some  language  constituting  an  exception 
to  its  application,  or  the  tariff  naming  the  legal  rate  has  been 
misplaced  in  his  file,  or  he  has  neglected  to  file  it  at  all,  or  that 
particular  tariff  has  never  been  secured  by  him.  It  also  some- 
times happens  that  when  the  agent  is  cautious  and  asks  for  the 
rate  of  the  division  freight  agent,  the  wrong  rate  is  even  then 
quoted.  When  the  shipment  arrives  at  destination  the  wrong  rate 
may  be  corrected  at  that  time,  especially  if  less  than  the  tariff 
charges,  but  it  frequently  occurs  that  the  fact  of  an  illegal  rate 
having  been  applied  is  not  discovered  until  the  billing  is  checked 
by  the  auditor  at  the  carrier's  general  office.  In  either  case,  if 
less  than  the  tariff  rate  has  been  applied,  demand  is  made  for  the 
excess,  and  in  such  instances  the  shipper  has  been  required  to 
stand  the  loss.  Sometimes  such  demand  is  made  weeks  or  months 
after  the  shipment  has  been  delivered.  A  number  of  eases  of  this 
kind  have  been  brought  to  the  attention  of  the  Commission  during 
the  year,  and  many  others  have  doubtless  arisen.  They  indicate, 
of  course,  a  serious  condition,  which  must  be  remedied  as  soon  as 
possible  by  actual  and  invariable  performance  of  the  carrier's 
obligation  to  put  simply  constructed  tariffs  in  effect,  and  to  keep 
these  tariffs  in  an  orderly  and  intelligent  manner  in  each  of  its 
station  files  in  the  change  of  agents  instructed  properly  and  from 
tinwj  to  time  tested  for  competency  in  this  respect.  While  the 
shipper  is  impliedly  held  to  know  the  rate  in  a  tariff  posted  at  a 
shipping  station,  there  is  much  to  be  said  as  to  the  liability  of  the 
carrier  when  it,  through  its  agents,  bills  traffic  out  at  other  than 
the  published  charge. 

In  closing  this  part  of  the  report  the  Commission  again  calls 
attention  to  the  effective  aid  afforded  to  shippers  in  keeping  track 
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of  changes  of  rates  by  the  Commission's  weekly  bulletin  showing 
all  rate  changes,  which  is  free  at  the  office  of  the  Commission  in 
Albany  and  will  be  mailed  upon  receipt  of  postage. 

V.  FREIGHT  RATES. 

The  formal  action  of  the  Commission  in  the  regulation  of 
freight  rates  during  the  year  is  shown  by  the  several  orders  issued 
in  cases  involving  such  rates,  which  orders  are  set  forth  in  the 
appendix.  The  results  of  regulation  through  the  handling  of  in- 
formal complaints  are  also  stated  in  the  appendix.  While  no  case 
involving  any  great  body  of  rates  on  freight  articles  has  been 
brought  to  hearing  and  submission,  various  commodity  rates  and 
some  switching  and  weighing  charges  have  been  ordered  reduced, 
and  a  large  number  of  freight  rates  have  been  changed  as  the 
result  of  the  procedure  before  the  Commission  provided  in  the 
law.  Some  of  these  involved  revision  and  reduction  of  freight 
rates  throughout  a  wide  territory.  Numerous  cases  which  could 
not  be  settled  informally  have  been  disposed  of  through  concession 
of  the  demanded  relief  by  respondent  carriers  upon  the  filing  of 
formal  complaint.  Through  the  cooperation  of  carriers  in  hand- 
ling many  complaints  informally,  prompt  remedy  has  been 
afforded  in  a  large  number  of  cases  without  the  necessity  of  hear- 
ing and  determination. 

During  the  year  there  have  been  no  general  advances  of  freight 
rates  applying  within  this  State,  notwithstanding  considerable 
advances  have  been  made  on  interstate  shipments  in  various  parts 
of  the  country.  The  tariffs  filed  show,  on  the  contrary,  that  the 
great  majority  of  the  freight  rate  changes  in  this  State  have  been 
reductions  from  tariff  rates  previously  in  force.  It  may  be  said 
generally  of  freight  rates  in  this  State  that  a  process  of  revision 
and  readjustment  has  been  constantly  progressing  since  the  taking 
effect  of  the  Public  Service  Commissions  Law,  July  1,  1907,  and 
that  this  is  fast  producing  a  fairly  stable  adjustment  of  rates  and 
rate  relations  which  is  greatly  to  be  desired. 

While  not  strictly  a  matter  of  rates,  a  system  established  by 
the  principal  railroad  carriers  respecting  the  marking  of  freight 
during  the  year  so  operated  to  affect  the  cost  of  transportation  on 
numerous  low  grade  freights  as  to  render  it  a  proper  subject  for 
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treatment  under  that  heading.  The  carriers  changed  a  regulation 
in  the  official  classification  so  as  to  require  every  separate  piece  of 
freight  to  be  marked  with  the  name  and  address  of  the  con- 
signee. The  result  was  that  shippers  of  drain  tile,  bar  iron,  brick, 
flour  in  sacks,  and  many  other  articles,  immediately  complained 
of  the  hardship  and  increased  cost,  and  as  to  some  shipments  it 
plainly  appeared  that  the  cost  of  marking  exceeded  the  profit  on 
the  shipments.  Investigation  was  promptly  ordered  and  had,  and 
a  new  regulation  fair  to  carrier  and  shipper  was  prepared  by  the 
Commission  and  directed  to  be  substituted  for  the  one  found  bur^ 
densome  and  unjust.  This  order  was  immediately  complied  with 
by  all  carriers  within  this  State. 

During  the  year  the  Commission  has  established  a  procedure 
in  relation  to  reparation  by  carriers  for  unreasonable  and  unjust 
freight  charges.  This  procedure  is  best  described  in  circular  No. 
40,  which  was  issued  August  12,  1908,  and  reads  as  follows: 

"  To  All  Railroad  Corporations: 

"  The  Commission,  having  under  consideration  the  subject  of  reparation  to 
injured  parties  on  account  of  transportation  charges  in  violation  of  the 
Public  Service  Commissions  Law,  has,  by  resolution  adopted  August  12, 
1908,  ruled  as  follows: 

"  1.  That  as  to  transportation  of  freight  or  passengers  between  July  1, 
1907  (the  date  when  the  Public  Service  Commissions  Law  became  effective),  and 
November  1,  1907  (the  date  when  by  section  33  of  that  law  common  carriers 
were  required  to  have  on  file  with  the  Commission  and  published  at  stations 
schedules  of  rates  upon  all  traffic  they  undertake  to  carry),  and  as  to  which 
no  schedule  showing  the  transportation  charge  thereon  had  been  filed  with 
the  Commission,  the  carriers  were  and  are  empowered  to  make  such  repara- 
tion by  way  of  correction  of  charges  exacted  as  they  were  or  are  advised  to 
be  just  and  reasonable,  and  that  they  were  and  are  entitled  to  make  such 
reparation  without  applying  for  authorization  by  this  Commission. 

"2.  That  this  Commission  has  power,  under  the  provisions  of  the  Public 
Service  Commissions  Law,  to  determine  that  shippers  or  passengers  have 
been  injured  by  the  exaction  on  the  part  of  carriers  of  filed  and  published 
schedule  rates  or  fares  shown  to  be  unreasonable,  unjust,  wrongly  discrim- 
inating, or  unduly  prejudicial,  find  the  amount  thereof  in  excess  of  the  rates 
or  fares  shown  to  be  reasonable  and  just  and  otherwise  lawful,  and  declare 
that  such  injured  shippers  or  passengers  are  entitled  to  recover  from  the 
carriers  the  amount  of  such  excess  above  reasonable,  just,  and  lawful  rates 
or  fares  in  each  case. 

"  3.  That  when  claim  for  reparation  and  the  reply  of  the  carrier  show  the 
exaction  of  a  particular  charge,  which  the  carrier  admits  to  have  been  exces- 
sive by  promptly  canceling  such  charge  in  its  published  tariff  or  schedule 
and  establishing  instead  thereof  a  reduced  charge,  and  by  a  statement  in 


36  Public  Sebvicb  Commission,  Second  District 

writing  further  agrees  to  refund  the  excessive  charge  above  the  new  rate  or 
fare  so  put  in  force,  the  Commission  will  treat  the  claim  of  the  shipper  or 
passenger  and  the  reply  of  the  carrier  as  complaint  and  answer,  with  admis- 
sion of  liability  and  waiver  of  hearing  on  the  part  of  the  carrier;  and  if  it 
appears  to  the  Commission  that  the  parties  are  acting  in  good  faith,  and 
that  under  all  the  circumstances  compliance  with  the  statute  requires  that 
the  reparation  should  be  made,  an  order  to  that  effect  will  be  entered  and 
served." 

Since  the  promulgation  of  that  circular,  numerous  orders  al- 
lowing reparation  for  unlawful  charges  have  been  issued,  all  of 
them  upon  admission  by  the  carriers  that  the  rates  charged  were 
excessive  and  should  not  have  exceeded  the  rates  subsequently 
established  by  them.  The  amounts  involved  are  usually  small, 
and  result  from  the  application  of  charges  which  plainly  should 
have  been  reduced  before  the  shipments  were  made.  One  of  these 
orders,  however,  awarded  reparation  to  an  amount  exceeding 
$4000.  j 

VI.  PASSENGER  TRAIN  DELAYS. 

In  its  annual  report  for  the  year  1907  the  Commission  gave 
some  attention  to  the  subject  of  passenger  train  service.  Some 
sharp  criticism  was  made  upon  instances  of  service  occurring  in 
this  State.  Sufficient  data  had  not  been  collected  at  that  time 
to  warrant  very  many  general  conclusions.  It  ventured,  however, 
to  express  two  opinions,  which  subsequent  experience  has  demon- 
strated to  have  been  well  founded:  First,  that  some  portion  of 
the  delays  of  passenger  trains  arise  from  administrative  in- 
efficiency; and  second,  that  railroad  corporations  had  been  sadly 
derelict  in  many  cases  in  keeping  the  motive  power  in  proper 
repair. 

The  very  great  importance  to  the  people  of  the  State  of  having 
passenger  trains  on  time  has  led  the  Commission  to  believe  that  a 
prolonged  and  serious  inquiry  into  the  causes  of  such  delays  was 
the  only  efficient  method  of  remedying  the  evils  which  concededly 
existed.  Detailed  information  of  value  could  only  be  obtained 
from  the  records  of  the  railroad  companies.  To  secure  this  infor- 
mation the  Commission  prepared  a  form  of  report,  No.  83,  and 
on  March  16th  transmitted  such  report,  together  with  circular 
No.  34,  to  all  steam  railroad  corporations,  calling  their  attention 
in  the  circular  to  the  powers  of  the  Commission  under  sections 
45,  50,  and  61  of  the  Public  Service  Commissions  Law, 
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Passenger  train  movement  report  No.  83  requires  the  following 
information  from  steam  railroads  for  each  scheduled  passenger 
train :  1,  train  number ;  2,  kind  of  train  (limited,  local,  or  mail 
train) ;  3,  number  of  days  train  run  on  time ;  4,  number  and 
duration  of  delays;  5,  total  number  of  delays  this  month  this 
year,  and  the  corresponding  month  last  year ;  6,  duration  of  delay 
in  minutes  due  to  the  following  principal  causes  of  delay:  (a) 
engine  failures;  (&)  failure  of  other  equipment;  (c)  wrecks; 
(d)  track;  (e)  connections  of  reporting  railroad;  (/)  waiting 
for  connections  from  other  railroads;  (g)  meeting  and  passing 
trains;  (h)  signals;  (i)  trains  ahead;  (;)  waiting  for  orders; 
(A?)  stations;  (I)  fogs  or  storms;  7,  total  time  delayed  this  month 
this  year,  and  for  the  corresponding  month  last  year. 

The  following  directions  for  reporting  delayed  trains  are  in  use 
in  connection  with  passenger  train  movement  report  No.  83 : 

1.  Trains  not  exceeding  five  minutes  late  at  division  terminal 
or  at  end  of  train  run  shall,  for  purposes  of  this  report,  be  con- 
sidered on  time. 

2.  The  delays  called  for  are  all  delays  resulting  in  late  arrival 
at  division  terminal  or  at  end  of  train  rim. 

3.  Under  "  Engine  Failures ''  include  all  delays  due  to  defects 
or  failures  of  locomotives,  or  to  poor  fuel,  bad  water,  or  incom- 
petent enginemen,  which  result  in  late  arrival  at  division  terminal 
or  at  end  of  train  run. 

4.  Under  "  Division ''  and  "  Train  numbers "  are  reported 
divisions  over  which  trains  are  run  in  consecutive  order.  The 
detentions  shown  by  this  report  are  not  only  the  detentions  at 
the  end  of  train  run  but  at  each  of  the  division  terminals.  Under 
"  Track  "  are  included  all  delays  caused  by  repairs  to  track,  re- 
pairs or  renewals  of  bridges  or  any  other  track  structures,  unsafe 
track,  washouts,  slides,  open  drawbridges,  etc. 

6.  Under  "  This  Road's  Connections  "  are  included  all  delays 
caused  by  waiting  for  trains  on  other  divisions  and  branches  of 
the  reporting  railroad. 

6.  Under  "  Other  Roads'  Connections  "  are  included  all  delays 
caused  by  waiting  for  trains  on  connecting  railroads  or  by  running 
over  the  tracks  of  other  railroads. 

7.  Under  "  Signals ''  are  included  all  delays  caused  by  mechani- 
cal or  electric  failure  of  semaphore  or  other  signal,  interlocking 
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plants,  or  any  apparatus  or  mechanism  connected  with  a  signal, 
operators  asleep  or  absent  from  duty,  absence  of  permission  to 
clear  signals,  etc. 

8.  Under  "  Station  "  are  included  all  delays  caused  by  switch- 
ing, loading  or  unloading  of  passengers,  baggage,  or  express, 
blockades  at  terminals,  etc. 

9.  It  is  required  that  this  report  shall  be  filed  at  the  oflSce  of 
this  Commission  within  thirty  days  after  the  end  of  the  month 
for  which  the  report  is  compiled. 

A  report  is  required  from  each  railroad  corporation  monthly. 
When  a  complete  file  of  reports  from  all  roads  is  obtained  each, 
month,  a  passenger  train  delay  bulletin  is  published,  giving  the 
following  information :  1,  total  number  of  trains  run ;  2,  number 
of  trains  on  time;  f3,  per  cent,  of  trains  on  time;  4,  number  of 
trains  late ;  5,  per  cent,  of  trains  late ;  6,  average  minutes  late  per 
train  run;  7,  percentage  of  delay  resulting  from  the  follow- 
ing causes:  (a)  engine  failure;  (&)  equipment  failure;  (c) 
wrecks;  (d)  condition  of  track;  (e)  waiting,  other  divisions; 
(/)  waiting,  other  railroads;  (g)  meeting  and  passing  trains; 
(h)  signals;  (i)  trains  ahead;  (;)  waiting  for  orders;  (k)  sta- 
tions; (I)  storms. 

The  first  report  of  passenger  train  delays  was  filed  for  the 
month  of  April,  and  to  date  reports  have  been  filed  for  seven 
months. 

Passenger  train  delays  are  properly  divisible  into  two  general 
classes:  First,  those  which  are  under  the  control  or  preventable 
by  the  company ;  and  second,  those  which  arise  from  causes  beyond 
the  control  of  the  company.  Delays  arising  from  such  causes  as 
fogs,  storms,  washouts,  and  landslides  belong  to  the  latter  class, 
and  as  to  those,  as  a  rule,  the  company  can  be  charged  with  no 
responsibility.  Some  exception  may  be  made,  possibly,  in  cases 
of  washouts  and  landslides,  where  the  company  had  not  properly 
protected  against  the  same.  Weather  conditions  in  winter  are 
much  more  unfavorable  for  proper  operation  than  in  summer. 
Those  conditions,  of  course,  are  beyond  the  control  of  the  company. 

The  causes  of  train  delays  under  the  control  of  a  company  may 
be  divided  into  two  classes :  primary  and  secondary.  The  principal 
primary  causes  under  the  control  of  the  company  are  as  follows: 
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1,  engine  failures;  2,  failures  of  other  equipment;  3,  wrecks; 
4,  track  conditions;  5,  meeting  and  passing  trains ;  6,  signals  of  all 
kinds;  7,  trains  ahead;  8,  waiting  for  orders;  9,  station  work. 
The  principal  secondary  causes  of  delay  are :  1,  waiting  for  con- 
nections with  trains  on  its  own  lines;  2,  waiting  for  connections 
with  trains  on  other  lines. 

The  object  of  the  Commission  in  requiring  these  reports  is  to 
enable  it  by  means  of  close  study  of  the  primary  causes  of  pre- 
ventable delay  to  require  the  companies  subject  to  its  supervision 
to  remove  these  causes  so  far  as  practicable.  It  is  also  just  to 
the  companies  that  the  extent  of  delays  arising  from  causes  not 
under  their  control  should  be  made  known  and  unjust  censure  and 
criticism  thereby  avoided. 

The  following  general  results  of  these  train  reports  for  the 
seven  months  for  which  they  have  been  received  are  of  con- 
siderable interest,  although  a  detailed  analysis  is  required  to  make 
them  of  working  value :  Average  number  of  trains  reported  each 
month,  58,200;  percentage  of  trains  on  time  at  division  terminal, 
82;  percentage  of  trains  late  at  division  terminal,  18;  average 
delay  in  minutes  for  each  late  train,  24.3;  average  delay  in 
minutes  for  each  train  run,  4.5.  The  causes  of  delay  indicated 
by  these  reports  for  all  passenger  trains  are  as  follows:  engine 
failure,  7  per  cent. ;  wrecks,  6  per  cent. ;  unfavorable  track  con- 
ditions, 3  per  cent. ;  train  work  at  stations,  15  per  cent. ;  waiting 
for  trains  from  other  divisions  and  branches  of  the  same  road, 
39  per  cent. ;  waiting  for  train  connections  from  other  roads,  11 
per  cent. 

It  should  be  noted  that  50  per  cent,  of  the  delays  reported  are 
occasioned  by  waiting  for  train  connections,  a  purely  secondary 
cause;  the  primary  cause  arising  from  other  sources.  The  prin- 
cipal primary  cause  is,  as  was  stated  in  the  report  of  the  Commis- 
sion for  1907,  engine  failures.  That  these  engine  failures  are 
largely  preventable  is  clearly  demonstrated  by  the  results  attained 
upon  the  principal  lines  operating  in  this  State.  The  following 
shows  the  number  of  miles  run  by  passenger  locomotives  for  each 
engine  failure  occurring  upon  the  line  for  the  four  months  of 
July,  August,  September,  and  October.  These  lines  are  the  ones 
having  the  greatest  mileage  within  the  State,  and  the  comparison 
between  them  seems  to  be  perfectly  fair  and  just  to  be  made: 
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The  Delaware,  Lackawanna  &  Western  Railroad 14, 126 

Buffalo,  Rochester  &  Pittsburgh  Railway 12, 618 

The  Pennsylvania  Railroad  9, 474 

The  New  York  Central  &  Hudson  River  Railroad 8,054 

Lehigh  VaUey  Railroad 7, 884 

The  Delaware  &  Hudson 7, 588 

Brie  Railroad  6 ,  369 

New  York,  Ontario  &  Western  Railway 2, 492 

The  Commission  has  not  yet  been  informed  of  any  good  reason 
why  it  is  not  entirely  practicable  to  give  as  good  service  in  this 
particular  upon  one  road  as  upon  another.  That  many  of  these 
delays  might  be  easily  remedied  is  disclosed  by  investigations  re- 
garding engine  failures  undertaken  with  reference  to  all  classes 
of  service  and  on  all  lines  of  roads.  Eighteen  per  cent,  of  all  engine 
failures  on  all  roads  and  in  all  classes  of  service,  for  the  past  year, 
were  caused  by  leaking  of  steam,  and  10  per  cent,  of  all  such 
failures  for  the  same  period  were  caused  by  low  steam  pressure. 
It  appears  to  be  dear  from  the  analysis  of  reports  received  that 
sufficient  attention  to  engine  repairs  and  operation  would  result  in 
the  prevention  of  a  majority  of  the  engine  failures  reported. 

The  foregoing  figures  are  important  as  showing  the  necessity 
for  additional  equipment  inspection,  as  recommended  in  another 
place.  Such  inspection  is  one  of  the  practical  ways  in  which  the 
Commission  hopes  to  be  able  to  bring  passenger  train  service  up 
to  a  proper  standard.  On  many  of  the  steam  railroads  in  this 
State  such  standard  is  far  from  being  attained,  and  apparently 
the  coercive  powers  of  the  Commission  must  be  exercised  to  reach 
even  an  approximation  to  such  standard.  Under  the  pressure  of 
measures  instituted  by  the  Commission  the  service  has  greatly  im- 
proved during  the  past  year.  No  exact  statement  of  improvement 
can  be  given  until  reports  for  the  second  year  are  available,  since 
it  is  only  by  minute  and  derailed  comparison  that  we  are  able  to 
judge  accurately  of  these  matters.  The  Conmiission,  however,  is 
gratified  to  be  able  to  state  that  the  improvement  is  so  marked  in 
many  localities  as  to  excite  public  commendation.  It  is  known 
that  railroad  officials  who  are  responsible  for  the  movement  of 
passenger  trains  are  comparing  records  with  those  of  previous 
periods,  and  are  endeavoring  to  have  passenger  train  movements 
each  month  at  least  as  efficient  as  for  previous  months.    It  has  also 
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been  noted  that  on  some  of  the  larger  railroads  a  spirit  of  compe- 
tition exists  between  the  operating  officials  of  different  companies, 
no  operating  official  wishing  to  have  the  poorest  record.  It  is  but 
fair  that  where  improvement  is  noticeable  in  passenger  train 
service^  note  of  it  should  be  made.  The  supervisor  of  equipment 
reports  such  improvement  in  the  following  railroads:  Boston  & 
Albany;  the  Harlem,  Putnam,  and  Buffalo  divisions  of  the  New 
York  Central  &  Hudson  Eiver;  Central  New  England;  New 
York,  Buffalo,  and  Rochester  divisions  of  the  Erie;  New  York, 
Chicago  &  St.  Louis ;  New  York,  Ontario  &  Western ;  Delaware  & 
Eastern;  Buffalo,  Attica  &  Arcade;  and  the  Buffalo  division  of 
the  Pennsylvania. 

It  will  be  noted  that  15  per  cent,  of  the  passenger  train  delays 
arise  from  train  work  at  stations.  This  train  work  is  largely  the 
handling  of  milk  and  of  express  matter.  Upon  many  roads  it  is 
unavoidable  that  milk  and  express  matter  should  be  handled  by 
passenger  trains.  In  such  cases  there  is  but  little  to  be  said  except 
that  the  operating  officials  should  make  their  running  schedules 
coincide  as  nearly  as  possible  with  the  actual  time  required.  Ex- 
perience should  demonstrate  how  this  is  to  be  done.  There  arq 
also  in  various  portions  of  the  State  trains  which  were  primarily 
put  upon  the  road  for  the  handling  of  such  matter,  and  which  for 
the  purpose  of  giving  additional  accommodation  to  the  public  are 
now  being  used  for  the  carrying  of  passengers,  the  traffic  being 
insufficient  to  support  trains  devoted  purely  to  passenger  service. 
In  such  cases  as  these  it  is  not  perceived  how  the  service  can  be 
materially  bettered.  That  as  a  whole  the  passenger  service  can 
be  materially  improved  by  eliminating  a  large  portion  of  the 
uncalled  for  engine  failures,  the  Commission  entertains  no  doubt. 

VII.  LOCOMOTIVE  ENGINE  FAILURES.  '  - '-      ' 

As  shown  by  its  report  for  1907,  this  Commission  has  been  of 
the  opinion  that  to  a  great  degree  the  lack  of  efficiency  on  the 
part  of  steam  railroads  was  due  to  the  improper  condition  of  the 
locomotive  equipment  Acting  upon  this  opinion,  it  apx>ointed  a 
supervisor  of  equipment,  whose  attention  has  been  given  very 
largely  to  the  condition  of  locomotive  engines  operating  in  this 
State.     After  frequent  conferences  with  the  mechanical  depart- 
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ments  of  various  railroads  and  its  engineering  staff,  the  Commis- 
sion decided  that  the  condition  of  equipment  was  fairly  reflected 
in  the  number  of  failures  of  equipment.  Acting  upon  this,  engine 
failure  report  No.  70  was  prepared,  and  on  January  27, 1908,  this 
report,  together  with  circular  No.  33  relative  thereto,  was  trans- 
mitted to  all  steam  railroads.  The  first  report  of  engine  failures 
was  filed  for  the  month  of  January,  1908.  As  reports  are  not  com- 
pletely filed  until  thirty  days  after  the  expiration  of  the  month, 
information  for  the  first  month  was  not  available  until  February, 
1908.  To  date,  reports  have  been  filed  complete  for  ten  months. 
A  concise  account  of  the  matters  required  by  this  report  is  deemed 
important. 

Engine  failure  report- No.  70  requires  the  following  information 
from  steam  railroads  for  all  failures  which  cause  a  delay  of  five 
minutes  to  a  passenger  train  or  twenty  minutes  to  a  freight  train. 
The  causes  of  failures  are  placed  under  five  general  headings,  as 
follows:  1,  heating;  2,  steam;  3,  leaking;  4,  broken;  5,  miscel- 
laneous. These  general  headings  are  subdivided  into  fifty-nine 
detailed  causes  of  failures.  For  instance,  the  general  heading 
"heating"  is  subdivided  into  four  detailed  causes  of  failure: 
namely,  (1)  hot  driving  boxes;  (2)  hot  truck  boxes;  (3)  hot 
tender  boxes ;  (4)  all  other  hot  bearings. 

The  following  information  is  also  required :  1,  total  number  of 
failures;  2,  total  number  of  failures  for  corresponding  period  in 
previous  year ;  3,  total  number  of  failures  previous  month ;  4,  total 
engine-miles  run;  5,  engine-miles  run  per  failure;  6,  miles  run 
per  minute  of  detention ;  7,  total  detention ;  8,  total  detention  cor- 
responding period  previous  year;  9,  total  detention  previous 
month ;  10,  minutes  detention  per  failure. 

The  foregoing  information  is  required  in  detail  for  all  divisions 
of  each  railroad. 

The  following  directions  for  reporting  engine  failures  are  in 
use  in  connection  with  engine  failure  report  No.  70 : 

1.  It  is  required  that  this  report  shall  be  filed  at  the  office  of 
this  Commission  within  thirty  days  after  the  end  of  the  month 
for  which  the  report  is  compiled. 
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2.  All  failures  not  otherwise  specified  are  to  be  reported  under 
proper  heading  in  column  marked  ^^  Other  Bearings^  Other 
Causes,  etc." 

3.  Under  "  Terminal "  are  to  be  reported  all  failures  account 
of  ash  pits,  etc.,  which  result  in  train  delays. 

4.  "  Freight  Failures  "  are  to  include  switch,  pusher,  and  work- 
train  engine  failures. 

5.  Under  "  Detention  "  are  to  be  reported  all  detentions  to  all 
trains  as  the  result  of  an  engine  failure.  For  example,  an  engine 
failure  may  delay  three  trains:  one  fifteen  minutes,  one  ten 
minutes,  and  one  five  minutes.  The  total  train  detention  as  the 
result  of  this  one  failure  would  be  thirty  minutes. 

The  following  is  the  ruling  of  this  Commission  as  to  the  defini- 
tion of  the  term  "  engine  failure  " :  All  defects  or  failures  of  the 
locomotive,  including  those  due  to  poor  fuel,  bad  water,  or  incom- 
petent enginemen,  which  result  in  a  detention  of  over  five  minutes 
to  a  passenger  train  or  twenty  minutes  to  a  freight  train,  at  an 
initial  terminal,  or  arriving  at  a  meeting  point,  a  junction  point, 
or  a  terminal,  shall  be  reported  as  an  engine  failure  on  this  report. 

An  analysis  of  the  alleged  causes  of  failure  for  the  ten  months 
that  reports  have  been  filed  indicates  that  leaking  steam  connec- 
tions and  parts  of  boilers  caused  18  per  cent,  of  all  failures ;  low 
steam  pressure  caused  by  poor  coal,  poor  firing,  and  flues  stopped 
up,  caused  10  per  cent,  of  all  failures;  hot  bearings  caused  12  per 
cent,  of  all  failures;  broken  parts  of  machinery  caused  18  per 
cent,  of  all  failures;  defective  air  brake  apparatus  caused  10 
per  cent,  of  all  failures;  loose  bolts  and  nuts  caused  5  per  cent 
of  all  failures;  oniscellaneous  causes,  such  as  grates,  front  end 
arrangement,  steam  heat,  blowers,  water  scoops,  injectors,  lubri- 
cators, whistles,  Sanders,  check  valves,  and  safety  valves,  caused 
27  per  cent  of  all  failures. 

The  following  table  shows  the  average  number  of  miles  run  per 
engine  failure,  and  the  average  miles  run  per  minute  of  detention 
caused  by  engine  failures,  on  railroads  operating  largest  mileage 
in  this  Second  District  for  the  ten  months  ended  October  31, 1908 : 
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Railroads. 


Miles  Rxtn  Per 
Failure. 


Passenger 
trains. 


All  classes 
of  trains. 


Miles  Run  Per  Min- 
ute OF  Detention. 


Passenger 
trains. 


All  classes 
of  trains. 


Buffalo,  Rochester  &  Pittsburgh 

Delaware  A  Hudson 

Delaware,  Lackawanna  A  Western. 

Erie 

Lehigh  VaUey 

New  York  Central  &  Hudson  River 

New  York,  Ontario  A  Western 

Pennsylvania 


6,161 
6,185 
11,995 
3,458 
6.548 
6.697 
2,850 
6,855 


7,242 
6,026 
16,772 
3,240 
7,947 
7.799 
3.245 
9.045 


350 
238 
471 
127 
240 
243 
194 
258 


340 
71 

282 
43 

140 
99 
70 

136 


The  following  table  shows  the  principal  causes  and  per  cent,  of 
failures  on  railroads  operating  largest  mileage  in  this  Second 
District  for  the  ten  months  ended  October  31,  1908 : 


Railroads. 


Broken 

Miscel- 

Heating. 

Steam, 

Leaking. 

machin- 

laneous, 

percent. 

per  cent. 

per  cent. 

ery, 
per  cent. 

per  cent. 

.17 

.6 

.7 

.22 

.62 

.10 

.16 

.7 

.32 

.35 

.10 

.18 

.6 

.27 

.39 

.14 

.14 

.21 

.16 

.35 

.12 

.15 

.32 

.18 

.23 

.14 

.14 

.27 

.15 

.30 

.7 

.20 

.8 

.18 

.47 

.13 

.18 

.13 

.20 

.36 

Average 

delay 

per* 

failure, 

minutes. 


Buffalo.  Rochester  A  Pittsburgh. 

Delaware  A  Hudson 

Delaware,  Lackawanna  A  West- 
em  

Erie 

Lehigh  Valley 

New  York  Central  A  Hudson 
River 

New  York,  Ontario  A  Western.. 

Pennsylvania 


77 
86 

57 

77 
60 

78 
65 
76 


Further  analysis  of  these  reports  indicates  that  each  month  an 
average  of  10,000,000  engine-miles  are  run.  Approximately 
1800  engine  failures  occur  each  month,  creating  a  delay  of  all 
classes  of  service  of  1920  hours,  or  an  average  delay  per  failure 
of  1  hour  and  4  minutes.  The  largest  number  of  failures,  3301, 
occurred  in  the  month  of  February.  The  smallest  number,  1020, 
occurred  in  June,  1908.  These  facts  show  clearly  that  the  winter 
season  requires  rigid  inspection  and  a  high  class  of  maintenance 
of  equipment  if  dangerous  failures  and  excessive  delays  are  to  be 
eliminated. 

Prior  to  January  1,  1908,  the  majority  of  the  steam  railroad 
corporations  kept  no  record  of  engine  failures.  Some  corporations 
which  did  have  such  a  record  kept  the  same  in  such  condition 
that  it  was  not  readily  accessible.  The  result  was  that  in  many 
instances  an  epidemic  of  a  particular  class  of  engine  failures  would 
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occur  before  any  mechanical  department  official  began  to  apply  a 
remedy.  With  the  introduction  of  the  present  system  of  reports, 
the  matter  of  engine  failure  is  kept  constantly  in  mind  by  all 
operating  officials.  Such  officials  have  information  in  a  compara- 
tive form  which  they  did  not,  in  many  instances,  previously  have. 
The  result  is  that  from  the  general  manager  down  to  the  engine- 
house  foreman  there  is  an  effort  being  made  to  eliminate  such 
failures.  With  the  present  compulsory  reports,  the  mechanical 
superintendent  endeavors  to  locate  individual  responsibility.  All 
engine  failures  are  investigated  and  it  is  ascertained  if  failure 
resulted  from  improper  design  or  poor  workmanship,  and  when 
the  cause  is  ascertained  an  improvement  is  effected. 

The  reports  on  file  indicate  that  a  considerable  improvement 
has  been  effected  on  the  following  railroads:  Boston  &  Albany; 
Buffalo,  Rochester  &  Pittsburgh ;  Delaware  &  Hudson ;  Delaware, 
Lackawanna  &  Western ;  Delaware  &  Eastern,  Lake  Shore  &  Mich- 
igan Southern,  and  Pennsylvania. 

The  compulsory  keeping  of  records  of  engine  failures  and  the 
filing  of  the  same  with  this  Commission  have  resulted  in  consider- 
able effort  on  the  part  of  the  mechanical  department  officials  of 
railroad  corporations  to  improve  the  general  condition  of  equip- 
ment. This  attempt  during  the  year  1908  has  been  made  under 
somewhat  adverse  conditions,  caused  by  inadequate  repair  facili- 
ties and  a  policy  of  retrenchment  which  has  been  in  force  on  many 
railroads,  in  many  instances  equaling  33  per  cent,  reduction  in 
repair  shop  staffs.  At  many  places  the  shops,  engine  houses,  and 
repair  facilities  are  inadequate,  and  the  ultimate  result  of  this 
inadequacy  is  failure  of  equipment. 

The  tremendously  significant  result  from  these  reports  is  that 
fully  75  per  cent,  of  all  engine  failures  reported  could  have  been 
avoided  by  proper  inspection  and  maintenance  of  machinery  with 
adequate  engine  houses  and  shop  facilities  for  making  inspection 
and  repairs.  The  elimination  of  this  percentage  of  engine  fail- 
ures, in  both  freight  and  passenger  business,  is  of  the  highest 
imjwrtance.  The  lack  of  a  proper  degree  of  efficiency  in  transpor- 
tation largely  arises  from  these  engine  failures.  The  Commission, 
in  the  light  of  the  knowledge  which  is  required  by  these  reports, 
hopes  to  be  able  to  improve  conditions  very  materially  during  the 
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ensuing  year.  A  systematic  disclosure  of  the  causes  of  ineflSciency, 
failures,  and  delays,  is  the  surest  way  to  remedy  the  same.  Every 
effort  will  be  made  by  the  Commission  in  this  direction,  but  it 
repeats  what  it  has  said  elsewhere,  that  it  needs  an  additional 
inspection  force  to  enable  it  to  accomplish  the  best  results  in  this 
direction. 

VIII.  LOCOMOTIVE  BOILER  INSPECTION. 

The  Legislature  by  chapter  611,  laws  of  1905,  added  a  provi- 
sion to  the  Railroad  Law  providing  for  the  inspection  of  locomo- 
tive boilers,  the  apjwintment  of  boiler  inspectors  by  railroad  com- 
panies, the  filing  of  certificates  of  inspection  with  the  Board  of 
Railroad  Commissioners,  and  providing  for  the  appointment  of  a 
state  boiler  inspector.  By  chapter  208,  laws  of  1907,  the  act  was 
made  more  specific  in  detail.  The  duty  of  enforcing  this  act  de- 
volves upon  the  Public  Service  Commission  for  the  Second  Dis- 
trict as  the  successor  to  the  Board  of  Railroad  Commissioners. 

Our  last  annual  report  outlined  the  duties  of  the  Commis- 
sion under  this  law,  but  the  subject  is  believed  to  be  of  suflScient 
importance  and  interest  to  justify  a  recapitulation  of  the  principal 
provisions  of  the  act,  and  a  description  of  the  preliminary  work 
done  under  it. 

The  present  law  makes  it  the  duty  of  every  railroad  corporation 
operating  locomotive  boilers  in  this  State  — 

1.  To  provide  for  an  inspection  of  locomotive  boilers  and  ap- 
purtenances thereof  at  least  every  three  months,  by  an  inspector 
of  suitable  qualifications  and  attainments  to  perform  the  service 
required,  and  able  to  form  a  definite  opinion  regarding  the  safety 
and  proper  maintenance  of  locomotive  boilers. 

2.  To  provide  necessary  safety  appliances  on  all  locomotive 
boilers,  and  maintain  these  appliances  in  good  working  condition 
at  all  times. 

3.  To  require  all  locomotive  boiler  inspectors  to  fill  out  and 
sign,  under  oath,  a  certificate  covering  each  inspection  made  on 
each  locomotive  boiler,  and  to  file  one  copy  of  said  certificate  with 
the  chief  operating  ofiicer  of  the  railroad  company,  and  one  copy 
with  the  Commission. 

4.  To  require  all  locomotive  boilers  to  be  washed  out  at  least 
once  in  every  thirty  days. 
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The  law  requires  the  Commission  to  formulate  rules  and  regu- 
lations for  the  inspection  and  testing  of  boilers  in  accordance  with 
the  above  requirements,  and  gives  the  Commission  the  right  to 
require  the  removal  of  incompetent  railroad  boiler  inspectors. 

Under  the  above  provisions  of  the  law,  the  former  Board  of 
Railroad  Commissioners,  after  a  civil  service  examination,  ap- 
pointed Mr.  G.  P.  Robinson  as  state  boiler  inspector;  and  as  he 
has  been  found  competent,  Mr.  Robinson  has  been  retained  by 
this  Commission. 

Regulations  for  the  care  and  inspection  of  locomotive  boilers 
in  conformity  with  the  law  were  prepared  by  this  Commission 
shortly  after  it  took  office,  and  these  regulations  were  made 
effective  by  order,  September  1,  1907.  The  regulations  were  pre- 
pared after  extended  conferences  with  railroad  mechanical  oflScers, 
and  were  approved  by  representatives  of  the  brotherhoods  of  loco- 
motive engineers  and  firemen.  Much  effort  was  made  in  the 
preparation  of  these  regulations  to  incorporate  the  best  railroad 
practice,  and  to  provide  methods  of  enforcing  the  law  which 
would  be  effective  and  at  the  same  time  capable  of  a  reasonable 
and  business-like  execution.  The  operation  of  the  regulations 
during  the  past  year  has  been  satisfactory,  and  no  serious  criti- 
cisms regarding  them  have  been  received  from  any  source, 
although  the  fullest  criticism  has  been  invited,  and  the  inspectors 
of  the  Commission  have  been  instructed  to  report  all  defects  which 
may  be  found  in  the  regulations,  or  any  unnecessary  hardship 
which  may  be  shown  in  their  enforcement.  The  Commission  is 
therefore  justified  in  believing  that  the  present  regulations  will 
require  little  if  any  change  during  the  coming  year. 

There  are  about  6000  locomotive  boilers  used  constantly  in  this 
State,  and  about  1500  more  which  are  used  occasionally,  and 
which  also  require  to  be  maintained  and  inspected  in  accordance 
with  the  state  regulations.  As  there  are  about  54,000  locomotive 
boilers  in  use  in  the  United  States,  the  7500  supervised  by  this 
Commission  is  about  one-seventh  of  the  total. 

The  boiler  inspection  regulations  now  in  force  contemplate  two 
forms  of  report :  First,  a  specification  card  which  gives  a  descrip- 
tion of  the  general  design  of  the  boiler,  the  principal  dimensions, 
thickness  of  sheets,  measurement  of  seams,  and  the  results  of  the 
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calculations  of  the  strains  to  which  the  principal  parts  are  sub- 
jected,  and  from  which  the  proper  working  pressure  and  the  factor 
of  safety  can  be  computed.  The  age  of  the  boiler,  the  tests  to 
which  the  material  was  originally  subjected,  and  any  other  data 
which  may  aid  in  determining  the  safe  working  pressure,  are  also 
required.  This  specification  card  is  signed  by  the  mechanical 
engineer  of  the  railroad  company  or  by  another  expert  qualified 
to  pass  upon  questions  of  boiler  design  and  strengtL  The  signa- 
ture of  the  principal  mechanical  ofiicer  of  the  railroad  company 
is  also  required. 

The  preparation  of  these  specification  cards  has  necessitated  a 
large  amount  of  work  by  the  railroad  companies,  much  of  which 
has  been  caused  by  the  large  number  of  old  boilers  in  use  in  the 
State,  and  for  which  no  accurate  records  or  drawings  exist. 

The  railroads  were  given  until  January  1,  1909,  to  file  these 
specification  cards,  and  where  good  reason  could  be  shown,  a  short 
extension  of  time  has  been  granted.  On  January  1,  1909,  6114 
specification  cards  had  been  filed  with  this  Commission. 

The  principal  calculations  given  on  the  specification  cards  for 
each  boiler  have  been  checked  under  the  direction  of  the  state 
boiler  inspector,  by  a  mechanical  engineer  who  is  familiar  with 
locomotive  boiler  construction.  The  importance  of  this  checking 
is  indicated  from  the  fact  that  serious  errors  have  been  found  in 
over  800  cards  filed  by  26  out  of  83  companies  reporting,  and 
these  cards  have  been  returned  for  correction.  Unimportant 
errors  in  large  numbers  have  been  cx)rrected  by  this  department. 

The  specification  cards  of  the  boilers  inspected  in  this  State  are 
being  divided,  for  the  purpose  of  examination,  into  groups,  as 
follows:  1,  boilers  less  than  25  years  old,  of  good  general  and 
detail  design,  factor  of  safety  more  than  4,  braces  strained  to 
less  than  10,000  poimds  per  square  inch,  with  longitudinal  seams 
butt-joint  or  otherwise  suitably  reinforced ;  2,  boilers  25  years  old 
or  over;  3,  boilers  20  years  old  or  over,  with  factor  of  safety 
less  than  4^ ;  4,  boilers  15  years  old  or  over,  factor  of  safety  under 
4i,  and  having  plain  lap  longitudinal  seams ;  5,  boilers  with  factor 
of  safety  under  4;  6,  boilers  having  calculated  stresses  in  the 
braces  of  more  than  10,000  pounds ;  7,  boilers  in  which  the  gen- 
eral design  or  the  design  of  details  as  indicated  by  the  specifica- 
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tion  cards  raise  any  question  as  to  safety,  although  the  calculated 
stresses  and  factors  of  safety  may  be  within  the  limits  given  in 
the  preceding  groups. 

The  specification  cards  for  boilers  in  the  first  group  are  passed 
without  further  examination.  The  cards  for  boilers  in  the  re- 
maining six  groups  are  being  examined  with  suflScient  care  to 
enable  the  experts  of  the  Commission  to  determine  whether  any 
represented  require  special  examination  with  a  view  of  determin- 
ing whether  they  are  to  be  condemned,  require  to  have  weak 
points  reinforced,  or  require  to  have  the  pressure  reduced. 

The  following  shows  the  number  of  boilers  in  each  group  as 
determined  by  examination  of  the  6114  boilers  whose  specifica- 
tion cards  have  been  checked  to  date: 

Nmnber  of  boilers  which  do  not  meet  the  requirements  of  the  first 

class 1,601 

Number  of  boilers  25  years  old  or  over 161 

Number  of  boilers  over  30  years  old 14 

Number  of  boilers  of  unknown  age 19 

Number  of  boilers  20  to  25  years  old  with  factor  of  safety  under  4^ .  144 
Number  of  boilers  15  to  20  years  old,  having  plain  lap  longitudinal 

seams  and  factor  of  safety  under  4^ 156 

Boilers  with  factor  of  safety  under  4 963 

Boilers  with  braces  having  stresses  exceeding   10,000   pounds   per 

square  inch    1,038 

The  specification  cards  thus  far  examined  show  factors  of  safety 
varying  from  2.18  to  8.88.  The  boiler  having  the  factor  of  safety 
of  2.18  has  been  condenmed. 

It  is  very  evident  from  the  results  of  the  calculations  thus  far 
made  that  a  rule  requiring  all  boilers  to  meet  an  arbitrary  factor 
of  safety  would  be  unjust  in  its  application.  To  insist,  for  in- 
stance, upon  a  minimum  factor  of  safety  of  4rJ,  which  is  con- 
sidered by  many  railroad  companies  to  be  good  practice,  would 
require  a  reduction  of  pressure  on  many  boilers  of  recent  design, 
of  the  highest  grade  of  construction,  and  of  unquestioned  safety. 
It  is  therefore  very  evident  that  in  determining  the  safety  of  a 
boiler  it  is  necessary  to  take  into  account  the  general  design,  the 
design  of  the  principal  details,  the  age,  and  the  attention  given 
to  maintenanc-e  before  a  reliable  idea  can  be  formed  as  to  the 
pressure  which  can  be  safely  permitted. 

A  certificate  of  inspection  ia  required  by  law  to  be  filed  with 
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the  Commission  for  each  boiler  in  the  State  once  in  three  months. 
One  copy  of  this  inspection  certificate  is  posted  in  the  locomotive 
cab,  and  one  copy  is  filed  with  the  chief  mechanical  officer  of  the 
railroad  company.  All  certificates  are  checked  upon  receipt  in 
the  office  of  this  Commission,  and  compared  with  the  certificates 
previously  filed.  The  number  of  certificates  filed  for  the  year 
ended  December  31,  1908,  was  29,421.  Special  filing  cases  are 
provided  for  the  inspection  certificates  and  specification  cards,  so 
that  in  case  of  accident  to  any  boiler  used  in  this  State,  all  of  the 
data  reported  to  the  Commission  can  be  used  in  the  investigation. 

If  errors  in  the  inspection  certificates  are  found,  letters  are  at 
once  written  or  personal  visits  made  by  the  state  boiler  inspector 
or  an  assistant.  Several  hundred  certificates  have  been  returned 
for  correction.  A  record  is  kept  of  all  errors  made  by  the  railroad 
boiler  inspectors  as  far  as  discovered,  and  if  the  record  indicates 
carelessness  or  incompetency,  the  case  is  reported  to  the  proper 
railroad  officer.  It  has  been  found  necessary  to  ask  the  companies 
to  relieve  twenty-five  inspectors  from  this  class  of  work  on  ac- 
count of  careless  work  and  incompetency,  although  every  effort 
has  been  made  by  the  state  boiler  inspector  to  allow  for  the  fric- 
tion and  lack  of  understanding  incidental  to  the  inauguration  of 
a  new  system.  Many  cases  have  been  found  where  the  officers  in 
charge  of  boilers,  especially  in  the  smaller  companies,  are  not 
satisfactorily  trained  for  this  work.  A  great  deal  of  extra  labor 
has  thereby  been  added  in  supervision,  as  in  most  cases  these  men 
do  not  understand  technical  letters,  and  personal  calls  have  been 
necessary. 

The  companies  reporting  boiler  inspections  to  this  Commis- 
sion include  22  manufacturing  companies  owning  locomotives 
which  are  used  occasionally  on  railroad  companies'  tracks.  While 
the  law  does  not  specifically  cover  these  companies,  it  has  seemed 
fair  to  the  Commission  to  compel  such  companies  to  comply  with 
the  boiler  inspection  requirements,  or  to  require  the  railroad 
companies  to  refuse  such  companies  the  right  to  use  such  locomo- 
tives on  the  railroad  companies'  tracks  in  this  State. 

Forty-four  of  the  companies  out  of  83  reporting  have  no  facil- 
ities for  repairing  locomotives.  These  are  mostly  small  railroad 
and  manufacturing  companies  who  can  not  afford  shops.     A 
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shelter  is  usually  provided  for  the  locomotives,  and  only  the 
simplest  hand  tools  are  furnished.  In  the  case  even  of  some  of 
the  larger  roads,  the  shop  facilities  are  not  adequate,  and  the  men 
in  charge  of  repairs  and  inspection  have  to  work  under  serious 
disadvantage.  Increased  attention  will  be  given  by  the  equip 
ment  and  boiler  inspectors  of  this  Commission  to  such  cases  in 
the  future,  and  companies  will  be  asked  to  provide  proper  facili- 
ties for  maintenance  and  inspection  as  rapidly  as  may  appear  to 
be  reasonable  in  each  case. 

Considerable  attention  has  been  given  by  this  department  to 
the  existing  rules  governing  the  size  and  capacity  of  safety  valves 
required  for  the  various  designs  and  sizes  of  locomotive  boilers, 
and  it  has  been  found  that  the  rules  now  in  force  are  unsatis- 
factory. The  subject  is,  however,  under  consideration  by  the 
Master  Mechanics'  Association,  by  one  or  more  of  the  prominent 
locomotive  builders,  and  by  manufacturers  of  safety  valves,  and 
it  is  probable  that  the  matter  will  soon  be  put  upon  a  more  satis- 
factory basis. 

Especial  attention  has  been  given  to  stay-bolt  inspection,  as 
broken  stay  bolts  constitute  one  of  the  most  serious  sources  of 
danger  in  the  operation  of  locomotive  boilers;  and  the  fact  that 
there  has  been  no  explosion  of  a  locomotive  boiler  in  this  State 
during  the  past  year  on  account  of  broken  stay  bolts  is  believed 
to  be  due  in  some  measure  to  the  strict  inspection  system  required 
by  the  law.  The  regulations  of  the  Commission  require  that  all 
stay  bolts  shall  be  provided  with  telltale  holes,  drilled  in  the  outer 
ends  of  the  bolts  in  such  a  way  as  to  show  by  the  escape  of  steam 
when  the  bolt  is  broken.  The  only  exception  to  this  requirement 
is  made  in  the  case  of  such  railroads  as  are  able  to  prove  to  the 
Commission  satisfactorily  that  unusual  care  is  devoted  to  the  in- 
spection and  maintenance  of  locomotive  boilers,  and  especially  to 
stay-bolt  inspection.  The  railroad  companies'  records  show  that 
a  much  larger  number  of  stay  bolts  are  being  removed  at  monthly 
inspections  than  has  been  customary  in  the  past,  and  although 
this  involves  additional  labor  and  expense  in  maintenance,  the 
work  is  believed  to  be  abundantly  justified  by  the  increased  safety 
secured. 

Apparatus  for  testing  the  accuracy  of  steam  gauges  has  beeii 
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provided  by  railroad  companies  in  about  forty  localities  during 
the  year,  to  meet  the  boiler  inspection  requirements. 

It  is  a  frequent  practice  of  small  companies  to  purchase  second- 
hand locomotives.  In  such  cases,  the  complete  requirements  of 
the  Commission  as  to  inspection  and  testing  have  been  insisted 
upon ;  special  examinations  have  been  made  where  no  satisfactory 
records  exist,  and  in  some  cases  the  boilers  of  such  locomotives 
have  been  condemned,  and  in  other  cases  reduction  in  pressure 
has  been  ordered. 

An  investigation  has  been  made  of  every  serious  accident  which 
has  been  reported  during  the  year  to  a  locomotive  boiler  in  this 
State. 

The  following  is  a  summary  of  the  accidents  investigated : 


Number  of 
accidents. 


Cause  of  accident. 


Number 

of 
persons 
kiUed. 


Number 

of 
persons 
injured. 


;-.  &.. 


■I 


Pocket  flue  blowing  out 

Arch  tube  burst 

Plugs  blown'out.  nuts  stripped  and  studs  blown  out . 

Burst  flue 

Flue  pulled  out 

Low  water 


1 

1 
4 
1 
1 
14 


The  reports  of  these  accidents  are  on  file  in  the  oflSce  of  the 
Commission.  Six  additional  slight  accidents  have  not  been  in- 
vestigated. The  ratio  of  accidents  to  locomotives  in  service  is 
1  to  299;  ratio  of  persons  killed  to  locomotives  in  service,  1  to 
829;  ratio  of  persons  injured  to  locomotives  in  service,  1  to  266. 

Number  killed  during  1907 6 

Number  injured  during  1907 31 

Total  number  killed  and  injured 37 

Number  killed  during  1908 9 

Number  injured  during  1908 28 

Total  number  killed  and  injured 37 


It  will  be  noted  that  the  principal  cause  of  boiler  accidents  is 
low  water.  In  most  cases  such  accidents  are  principally  the  fault 
of  the  engineer  operating  the  locomotive,  and  he  frequently  has 
to  pay  the  penalty  for  his  neglect  by  loss  of  life.    The  only  way 
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in  which  this  Commission  can  exercise  its  influence  in  the  pre- 
vention of  accidents  of  this  character  appears  to  be  in  the  follow- 
ing  directions :  1,  By  requiring  the  best  care  in  the  maintenance 
of  gauge  cocks  and  water  glasses:  a  great  deal  of  attention  has 
been  given  to  this  subject  by  the  inspectors  of  the  Commission, 
and  in  every  accident  investigation  involving  low  water  a  care- 
ful inquiry  is  made  as  to  the  condition  of  these  parts ;  2,  by  requir- 
ing the  location  of  gauge  cocks  and  water  glasses  in  reference 
to  the  crown  sheet  to  be  carefully  determined ;  the  filling  out  of 
the  specification  cards  requires,  in  doubtful  cases,  that  measure- 
ments of  the  height  of  the  crown  sheet  be  taken,  and  a  number 
of  cases  have  been  found  where  gauge  cocks  and  water  glasses 
were  wrongly  located ;  3,  by  requiring  special  attention  of  railroad 
companies  to  the  design  and  the  maintenance  of  injector  and  feed 
water  appliances :  in  every  case  of  low  water,  the  condition  of  the 
injectors  and  feed  apparatus  has  been  the  subject  of  careful  in- 
quiry, and  the  necessity  of  giving  special  attention  to  these  por- 
tions of  the  locomotive  equipment  has  been  the  subject  of  con- 
sultation with  railroad  mechanical  officers. 

In  this  department  of  its  work  the  Commission  has  received 
for  the  most  part  the  cordial  cooperation  of  railroad  officers,  the 
great  majority  of  whom  appreciate  keenly  the  necessity  of  strict 
maintenance  and  inspection  of  locomotive  boilers,  and  accept  cor- 
dially any  suggestions  which  may  be  offered  to  secure  increased 
safety.  The  value  of  this  part  of  the  Commission's  work  has, 
we  believe,  been  especially  manifest  in  the  case  of  small  railroads 
which  do  not  maintain  a  complete  mechanical  staff.  Out  of  83 
companies  reporting  locomotive  boiler  inspections  to  this  Conmiis- 
sion,  47  do  not  maintain  any  mechanical  organization,  and  are 
therefore  for  the  most  part  without  any  expert  advice  in  reference 
to  this  subject. 

While  radical  defects  have  been  found  in  many  locomotive 
boilers,  and  in  the  methods  of  inspection  and  maintenance  on 
some  of  the  large  railroads  as  well  as  on  the  smaller  ones,  the 
general  result  of  the  inspection  work  justifies  the  statement  that 
the  railroads  in  this  state  are  giving  careful  attention  to  this 
subject,  and  the  remarks  in  last  year's  report  may  properly  be 
repeated,  as  follows : 
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"It  is  but  fair  to  say  that  the  Commission  has  found  it  unnecessary  to 
make  any  suggestions  to  some  of  the  railroads  in  regard  to  the  care  of 
locomotive  boilers,  as  the  rules  and  methods  of  inspection  now  carried  out 
on  these  railroads  are  more  exacting  than  the  Commission  feels  warranted 
in  enforcing  upon  all  railroads." 

The  inspection  on  other  roads,  however,  has  demonstrated  the 
importance  of  this  branch  of  the  Commission's  work,  and  has,  we 
believe,  resulted  in  substantially  raising  the  standard  of  loco- 
motive boiler  inspection  throughout  the  State  by  extending  the 
application  of  the  best  practice  in  maintenance  and  inspection 
to  all  companies. 

IX.  PREVENTION  OF  ACCIDENTS  ON  RAILROADS. 

Section  47  of  the  Public  Service  Commissions  Law  reads  in 

part  as  follows: 

"Each  commission  shall  investigate  the  cause  of  all  accidents  on  any  rail- 
road or  street  railroad  within  its  district  which  result  in  loss  of  life  or 
injury  to  persons  or  property,  and  which  in  its  judgment  shall  require  in- 
vestigation. Every  common  carrier,  railroad  corporation  and  street  railroad 
corporation  is  hereby  required  to  give  immediate  notice  to  the  commission 
of  every  accident  happening  upon  any  line  of  railroad  or  street  railroad, 
owned,  operated,  controlled  or  leased  by  it,  within  the  territory  over  which 
such  commission  has  jurisdiction  in  such  manner  as  the  commission  may 
direct." 

Section  50  of  the  same  law  gives  power  to  the  Commission  to 
require  changes  and  improvements  in  the  physical  properties  of 
corporations  subject  to  its  jurisdiction  in  order  to  promote  the 
security  of  the  public  or  employees. 

Section  49  of  the  same  law  provides  — 

"And  whenever  the  commission  shall  be  of  opinion,  after  a  hearing,  had 
upon  its  own  motion  or  upon  complaint,  that  the  regulations,  practices,  ap- 
pliances or  service  of  any  such  common  carrier,  railroad  corporation  or  street 
railroad  corporation  in  respect  to  transportation  of  persons,  freight  or  prop- 
erty within  the  state  are  .  .  .  unsafe,  improper  or  inadequate,  the  com- 
mission shall  determine  the  .  .  .  safe,  adequate  and  proper  regulations, 
practices,  equipment,  appliances  and  service  thereafter  to  be  in  force,  to  be 
observed  and  to  be  used  in  such  transportation  of  persons,  freight  and  prop- 
erty, and  so  fix  and  prescribe  the  same  by  order  to  be  served  upon  every  com- 
mon carrier,  railroad  corporation  and  street  railroad  corporation  to  be  bound 
thereby." 

These  provisions  of  the  law  make  it  the  undoubted  duty  of  the 
Commission  to  concentrate  its  attention  upon  the  safety  of  the 
public  using  the  facilities  of  railroad  corporations  and  the  safety 
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of  the  employees  engaged  in  their  service.  It  must  be  observed 
that  a  large  number  of  the  railroad  casualties  reported  are  to  per- 
sons trespassing  upon  the  railroad  right  of  way,  and  to  prevent 
accidents  of  this  character  little  or  nothing  can  be  done  by  the 
Commission.  The  accident  occurs  from  the  fault,  omission,  or 
neglect  of  the  person  injured,  and  not  from  any  cause  within  the 
power  of  the  Commission  to  remove.  The  transportation  of  pas- 
sengers upon  steam  railroads  is  remarkably  safe,  considering  the 
magnitude  of  the  traffic.  The  injuries  to  employe^^s  and  to  prop- 
erty by  reason  of  such  accidents  are  excessive,  and  the  resources 
of  the  State  should  be  employed  to  reduce  both.  Exclusive  of 
grade  crossing  eliminations,  the  efforts  of  the  former  Board  of 
Railroad  Commissioners  seem  to  have  been  confined  to  an  endeavor 
to  obtain  a  proper  maintenance  of  way  and  structures.  One  in- 
spector of  steam  railroads  and  one  inspector  of  electric  railroads 
were  employed  by  that  Board,  who  gave  constant  and  intelligent 
attention  to  such  maintenance.  It  was  impossible  with  so  limited 
a  force  to  inspect  ways  and  structures  with  sufficient  frequency, 
or  to  enforce  compliance  with  their  recommendations.  This  Com- 
mission has  increased  the  force  of  steam  railroad  inspectors  so 
that,  as  will  be  shown  elsewhere,  the  ways  and  structures  of  all 
steam  railroads  under  the  supervision  of  the  Commission  have 
been  inspected  during  the  past  year.  This  is  important  and  not 
to  be  dispensed  with  work.  Ways  and  structures  should  be  main- 
tained at  the  highest  degree  of  safety.  It  is  true,  however,  that 
the  percentage  of  accidents  arising  from  the  imperfection  of  such 
ways  and  structures  is  small.  How  much  greater  such  percentage 
would  be  if  inspections  were  not  frequent,  rigid,  and  complete,  no 
one  can  judge. 

The  Commission  very  early  in  its  investigations  reached  the 
conclusion  that  in  the  interest  of  both  safety  and  efficiency  of 
operation  there  should  be  careful  and  rigid  inspection  of  equip- 
ment, especially  of  locomotive  equipment,  and  as  is  shown  in  its 
report  for  the  year  1907,  a  supervisor  of  equipment  was  appointed 
who  has  given  great  and  thorough  .attention  to  this  subject,  with 
results  which  will  be  detailed  in  the  proper  place  in  this  report. 

The  inspector  of  electric  railroads  has  been  unable  to  cover  all 
of  the  roads  within  the  district  during  the  year.     The  accidents 
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to  passengers  upon  electric  railroads  have  been  more  numerous 
than  to  passengers  upon  steam  railroads.  Nearly  three  hundred 
accidents  have  been  investigated  during  the  year  by  the  inspectors 
employed  by  the  Commission.  The  causes  of  these  accidents  it  is 
impracticable  to  reduce  to  mathematical  percentages.  The  conclu- 
sions of  the  inspectors  are  very  definite,  however,  upon  certain 
points.  The  inspector  of  electric  railroads  says :  "At  least  90  per 
cent,  of  the  serious  accidents  on  electric  railroads  in  this  District 
are  the  result  of  lack  of  proper  equipment,  failure  of  equipment, 
defective  rules  and  methods  of  operation,  or  violations  of  rules. 
Not  more  than  10  per  cent,  of  the  accidents  are  caused  by  defects 
in  track  or  roadbed." 

The  inspectors  of  steam  railroads'  join  in  the  following  state- 
ment :  "  In  most  cases  the  accidents  investigated  were  found  to 
have  been  caused  by  the  failure  of  Employees  to  obey  operating 
rules." 

Ninety-four  accidents  were  investigated  by  the  supervisor  of 
equipment,  and  his  language  is  significant: 

"  Fifty-five  per  cent,  of  the  accidents  investigated  have  been  caused  by  the 
disobedience  of  standard  rules  or  special  instructions  which  were  in  force  for 
the  safe  movement  of  trains.  The  following  are  some  of  the  principal  causes 
of  accidents  of  this  class:  Short  flags,  disregard  of  flags  and  signals,  dis- 
regard of  train  orders,  disregard  of  general  rules  and  instructions.  Ten  per 
cent,  of  the  accidents  investigated  have  been  caused  by  insufficient  attention 
to  maintenance  of  right  of  way,  switches,  interlocking  plants,  signals,  etc. 
Thirty-five  per  cent,  of  the  accidents  investigated  have  been  caused  by  im- 
proper inspection  and  maintenance  of  equipment  or  from  failures  of  equip- 
ment. 

"A  large  percentage  of  accidents  resulting  from  failure  of  equipment  is 
due  to  broken  journals  (either  burnt  off  or  having  structural  defects) ;  broken 
cast-iron  wheels  (either  from  overheating  from  brake  application  or  from 
structural  defects) ;  broken  and  loose  tires  which  are  not  equipped  with  tire 
retaining  devices. 

"Accidents  were  investigated  which  were  directly  attributable  to  the  amount 
of  steam  escaping  from  joints  which  were  in  bad  condition  so  that  view  of 
enginemen  was  obscured. 

"A  number  of  derailments  have  occurred  which  were  caused  by  loose  tires 
which  were  not  equipped  with  tire  retaining  device.  A  number  of  accidents 
have  been  investigated  which  were  the  direct  result  of  the  emergency  applica- 
tion of  the  air  brakes  at  some  point  in  freight  train  where  air  brake  equip- 
ment was  not  in  proper  condition." 

It  is  unnecessary  to  multiply  quotations  from  the  reports  of 
inspectors.     They  disclose  a  condition  of  affairs  which  can  and 
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should  be  improved  materially  by  rigid  inspection  and  super- 
vision. 

A  careful  study  of  the  conditions  disclosed  by  the  reports  of  in- 
vestigations of  accidents  has  led  the  Conmiission  to  adopt  two 
orders:  one  relating  to  steam  railroads,  and  the  other  to  electric 
railroads.     These  orders  are  as  follows: 

Whereas,  The  reports  of  investigations  of  accidents  upon  steam  railroads 
made  to  this  Commission  during  the  year  1008«  indicate  that  a  very  large 
proportion  of  all  the  accidents  so  investigated  upon  such  roads  during  the 
past  year  have  been  caused  by  the  failure  of  employees  to  obey  standard 
operating  rules  or  special  instructions  which  were  in  force  for  the  safe  move- 
ment of  trains;  and 

Whereas,  It  is  important  that  the  Commission  have  all  attainable  informa- 
tion regarding  the  operating  rules  of  all  such  roads,  the  methods  used  in 
examining  applicants  for  employment  as  to  capacity  and  fitness  to  discharge 
the  duties  of  such  employment,  the  methods  used  in  instructing  employees  as 
to  the  rules  and  their  duties  under  them,  and  the  systems  in  use  for  enforc- 
ing observance  of  rules,  to  the  end  that  it  may  properly  discharge  the  duties 
imposed  upon  it  by  section  47  of  the  Public  Service  Commissions  Law; 

Ordered,  That  each  and  every  operating  steam  railroad  corporation  under 
the  supervision  of  this  Commission  be  and  it  is  hereby  required  and  directed, 
pursuant  to  the  provisions  of  sections  45  and  46  of  the  Public  Service  Com- 
missions Law,  to  furnish  and  report  to  this  Commission,  on  or  before  the 
Ist  day  of  February,  1909,  the  following  papers  and  information,  to  wit: 

1.  Five  copies  of  all  printed  rules  for  the  operation  of  its  road. 

2.  A  statement  showing  for  each  of  the  following  classes  of  employees  en- 
gaged in  the  operation  of  its  road:  namely,  (a)  engineers;  (6)  firemen; 
(c)  conductors;  {d)  trainmen;  (e)  flagmen;  (/)  brakemen;  {g)  switch- 
tenders;  {h)  gatemen  at  crossings;  {%)  flagmen  at  crossings;  (;)  towermen; 
{h)  telegraph  operators;  {I)  train  dispatchers;  (m)  any  other  employees 
engaged  in  operating  trains,  what  examination  or  inquiry,  if  any,  is  made 
previous  to  their  employment  in  or  promotion  to  such  positions,  as  to  their 
mental  and  physical  capacity,  experience,  and  general  fitness  for  the  proposed 
employment. 

3.  A  statement  showing  what  steps  are  taken  to  require  of  each  employee 
a  competent  knowledge  of  the  operating  rules  governing  his  duties  and  con- 
duct as  such  employee. 

4.  A  statement  showing  what  examinations  or  investigations  are  made 
from  time  to  time,  either  regularly  or  otherwise,  to  keep  informed  as  to 
whether  employees  of  the  said  classes  are  familiar  with  the  rules  and  instruc- 
tions governing  their  duties  and  conduct,  and  what  measures  are  taken  to 
improve  the  effectiveness  of  operating  rules  from  time  to  time,  and  their 
applicability  to  disclose  accident  situations. 

5.  What  record,  if  any,  is  kept  of  isolations  of  rules  and  instructions  by 
any  of  the  aforesaid  employees. 

6.  Any  other  information  which  may,  in  the  opinion  of  the  chief  operating 
officer  of  each  of  said  corporations,  be  of  use  to  the  Commission  in  investi- 
gating the  causes  of  accidents  so  far  as  such  accidents  arise  from  neglect  or 
non-observance  of  rules  and  instructions  by  employees. 
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Where<i8,  The  reports  of  investigations  of  accidents  upon  street  surface 
railroads  made  to  this  Commission  during  the  year  1908,  indicate  that  a 
very  large  proportion  of  all  the  accidents  so  investigated  upon  such  roads 
during  the  past  year  have  resulted  from  one  of  the  following  causes,  namely: 

1.  Failure  on  the  part  of  the  company  to  adopt  a  set  of  rules  for  the 
government  of  employees; 

2.  Failure  on  the  part  of  companies  to  adopt  a  proper  running  schedule; 

3.  Defects  in  rules; 

4.  Violation  of  rules  by  employees. 

Whereas,  The  methods  employed  in  securing  efficient  and  capable  employees; 
the  methods  employed  in  maintaining  such  efficiency  and  capability  of  em- 
ployees; the  character  of  rules  and  schedules  adopted  by  such  companies 
seriously  affect  the  foregoing  causes  of  accidents;  and  to  the  end  that  it  may 
properly  discharge  the  duties  imposed  upon  it  by  section  47  of  the  Public 
Service  Conmiissions  Law,  it  is  important  that  the  Commission  have  all  at- 
tainable information  in  regard  to  each  of  the  above  items  in  the  operation 
of  all  such  roads;  therefore, 

Ordered,  That  each  and  every  operating  street  surface  railroad  corporation 
under  the  supervision  of  this  Commission  be  and  it  is  hereby  required  and 
directed,  pursuant  to  the  provisions  of  section  45  and  section  46  of  the  Public 
Service  Commissions  Law,  to  furnish  and  report  to  this  Commission  on  or 
before  the  1st  day  of  February,  1909,  the  following  papers  and  information^ 
to  wit: 

1.  Five  copies  of  all  printed  rules  governing  employees  in  the  operation  of 
its  road; 

2.  Five  copies  of  the  running  schedule  in  effect  on  this  date; 

3.  One  complete  set  of  blanks  used  in  the  employment  of  motormen  and 
conductors ; 

4.  A  statement  showing  what  instructions,  either  on  the  road  or  in  the 
shop,  are  given  applicants  for  the  positions  of  motorman  and  conductor,  and 
how  much  time,  if  any,  must  be  spent  by  him  in  each  case; 

5.  A  statement  showing  the  methods  employed  in  addition  to  the  use  of 
blanks,  in  ascertaining  the  qualifications  of  applicants  for  the  positions  of 
motorman  and  conductor; 

6.  In  cases  where  the  system  includes  city  and  suburban  lines,  whether 
promotions  are  made  from  the  city  to  the  suburban  lines;  if  so,  what  exam- 
inations are  motormen  and  conductors  applicants  for  promotion  required  to 
pass; 

7.  Does  the  company  maintain  a  school  of  instruction  for  applicants  for 
motormen  and  conductors;  if  so,  give  full  description  of  equipment  in  school 
and  methods  employed  in  conduct  of  same; 

8.  A  statement  showing  what  methods  are  employed  by  operating  officials 
to  keep  informed  of  the  efficiency  and  capability  of  motormen  and  conductors; 

9.  What  records,  if  any,  are  kept  of  the  violations  of  rules  by  motormen 
and  conductors; 

10.  Any  other  information  on  the  subjects  of  maintaining  discipline  of 
employees,  disclosing  accident  situations,  and  suggestions  which  may  in  the 
opinion  of  the  chief  operating  officer  be  of  use  to  the  Commission  in  investi- 
gating the  causes  of  accidents  so  far  as  they  relate  to  defective  rules  or 
running  schedules  and  lack  of  discipline  of  the  employees. 
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The  purpose  of  the  Commission,  as  shown  by  these  orders,  is  to 
use  all  the  means  in  its  power  to  eliminate  causes  of  accidents. 
The  chief  end  to  be  attained  is  the  protection  of  the  employees 
themselves.  They  are  unquestionably  the  greatest  sufferers  from 
existing  conditions ;  they  encounter  the  greatest  dangers ;  and  the 
Commission  earnestly  hopes  for  their  active  cooperation  and  assist- 
ance in  the  measures  which  it  hopes  to  inaugurate  for  their  benefit. 

The  Commission  desires  to  call  attention  in  the  most  forceful 
manner  possible  to  the  fact  that  it  can  not  without  an  increased 
working  force,  which  involves  an  increased  appropriation,  do  more 
in  this  direction  than  it  has  already  been  doing.  A  broad  field 
of  work  is  open  before  it.  The  experience  of  the  Commission 
enables  it  to  assert  with  confidence  that  great  improvement  in 
existing  conditions  can  be  obtained  by  the  institution  and  rigid 
enforcement  of  proper  measures  of  supervision.  To  this  end  it 
deems  it  essential  that  it  should  be  placed  in  a  condition  to  do 
the  following  things : 

1.  Increase  the  number  of  inspectors  upon  electric  railroads ; 

2.  Increase  the  number  of  equipment  inspectors; 

3.  To  employ  at  least  two  accident  inspectors  whose  energies 
should  be  devoted  exclusively  to  the  investigation  of  causes  of 
accidents,  under  the  supervision  and  control  of  the  Commission. 

The  inspectors  now  in  the  employ  of  the  Commission  should 
be  relieved  from  the  work  of  accident  investigation,  except  so  far 
as  they  are  called  upon  to  cooperate  with  the  inspectors  of  acci- 
dents. A  more  efficient  system  of  insuring  compliance  with  the 
reconmiendations  of  inspectors  should  be  inaugurated.  The  recom- 
mendations of  inspectors  are  communicated  regularly  to  the  com* 
panies  interested  and  every  effort  has  been  made  to  secure  com- 
pliance with  those  recommendations.  The  manner  in  which  the 
work  should  be  handled  is  as  follows : 

The  reports  and  recommendations  of  inspectors  should  be  placed 
by  the  Commission  in  the  hands  of  the  chief  of  division,  with 
proper  instructions,  whose  business  it  should  be  to  take  up  the  mat- 
ter, pursuant  to  such  instructions,  with  the  corporations  interested, 
and  each  corporation  should  be  required  to  comply  with  the  recom- 
mendations made  within  a  given  time  or  show  cause  why  the 
recommendation  should  be  disregarded.    The  corporations  should 
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be  required  to  give  immediate  and  prompt  attention  to  those  recom- 
mendations ;  and  upon  report  being  made  that  the  recommendation 
has  been  complied  with,  an  inspector  should  be  required  to  ascer- 
tain whether  or  not  a  full  and  proper  compliance  has  been,  in 
fact,  given. 

In  the  inspection  of  equipment  at  least  two  inspectors  should 
be  constantly  employed  in  riding  trains  and  observing  defects  in 
locomotives  and  reporting  thereon.  In  no  other  way  can  it  be 
known  whether  or  not  the  6000  steam  locomotives  operating  in 
this  State  are  kept  up  to  the  present  condition  of  safety  and 
efficiency.  The  idea  is  not  that  the  State  should  do  the  inspection 
work  for  the  railroad  corporations,  but  that  the  State  should  be  in 
a  situation  to  know  that  the  inspection  work  of  the  corporations  is 
properly  performed  by  them. 

In  order  further  to  carry  out  properly  the  program  herein  out- 
lined, it  is  essential  that  the  Public  Service  Commissions  Law 
should  be  amended  in  certain  particulars  in  order  to  confer  upon 
inspectors  the  right  to  ride  upon  any  train  or  any  part  of  any 
train  at  any  time.  The  work  of  inspection  can  not  properly  be 
carried  on  without  such  right.  Each  inspector  should  carry  with 
him  an  order  from  the  Commission  requiring  railroad  employees 
to  permit  such  inspection  and  riding  upon  trains,  without  order 
of  any  superior  officer  of  the  railroad  companies.  All  persons 
employed  in  making  investigations  of  accidents  should  also  be 
given  power  to  administer  oaths  and  summon  witnesses.  An 
investigation  without  this  power  is  frequently  crippled. 

At  present  only  the  Commissioners  are  authorized  to  administer 
oaths  and  summon  witnesses,  and  owing  to  the  pressure  of  other 
duties,  it  is  wholly  impracticable  for  the  Commissioners,  in  most 
cases,  to  personally  conduct  accident  investigations.  Such  investi- 
gations should  be  conducted  by  trained  experts.  In  cases  of 
especial  importance,  members  of  the  Commission  can  assist,  but 
on  the  whole,  investigations  of  this  character  can  be  made  most 
effectual  and  productive  of  good  results  by  being  conducted  by 
those  who  make  a  special  business  of  the  matter. 

The  two  orders  hereinbefore  given  in  full  will  place  in  the  hands 
oi  the  Commission,  on  the  1st  of  February,  a  vast  amount  of 
material  which  will  require  study,  comparison,  and  skill  in  investi- 
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gation.  Conferences  should  and  must  be  held  with  operating 
officers  of  railroads,  and  with  the  employees  themselves,  in  a 
strenuous  endeavor  to  ascertain  wherein  existing  conditions  can 
be  bettered. 

At  the  proper  time  there  will  be  submitted  to  the  suitable  com- 
mittees of  the  Legislature,  detailed  estimates  of  the  additional 
number  of  employees  and  the  increased  expense  which  will  be 
involved  in  the  work  herein  oudined.  The  Commission  earnestly 
hopes  that  the  Legislature  will  see  its  way  clear  to  make  such  ap- 
propriation as  to  enable  the  work  to  go  on  effectually. 

X.  BUFFALO  PASSENGER  TERMINALS. 
On  the  28th  day  of  February,  1908,  there  was  filed  with  the 
Commission  a  complaint  against  all  the  steam  railroad  corpora- 
tions having  lines  entering  the  city  of  Buffalo,  concerning  the  exist- 
ing freight  and  passenger  facilities  afforded  by  said  corporations. 
The  material  portions  of  said  complaint  are  as  follows  : 

"We  complain  of  the  freight  facilities  as  antiquated,  inadequate,  incon- 
venient of  access,  and  unworthy  of  a  city  of  the  size,  location,  and  importance 
of  the  city  of  Buffalo. 

"We  complain  of  the  passenger  facilities  as  out  of  date,  unsanitary, 
dangerous  to  passengers,  inadequate,  and  far  inferior  to  the  standard  of 
stations  to  be  found  in  Albany,  Schenectady,  and  various  other  cities  smaller 
and  less  important  than  Buffalo." 

This  complaint  was  numerously  signed  by  citizens  of  Buffalo. 

On  the  3d  day  of  March,  1908,  the  Commission  ordered  a  copy 
of  this  complaint  to  be  forwarded  to  each  of  the  railroad  corpora- 
tions affected  thereby,  and  that  a  hearing  on  said  complaint  be 
held  in  the  city  of  Buffalo  on  Monday,  the  23d  day  of  March, 
1908. 

On  the  21st  day  of  March,  1908,  there  was  filed  with  the  Com- 
mission a  complaint  from  the  Citizens  Union  of  Buffalo,  a  corpora- 
tion, in  and  by  which  the  Commission  was  asked  to  investigate 
the  whole  subject  matter  relating  to  the  passenger  stations  of  the 
various  steam  railroad  corporations  having  lines  in  the  city  of 
Buffalo,  as  to  efficiency,  adequacy,  security,  convenience,  fitness, 
and  condition,  and  that  the  Commission  should  compel  all  of  the 
said  railroad  companies  entering  the  city  of  Buffalo  to  immediately 
provide  for  and  maintain  for  themselves  and  the  public  improved, 
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modern,  and  proper  stations  in  said  city,  at  or  near  the  present 
locations  thereof. 

On  the  23d  day  of  March  there  were  filed  with  the  Commis- 
sion complaints  numerously  signed  by  citizens  of  Buffalo  against 
the  Lehigh  Valley  Railroad  Company,  alleging  the  grade  crossings 
of  said  company  at  Michigan,  Chicago,  and  Louisiana  streets  to 
be  dangerous,  and  asking  the  Commission  to  order  the  abolition 
of  these  dangerous  grade  crossings  by  requiring  the  elevation  of 
the  company's  tracks  at  said  streets. 

Hearings  were  had  upon  the  matters  involved  in  these  com- 
plaints in  the  city  of  Buffalo,  on  the  23d,  24th,  and  25th  days  of 
March,  the  22d  and  23d  days  of  April,  the  17th  and  18th  days  of 
June,  the  18th  and  19th  days  of  November^  and  the  14th  day  of 
December.  About  thirteen  hundred  pages  of  typewritten  evi- 
dence have  been  taken  at  such  hearings,  and  a  large  mass  of 
exhibits,  consisting  of  maps,  tabular  statements,  and  other  (iopu- 
ments,  have  been  received  in  evidence.  The  proceeding  is  still 
pending  before  the  Commission,  and  it  is  deemed  important  that 
the  Legislature,  as  well  as  the  public,  should  be  advised  of  the 
course  of  the  proceedings  already  had,  and  that  a  permanent  record 
of  the  same  be  made  for  future  reference. 

There  are  in  the  city  of  Buffalo  four  passenger  stations :  namely, 
that  of  The  New  York  Central  and  Hudson  River  Railroad  Com- 
pany on  Exchange  street;  of  the  Erie  Railroad  Company  on 
Exchange  street;  of  the  Lehigh  Valley  Railroad  Company  on 
Washington  street ;  and  of  The  Delaware,  Lackawanna  and  West- 
ern Railroad  Company  on  Main  street.  These  several  passenger 
stations  have  been  for  many  years  the  subject  of  discussion  and 
complaint  by  the  residents  of  Buffalo.  For  at  least  eight  years 
past  such  discussion  has  been  acute,  and  very  many  efforts  have 
been  made  on  the  part  of  the  mimicipality,  people  of  Buffalo,  and 
the  railroad  companies  to  reach  an  agreement  with  reference  to  a 
union  passenger  station  for  that  city.  It  is  not  intended  to  review 
the  negotiations  had  upon  this  subject  prior  to  the  1st  of  July, 
1907,  the  time  when  this  Commission  took  office.  It  is  sufficient 
to  say  that  about  June,  1907,  all  negotiations  seemed  to  have 
reached  a  standstill,  and  it  became  quite  apparent  that  nothing 
could  be  accomplished  without  the  intervention  and  aid  of  this 
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Commission.  No  complaints  were  made  to  the  Commission  until 
the  dates  above  set  forth,  but  the  attention  of  the  Commission  was 
in  other  ways  forcefully  drawn  to  the  situation,  and  accordingly, 
on  the  29th  day  of  January,  1908,  the  Chairman  of  the  Commis- 
sion addressed  letters  to  the  presidents  of  the  various  steam  rail- 
road corporations  having  lines  entering  the  city  of  Buffalo,  which 
letters  were  practicaDy  identical  in  form  and  substance.  Answers 
were  received  in  due  course,  and  this  correspondence  will  be  given 
in  an  appendix  to  this  report  in  connection  with  other  and  further 
correspondence,  as  hereinafter  indicated. 

At  the  hearings  held  on  the  23d,  24th,  and  25th  days  of  March, 
a  large  amount  of  evidence  was  taken  and  discussion  had  relative 
to  the  adequacy  of  the  existing  passenger  and  freight  terminals 
in  the  city;  and  at  the  hearings  held  on  April  22d  and  23d,  and 
the  17th  and  18th  days  of  June,  evidence  was  given  by  the  joint 
terminal  committee,  a  committee  appointed  by  and  representing 
various  organizations  in  the  city  of  Buffalo,  tending  to  show  that  a 
site  bounded  northerly  by  Exchange  street,  westerly  by  Washington 
street,  and  southerly  by  Scott  street,  in  said  city,  with  some 
enlargements  in  various  directions,  would  be  entirely  adequate  for 
the  construction  and  maintenance  of  a  union  passenger  station 
designed  to  accommodate  all  of  the  steam  railroad  lines  entering 
the  city. 

At  the  various  hearings  held  as  hereinbefore  detailed,  in  the 
months  of  March,  April,  and  June,  the  following  railroad  com- 
panies appeared  by  counsel  and  took  part  in  the  proceedings :  The 
Delaware,  Lackawanna  and  Western  Railroad  Company,  Lehigh 
Valley  Railroad  Company,  The  New  York  Central  and  Hudson 
River  Railroad  Company,  The  Lake  Shore  and  Michigan  Southern 
Railway  Company;  The  New  York,  Chicago  and  St.  Louis  Rail- 
road Company ;  Michigan  Central  Railroad  Company,  West  Shore 
Railroad  Company,  The  Pennsylvania  Railroad  Company;  Buf- 
falo, Rochester  and  Pittsburgh  Railway  Company ;  Erie  Railroad 
Company,  Grand  Trunk  Railway  Company,  The  Wabash  Rail- 
road Company,  and  Buffalo  and  Susquehanna  Railway  Company, 

It  appears  that  some  or  all  of  the  railroad  companies  having 
lines  in  the  city  of  Buffalo  have  a  voluntary  organization  known 
as  the  Buffalo  Railway  Terminal  Lines  Committee,  of  which 
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Mr.  William  H.  Truesdale,  president  of  The  Delaware,  Lacka- 
wanna and  Western  Eailroad  Company,  is  chairman.  On  the 
29th  day  of  June,  Mr.  Truesdale  addressed  a  letter  to  the  Chair- 
man of  the  Commission,  of  which  the  following  is  a  copy: 

New  York,  June  29,  1908. 
Hon.  Fbank  W.  Stevens, 

Chairman  Public  Service  Commiaaion  for  the  Second  District , 
Albany,  N.  Y. 

Dear  Sir:  Referring  to  the  meetings  held  by  the  Public  Service  Commis- 
sion at  the  request  of  certain  organizations  at  Buffalo,  for  the  purpose  of 
determining  the  proper  site  for  a  union  passenger  station  at  that  point. 

The  representatives  of  the  several  railroads  having  terminals  in  Buffalo, 
namely: 

New  York  Central  Lines, 

£rie« 

Lehigh  Valley, 

Pennsylvania, 

Buffalo,  Rochester  &  Pittsburgh, 

Delaware,  Lackawanna  &  Western, 

Grand  Trimk, 

Buffalo  &  Susquehanna, 

New  York,  Chicago  &  St.  Louis,  and 

Wabash, 
having  considered  the  plans  submitted  by  the  Citizens  Union  and  affiliated 
organizations  for  a  union  station  on  the  Exchange  Street  site,  express-  their 
views  as  follows: 

L  After  careful  consideration  of  the  Citizens  Union  plan  for  a  union  pas- 
senger station  on  the  Exchange  Street  site,  it  is  unanimously  determined 
that  it  is  not  acceptable;  its  excessive  cost  for  land  and  land  damages,  lack 
of  room  for  future  development,  the  destruction  of  freight  facilities,  and 
extraordinary  operating  objections,  make  it  wholly  impracticable;  and  after 
consideration  of  this  and  other  plans  which  have  been  previously  considered, 
it  is  determined  that  the  Exchange  Street  site  can  not  be  used  for  a  union 
passenger  station. 

2.  After  careful  and  exhaustive  examination  and  study  of  the  whole  situ- 
ation, the  conunittee  of  the  railroad  companies  and  that  of  the  city  of  Buffalo, 
acting  jointly  on  the  question  of  a  site  for  a  union  station  for  Buffalo,  on 
June  11,  1007,  reconmiended  the  adoption  by  the  city  authorities  and  the 
railways  of  the  so  called  Fillmore  Street  site  for  a  union  passenger  station 
and  the  concentration  and  arrangement  of  the  local  freight  terminal  facilities 
at  or  near  Exchange  street.  This  recommendation  was,  with  some  modifica- 
tions, generally  indorsed  both  by  the  railroad  companies  and  the  city  as 
being  the  best  site  and  providing  the  best  plan  that  can  be  secured  and  de- 
vised from  the  standpoint  of  the  best  interests  alike  of  the  city  and  the 
railroads. 

We  are  still  of  this  opinion;  in  short,  believe  it  to  be  the  only  practicable 
site  for  a  union  passenger  station  in  the  city  of  Buffalo. 

A  meeting  of  representatives  of  Buffalo  railways  was  recently  held   at 


Second  Annual  Report,  fob  Year  1908  65 

which  the  union  station  question  was  further  considered^  and  I  was  directed 
to  inform  your  Honorable  Conunission  of  the  conclusions  reached,  as  above, 
which  I  accordingly  hereby  do,  and  remain. 

Very  respectfully  yours, 

W.  H.  Tbuesdale, 
Chairman  Buffalo  Railtcay  Terminal  Lines'  Committee, 

Having  duly  considered  this  letter,  the  Commission,  on  the  7th 
day  of  July,  adopted  the  following  preamble  and  resolution : 

^yherea8,  The  proceeding  upon  the  complaints  of  residents  of  the  city  of 
Buffalo,  and  of  citizens  of  said  city,  concerning  the  passenger  terminal  facil- 
ities in  that  city  is  now  pending  undetermined,  and  the  evidence  taken  upon 
the  hearings  therein  and  the  personal  observations  of  the  Commission  have 
shown  a  condition  at  the  passenger  station  of  the  New  York  Central  and 
Hudson  River  Plailroad  upon  Exchange  street,  which  in  the  judgment  of  the 
Commission  imperatively  demands  changes  in  said  station  in  order  to  secure 
adequate  service  and  faciUties  for  the  transportation  of  passengers  and  prop- 
erty, and  the  Conunission  being  satisfied  that  the  situation  with  respect  to 
said  matters  demands  and  requires  the  exercise  of  the  powers  conferred  upon 
it  by  section  50  of  the  Public  Service  Commissions  Law; 

Resolved,  That  a  further  hearing  upon  said  complaint  be  had  at  the  hearing 
room  of  the  Commission  at  the  Capitol,  in  the  city  of  Albany,  on  Monday, 
the  13th  day  of  July,  1908,  at  2  o'clock  in  the  afternoon,  and  that  The  New 
York  Central  and  Hudson  River  Railroad  Company  be  and  it  is  hereby 
directed  and  required  to  show  cause  at  said  hearing  why  it  should  not  within 
a  reasonable  time  to  be  fixed  by  this  Commission,  erect  a  new  passenger 
station  of  a  character,  dimensions,  and  arrangement  to  be  designated  by  this 
Commission  upon  the  lands  now  owned  and  occupied  by  it  and  abutting  upon 
Exchange  street  and  Washington  street  in  said  city  of  Buffalo;  and  that  said 
company  further  show  cause  at  said  place  and  time  why  its  facilities  at  its 
Exchange  Street  station  should  not  be  used  exclusively  by  it  and  its  so  called 
allied  lines. 

The  hearing  directed  by  such  resolution  was,  by  arrangement, 
had  on  the  14th  day  of  July,  at  the  hearing  room  of  the  Commis- 
sion in  the  Capitol  at  Albany.  At  this  hearing  The  New  York 
Central  and  Hudson  Eiver  Railroad  Company  appeared  by  its 
general  counsel,  and  there  were  appearances  by  other  of  the  com- 
panies not  necessary  to  note  at  this  time.  After  an  extended 
discussion,  the  following  statement  was  made  by  the  general 
counsel  for  The  New  York  Central  and  Hudson  River  Railroad 
Company : 

"  Mr,  Chairman:  I  have  had  a  conference  with  Mr.  Brown  (the  senior  vice- 
president)  and  with  the  other  officers  of  the  company,  and  first  of  all  on 
their  behalf  and  with  their  authority  I  beg  to  inform  the  Commission  that 
as  far  as  the  New  York  Central  is  concerned  it  is  in  earnest  with  reference 
to  this  Buffalo  proposition,  this  Buffalo  matter,  and  that  the  company  is 
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deflirouB  of  reaching,  as  soon  as  can  be  properly  done,  some  disposition  of 
the  permanent  terminal  facilities  in  that  city,  and  to  that  end  are  prepared, 
if  they  have  not  done  so  in  the  past,  to  give  an  assurance  to  the  Conmiission 
that  they  will  hereafter  cooperate  with  the  Conmiission  in  the  endeavor  to 
bring  about  some  solution  of  that  question  in  the  way  that  it  should  be 
solved,  some  proper  solution  of  it.  In  the  next  place,  we  have  suggested  to 
the  Commission  that  the  matter  of  the  investigation  of  the  Exchange  Street 
site  be  proceeded  with  in  just  the  way  that  the  Commission  suggested  it 
should  be  considered  at  the  time  of  its  last  adjournment  in  the  matter;  let 
that  matter  go  on,  so  far  as  the  New  York  Central  is  concerned,  for  whom 
I  speak,  as  though  the  letter  of  June  0,  if  that  is  the  date  (referring  to  Mr. 
Truesdale's  letter  of  June  29th),  had  not  been  written,  be  unaffected  by  that 
letter;  that  this  intermediate  proceeding,  if  I  can  so  designate  it,  be  ad- 
journed to  a  time  to  be  fixed  by  the  Chairman,  that  is  subject  to  the  call 
of  the  Chairman,  so  that  if  it  becomes  necessary  to  take  this  matter  up 
further  that  it  can  be  brought  up  at  any  time  by  the  Commission." 

Pursuant  to  this  suggestion  of  the  general  counsel  of  The  New 
York  Central  and  Hudson  River  Railroad  Company,  the  pro- 
ceeding instituted  by  the  resolution  of  July  7th  was  held  open 
indefinitely,  and  at  the  earliest  practicable  moment  hearings  were 
resumed  in  the  city  of  Buffalo  under  the  original  proceeding.  Such 
hearings  were  held  on  the  18th  and  19th  days  of  November,  at 
which  time  Mr.  A.  T.  Hardin,  an  engineer  representing  The  New 
York  Central  and  Hudson  River  Railroad  Company,  gave  a  large 
amount  of  evidence  tending  to  show  that  the  Exchange  Street  site, 
so  called,  for  a  union  passenger  station :  the  plan  being  presented 
by  the  Joint  Terminal  Committee  and  called  the  Blimball  plan, 
from  the  engineer  who  prepared  the  same,  was  impracticable,  and 
could  not  be  approved  by  the  railroad  companies.  At  the  con- 
clusion of  the  hearing  on  the  19th  day  of  November,  the  Commis- 
sion announced  that  it  would  take  an  adjournment  until  the  14th 
of  December,  at  which  time  the  cross-examination  of  Mr.  Hardin 
would  proceed,  and  that  the  railroads  favoring  the  site  for  the 
union  passenger  station  known  as  the  Fillmore  Avenue  site  would 
be  expected  to  present  their  plans  at  that  time  for  that  site.  In 
order  to  bring  matters  to  a  definite  issue  regarding  the  so  called 
Fillmore  Avenue  plan,  on  the  23d  day  of  November  the  Chair- 
man of  the  Commission  addressed  a  letter  to  Mr.  Truesdale,  the 
Chairman  of  the  Buffalo  Railway  Terminal  Lines'  Committee,  of 
which  the  following  is  a  copy: 
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November  23,  1908. 
W.  H.  Tbuesdau^ 

Chairman  Buffalo  Railway  Termindl  Lineal  Oommiiiee, 
90  West  8i.,  New  York  City. 

Dear  Sir:  You  are  respectfully  adrited  that  the  next  hearing  to  be  given 
by  this  Commission  upon  the  matter  of  passenger  terminals  in  the  city  of 
Buffalo  will  be  held  in  that  city  on  Monday,  the  14th  day  of  December,  next, 
beginning  at  10  o'clock  in  the  forenoon. 

It  is  desired  that  the  several  railroad  companies  interested  shall  at  that 
time  be  prepared  to  offer  all  such  evidence  as  they  may  care  to  give  concern- 
ing the  practicability  and  advisability  of  a  union  passenger  station  at  East 
Buffalo  on  what  is  known  as  the  Fillmore  Avenue  or  William  Street  site. 

It  should  be  understood  that  there  has  never  been  brought  to  the  attention 
of  the  Commission  as  an  objection  to  this  site  that  it  did  not  embrace  operat- 
ing area  ample  for  both  present  and  future  needs  during  such  period  as 
prudence  demands  should  be  considered.  The  contention  adverse  to  it  which 
the  hearings  have  developed  may  be  concisely  summarized,  as  follows: 

a.  That  it  is  so  located  with  reference  to  the  business  and  residential  por- 
tions of  Buffalo,  furnishing  its  principal  local  business,  as  to  be  wholly 
unacceptable. 

5.  That  its  distance  from  those  points  in  the  city  which  the  traveling  public 
desires  to  reach  is  so  great  as  to  add  materially  to  the  public  expense  in  cab 
hire  and  the  like,  and  to  the  time  required  to  go  from  the  station  to  the 
principal  hotels  and  ofl^  buildings. 

o.  That  the  surroundings  are  offensive  in  many  ways,  both  to  sight  and 
smell,  and  are  unworthy  of  the  principal  approach  to  a  great  city. 

It  is  also  urged  upon  the  Commission  that  the  adoption  of  this  site  would 
involve  so  many  changes  in  both  the  absolute  and  relative  advantages  now 
possessed  by,  the  several  railroad  corporations  affected  that  a  definite  working 
agreement  between  them  is  impossible.  Thus,  it  is  alleged  that  it  is  im- 
possible for  the  N.  T.  C.  &  H.  R.  R.  R.  Co.  to  abandon  the  use  of  its  tracks 
through  the  Exchange  Street  site  and  the  Terrace  for  passenger  purposes, 
and  that  it  is  and  will  be  required  to  maintain  passenger  stations  at  these 
points,  thus  giving  it  an  advantage  in  passenger  traffic  over  its  competitors 
which  would  compel  them  to  refuse  to  be  restricted  to  the  Fillmore  Avenue 
station  as  their  sole  passenger  entrance  to  the  city. 

It  would  serve  no  useful  purpose  to  make  a  complete  list  of  other  objections 
which  are,  it  is  to  be  assumed,  within  the  knowledge  of  the  railroad  com- 
panies and  are  of  importance  as  bearing  upon  the  question  of  the  possibility 
of  reaching  a  definite  and  satisfactory  agreement. 

These  matters  are  now  touched  upon  with  the  purpose  of  pointing  out  that 
they  necessarily  require  the  scope  of  the  hearing  to  include  the  inquiry 
whether  the  railroad  corporations  have  reached  a  definite  working  agreement 
relative  to  this  proposed  union  station,  and  if  so,  its  terms.  Upon  this  the 
Commission  trusts  they  will  be  able  at  the  outset  to  make  definite  statements. 
Until  they  have  reached  such  an  agreement,  investigation  as  to  the  mere 
operating  adequacy  of  the  proposed  site  would  seem  to  be  fruitless.  The 
hearings  thus  far  had  have  developed  the  necessity  of  commencing  such  work 
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as  may  be  determined  upon  in  the  spring  of  1909,  and  the  Commission  can 
perceive  no  reason  why  its  inquiries  should  not  be  completed  and  its  de- 
termination reached  before  that  time. 

It  trusts  that  the  companies,  in  the  event  of  submitting  a  perfected  agree- 
ment for  the  construction  of  such  proposed  union  station,  will  not,  in  view 
of  the  very  earnest  opposition  of  the  joint  terminal  committee  of  citizens 
of  Buffalo  to  the  selection  of  this  site,  overlook  the  importance  of  presenting 
such  reasons  for  the  abandonment  of  the  existing  stations  as  would  justify 
the  Commission  in  assenting  thereto,  pursuant  to  the  provisions  of  section  34 
of  the  Railroad  Law. 

It  will  also  tend  to  expedite  the  proper  consideration  of  any  suggested  plan 
if  there  be  clearly  presented  the  action  desired  of  the  municipal  authorities 
of  Buffalo  in  the  direction  of  opening  (or  closing)  streets,  plazas,  and  other 
approaches. 

Relying  upon  the  active  cooperation  of  the  several  companies  of  whose 
committee  you  are  the  Chairman,  I  remain. 

Yours  very  respectfully, 

F.  W.  Stevens, 

Chairman, 

On    the    12th    day    of    December     there   was   received    from 

Mr.  Truesdale  a  letter  of  which  the  following  is  a  copy: 

New  York  City,  Decemler  10,  1908. 
Hon.  F.  W.  Stevens, 

Chairman  New  York  State  PuhUo  Service  Commission  for  Second  District, 
Albany,  N,  Y. 

My  Dear  Sir:  In  further  response  to  your  letter  of  November  23d:  on 
behalf  of  the  several  railroad  companies  having  termini  in  Buffalo,  we  beg  to 
say,  at  the  risk  of  some  repetition  of  facts  and  papers  that  may  have  here- 
tofore been  presented,  it  seems  essential  to  review  the  question  of  securing 
*  union  passenger  station  in  the  city  of  Buffalo,  or  at  least  the  steps  taken 
within  the  past  few  years. 

The  city  of  Buffalo  inaugurated  the  negotiations  which,  as  outlined  herein, 
have  covered  the  past  eight  years,  for  the  distinct  and  only  purpose  of 
securing  a  union  passenger  station  for  that  city.  The  several  mayors  who 
have  held  office  during  that  period,  the  members  of  the  different  city  councils, 
and  the  various  commissions  and  committees  of  Buffalo  citizens,  who  have  at 
one  time  or  another  been  party  to  these  negotiations,  have  all,  without  an 
exception,  at  all  times  pressed  the  union  station  proposition  as  the  only 
one  to  be  considered  from  the  standpoint  of  the  city  of  Buffalo.  It  was  not 
until  after  the  report  of  the  joint  railroad  and  city  committees  of  June  11, 
1907,  had  been  presented  and  favorably  acted  upon,  as  herein  set  forth,  by 
the  Buffalo  city  council,  and  until  it  was  shown  so  conclusively  by  the  report 
that  the  Fillmore  site  was  the  most  feasible  one  for  a  union  station,  that 
organized  opposition  to  any  union  station  was  found  to  exist,  and  later  the 
parties  active  in  this  opposition  movement  organized  a  committee  to  repre- 
sent them. 

The  effort  for  a  union  station  which  seemed  to  promise  success  was  the 
movement  on  the  location  known  as  the  Genesee  or  "  Cary "  site,  at  which 
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time  there  was  unquestioned  cooperation  between  the  city  and  the  railroad 
companies,  which  is  absolutely  essential,  and  there  was  a  pronounced  senti- 
ment favoring  that  site,  and  the  railroads  accepted  the  site,  although  with 
some  reluctance.  This  movement  for  the  Genesee  site  was  active  for  several 
years  prior  to  1906,  and  was  the  result  following  the  appointment  by  MayoK 
Knight,  of  Buffalo,  of  a  committee  to  negotiate  with  the  railroad  companies 
for  the  construction  of  a  union  station.  This  committee  after  prolonged 
negotiations  with  the  representatives  of  the  railroad  companies,  made  a  report 
to  the  mayor  of  Buffalo  recommending  among  other  things  the  construction 
of  a  union  station  on  the  Genesee  site,  and  the  necessary  options  were  taken 
upon  a  large  part  of  the  property  required  for  the  station,  so  that  the  city 
and  the  railroads  might  not  be  prevented  from  proceeding  with  its  erection  on 
that  site.  The  mayor  sent  this  report  to  the  common  council  of  the  city, 
together  with  a  communication  recommending  that  the  city  of  Buffalo  pre- 
pare an  act  to  be  presented  to  the  Legislature  of  the  State  of  New  York,  pro- 
viding for  a  conunittee  to  carry  on  further  negotiations  with  the  railroad 
companies  for  the  purpose  of  constructing  a  union  station  on  the  Genesee  site. 

Thereupon  a  bill  was  prepared  under  the  direction  of  the  common  council 
and  the  corporation  counsel  of  the  city,  and  presented  to  the  New  York  State 
Legislature.  This  bill  provided,  among  other  things,  that  before  any  contract 
or  agreement  between  the  city  and  the  railroad  companies  should  become 
binding  and  effective  upon  the  city,  the  same  should  be  submitted  to  popular 
vote  of  the  citizens  of  Buffalo  for  their  rejection  or  approval,  of  the  terms 
of  the  contract  to  be  made  by  this  legally  authorized  conunittee  with  the 
railroads. 

The  bill  passed  both  houses  of  the  Legislature,  and  was  sent  to  the 
Governor  for  his  action  thereon.  A  hearing  was  had  before  the  Governor, 
at  which  several  citizens  of  the  city  of  Buffalo  were  heard  in  opposition 
thereto.  Thereafter  the  Governor  vetoed  the  bill,  and  the  whole  effort  upon 
the  part  of  the  railroads,  the  city  and  many  citizens  of  Buffalo  to  establish 
a  union  station  failed  of  consummation. 

We  state  this  fact  in  this  connection  for  the  purpose  of  showing  to  your 
Commission  that  the  railroad  companies  in  this  instance  not  only  signified 
their  willingness  but  were  prepared  to  join  with  the  citizens  of  Buffalo  in 
the  construction  of  a  union  passenger  station  on  the  Genesee  site,  which 
its  mayor  and  common  coimcil  approved. 

The  next  movement  looking  to  a  union  passenger  station  began  in  1906, 
at  the  initiation  of  Mayor  Adam,  and  resulted  in  the  appointment  of  a 
committee  known  as  the  City  of  Buffalo's  Committee  on  Railroad  Terminals, 
composed  of  Messrs.  Henry  J.  Pierce,  chairman,  Carl  V.  Macheir.er,  and 
W.  H.  Gratwick,  and  a  committee  appointed  by  the  railroads,  known  as  the 
Railroad  Compknies*  Committee  on  Buffalo  Terminals,  composed  of  Messrs. 
William  J.  Wilgus,  chairman,  Samuel  Rea,  and  J.  M.  Graham.  These  two 
committees  made  a  very  careful  study  of  the  whole  situation,  and  embodied 
the  results  of  their  labors  and  their  recommendations  in  a  joint  report  dated 
June  11,  1907,  addressed  to  Hon.  J.  N.  Adam,  Mayor  of  the  City  of  Buffalo, 
New  York,  and  the  presidents  of  the  several  railroad  companies  interested, 
a  copy  of  which  is  herewith  submitted  for  use  in  the  proceedings  before  youR 
Commission.  Tliis  report  deals  with  the  subject  so  fully,  impartially  and'- 
broadly  that  there  is  nothing  else  to  be  said  on  the  subject  from  a  practical' 


70         Public  Sebvicb  Commission,  Second  Distmct 

railroad  standpoint;  and  the  fact  should  be  borne  in  mind  that  its  findings 
were  those  of  a  joint  committee  composed  of  representatives  of  the  citizens 
of  Buffalo  and  of  the  railroads,  and  that  the  report  was  approved  by  the 
then  acting  mayor  of  the  city  of  Buffalo,  the  board  of  oouncilmen  and  the 
board  of  aldermen  as  to  its  general  scope,  and  especially  as  to  the  location 
therein  recommended  on  what  is  known  as  the  Fillmore  site.  It  is  true 
that  such  approval  by  the  city  authorities  was  given  with  certain  mo^- 
fications  and  amendments,  which,  if  adhered  to,  would  have  precluded 
acceptance  by  the  railroad  companies.  However,  before  any  further  negoti- 
ations could  be  had  to  remove  these  differences  and  secure  unanimity  as  to 
detail,  representatives  of  several  citizens  and  business  associations  of  Buffalo 
came  forward  with  propositions  condemnatory  of  the  Fillmore  site,  which 
was  voiced  pretty  generally  by  the  press  of  Buffalo,  and  upon  request  a 
conference  was  held  in  February,  1908,  between  a  committee  of  the  Citizens 
Union  and  the  chairman  and  members  of  the  city  committee,  and  the  several 
railroad  companies,  at  which  a  full  discussion  was  had,  but  the  new  con- 
ditions set  forth  and  the  condemnation  of  the  Fillmore  site  seemed  to  leave 
the  matter  in  irreconcilable  shape,  because  of  the  divided  sentiment  of  the 
various  sections  of  the  city  of  Buffalo,  and  made  it  impossible  for  the  railroad 
companies  to  make  further  progress,  and  the  representatives  of  the  city  of 
Buffalo's  committee  and  the  Citizens  Union  committee  were  so  notified  at 
the  conference  in  New  York  on  February  17,  1908. 

Some  persons  or  associations  have  also  undertaken  to  revive  the  Exchange 
Street  site  as  the  best  in  Buffalo  for  a  union  passenger  terminal,  but  we 
think  the  hearing  before  your  Commission  as  well  as  all  the  consideration 
and  discussion  of  that  site  since  1902,  develops  facts  in  connection  therewith 
which  in  no  way  weakens  the  conclusion  of  the  railroads  and  city  committees 
that  the  Fillmore  site  is,  all  things  considered,  the  best  adapted  in  the  city 
of  Buffalo  for  a  union  passenger  station. 

The  railroad  companies  have,  as  hereinbefore  described,  made  earnest 
efforts  to  meet  the  city  of  Buffalo  in  a  union  station  proposition,  and  while 
the  difficulties  in  the  way,  physical  and  otherwise,  at  times  seemed  insur- 
moimtable,  the  railroad  companies  have  heretofore  waived  their  individual 
views  and  stood  ready  to  unite  for  the  accomplishment  of  what  seemed  to 
be  for  the  best  interests  of  the  city  and  themselves,  notwithstanding  they 
fully  realize  that  in  the  erection  of  a  union  passenger  station  a  large  amoimt 
of  new  capital  would  be  required,  upon  which  they  would  have  to  earn 
and  pay  the  interest,  and  in  addition  assume  and  pay  largely  increased 
terminal  operating  expenses.  As  we  have  shown,  the  railroad  companies 
have  done  their  part  regarding  the  Fillmore  site  as  fully  as  they  discharged 
their  duty  regarding  what  is  known  as  the  Genesee  site.  .The  latter  sita 
really  never  met  with  the  unqualified  approval  of  the  railroad  representatives, 
because  they  believed  that  it  would  not  satisfy  the  growth  and  conditions 
of  Buffalo  for  a  sufficiently  long  period,  but  nevertheless  they  accepted  it 
and  it  is  no  fault  of  theirs  that  the  matter  was  not  consummated.  It  is 
manifest  that,  until  the  city  of  Buffalo  and  its  citizens  reach  a  practically 
nnanimous  conclusion  in  accord  with  the  necessities  respecting  the  site  for 
a  union  station,  so  clearly  indicated  in  the  report  of  the  conunittees  repre- 
senting the  city  and  the  railroads,  it  is  impossible  for  the  railroad  com- 
panies to  make  progress  with  the  matter.    There  are  many  difficulties  in  tht 
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Wftj  of  securing  a  union  station,  none  of  them,  however,  insuperable,  but 
among  them  is  one  to  which  you  refer,  requiring  the  New  York  Central 
to  maintain  and  use  its  station  and  tracks  at  the  present  Exchange  Street 
site  for  passenger  purposes,  which  the  railroads  feel  must  be  abandoned  if 
a  union  station  is  to  be  erected. 

The  several  railroad  companies  could  not  relinquish  their  individual 
stations  and  join  in  a  union  station  unless  all  of  the  interests  were  assured 
of  equality  in  the  use  of  said  station,  and  that  no  railroad  had  the  advantage 
of  other  passenger  terminals  in  the  city  of  Buffalo  not  accorded  to  the 
others.  This  is  one  of  the  difficulties  to  be  overcome  in  a  general  consideration 
of  the  scheme,  and  the  report  of  the  two  committees  is  predicated  on  that 
and  other  conditions,  receiving  the  careful  consideration  and  cooperation 
of  all  interests  towards  removing  their  difficulties. 

We  also  believe  that  the  points  raised  in  your  letter  for  and  against 
the  Fillmore  site  are  fully,  frankly,  and  impartially  covered  by  the  said 
report  of  the  railroads  and  city  conunittees  hereinbefore  referred  to,  and 
that  no  further  or  clearer  evidence  can  be  presented  than  is  contained  in 
that  report.  Therefore,  anything  further  that  the  railroad  companies  might 
say  respecting  this  site  would  be  merely  a  reiteration  of  what  is  contained 
therein.  However,  we  have  requested  the  railroad  committee,  composed  of 
Messrs.  William  J.  Wilgus,  Samuel  Rea,  and  J.  M.  Oraham,  who  with  the 
city  conmiittee  made  this  report,  to  attend  your  hearing  on  December  14th 
next.  They  have  acted  on  behalf  of  the  railroads  in  studying  the  matter 
impartially  and  intelligently  from  a  practical  railroad  viewpoint,  and  in 
regard  to  the  question  of  a  station  site,  and  that  only,  are  they  authorized 
to  express  the  views  of  the  railroads.  It  is  apparent  from  this  statement 
of  the  situation  that  no  agreement  for  the  financing,  construction,  and 
operation  of  a  union  station  can  be  negotiated,  prepared,  or  completed  by 
the  railroads  unless  and  until: 

First,  a  site  for  a  union  station  has  been  adopted  which  is  acceptajblc 
to  both  the  interests  of  the  city  and  the  railroad  companies,  and  is  adapted 
to  the  present  and  future  development  of  the  city  and  the  railroads. 

Second,  all  of  the  difficulties  which  obstruct  the  adoption  of  such  a  site 
have  been  removed,  or  will  be  adjusted  by  mutual  conference  between  the 
city  and  its  various  conflicting  interests. 

Third,  it  is  understood  that  a  union  station  in  fact,  as  well  as  in  name, 
is  contemplated,  and  that  no  single  railroad  company  shall  be  accorded  the 
advantage  of  other  passenger  stations  or  facilities  to  the  detriment  of  its 
competitor  railroad  companies. 

With  these  obstacles  removed  and  the  city  codperating  with  the  railroad 
companies,,  the  latter  would  be  in  a  position  to  negotiate  among  themselves 
as  to  financing,  constructing,  and  operating  a  new  union  station  on  a  definite 
location,  and  after  ascertaining  what  proportion  of  the  cost  and  of  the 
maintenance  and  operating  expenses  each  of  the  using  companies  would  be 
required  to  pay,  could,  respectively,  through  their  boards  of  directors,  decide 
whether  they  could  commit  their  companies  to  such  large  capital  and  oper- 
ating expenditures. 

The  various  items  outlined  in  your  letter  as  contemplated  to  be  dealt 
with  at  the  hearing,  we  believe  you  will  find  fully  considered  and  answered 
in  the  city  and  railroad  committees'  report,  a  copy  of  which  is  attached 
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hereto  for  the  information  of  the  Commission  and  the  public;  and  the 
reasons  so  fully  and  impartially  presented  for  the  best  interests  of  the 
public,  and  the  city  and  the  railroads,  that  we  trust  you  will  feel  it  fulfills 
the  hope  you  express  of  justifying  the  Commission  in  assenting  to  the 
abandonment  of  the  existing  stations  when  request  therefor  has  been  made 
in  accordance  with  the  Railroad  Law,  and  of  expediting  the  proper  consid- 
eration of  any  suggested  plan  and  coQperation  desired  from  the  city  of 
Buffalo  in  the  opening  or  closing  of  streets,  plazas,  and  other  approaches. 

Yours  very  truly, 

W.  H.  Tbuesdale, 

Chairman. 

Upon  the  receipt  of  this  letter  it  was  given  careful  considera- 
tion by  the  full  Commission,  and  in  its  judgment  it  eflFectually 
precluded  any  further  consideration  by  the  Commission  of  the 
project  of  a  union  passenger  station  in  the  city  of  Buffalo.  The 
reasons  for  this  conclusion  are  very  plain: 

First,  the  Commission  has  no  power  to  require  the  construction 
of  a  union  passenger  station,  and  any  such  station  must  be  the 
result  of  voluntary  agreement  upon  the  part  of  the  railroad  com- 
panies joining  therein. 

Second,  the  letter  plainly  states  that  no  such  voluntary  agree- 
ment could  be  had  until  a  site  for  a  union  station  has  been  adopted 
which  is  acceptable  to  the  interests  of  the  city  and  the  railroad 
companies.  No  power  exists  to  compel  the  adoption  of  any  such 
site  other  than  by  the  voluntary  agi-eement  of  the  companies.  It 
is  well  known  that  powerful  business  interests  in  Buffalo  are  radi- 
cally opposed  to  the  adoption  of  the  Fillmore  Avenue  site  favored 
by  the  railroad  companies,  and  that  an  agreement  between  the 
companies  and  those  interests  in  that  city  is  impossible.  The 
requirement  that  there  must  be  an  agreement  between  those  inter- 
ests and  the  railroad  companies  was  made  with  full  knowledge 
on  the  part  of  the  companies  that  such  agreement  was  impossible, 
and  therefore  it  must  be  treated  as  having  been  imposed  by  the 
companies  with  the  clear  and  distinct  purpose  of  ending  the  con- 
sideration of  a  union  passenger  station. 

Third,  the  one  sentence  of  this  letter  to  which  it  all  leads  up, 
and  which  is  controlling  of  this  intent  and  purpose,  is  the  fol- 
lowing: "With  these  obstacles  removed  and  the  city  cooperating 
with  the  railroad  companies,  the  latter  would  be  in  a  position  to 
negotiate  among  themselves  as  to  financing,  constructing,  and 
operating  a  new  union  station  on  a  definite  location,  and  after 
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ascertaining  what  proportion  of  the  cost  and  of  the  maintenance 
and  operating  expenses  each  of  the  using  companies  would  be  re- 
quired to  pay,  could,  respectively,  through  their  boards  of  direct- 
ors, decide  whether  they  could  commit  their  com.panies  to  such 
large  capital  and  operating  expenditures." 

This  sentence  clearly  reserves  to  each  and  every  railroad  com- 
pany involved  the  absolute  right  to  determine,  after  all  prelim- 
inary arrangements  have  been  made,  whether  or  not  it  would  enter 
into  the  project  of  a  union  station.  All  efforts  upon  the  part  of 
the  Commission,  upon  the  part  of  the  business  and  other  interests 
of  Buffalo,  and  upon  the  part  of  the  companies  themselves,  could 
be  defeated  by  the  non-action,  or  rather  the  assertion  of  veto  power, 
of  one  company.  Such  a  position  as  this  obviousl/  made  further 
action  by  the  Commission  with  reference  to  a  union  passenger 
station  not  merely  ineffectual  but  absolutely  ridiculous. 

From  March  until  December  the  railroad  companies  had  given 
their  cooperation  to  the  Commission  only  in  showing  what  could 
not  be  accomplished.  By  this  letter  they  plainly  advised  the  Com- 
mission that  whatever  agreement  it  might  succeed  in  effecting 
among  the  citizens  of  Buffalo,  whatever  its  own  conclusions  might 
be  as  to  the  availability  or  propriety  of  a  site,  even  if  such  agree- 
ment and  such  conclusions  were  approved  by  the  companies  them- 
selves, that  they  would  not  feel  under  the  slightest  obligation  to 
observe  such  agreement  and  conclusions,  or  to  do  anything  more 
than  possibly  consider  whether  they  would  commit  themselves  to 
the  required  expense. 

The  condition  of  the  passenger  stations  in  the  city  of  Buffalo 
is  not  such  as  to  warrant  treatment  of  this  chai*acter,  nor  to  justify 
the  delay  which  would  be  occasioned  by  interminable  negotiations 
which  this  Commission  would  not  have  the  power  to  end  by  an 
order.  Accordingly,  at  the  hearing  on  the  14th  of  December,  it 
read  the  letters  above  quoted  and  announced  its  conclusions.  That 
it  had  correctly  interpreted  the  letter  which  it  had  received  was 
not  questioned  by  the  representatives  of  the  railroad  companies 
present,  the  companies  themselves  were  not  prepared  to  submit 
any  plans  or  make  any  suggestions,  and  therefore  the  Commission 
in  substance  definitely  announced  that  no  further  consideration 
would  be  given  to  the  proposition  of  a  imion  passenger  station  in 
that  city,  but  would  proceed  at  such  time  as  its  business  permitted 
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with  a  consideration  of  the  improvement  of  the  existing  passenger 
stations.  To  this  end  it  has  made  orders  requiring  each  of  the 
companies  having  passenger  stations  in  the  city  of  Buffalo  to 
show  cause  before  the  Commission,  at  the  Capitol  in  the  city  of 
Albany,  on  the  20th  day  of  January,  1909,  why  they  should  not 
erect  new  passenger  stations  or  make  such  improvements  to  the 
existing  stations  as  to  make  them  fully  adequate  for  the  needs  of 
the  public 

It  must  be  observed  that  the  situation  in  Buffalo  regarding  both 
freight  and  passenger  terminals  is  exceedingly  difficult  and  com- 
plex. It  is  not  intended  at  this  time  to  enter  into  any  discussion 
of  the  problems  involved  or  to  indicate  the  proper  method  of  solu- 
tion. The  inquiries  already  made  show  clearly  that  only  by  great 
patience,  caref  id  investigation,  and  much  concession,  can  any  result 
which  is  satisfactory  be  reached.  The  Commission  believes  that 
the  present  condition  of  affairs  regarding  these  terminals  is  a 
distinct  hindrance  to  the  growth  and  prosperity  of  Buffalo.  It 
believes  that  an  early  solution  of  the  question  is  of  prime  impor- 
tance to  the  railroad  companies  themselves.  It  is  not  unaware  of 
the  financial  problems  involved  in  the  consideration  of  new  stations 
in  a  city  of  the  size  and  importance  of  Buffalo ;  it  believes,  how- 
ever, that  if  once  definite  plans  are  agreed  upon  by  all  parties  and 
a  definite  conclusion  is  reached  as  to  what  is  to  be  done,  the  time 
of  performance  can  easily  be  adjusted  to  financial  exigencies. 
XI.  INFORMAL  COMPLAINTS. 
During  the  year  1908,  the  Commission  handled  1147  informal 
correspondence  complaints ;  of  which  928  were  settled  to  the  satis- 
faction of  the  complainants,  closed  for  lack  of  jurisdiction,  or 
closed  with  explanation  to  complainants  that  this  Commission  did 
not  feel  warranted  in  taking  further  action. 

The  following  table  shows  the  number  received  and  closed  under 
various  classes: 
Railroads,  Traffic,  Received.    Oloeed, 

Passenger  fares   70  61 

Free  transportation   1  ^ 

Transfers 8  • 

Bridge  toUs 1  1 

Claims,  excess  fare  8  3 

Passenger  service   208  178 

Storage  charges   1  1 
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Railroads,  Traffic. 

Excess  baggage 

Claims,  loss  of  baggage 

Freight  rates  , 

Storage  charges   

Switching  charges   

Carload  charges   

Claims,  overcharge    

Bills  of  lading 

Freight  service  

Car  service  and  demurrage 

Claims,  loss,  etc 

Carload  weights 

Switching  service 

Marking 

Jjoading  and  unloading 

Sidings 

Stations,  passenger  

Stations,  freight    

Train  crews    

Time-tables 

Telegraph  operators    

Employees,  general   

Miscellaneous 

Railroads,  Engineering, 

Tracks 

Bridges,  tunnels^  etc 

Ties 

Rails 

Curves 

Sidings « 

Crossing  gates  and  signs,  interlocking. 

Right  of  way  

Stations 

Grade  crossings   

Railroads,  Equipment. 
Bell  ringing  and  whistling  nuisance. . . . 

Cars,  passenger   

Cars,  frei^t  

Shops,  power  houses,  engine  houses,  etc. 
Miscellaneous 

RaUroads. 

Securities,  issue  of  

Franchises 

Empress  Companies. 

Rates 

Sendee 


t?ed. 

Closed. 

3 

2 

6 

6 

109 

88 

1 

1 

9 

6 

9 

6 

64 

33 

3 

, , 

70 

62 

36 

31 

39 

38 

4 

2 

7 

7 

1 

1 

3 

1 

5 

4 

31 

21 

1 

, , 

4 

4 

5 

2 

4 

4 

1 

1 

4 

4 

14 

11 

9 

6 

2 

1 

2 

1 

1 

3 

2 

21 

18 

18 

16 

6 

4 

35 

25 

3 

3 

42 

30 

2 

2 

1 

1 

86 

36 

3 

3 

2 

2 

41 

84 

84 

81 

Closed, 


16 

13 

23 

18 

6 

6 

23 

16 

17 

15 

72 

72 

1. 147 

928 
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JAght,  Heat,  and  Power.  Received, 

Gas  corporations: 

Rates 

Service 

Miscellaneous 

Electrical  corporations : 

Rates 

Service  

Jiiscellaneoua, 

ToUI 


The  Commission  has  found  the  method  of  handling  large  classes 
of  complaints  by  correspondence  in  an  informal  manner  produc- 
tive of  very  satisfactory  results.  A  prompt  solution  of  individual 
^ievances  is  of  great  importance  and  is  of  benefit,  where  hereto- 
fore there  has  been  no  redress. 

XIT.  GRADE  CROSSING  ELIMINATIONS. 

The  following  is  a  statement  of  the  conditions  of  grade  crossing 

•eliminations  at  this  time : 

•Completed  Grade  Crossing  Cases  (section  62)  atoaiting  settlement: 

Estimated 
Railroad.  Town  or  Tillage.  State's  portion. 

Erie  and  B.,  T.  I.  &  P. .  Niagara  Falls  (Pine  St.) $11,979  00 

N.  Y.  C.  and  D.  &  H Schenectady 234,  812  25 

D.  &  H Schenectady 35,  000  00 

Erie Livonia 1,306  00 

N.  Y.  C.  &  H.  R.  R.  R. .  Auburn  (Van  Anden  St.) 4,  725  00 

Erie Niagara  Falls  (Niagara  St.) 6,  625  00 

Long  Island Oyster  Bay   (Glen  Cove  back  road).  4,295  00 

N.  Y.  C.  &  H.  R.  R.  R. .  Wolcott  (Tyrell  road) 150  00 

West  Shore New  Scotland    (Wolf  highway) 3,000  00 

Long  Island Southampton  (Cherry  Tree  road)  ...  2,  511  50 

Long  Island Southampton  (St.  Andrews  road) . . .  5, 500  00 

Erie Chemung  (Holberts) 3, 477  87 


$312,381  62 


ijhrade  Crossing  Cases  in  process  of  construction  (not  completed): 

N.  Y.  C.  and  B.,  R.  &  P.   Gates $36, 000  00 

Erie Homell 35,475  33 

N.  Y.,  0.  &  W Rockland  (Livingston  Manor) 4,  514  13 

N.  Y.  C.  &  H.  R.  R.  R. .    Schenectady  (Peek  and  Nott  Sts.) . .  22,  260  00 

N.  Y.  C.  (B.  &  A.) Chatham   (Cady's) 2,875  00 
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D.  AH 

N.Y.C.andN.Y.,0.&W. 
N.  Y.  C.  AH.  R.  R.R.. 

N.  Y.,  C.  A  St.  L 

Lehigh  Valley 

D.,  L.  A  W 

N.  Y.,  O.  AW 

N.  Y.  C.  A  H.  R.  R.  R.. 

Long  Island 

Long  Island 

Long  Island 

N.  Y.  C.  A  H.  R.  R.R.. 

L.  S.  AM.  S 

Nypano  R.  R 

N.  Y.  C.  A  H.  R.  R.  R.. 

L,  S.  AM.  S 

N.  Y.  C.  A  H.  R.  R.  R.. 
N.  Y.  C.  A  H.  R.  R.  R.. 

B.AM 

L.  S.  AM.  S 

L.  V.  R.  R 

N.  Y.  C.  A  H.  R.  R.R.. 

Long  Island 

Add  for  interest  charges. 


Bethlehem  (Rockefeller  road) $1, 874  4a 

Oswego  (East  4th  and  Schuyler) ...  11,689  12 

Yonkers 138, 000  Oa 

Westfield  (North  Portage  St.) 6,618  25 

Waverly  (Chemung  St.)  inc.  land. . .  7, 600  0(^ 

Vestal  (appealed) 

Firthcliff  (Willow  Ave.) 10.  883  00 

Rochester  (Culver  road) 60, 000  00 

No.  Hempstead  (Old  Westbury  rd.) .  14, 106  OO 

Huntington  (N.  Y.  avenue) 

Huntington  (Long  Swamp  road) ...  12, 012  00 

Sennett   (Grant  Ave.,  etc.) 6, 026  00 

Bryant   (Strong  highway) No  expense 

Lakewood  ( Shadyside  Ave. ) No  expense 

Utica  (No.  Genesee  St.) 92, 600  00 

Hamburg  (Big  Tree  crossing) 10, 000  00 

Tuckahoe  (Main  St.) 32,500  00 

Mt.  Vernon   (Mt.  Vernon  Ave.,  etc.)  89,250  OO 

Troy  (Tarbell's  crossing) 12,  500  OO 

N.  Evans  (N.  Evans  highway) 5,000  OO 

Town  of  Verona No  expense 

Town  of  Stafford 8, 350  OO 

Long  Island  (Broad  Hollow  road) . .  4, 760  00 

land  damages  and  contingencies 35, 000  OO 


$649,471  2S 


Total $961,862  85- 

Previous  amounts  appropriated   1, 367,  606  W 

New  appropriation,  chap.  466,  laws  1908 260, 000>  00 

$1,  617, 606  92 
Total  amount  paid  by  State  Treasurer 431, 204  90* 

$1,186,401  93 
Less  amoimt  obligated  as  above,  based  on  estimate 961, 852  85 

Balance  available  for  future  determinations $224, 649  02. 

The  foregoing  statement  discloses  that  the  balance  for  future- 
determinations  is  $224,549.08.  As  a  matter  of  fact,  there  are- 
now  pending  before  the  Commission  several  grade  crossing  elimi- 
nation cases  in  the  so  called  electric  zone  of  The  New  York  Central 
and  Hudson  River  Railroad  Company  in  the  county  of  West- 
chester, which  cases  will  be  determined  as  soon  as  the  Commission 
has  been  able  to  settle  upon  certain  details.  In  all  of  these  cases 
elimination  will  be  ordered,  and  the  portion  of  the  expense  to  be 
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paid  by  the  State  will  practically  exhaust  the  foregoing  balance. 
This  fact  makes  it  certain  that  the  Commission  has  now  or  will 
within  a  short  time  have  exhausted  all  of  the  appropriations  avail- 
able for  this  character  of  work.  If  the  work  is  to  be  carried  on, 
it  will  be  necessary  for  the  Legislature  to  make  appropriation 
during  its  present  session. 

Xin.  WORK  OF  DIVISION  OF  LIGHT,  HEAT,  AND  POWER. 
The  Commission  has  under  its  supervision  414  operative  cor- 
porations furnishing  gas,  electricity,  and  gas  and  electricity,  and 
50  municipalities  having  plants  for  the  supply  of  gas  or  electricity. 
The  different  classes  of  service  furnished,  and  the  number  of  cor- 
porations, persons,  and  municipalities  engaged  in  each  class,  is 
summarized  in  the  following  table: 


Class  of  service. 


Total 
number  of 
corpora- 
tions and 
munici- 
palities. 


SUPPLIED  BY 


Cos. 


Ind. 


Mun. 


Electricity 

Qas  and  electricity 

Mixed  gas  and  electricity 2 

Coal      -      -  -        17 

Water   "      «  **        26 

Natu'l  «      «  "         2 

Coal  gas 

Water  gas 

Coal  and  water  lKas 

Coal  and  natural  gas 

Natural  gas 

Ottgas 

Acetylene  gas 

Qasoline  gas 

Total  number  of  plants 


278 
47 


19 

11 

5 

1 
52 

1 
31 
19 


173 

47 


18 

10 

5 

1 
42 

1 
18 
15 


58 


10 


11 
3 


L47 


464 


330 


84 


50 


New  plants  that  are  now  operative,  having  since  July  1,  1907, 
secured  the  approval  of  the  Commission  to  begin  construction, 
are  given  in  the  following  list,  in  which  is  also  shown  the  locality 
of  operation  and  the  class  of  service  furnished : 
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Plant  of 


Locality. 


Service. 


Village  of  Sherburne  (Municipal  plant) 

Sherburne  Gas  Co 

EarlyfUe  Electric  Light  Co 

Panama  Power  Co 

MOlerton  Electric  Light  Co , 

Katonah  Lighting  Co 

Schagfatiooke  Electric  Co 

Village  of  Arcade  (Municipal  plant) 
Great  Bear  Light  and  Power  Co 

Kejea  Electric  Co 

Marion  Borden  Halllday 

Wells  Island  Light  and  Heat  Co. . . 

Peter  and  Josef 

Kanes  Falls  Electric 

Berlin  Electric  Light.  Ht.  &  PowerCo. 


Sherburne 

Sherburne 

EariviUe 

Panama 

Millerton  and  town  of  North  East.  . 
Town  of  Bedford,  excepting  village 

of  Mt.  Klsco 

Towns  of  Schaghticoke,  Half  Moon. 

Clifton  Park.  Glenville.  and  Niska- 

yima 

Arcade 

East  Worcester.  West  Richmond- 

ville,  and  Richmond ville 

Gowanda 

Town  of  Shawangunk 

Thousand    Island   Park   on   Wells 

Island 

Castleton 

Towns  of  Fort  Ann.  Kingsbury,  and 

Queensbury 

Town  of  BerUn 


Electricity. 
Gasoline  gas. 
Electricity. 
Electricity. 
Electricity. 

Electricity. 


Electricity. 
Electricity. 

Electricity. 
Electricity. 
Electricity. 

Acetylene  gas. 
Acetylene  gas. 

Electricity.      . 
Electricity. 


The  Lockport  Light,  Heat  and  Power  Company  is  operating 
the  plants  of  the  Lockport  Gas  and  Electric  Light  Company,  fur- 
nishing gas  and  electricity  in  the  city  of  Lockport,  and  the 
Economy  Light,  Fuel  and  Power  Company,  furnishing  electricity 
in  the  same  city,  the  consent  of  this  Commission  having  been  given 
to  the  merger  of  these  companies. 

The  Schaghticoke  Electric  Company  has  changed  its  corporate 
name  to  that  of  the  Schenectady  Power  Company.  The  consent  of 
the  Commission  was  given  to  this  company  to  construct  a  high- 
power  transmission  line  from  a  point  on  the  Hoosick  river  near 
Troy  to  Schenectady,  over  which  is  transmitted  the  entire  electric 
energy  generated  for  use  by  the  General  Electric  Company  in 
Schenectady. 

The  Kanes  Falls  Electric  Company  is  also  a  transmission  com- 
pany, the  consent  of  the  Commission  having  been  given  to  the 
construction  of  a  transmission  line  from  Kanes  Falls  through  the 
localities  named  over  which  electric  energy  is  now  furnished  to 
the  Hudson  River  Electric  Company  in  the  city  of  Glens  Falls. 

Plants  that  since  July  1,  1907,  have  extended  their  territory 
of  operation  by  virtue  of  orders  of  the  Commission  ccmsenting  to 
the  exercise  of  rights  and  privil^es  under  new  franchises  or  old 
franchises  not  heretofore  exercised,  are  included  in  the  following 
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list,  in  which  is  also  given  the  new  localities  of  operation  and  the 
class  of  service  furnished  therein: 


Plant  of 


Utica  Gas  A  Electric  Go 

Rochester  Railway  h  Light  Co 

Sodus  Gas  A  Electric  Light  Co 

Buffalo  General  Electric  Co 

Niagara,  Lockport  &  Ontario  Power 

Co 

A.  L.  Swett  Electric  Light  A  Power  Co 
Chasm  Power  Co 

Broadalbin  Electric  Lt.  A  Power  Co. 

Clear  Creek  Oil  A  Gas  Co 


New  franchise  exercised. 


Village  of  Frankfort,  towns  of 
Frankfort,  German  Flats,  and 
Little  Falls 

Town  of  Irondequoit 

Town  of  Williamson 

Blasdell 

Blasdell 

Towns  of  Ridgi^^ay  and  Albion 

Towns    of    Belmont,    Burke,  and 

Malone 

Towns  of  Mayfieid  and  Broadalbin 

and  vinage  of  Mayfieid 

Town  of  Collins  outside  village  of 

Gowanda 


Service. 


Water  gas. 
Mixed  gas  an  . 

electricity. 
Electricity. 
Electricity. 

Electricity. 
Electricity. 

Electricity. 

Electricity. 

Natural  gas. 


Inspection  of  Gas. —  The  work  of  systematically  testing  coal 
gas,  water  gas,  and  mixed  coal  and  water  gas  for  candle-power 
and  impurities  has  been  continued,  736  inspections  having  been 
made  for  the  year.  The  gas  in  each  instance  is  tested  for  candle- 
power,  the  amount  of  sulphur  and  ammonia,  and  the  presence  of 
hydrogen  sulphide.  A  record  of  the  pressure  at  which  gas  ia 
delivered  is  also  taken. 

The  tests  this  year  were  made  under  a  schedule  which  provides,, 
not  as  heretofore  for  an  equal  number  of  tests  of  the  gas  of  each 
company,  but  a  number  determined  by  the  annual  output  of  each 
company.  The  gaa  of  companies  making  annually  less  than 
10,000,000  cubic  feet  of  gas  is  tested  four  times  a  year.  For 
each  10,000,000  cubic  feet  produced  in  excess  of  this  minimum 
amount  an  additional  test  is  made,  the  maximum  number  of  tests,^ 
however,  for  any  one  company  being  26. 

Four  hundred  and  fifty-five  of  the  inspections  showed  gas  at 
the  required  standard;  the  remaining  tests  disclosed  deficienciea 
in  one  or  more  respects. 

Of  the  81  companies  furnishing  coal  gas,  mixed  gas,  or  water 
gas,  12  manufactured  gas  which  on  each  test  successfully  met 
every  requirement.  The  gas  of  the  remaining  companies  wafr 
found  deficient  one  or  more  times,  either  as  to  candle-power  or 
the  presence  of  impurities  in  excessive  quantities. 
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Formal  reports  of  the  result  of  each  test  are  made  to  the  com- 
panies. When  the  gas  is  found  below  the  standards  prescribed 
by  law  in  any  particular,  the  deficiency  is  pointed  out  and  the 
company  called  upon  to  explain  and  to  report  the  remedies  pur- 
sued to  prevent  a  repetition.  A  number  of  plants  at  which  diffi- 
culties were  experienced  in  maintaining  gas  up  to  standard  were 
inspected  and  changes  recommended  in  methods  employed  or  ap- 
paratus used.  In  one  instance  the  more  drastic  step  was  taken  of 
summoning  a  company,  whose  product  had  been  consistently  of  an 
inferior  grade,  to  appear  before  the  Commission  and  show  cause 
why  extensive  improvements  to  the  plant  and  distributing  system 
should  not  be  made.  This  practice  will  be  pursued  when  in  the 
judgment  of  the  Commission  a  satisfactory  quality  of  gas  can  not 
be  manufactured  under  existing  conditions,  the  correction  of  which 
is  not  voluntarily  being  sought  by  the  company. 

Thirty-five  companies  are  now  provided  with  stationary  bar 
photometers  for  use  in  testing  the  candle-power  of  the  gas  supplied 
by  them.  Most  of  these  instruments  are  so  located  as  to  be  service- 
able to  the  State  in  its  inspection  work  in  place  of  the  portable 
photometers  otherwise  used.  The  work  of  inspecting  and  adjust- 
ing these  stationary  photometers  and  their  appurtenances  to  stand- 
ard conditions  has  been  continued. 

The  results  of  the  tests  of  gas  are  given  in  the  following  tables : 
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TABLE  I,  thawing  mmber  of  teaU  made  in  each  municipality,  hind  of  gas  tested,  the  numt  <r 
of  teste  showing  the  gas  to  be  within  the  requirements  prescribed  by  law,  the  number  shoufir  g 
defleiencies,  and  the  number  of  times  the  gas  was  found  deficient  in  each  particular  as  to 
candle-power  and  impurities,  TJie  presence  of  hydrogen  sulphide  in  gas  is  prohibited  by 
law. 


Kind 
of 
gas. 

1 

NX7MBBR  TB8T8 
SHOWING 

DEFICHgNCIES. 

Municipality 
supplied. 

Gas  to  be 
within  re- 
quirement 
prescribed 
bylaw. 

Deficien- 
cies, either 
as  to 
candle- 
power, 
impurities, 
or  both. 

Candle- 
power 
below 
stand- 
ard. 

Impurities.  « 

Exces- 
sive 
sul- 

phur. 

Exces- 
sive 
am- 
monia. 

Presence 

of 
sulphur- 
etted hy- 
drogen. 

j^bany 

water . 
coal. . . 
coal. . . 
mixed, 
coal... 

water, 
coal. . . 
water . 
mixed, 
water . 

coal... 
coal... 
coal... 
water. 

coal... 
water, 
water, 
coal... 
coal... 

coal. . . 
water, 
water, 
coal... 
water. 

water, 
coal. . . 
coal... 
coal. . . 
coal... 

coal... 
coal... 
water, 
water. 

water . 
water, 
coal... 
coal... 
water. 

coal... 
water, 
coal... 
coal... 
wat^r. 
coal... 
mixed. 

coal... 
water, 
coal... 
coal... 

water, 
coal... 
water, 
water. 
ooaL.. 

25 

4 

6 

5 

14 

2 

4 
7 
10 
8 

5 
26 

4 
5 

5 
6 
8 

4 
5 

7 
4 
2 
8 
5 

6 

4 

6 

4 

12 

7 
5 

4 
4 

6 
6 

4 
6 

4 

9 
13 
9 
2 

1 
5 
1 

8 
2 

4 
4 

4 
4 
6 
27 
6 

21 
3 
3 

4 
11 

1 
3 
7 
10 
8 

2 

24 

3 

0 

1 
0 
7 
1 
0 

0 
3 
2 
5 
2 

1 
1 
1 
2 
7 

2 
1 
3 
0 

6 

1 
1 

t 

1 

'§ 

0 
0 

4 
1 

3 

1 
2 
2 

1 
3 
6 
26 
2 

4 
1 
.3 
I 
3 

1 
1 
0 
0 
0 

3 
2 

1 
5 

4 
5 
1 
3 
5 

7 

1 
0 
3 
3 

4 
3 
5 
2 
5 

5 
4 

1 
4 

1 
5 
3 
0 
2 

8 
3 
3 
2 

1 
1 
0 

5 
1 
2 
2 

3 

1 
0 
2 
3 

4 
1 
3 
1 
2 

} 

0 
0 
0 

0 
2 

1 
5 

0 
2 
0 

1 
5 

7 
1 
0 
3 
3 

2 

1 
5 
0 

4 

5 
0 

1 
4 

1 
5 
3 
0 

1 

8 
3 

1 

1 
1 
0 

4 
1 
2 
2 

3 

1 
0 
3 

1 

0 
0 
0 
0 

1 

0 
0 
0 
0 
0 

0 
0 
0 
0 

2 
2 
0 
0 

1 

0 
0 
0 
0 
0 

0 

1 
1 

2 

1 

3 

1 
0 
2 

0 
0 
0 
0 
0 

0 
0 
1 
0 
0 
0 
0 

1 

0 
0 
0 

0 
0 
0 
0 
0 

0 
0 
0 
0 
0 

0 
0 
0 
0 
0 

0 
0 
0 
0 

0 
0 
0 
0 
0 

0 
0 
0 
0 
0 

0 
0 
0 
0 
0 

0 
0 
0 
0 

0 
0 

1 

0 
0 

3 
0 
0 
0 
0 
0 
0 

2 
0 
0 
0 

0 
0 
0 
0 
0 

0 

Albion 

0 

Amsterdam | 

Auburn 

0 
0 
0 

Batavia 

1 

Bath 

0 

Bay  Shore 

0 

Binghamton | 

Brockport 

0 
0 

3 

Buffalo 

0 

Canandaigua 

"Ganastota 

0 
0 

-CatskiU 

4 

Clifton  Springs 

6 
1 

Oooperstown 

Coming 

2 
0 

-Cortland 

0 

Dansville 

1 

East  Rockaway 

Elmira. 

0 
0 

Flshkill 

0 

'Fort  Plain 

8 

Fredonia 

2 

Fulton 

1 

-Qeneseo 

0 

Geneva 

0 

<31ens  Falls 

Goshen 

0 

4 

■GranTille 

0 

Haverstraw 

Hempstead 

Herkimer 

4 

0 
0 

Hoosick  Falls 

Hudson 

1 

0 

Huntington 

Ithaca 

1 

0 

Johnstown 

Kingston 

0 
0 

X^Roy 

2 

Little  Falls | 

I 

Lockx>ort 

0 
0 
0 

0 

Lvnbrook 

0 

Lyons 

0 

I^one 

1 

MechanicYille 

Medina 

0 
0 

Middletown 

Mount  Vernon 

Nswark 

0 
0 
8 

SECOND  Annual  Rbpobt^  fob  Yeab  1908 


TABLE  I  (concluded). 


MunlcijMUty 
tuppAed. 


Kind 

of 

gas. 


NUMBER  TB9TS 
SHOWING 


Gas  to  be 
within  re- 
quirement 
prescribed 
by  law. 


Deficien- 

cle9,  either 

as  to 

candle- 

power. 

impurities, 

or  both. 


DsncmrciBs. 


Candle- 
power 
below 
stand- 
ard. 


Impurities. 


Exces- 
sive 
sul- 
phur. 


Exces- 
sive 
am- 
monia. 


Presence 

of 
sulphur- 
etted hy- 
drogen. 


Newburgii 

NiagaraTalls 

Norwich 

Nyack 

Ogdeasburg 

Oneida 

Oneonta 

Ossining 

Oswego 

Owego 

Palmsrra 

Patchogue 

PeekskSl 

Penn  Yan 

Pittsburgh 

Port  Chester 

Port  Henry 

Port  Jervls 

Poughkeepsie 

Rensselaer 

Rochester 

Rockvllle  Center... 

Rome 

Sag  Harbor 

Sandy  HUl 

Saratoga 

Saugerties 

Schenectady | 

Sea  Cliff 

Seneca  Falls 

Buff  em 

Syracuse 

Tarrytown 

Tonawanda 

Troy 

mica 

Wapplngers  Falls.. . 
Warsaw 

Watertown. { 

WaterviUe 

Watkins 

Waverly 

White  Plains 

Yonkers 


water, 
coal... 
water, 
water, 
coal... 

coal.. . 
water, 
water, 
coal.. . 
coal.. . 

coal. . . 
water, 
water, 
coal... 
water. 

water, 
water, 
water, 
water. 

coal.. . 
mixed, 
water, 
coal. . . 
water. 

coal... 
water, 
coal.. . 
water, 
mixed. 

water, 
coal.. . 
water, 
mixed, 
water . 

coal.. . 
water, 
water, 
coal... 
water. 

coaL.. 
mixed, 
water, 
coal. . . 
water. 

water . 
water . 


0 

4 
2 

1 

4 
3 
7 
1 
6 

1 

3 

3 

12 

2 
23 

1 
1 


0 
7 
0 
0 
0 

2 

4 

2 

21 

9 

7 
21 
15 

4 
1 

4 
1 
1 
4 
2 

8 
20 


1 
0 
4 
0 
0 

1 

4 
0 
0 
0 

0 
0 
0 
0 
0 

0 

1 

1 

0 

0 
0 
0 
0 
2 

0 
0 

1 

0 
0 

0 
0 
3 
0 
0 

0 
0 
0 
0 
2 

0 
0 
3 
0 
0 

1 

0 
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TABLE  II,  showing  the  number  oftetU  made  in  each  municipcUUy,  and  the  highett,  lowest,  and 
average  candle-power  as  determined  by  the  tests,  t?ie  legal  candU-power  being  for  xoaier  gas  20* 
for  mixed  gas  18,  and  for  coal  gas  16: 


Municipality. 

Number 

of 

tests. 

Kind 

of 

gas. 

CANDLE-POWBB. 

Highest. 

Lowest. 

Average. 

Albany 

25 
4 
6 
6 

14 

2 
4 

7 

10 

8 

5 

26 

4 

6 

5 
.5 
8 
4 
6 

7 
4 
2 
8 
6 

6 

4 

6 

4 

12 

7 
5 
4 
4 

6 
6 
4 
6 
4 

G 

13 

9 

2 

1 
6 
1 

8 
2 

4 
4 
4 

4 
6 

27 
5 

11 

8 

4 
6 
6 
7 

water 

coal 

coal 

mixed 

coal 

water 

coal 

water 

1  mixed 

,  water 

coal 

coal 

coal 

water 

coal 

water 

water 

coal 

coal 

coal 

water 

water 

coal 

water 

water 

coal 

coal 

coal 

coal 

coal 

coal 

water 

water .... 

water .... 

water 

coal 

coal 

water 

coal 

water .... 

coal 

coal 

water 

coal 

mixed 

coal 

water 

coal 

coal...... 

water 

coal 

water 

water .... 

coal 

water 

coal 

water 

water 

coal 

coal 

22.7 
18.4 
17.8 
19.3 
18.2 

21.0 
18.8 
21.9 
25.3 
21.7 

18.9 
19.4 
17.6 
16.6 

18.3 
24.2 
28.4 
16.4 
16.3 

15.9 
22.1 
22.8 
18.0 
20.6 

23.9 
18.6 
17.2 
17.0 
17.7 

18.3 
18.6 
23.4 
19.4 

22.2 
21.6 
16.1 
16.9 
20.8 

16.6 
23.8 
17.1 
18.3 
17.4 
17.4 
18.4 

17.3 
20.7 
17.9 
17.1 
20.1 

17.7 
26.7 
23.1 
18.8 
21.7 

16.2 
22.1 
22.0 
16.9 
17.3 

18.6 
15.6 
15.2 
17.4 
16.6 

16.1 
13.5 
20.3 
18.2 
20.0 

16.2 
15.5 
14.1 
10.4 

16.2 
19.4 
21.3 
16.1 
14.2 

13.7 
19.7 
21.7 
14.9 
18.2 

14.6 
14.9 
11.1 
16.3 
13.9 

8.1 
16.1 
18.4 
16.7 

19.7 
16.5 
13.3 
16.0 
19.6 

14.0 
16.1 
10.6 
17.8 
17.4 
16.9 
18.4 

13.0 
19.9 
13.0 
14.7 
14.2 

14.7 
21.6 
18.2 
14.9 
16.2 

8  - 
17.5 
20.7 
12.8 
14.6 

21  I 

Albion 

17  5 

Amsterdam | 

Auburn 

16.4 
18.2 
16.8 

Batavia 

18.5 

Bath 

16  6 

Bay  Shore 

21.0 

Binghamton | 

Brockport 

20.4 
20.6 

17.2 

Buffalo 

17.6 

Canandaigua 

16.0 

Canastota 

12.8 

Catskill 

16.9 

Clifton  Springs 

20.8 

Cohoes 

25.8 

Cooperstown 

15.9 

Corning 

14.6 

Cortland 

14.7 

Dansville 

21.1 

East  Rockaway 

22.2 

Elmira 

16.3 

Fishkill 

19.6 

Fort  Plain 

19.8 

Fredonia 

16.7 

Fulton 

13.2 

Geneseo 

16.6 

Geneva 

16.2 

Glens  Falls 

13.6 

Goshen 

17.6 

Granville 

20.7 

Haverstraw 

17.7 

Hempstead 

20.9 

Herkimer 

19  1 

Hoosick  Falls 

14.8 

Hudson 

16.4 

Huntington 

20.2 

Ithaca 

15.0 

Johnstown 

20.9 

Kingston 

16.0 

LeRoy 

18.0 

Little  Falls 

17.4 
17.0 

Lockport 

18.4 
16.0 

Lynbrook 

20.3 

Lyons 

16.0 

Malone 

16.0 

Mechanlcvllle 

16.2 

Medina 

16.6 

Middletown 

24.3 

Mount  Vernon 

21.4 

Newark 

16.7 

Newburgh 

19.4 

Niagara  Falls 

14.1 

Norwich 

20.1 

Nyack 

21.2 

Ogdensburg 

16.6 

Oneida 

16.0 
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TABLE  II  (concluded). 


Munldpsllty. 


OneonU 

Ossining 

Oswego 

Owego 

Palmyra 

Patcbogue 

PeekskUl 

Penn  Yan 

Plattsburgh 

Port  Chester 

Port  Henry 

Port  Jervis 

Poughkeepsie 

Rensselaer 

Rochester 

Rockvllle  Center 

Rome 

Sag  Harbor 

Sandy  Hfll 

Saratoga 

Saugerties 

Schenectady | 

SeaCUff 

Seneca  Falls 

Suffem 

Syracuse 

Tarrytown 

Tonawanda 

Troy 

Utica 

Wappingers  Falls 

Warsaw 

Watertown { 

Watenrille 

Watkins 

Waverly 

White  Plains 

Yonkers 


Number 

of 

tests. 


Kind 

of 

gas. 


7 

4 
4 

4 
7 
5 

7 

1 

4 
6 

13 
4 

26 


1 
9 
6 

4 
9 

5 

18 
4 
5 
7 

5 
26 
10 

7 
26 

24 

4 
4 
0 


4 

4 

4 

10 

26 


water, 
water . 
coal. .. 
coal. .. 
coal. .. 


water . 
water . 
coal... 
water, 
water. 

water, 
water, 
water, 
coal... 
mixed. 


water . 
coal... 
water, 
coal... 
water. 


coal... 
water . 
mixed, 
water . 
coal... 


water, 
mixed, 
water, 
coal... 
water. 

water . 
coal... 
water . 
coal... 
mixed. 

water . 
coal... 
water . 
water, 
water . 


CANDLE-POWER. 


Highest.       Lowest. 


20.9 
20.8 
16.6 
19.6 
18.1 

20.8 
21.9 
17.0 
25.1 
20.6 

32.8 
20.3 
23.7 
16.1 
23.9 


20.1 
17.9 
20.3 
15.3 
25.7 

16.2 
23.0 
17.2 
21.0 
17.1 

20.4 
24.7 

22.0 
20.0 
25.5 

25.5 

17.8 
25.4 
20.6 
24.3 

24.3 
18.1 
20.3 
26.6 
24.2 


Average. 


19.9 
17.6 
12.3 
18.9 
16.1 

19.7 
20.1 
12.4 
19.8 
20.6 

24.8 
19.2 
19.7 
15.2 
19.2 


20.1 
8.3 
19.6 
10.0 
18.5 

14.5 
14.9 
12.0 
19.3 
15.8 

17.6 
12.8 
16.3 
16.1 
18.0 

14.5 
16.2 
18.9 
11.7 
16.9 

18.5 
16.7 
18.7 
19.4 
17.6 


20.3 
20.0 
16.1 
19.2 
17.0 

20.2 
20.9 
14.6 
22.3 
20.6 

27.6 
19.9 
21.6 
15.7 
20.8 


20.1 
12.8 
20.0 
13.3 
21.3 

15.4 
19.3 
14.6 
20.0 
16.3 

19.6 
19.4 
20.6 
17.6 
21.6 

20.3 
16.8 
20.9 
16.6 
20.6 

22.3 

17.4 
19.6 
22.8 
21.7 
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TABLE  III,  sJunoing  the  number  of  teste  made  in  each  municipalUy,  the  higJust,  lowest,  and 
average  qtuintUi/  of  eulphtar  and  ammonia  fourd.  The  etandarde  prescribed  by  law  are: 
A  maximum  of  tO  grains  of  sulphur  and  10  grains  of  ammonia. 


Number 

of 
Tests. 

Kind 

of 
Gas. 

Gr.  Per  100  Cu.  Ft.  of  Gas. 

Municipality. 

SULPHUR. 

AMMONIA. 

Highest. 

Lowest. 

Average. 

Highest. 

Lowest. 

Albany 

25 
4 
6 
5 

14 

2 
4 

7 

10 

8 

5 
26 

4 
5 

5 
6 
8 

4 
5 

7 
4 
2 
8 
6 

6 

4 

6 

4 

12 

7 
6 

4 
4 

0 
6 

4 
6 

4 

9 

13 

9 

2 

1 
5 

1 

8 
2 

4 
4 

4 
4 
6 
27 
6 

11 

8 

4 

6 

water . . 

coal 

coal.... 
mixed., 
coal — 

water . . 
coal.... 
water . . 
mixed. . 
water . . 

coal — 

coal 

coal 

water . . 

coal.... 
water . . 
water . . 
coal — 
coal.... 

coal — 
water . . 
water., 
coal.... 
water.. 

water . . 
coal.... 
coal.... 
coal.... 
coal 

cx)al.... 
coal.... 
water., 
water.. 

water., 
water., 
coal.... 
coal.... 
water.. 

coal.... 
water. . 

coal 

coal.... 
mixed., 
coal.... 
water . . 

coal.... 
water., 
coal... 
coal.... 

water., 
coal.... 
water., 
water., 
coal.... 

^.:: 

water., 
water.. 
ooaL... 

11.9 
13.8 
16.1 
16.0 
23.3 

11.1 
14.8 
14.2 
10.7 
16.0 

14.3 
17.1 
15.6 
12.6 

26.3 
24.9 
12.6 
12.3 
22.9 

19.2 
8.9 
9.9 

16.2 
8.2 

15.6 
23.0 
20.1 
23.2 
23.5 

29.0 

22.8 

7.2 

28.3 

9.7 
19.3 
15.8 
19.8 
12.3 

16.1 
12.5 
20.5 
19.1 
12.0 
13.5 
5.5 

23.2 

13!0 
13.4 

14.2 
11.6 
9.2 
11.4 
16.5 

18.7 
24.5 
14.8 
10.1 
12.4 

4.5 
9.8 
6.5 
12.0 
4.8 

5.9 
5.6 
4.1 
5.9 
3.9 

4.5 

3.0 

10.2 

6.1 

12.5 

16.2 

1.7 

8.4 

3.4 

7.9 
3.2 
9.9 
3.2 
6.1 

5.0 
6.2 
4.7 
5.4 
4.2 

8.8 

5.4 

4.1 

10.8 

4.0 
4.3 
5.3 
7.5 

4.8 

4.4 

2.9 
7.2 
9.3 
12.0 
7.0 
5.5 

5.1 
5.1 
8.4 
6.0 

4.1 
7.8 
5.6 
5.9 
4.8 

6.0 
6.6 
4.3 
7.1 
6.6 

7.0 
11.8 
11.5 
14.1 

9.8 

8.5 
12.1 
9.7 
7.9 
9.1 

10.0 
9.9 

13.0 
9.4 

17.2 
21.8 
5.9 
10.5 
13.6 

13.7 
6.1 
9.9 
9.9 
7.0 

12.3 
10.9 
13.0 
15.1 
11.0 

16.7 

14.5 

5.8 

20.0 

6.7 

9.0 

10.2 

14.4 

9.4 

9.3 

7.7 

13.0 

14.2 

12.0 

9.3 

5.5 

12.4 
6.7 

10.4 
9.3 

9.2 

10.2 

7.2 

7.9 

11.4 

10.9 

13.8 

9.4 

8.6 

10.5 

1  - 
3.6 

1.4 

1.7 
4.3 

1.3 
3.1 

20.9 
I  " 

28.1 
1.6 

13.0 
3.2 

8.6 
2.9 

J 

Albion 

1  7 

Amsterdam | 

Auburn 

Batavia 

Bath... 

1  _ 

Bay  Shore 

1  _ 

Binghamton | 

Brockport 

1  - 

Buffalo 

J  „ 

Canandaigua 

■t  _ 

Canastota 

J  _ 

Catskill 

--_ 

Clifton  Springs 

Cohoes. 

1  - 

Cooperstown 

2  „ 

Coming 

J  „ 

Cortland 

Dansville 

J  „ 

East  Rockaway 

Elmira 

1  - 

Fishkill 

1  „ 

Fort  Plain 

Fredonia 

J  „ 

Fulton 

J  ^ 

Geneseo 

J  „ 

Geneva 

J  « 

Glens  Falls 

Goshen 

J  _ 

Granville 

J  _ 

Haverstraw 

J  „ 

Hempstead 

Herkimer 

2  „ 

HoosickFaUs 

Hudson 

1  - 

Huntington 

J  « 

Ithaca 

Johnstown 

J  _ 

Rlpgnton » . . . 

J  „ 

LeRoy 

J  ^ 

Little  Falls 

Lockport 

1  - 

Lynbrook 

J  _ 

Lyons 

1  _ 

l&lone 

J  «. 

Mechanicvllle 

Medina 

1.2 

Middletown 

Mount  Vernon. 

Newark 

1  - 

Ntwburgh 

Niagara  Falls 

j»^ 

Norwich 

!"*_ 

Nyack 

J  _ 

Ogdensburg 

1  - 
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TABLE  III  (concluded). 


Number 
Tests. 

Kind 

of 
Gas. 

Gb.  Pra  100  Cu.  Ft.  of  Gas. 

MuDldpaUty. 

AlOfONIA. 

Highest. 

Lowest. 

Average. 

Highest. 

Lowest. 

Oneida 

7 

4 
6 
7 

4 

4 
4 
7 
6 

7 

1 

4 

0 

13 

4 

26 

1 

0 

4 

5 
18 

4 
6 

7 

6 

20 

10 

7 

26 
24 

4 
4 

2 

4 

4 

4 

10 

26 

coal.... 
water.. 

ST:: 

coal.... 

coal.... 
water., 
water., 
coal.... 
water.. 

water., 
water . . 
water., 
water . . 
coal.... 

mixed., 
water., 
coal... 
water., 
coal.... 

water., 
coal.... 
water., 
mixed., 
water.. 

coal.... 
water., 
mixed., 
water.. 
coaL... 

water., 
water., 
coal.... 

SST:: 

mixed.. 

water., 
coal.... 
water., 
water., 
water . . 

21.9 
9.3 
13.4 
17.9 
16.9 

10.4 
14.3 
11.0 
19.3 
12.6 

8.1 

4.2 

17.6 

13.4 

24.0 

21.1 
9.3 
16.1 
13.2 
18.6 

15.0 
17.5 
17.8 
12.6 
10.6 

26.8 
16.0 
16.5 
13.0 
18.5 

17.3 
15.6 
19.6 
23.2 
26.4 
16.8 

18.6 
10.8 
10.2 
21.5 
23.4 

6.6 
6.3 
6.3 
3.9 
5.1 

4.9 
8.0 

a 

3.8 

8.1 
2.3 
7.9 
6.4 
4.5 

3.0 
9.3 
7.6 
6.8 
13.6 

4.8 
9.3 
3.1 
5.6 
4.4 

6.8 
10.3 
4.2 
6.0 
3.8 

3.1 

3.4 

10.6 

2.9 

10.6 

16.0 

4.6 
3.9 
2.9 
6.6 
6.6 

14.7 
7.0 
8.2 

10.4 
9.2 

8.1 
11.2 
7.1 
9.8 
6.6 

8.1 
3.3 

12.0 
8.3 

12.6 

8.8 

9.3 

12.0 

10.0 

16.4 

9.8 
14.1 
6.8 
8.6 
8.2 

12.2 
12.9 
10.0 
7.6 
11.0 

6.8 
8.2 
15.5 
12.0 
17.2 
16.9 

11.8 

6.9 

7.8 

11.9 

10.0 

1.5 
20.4 

7.8 

6.7 
2.7 

1.6 

1  - 

Oneonta 

1  - 

OwinlnK. ........  r  t  T , 

1  - 

Oswego 

1  - 

Owego 

2.8 

Palmyra. ............ 

2.1 

Patchogue 

Peekskfll 

J  . 

Pemi  Yan 

J  _ 

Plattsburgh 

J  _ 

Port  Chester 

Port  Hemr 

1  „ 

Port  Jervis 

1  _ 

Poui^keeDsie 

J  „ 

Rensselaer  .   .   . 

1  _ 

Rochester 

RockviUe  Center 

Rone 

1  - 

8ag  Harbor 

J  _ 

Bandy  Hill 

1  « 

ffaratoga 

Saugerties 

2  « 

Schenectady { 

Sea  Cliff 

1  ~ 

Seneca  Falls 

Suffem 

J  _ 

Syracuse 

2  _ 

T»rrytowTi 

J  .. 

Tonawanda 

J  ^ 

^ftoy 

tJtica 

J  „ 

Wappingers  Falls 

Warsaw 

1  - 

Watertown 

WaterriUe 

1  - 

WatUns 

J  _ 

Waverly 

I  . 

White  Plains 

J  ^ 

Tonkers 

1  . 
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TABLE  IV,  showing  the  number  of  teda  made  in  each  municipality,  and  the  highest,  lowest 
and  average  pressure  of  the  gas  in  each  obtaining  at  tJie  time  of  test: 


Municipality. 

r    ' 

Kind  of 
gas. 

Number 
of  tests. 

PRE88UBB  IN  INCHES  OF  WATER. 

Highest. 

Lowest. 

Average. 

Albany 

water .... 

coal 

coal 

mixed 

coal 

water 

coal 

water 

mixed 

water 

coal 

coal 

coal 

water 

coal 

water 

water. ^. . 

coal 

coal 

coal 

water .... 
water 

coal 

water 

water 

coal 

coal 

coal 

coal 

coal 

coal 

water 

water 

water 

water 

coal 

coal 

water 

coal 

water 

coal 

coal 

water 

mixed 

coal 

coal 

water 

coal 

coal 

water 

coal 

water 

water 

coal 

water 

coal 

water 

water 

coal 

coal 

water 

water 

coal 

coal 

25 
4 

}            ^^ 

14 

2 

26 

4 
5 
5 
5 
8 

4 
5 
7 
4 
2 

8 
5 
5 

4 
6 

4 

12 

7 

5 

4 

4 
6 
6 
4 
6 

4 
9 
13 
9 
2 

8 
2 
4 
4 

4 
4 

6 

27 

5 

11 
8 
4 
6 
6 

7 
4 
6 

7 

4 

5.2 
4.1 

3.2 

3.4 
2.4 

3.3 
2.9 

4.0 

3.4 
2.9 

^3.1 

2.9 
2.4 
2.8 

2.8 
2.4 
2.8 
2.8 
2.6 

2.5 
3.5 
3.2 
2.7 
3.7 

6.0 
3.2 
3.5 
2.9 
2.9 

2.9 
3.0 
3.9 
2.8 
2.9 

3.4 
3.0 
3.0 
2.9 
3.1 

4.0 

4.6 
2.4 
2.8 
2.2 

3.6 
2.3 
3.1 
2.9 
2.8 

2.9 
3.7 
2.8 
2.6 
2.1 

2.4 
3.7 
3.1 
2.8 
2.4 

2.9 
3.0 

2.1 

2.7 
2.3 

2.3 
2.7 

2.0 

3.0 
1.6 

2.7 

t 

2.4 
1.8 
2.1 

1.8 
2.1 
1.9 
2.7 
2.6 

2.1 
2.6 
2.6 
2.2 
2.9 

4.0 
2.1 
2.7 
2.1 
2.5 

2.6 
2.4 
2.4 
2.4 
2.4 

3.0 
2.3 
1.8 
2.4 
3.1 

3.0 

2.7 
2.4 
2.7 
2.1 

2.9 
1.9 
2.8 
2.0 
2.0 

2.3 
2.9 
2.7 
2.1 
1.9 

1.8 
2.9 
1.9 
2.2 
2.1 

4.0 

Albion 

3.4 

Amsterdam s 

2.6 

Auburn 

3.0 

Batavia 

2.3 

Bath 

2.9 

Bay  Shore 

2.8 

Bingbamton | 

Brockport 

3.0 
3.2 

Buffalo 

1.9 

2.9 

Canastota^ 

t 

Catskill 

2.6 

Clifton  Springs 

2.2 

Cohoes 

2.5 

Cooperstown 

2.2 

Corning 

2.2 

Cortland 

2.4 

Dansville 

2.7 

East  Rockaway 

2.6 

Elmira 

2.3 

Fishkill 

2.9 

Fort  Plain 

2.9 

Fredonia 

2.6 

Fulton 

3.3 

Geneseo 

4.6 

Geneva  

2.7 

Glens  Falls 

3.0 

Goshen 

2.6 

Granville 

2.7 

Haverstraw 

2.7 

Hempstead 

2.8 

Herkimer 

2.9 

Hoo.sick  Falls 

2.5 

Hudson 

2.6 

Huntington 

3.1 

Ithaca 

2.6 

Johnstown 

2.4 

Kingston 

2.7 

LeRoy 

3:1 

Little  Falls -j 

3.6 

Lockport 

3.4 

Lynbrook 

2.4 

Lyons 

2.7 

tf^lone 

2.1 

Mechanicville 

3.1 

Medina 

2.0 

Middletown 

2.9 

Mount  Vernon 

2.4 

Newark 

2.4 

Newburgh 

Niagara  Falls 

Norwich 

Nyack 

Ogdensburg 

Oneida 

2.5 
3.5 
2.7 
2.4 
1.9 

2.1 

Oneonta 

Ossining 

Oswego 

Owego 

3.4 
2.7 
2.5 
2.2 
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TABLE  IV   {conduded). 


MunldpaUty. 

Kind  of 
gas. 

Number 
of  tests. 

PSM8URB  IN  INCHES  OF  WATSB. 

Highest. 

Lowest. 

Average 

Palmyra 

coal 

water.... 

water 

coal 

water 

water 

water 

water 

water 

coal 

mixed 

water .... 

coal 

water 

coal 

water 

coal 

water 

mixed 

water .... 
coal 

water 

mixed. . . . 

water 

coal 

water 

water 

coal 

water 

coal 

mixed 

water 

coal 

water 

water .... 
water 

4 
4 
7 
6 
7 

1 

4 

6 

13 

4 

26 

1 
9 
6 

4 

9 
5 

7 

5 
26 
10 

7 
26 

24 

)  ■! 

4 
4 

10 
26 

8.0 
2.9 
3.0 
3.1 
3.5 

2.4 
2.2 
3.1 
3.9 
4.0 

4.2 
3.0 
3.7 
2.7 
6.0 

3.8 
4.0 

3.1 

2.9 
3.3 

3.1 
3.1 
2.9 
2.8 
2.8 

3.1 
2.9 
2.2 

3.6 

2.4 

2.3 
2.8 
2.8 
2.6 

4.2 
2.4 
2.7 
2.7 
2.6 

2.4 
1.8 
1.9 
2.6 
2.1 

2.0 
3.0 
3.0 
2.3 
3.8 

2.3 
2.8 

2.1 

2.9 
2.6 

2.8 
1.8 
2.0 
2.3 
1.7 

1.6 
1.8 
1.8 

2.1 

2.3 

1.8 
2.2 
1.8 
2  3 

6  2 

2  6 

Pp^kskfi?   .... 

2  9 

Penn  Yan 

2  9 

Plattsburgh 

3.0 

Port  Chester 

2  4 

Port  Henry 

1  9 

Port  Jervis 

2  6 

Poughkeepsie 

2  8 

Rensselaer 

3.0 

Rochester 

8.0 

RockviUe  Center 

3  0 

Rome 

3.1 

Sag  Harbor 

2  6 

Sandy  Hill 

4.1 

Saratoga 

2.7 

Saugerties 

3  8 

Schenectady { 

Sea  Old 

2.6 
2  6 

Seneca  Falls 

3.0 

SufTem 

2.9 

Syracuse 

2  3 

Turrytown 

2.4 

Tonawanda 

IS 

Troy 

2.1 

Utica 

2.6 

Wappingers  Falls 

2.3 

Warsaw 

1.9 

Watenown / 

Wateryille 

2.6 
2.3 

Watkins 

2.0 

Waverly 

2.6 

White  Plains 

2  1 

Yonkers 

2.6 

t  High  pressure  line. 
TABLE  V,  showing  comparative  results  of  inspections  of  coal  gas,  mixed  gas,  and  xoater  gas: 


Inspections. 


Total  number 

Showing  gas  at  standard 

Showing  deflciencies 

Showing  deflciencies  in  candle- 
power 

Showfaig  presence  of  H^S 

Showing  excessive  presence  of  S3 . 

Showing  excessive  presence  of 
NHs 


COAI^GAS. 


Number.  Py-^Sf; 


284 

140 
144 

110 
26 
22 


49.3 
60.7 

38.7 
8.8 
7.7 

3.2 


MIXED  GAS. 


wumDer.   of  total. 


74 
60 
14 

11 

**i 


81.1 
18.9 

14.9 

"i!4 


WATER  GAS. 


iMumDer.  ^^  ^^^^^j 


378 
255 
123 

107 

38 

8 


67.6 
32.6 

28.3 

10.1 

2.1 


Gas  Meter  Tests.  —  Section  67  of  the  Public  Service  Commis- 
sions  Law  provides  that  no  corporation  or  person  shall  furnish 
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or  put  in  use  any  gas  meter  which  shall  not  have  been  inspected, 
approved,  and  sealed  by  an  inspector  of  the  Commission.  This 
includes  not  only  new  meters,  but  meters  removed  from  a  custom- 
er's premises  for  any  cause  whatsoever  and  put  in  service  again. 
Every  such  meter  is  separately  tested  by  the  meter  men  of  the 
department,  who  are  assigned  to  headquarters  in  different  sec- 
tions of  the  State.  The  system  of  inspection  requires  the  com- 
panies to  make  written  requisition  to  the  Commission  for  the 
service  of  an  inspector.  These  requisitions  are  received  at  the 
main  office  in  Albany,  from  where  the  assignments  of  work  are 
sent  out  to  the  men.  Tests  conducted  at  the  plants  of  the  com- 
panies are  made  with  standard  meter  provers  owned  by  the  com- 
panies and  inspected  and  approved  by  the  Commission.  A  largo 
percentage  of  the  meters,  particularly  new  meters,  are  tested  at 
the  meter  manufacturing  plants  within  the  State,  where  also 
approved  standards  are  used.  A  few  meters  are  sent  in  by  the 
smaller  companies  not  provided  with  proving  apparatus,  to  the 
Commission's  laboratory  in  Albany  to  be  verified. 

The  inspection  work  has  been  so  organized  that  it  operates  with 
little  or  no  delay  to  the  prompt  installation  of  meters  by  com- 
panies in  response  to  the  demand  by  consumers.  Six  men  have 
been  engaged  throughout  the  entire  year,  and  one  additional  man 
has  been  employed  since  March,  1908.  They  receive  assistance 
in  their  work,  when  required,  from  four  assistant  inspectors  of 
gas. 

All  gas  companies  are  required  in  section  67  of  the  Public 
Service  Commissions  Law  to  provide  suitable  apparatus,  in  other 
words,  gas  meter  provers,  on  their  premises  with  which  the  meters 
furnished  by  them  to  their  customers  may  be  tested.  It  has  been 
found  by  some  of  the  smallest  plants  impracticable,  for  com- 
mercial reasons,  to  purchase  these  instriunents,  and  the  Commis- 
sion in  such  cases  has  consented  for  the  time  being  to  a  postpone- 
ment of  compliance  with  this  requirement.  Most  of  the  com- 
panies, however,  have  secured  provers  and  have  submitted  them 
to  inspection  by  the  Commission.  During  the  year  54  provers 
were  tested ;  52  of  which  were  approved,  and  2  rejected.  There 
are  now  90  companies  under  the  supervision  of  the  Commission 
having  on  their  premises  one  or  more  gas  meter  provers  inspected 
and  approved  by  the  Commission,  and  it  is  with  these  standard 
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instnunents  that  the  gas  meters  furnished  by  the  oompanies  are 
tested  by  the  department's  inspectors. 

A  total  number  of  103,236  gas  meters  were  tested  for  the  year, 
of  which  99,066  were  verified  as  correct  within  the  2  per  cent, 
limit  of  error  allowed  by  law,  and  4171  were  rejected  as  incorrect 
or  condemned  as  unfit  for  use. 

Of  the  correct  meters,  25,830  were  inspected  for  natural  gas 
companies,  and  73,235  for  artificial  gas  companies.  The  re- 
paired or  removed  meters  numbered  72,428,  and  the  new  meters 
26,637. 

The  following  table  summarizes  the  results  as  to  the  numbers 
of  meters  found  fast  or  slow  within  and  without  the  2  per  cent, 
error  of  limit  allowed  by  law,  and  the  average  and  maximum 
percentage  of  registration: 


1    '             IfCTSRA. 

FACT. 

SLOW. 

100% 

COR- 
RECT. 

UN- 
SOUND. 

No. 

Aver- 
age %. 

Maxi- 
mum 

%. 

No. 

Aver- 
age %. 

Maxi- 
mum 
%. 

No. 

No. 

Within  2  %  error 

Without  2  %  error... 

23,305 
2.046 

0.04 
4.04 

"kb" 

53.978 
1,675 

1.09 
5.63 

"84" 

21,782 

iii 

Complaints  Against  Gas  Meters. —  Upon  complaints  of  con* 
sumers,  271  gas  meters  were  tested.  Of  these,  150,  or  65.4  per 
cent.,  were  found  to  be  correct  within  the  limit  of  2  per  cent, 
error  allowed  by  law;  and  121,  or  44.6  per  cent,  were  found  to 
be  incorrect. 

Of  these  121  incorrect  meters,  94  were  found  to  register  2  per 
cent,  or  more  fast  to  the  prejudice  of  the  consumer ;  and  26  were 
found  2  per  cent,  or  more  slow,  or  against  the  company;  one  meter 
failed  to  register. 

Of  the  94  meters  incorrect  to  the  prejudice  of  the  consumer, 
27  were  2  per  cent,  fast;  27  were  3  per  cent,  fast;  20  were 
4  per  cent,  fast;  12  were  5  per  cent,  fast;  7  were  6  per  cent,  fast; 
and  1  was  9  per  cent.  fast. 

Of  the  26  meters  registering  2  per  cent,  or  more  against  the 
company,  11  were  2  per  cent,  slow;  2  were  each  3  per  cent,  and 
4  per  cent,  slow,  respectively;  4  were  5  per  cent,  slow;  3  were 
6  per  cent,  slow;  1  was  7  per  cent,  slow;  1  was  8  per  cent,  slow; 
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1  was  12^  per  cent,  slow;  1  was  17  per  cent,  slow;  1  was  22  per 
cent,  slow ;  and  one  was  43  per  cent.  slow. 

Tests  of  Burners. —  A  detailed  study  has  been  made  of  the  rela- 
tive merits  of  the  New  F  and  Old  D  Argand,  and  the  No.  7  Slit 
Union  Bray,  burners  as  standards  for  use  in  determining  the 
candle-power  of  gas.  The  object  of  the  investigation  is  to  deter- 
mine the  standard  burner  best  adapted  to  the  determination  of 
the  candle-power  of  different  kinds  of  gas. 

Chapter  557  of  the  laws  of  1907,  being  an  act  fixing  standards 
of  purity,  illuminating  power,  and  pressure  of  gas  in  cities  of 
the  second  class,  prescribes  that  "  the  test  for  illuminating  power 
shall  be  made  .  .  .  using,  for  coal  gas  and  mixed  coal  and 
water  gas  containing  more  than  60  per  centum  of  coal  gas,  an 
F  Argand  burner;  and  for  mixed  coal  and  water  gas  containing 
50  per  centum  and  less  of  coal  gas,  and  for  carburetted  water  gas, 
a  No.  7  Slit  Union  Bray  burner,  on  a  basis  of  consumption  of 
five  cubic  feet  of  gas  per  hour". 

The  results  of  this  investigation  show  that  in  many  cases  the 
burners  prescribed  by  law  will  not  give  the  real  candle-power  of 
the  gas  under  test,  because  it  will  not  give  the  entire  candle-power. 
This  means  that,  restricted  to  the  use  of  such  burners,  gas  in  cer- 
tain instances  may  be  reported  as  being  below  the  legal  candle- 
power  standard,  whereas  if  the  burner  best  adapted  to  the  gas  were 
used,  the  gas  may  be  found  to  comply  with  the  legal  requirements. 
In  all,  115  tests  were  made  of  the  burners  specified  by  law  to  be 
used;  86  of  these  tests  were  with  water  gas,  and  in  only  29  of 
them,  or  less  than  34  per  cent,  of  the  total,  were  the  best  results 
obtained  from  these  burners;  29  of  the  tests  were  with  coal  gas, 
and  in  15  of  them,  or  about  50  per  cent.,  the  legal  burners  proved 
the  most  satisfactory.  In  the  remaining  tests,  both  with  water 
gas  and  coal  gas,  the  candle-power  obtained  in  the  use. of  these 
burners  was  inferior  to  that  given  by  some  other  standard  burner. 

Investigation  has  also  been  made  of  a  number  of  tips  or  burners 
sold  or  distributed  in  the  State  to  consumers  of  gas.  Some  of 
these  patent  tips  are  on  the  market  under  extravagant  claims  as 
to  their  candle-power  efficiency  and  economy.  The  tests  of  the 
candle-power  given  with  these  tips  have  been  made  at  varying 
pressures  and  rates  of  flow  of  gas.  The  rate  of  flow  at  which  the 
tips  give  warning  of  improper  conditions  by  blowing  or  fingering, 
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and  the  cost  per  candle-power  resulting  from  their  use,  have  been 
noted,  and  the  results  are  summarized  in  the  tables  given  below. 

These  tests  were  made  with  water  gas,  and  the  results  are  ap- 
plicable to  the  burners  with  which  the  tests  were  made  only  when 
used  with  that  kind  of  gas.  This  line  of  investigation  is  being 
continued  to  determine  the  best  type  of  burner  for  general  house 
lighting  where  coal  gas  and  mixed  coal  and  water  gas  are  supplied. 

TABLE  I,  in  which  ia  ahovm  the  relative  light  producing  efficiency  of  different  makes  of  burners 
under  preMures  of  1  inch,  S  inches,  and  6  inches,  with  gas  flowing  at  the  rate  of  5  cubic  feet 
per  hour;  also  the  cubic  feet  per  fumr  of  consumption,  with  the  outlet  wide  open,  at  pressures 
of  1  inch,  S  inches,  and  6  inches. 


The  generally  accepted  standard  burner  for  water  sas  is  the  No.  7  ^\\%  Union  Bray,  and 

trie  so  used  in  this  table,  where  at  the  1-inch  pressure  its  i       *  

*000.      The  relative  eflBciency  of,  for  instance,  the  20th  Ce 
isjhus  shown  to  be  655  thousandths  that  of  the  standard. 


Itris  so  used  in  this  table,  where  at  the  1-inch  pressure  its  efladency  is  arbitrarily  given  as 
1000.      The  relative  eflBciency  of.  for  instance,  the  20th  Century  burner  at  3-incn  pressure 


BX7RNER. 

EFFiaENCT   AT  5   FEET 
BATE  AND  PRESSURE  OP 

CUBIC  FEET  PER  HOUR    CON- 
SUMPTIOX     AT     OPEV     OUT- 
LET AND   AT   PRESSURE    OF 

1  inch. 

3  inch. 

5  inch. 

1  inch. 

3  Inch. 

5  inch. 

No.  7  Flit  Union  Bray 

Ga.^  Governor,  Aluminum  tip . . . 
No.  7  Union  Jet  Bray 

1000 
861 
951 
634 
649 
723 
936 
895 
912 

955 
858 
920 
611 
659 
655 
968 
970 
947 

1008 
913 
944 
587 
678 
643 
942 
981 
930 

6.70 

4.86 

4.29 

5.44 

6.16 

4.54 

4.6 

3.1 

7.1 

11.64 
8.33 
7.00 

10.24 

10.89 
9.15 
8.3 
6.6 

14.5 

I 

11.50 
9  34 

3-foot  ^'teel  tip 

3-foot  American  E.  H.  lava  tip. . 
20th  Century 

ii  65 

Stewart  Jumbo  slit  valve 

Stewart  Jumbo  needle  valve. . . . 
Stewart  Jumbo,  with  screen 

10.7 
«6.7 
»17.5 

» Not  taken,  as  blew  too  badly  to  consider  that  any  one  would  use  it  at  that  rate. 
*  At  4.4  inches.  *At  4-inch  pressure. 

TABLE  n,   in  which  is  shown  the  relative  cost  of  equivalent  service  in  the  use  of  these  same 
burners;  also  the  pressure  in  incites  at  which  the  burner  by  blowing    gives  warning  of  exces- 
n"  sive  consumption  of  gas,  and  the  cubic  feet  of  gas  being  consumed  per  hour  at  that  point. 

^  In  this  table  the  No.  7  Slit  Union  Bray  burner  is  again  taken  as  standard,  and  at  1-inch 
pressure.     The  cost  of  service  for  comparative  purposes  is  arbitrarily  given  as  $1. 


RELATIVE    COST  OF 
EQUIVALENT  SERVICE. 


1  inch.  I  3  Inch. 

i 


5  inch. 


WARNIXa  GIVEN  AT 


Pressure, 
inches. 


Rate 

per  hour, 

feet. 


No.  7  Slit  Union  Bray 

Gas  Governor,  Aluminum  tip.. 

No.  7  Union  Jet  Bray 

3-foot  Steel  tip 

3-foot  American  E.  H.  lava  tip 

20th  Century 

Stewart  Jumbo  slit  valve 

Stewart  Jumbo  needle  valve.. . 
Stewart  Jumbo,  with  screen. . . 


$1  00 


16 
1  05 
1  87 
1  54 
1  42 
1  07 
1  11 
1   10 


$1  05 


17 
09 
96 
52 
53 
03 
1  03 
1  06 


$0  99 


10 
1  06 
1  70 
1  47 
1  54 
1  05 
1  02 
1  08 


2.4 

4.0 
3.0 
2.0 


4.7 


10.27 


7.90 

9.08 
8.60 


«  17.2 


>  Does  not  blow  at  all  at  5-inch  pressure. 

s  Blows  at  this  rate,  flncers  a  little  before  this. 


94         Public  Sebvicb  Commission,  Second  Distmct 

The  price  of  none  of  these  burners  exceeds  10  cents  each. 

An  examination  of  the  comparative  results  given  in  the  above 
tables  shows  that  the  No.  7  Union  Jet  Bray  (marketed  under  the 
name  of  "  H.  P,  Bray's  Special  No.  7")  is  best  adapted  to  use  with 
water  gas.  This  conclusion  is  reached  from  a  study  of  all  the 
various  factors  which  enter  into  the  ideal  burner.  In  the  first 
place,  the  relative  cost  of  equivalent  service  is  less  with  the  Union 
Jet  than  with  that  of  any  of  the  other  burners  tested,  with  the 
exception  of  the  No.  7  Slit  Bray,  and  the  Stewart  Jumbo  with 
slit  valve.  The  Union  Jet  is  superior  for  general  use  to  the  first 
of  these,  however,  because  at  4  in.  pressure  it  only  consumes  7.9 
cubic  feet  of  gas  before  giving  warning  that  it  is  working 
improperly,  while  the  No.  7  Slit  Bray  consumes  10.27  feet  at  2.4 
in.  before  it  commences  to  blow.  Moreover,  when  the  cock  is  wide 
open,  a  prevalent  condition  in  domestic  service,  the  Union  Jet 
consumes  very  much  less  gas  than  the  Stewart  Jumbo,  which  gives 
no  warning  even  at  5  in.  pressure  of  an  improper  consumption, 
although  at  that  pressure  it  is  consuming  10.7  cubic  feet  of  gas 
(with  open  outlet)  as  against  9.34  feet  for  the  Union  Jet. 

Calorific  Tests. —  The  employment  of  the  candle-power  stand- 
ard in  this  State  in  determining  the  value  of  gas  is  subject  to 
fair  criticism.  When  gas  was  used  solely  as  an  illuminant,  and 
by  means  of  open-flame  burners,  its  value  was  properly  measured 
in  terms  of  another  illuminant,  the  candle,  as  a  standard.  In 
recent  years,  incandescent  mantles  have  largely  displaced  the 
open-flame  burners.  The  light  given  off  from  this  device  is  gen- 
erated by  raising  the  mantles  to  a  high  temperature.  In  recent 
years  also,  gas  has  come  into  extensive  use  as  fuel.  Under  these 
conditions  a  very  small  percentage,  probably  in  this  State  less  than 
20  per  cent,  of  the  total  gas  consumed,  is  now  used  in  open-flame 
burners. 

As  the  measure  of  the  value  of  gas  should  be  based  upon  the 
preponderance  of  purposes  for  which  gas  is  used,  the  candle-power 
as  a  standard  apparently  has  come  to  be  of  minor  importance. 

For  the  purpose  of  confirming  this,  the  Commission  has  begun 
a  systematic  series  of  tests  which  will  determine  the  heating  prop- 
erties of  gas  as  now  supplied  imder  candle-power  restrictions,  and 
whether  the  establishing  of  the  heatirg  vaJue  as  a  standard  will 
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not  result  in  giving  a  more  satisfactory  service  than  tlie  commonly 
used  candle-power  standard. 

The  heating  value  of  gas  is  generally  expressed  in  the  number 
of  British  Thermal  Units  developed  upon  the  combustion  of  one 
cnbic  foot  of  gas  under  certain  standard  conditions.  One  British 
Thermal  Unit  is  the  amount  of  heat  requisite  to  raise  the  tem- 
perature of  one  pound  of  water  one  degree  Fahrenheit.  The 
tests  are  made  with  an  instrument  known  as  the  calorimeter.  In 
connection  with  each  test  the  candle-power  of  the  gas  is  being 
determined  with  the  view  to  obtaining  results  showing  the  rela- 
tion, if  any,  between  the  candle-power  and  the  calorific  value. 

To  date,  66  tests  have  been  made  in  59  different  municipalities. 
The  investigations  will  be  completed  only  after  tests  have  been 
made  of  the  gas  of  each  company  under  the  varying  conditions 
of  manufacture  and  distribution.  That  the  work  may  be  con- 
ducted as  thoroughly  as  possible,  an  additional  assistant  inspector 
of  gas  was  appointed  in  November,  thereby  permitting  the  entire 
time  of  one  inspector  to  be  devoted  to  these  tests.  This  investi- 
gation will  be  concluded,  it  is  expected,  in  time  to  submit  complete 
results  in  the  Commission's  report  for  the  year  1909,  together  with 
such  recommendations  as  may  then  be  judged  expedient. 

Inspections  of  Electric  Meters. —  Section  67  of  the  Public 
Service  Commissions  Law  provides  that  no  corporation  or  person 
shall  furnish  or  put  in  use  any  electric  meter  which  shall  not  have 
been  inspected,  approved,  stamped,  or  marked  by  an  inspector  of  the 
Commission.  The  practicability  of  complying  with  this  require- 
ment is  fully  discussed  by  the  Commission  in  its  First  Annual 
Eeport  (pages  96  to  102).  Conferences  were  had  in  1907  with 
representatives  of  the  electrical  corporations  under  the  supervision 
of  the  Commission,  and  with  meter  manufacturers  and  experts^ 
and  after  painstaking  inquiry  into  all  the  problems  presented, 
the  conclusion  was  reached  that  a  literal  administration  of  the 
provision  in  question  would  be  commercially  impracticable  and 
futile  in  results.  It  is  not  necessary  to  review  here  the  consid- 
erations upon  which  this  conclusion  was  based.  We  would  again^ 
however,  call  attention  to  the  fact  that  the  accuracy  of  registra- 
tion of  electric  meters  is  affected  by  many  more  conditions  than 
apply  to  the  accuracy  of  gas  meters,  to  which  a  similar  provision 
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of  the  law  refers.  While  this  does  not  imply  that  the  electrio 
meter  is  less  accurate  as  a  measuring  device  than  the  gas  meter, 
the  fact  emphasizes  the  necessity  of  meeting  in  some  manner  the 
inspection  of  these  meters  within  the  intent  of  the  law.  The  at- 
tention of  the  Commission  has  therefore  been  engaged  in  devis- 
ing and  putting  in  operation  a  system  of  inspecting  consumers' 
electric  meters  which  would  in  effect  answer  the  requirements  of 
the  law  and  the  administration  of  which  would  not  impose  a  pro- 
hibitive expense  upon  the  State.  This  system  calls  for  tests  made 
by  the  companies  with  standard  instruments  approved  as  to  type, 
and  periodically  checked  for  accuracy,  by  the  Commission. 

Station  Standard  Instruments. —  The  first  step  toward  the  es- 
tablishment of  this  system  lay  in  the  enforcement  of  section  67 
of  the  Public  Service  Commissions  Law,  which  provides  that 
every  electrical  corporation  shall  provide  or  keep  in  and  upon  its 
premises  a  suitable  and  proper  apparatus,  to  be  approved, 
stamped,  or  marked  by  the  Commission,  for  testing  and  proving 
the  accuracy  of  electric  meters  furnished  for  use  by  it. 

An  examination  was  made  of  the  plants  of  each  of  325  electrical 
corporations  under  the  supervision  of  the  Commission  for  the 
purpose  of  determining  whether  they  were  provided  with  such 
suitable  testing  apparatus  in  accordance  with  this  requirement 
of  the  law. 

Thirty-four  of  these  plants  were  found  not  selling  electric 
energy  on  a  meter  basis,  and  were  therefore  not  required  to  obtain 
standards.  Of  291  electrical  corporations  operating  electric 
meters,  218  were  found  either  with  no  standards,  or  insufficiently 
equipped  with  standards.  Recommendations  were  made  to  each 
of  these  companies,  based  upon  the  inspectors'  reports,  indicating 
the  type  of  instrument  best  adapted  to  the  need  of  each  company, 
and  resulting  in  167  companies  equipping  themselves  with  satis- 
factory standards;  51  plants  operating  on  a  limited  scale  filed 
objections  to  incurring  the  expense.  Consideration  was  of  neces- 
sity given  to  such  objections,  and  where  upon  investigation  the 
Commission  was  of  the  opinion  the  objections  were  well  founded, 
compliance  with  the  recommendation  was  for  the  time  being 
waived.  Fourteen  other  companies,  unable  for  the  present  to 
finance  the  purchase  of  standards,  entered  into  arrangement,  with 
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the  approval  of  the  Commission,  for  the  use  of  the  instrumeirts  of 
companies  operating  in  adjacent  territories. 

Tests  of  Consumers'  Meters  by  Companies. —  A  comparatively 
large  number  of  the  companies  having  reported  by  Jnne  23,  1908, 
the  installation  of  the  apparatus  recommended  by  the  Commission, 
the  following  resolution  was  on  that  day  adopted  by  the  Com- 
mission : 

Reaolved,  That  each  and  erery  electrical  corporation  provided  with 
apparatus  for  testing  the  accuracy  of  electric  meters  furnished  to  its  con- 
Burners,  be  and  is  hereby  required  to  report  to  the  Commission  the  customers' 
meters  tested  each  month  with  such  apparatus,  beginning  with  the  month 
of  August^  1908;  that  such  reports  be  nuuie  in  form  prescribed  by  the  C!om- 
mission;  that  the  report  for  each  calendar  month  be  filed  in  the  office  of 
the  Commission  not  later  than  the  tenth  day  of  the  following  month,  and 
that  the  teats  so  reported  be  made  piursuant  to  the  rules  and  regulatioas  of 
the  Commission. 

This  act  of  the  Commission  is  the  second  step  taken  in  the 
direction  of  carrying  out  the  provisions  of  section  67  of  the  law, 
heretofore  referred  to,  requiring  the  verification  of  all  electric 
meters  installed  by  the  companies.  The  resolution  of  the  Com- 
mission and  the  rules  and  regulations  prepared  pursuant  thereto 
go  further  than  requiring  a  report  of  all  new  meters  tested.  Every 
test,  whether  initial,  upon  complaint,  or  periodic,  and  the  results 
shown,  must  be  given.  It  should  be  noted,  however,  that  the 
Commission  has  not  in  its  resolution  imposed  an  obligation  upon 
the  companies  to  test  meters  installed  on  their  systems.  The 
companies  are  simply  required  to  sho^  by  their  reports  the  meters 
that  have  been  voluntarily  tested.  The  next  step  under  considera- 
ticm  is  to  require,  if  necessary,  an  initial  test  of  all  meters  when 
furnished  to  cofisumer^  and  possibly  also  to  require  the  systematic 
inspection  of  meters  in  use.  The  necessity  of  such  an  order  will 
be  determined  upon  consideration,  among  other  things,  of  the 
character  of  the  reports  filed  by  the  companies. 

The  standards  used  by  the  companies  in  making  these  tests  of 
cenflumers'  meters  are  periodically  checked  by  the  Commission's 
inspectors  against  portable  standard  instruments,  these  portables 
in  turn  being  calibrated  not  less  than  once  a  month  by  comparison 
with  the  Commission's  laboratory  standards  in  Albany. 

During  the  year  inspections  vrere  made  of  1812  standards  be^ 
longing  to  204  ccHnpanies.     Ten  and  one-half  per  cent,  of  these 
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standards  were  found  inaccurate  and  ordered  re-calibrated,  and 
approximately  1  per  cent,  of  the  total  were  disapproved  as  to  type. 
A  summary  of  the  meter  reports  filed  by  the  operating  com- 
panies for  the  months  of  August,  September,  October,  and  No- 
vember is  given  in  the  following  table: 

TABLE  thawing  results  of  electric  meter  tests  as  reported  monthly  by  operating  companies: 


Com- 
panies 
reporting. 

Com- 
panies 
making 
no  tests. 

TOTAL  NUMBER  OP  METERS. 

MONTH. 

4  per  cent. 

or  more 

fast. 

4  per  cent. 

or  more 

slow. 

Accurate 

within 
4  per  cent. 

Total 
tesU. 

August 

190 
181 
186 
188 

106 
83 
85 
80 

616 
565 
712 
782 

1.605 
1.642 
1.996 
1.802 

3.673 
3.912 
4.103 
3.760 

5.894 

September 

6.119 

October 

6.811 

November 

6.344 

Totals 

2.675 

7.045 

15.448 

25.168 

Complaints  against  Electric  Meters. —  During  the  year  com- 
plaints were  filed  by  consumers  against  85  electric  meters.  These 
complaint  meters  in  each  case  were  tested  upon  the  premises  of 
the  consumer,  the  companies  furnishing  the  meter  and  the  con- 
sumer being  notified  of  their  privilege  to  have  representatives 
present.  The  results  show  20  of  the  85  meters  to  have  been  found 
defective  or  incorrect  to  the  prejudice  of  the  consumer,  in  that 
they  registered  4  per  cent,  or  more  fast  on  one  or  more  of  the 
load  points  at  which  tested.  These  incorrect  meters  were  either 
replaced  immediately  with  correct  meters,  or  were  calibrated  to 
register  within  the  limit  of  error  allowed  by  law. 

Inspections  of  Plants. —  Special  investigations  were  made  into 
the  affairs  of  a  number  of  companies  for  the  purpose  of  ascer- 
taining the  methods  employed  by  them  in  the  transaction  of  their 
business,  and  in  the  maintenance  and  operation  of  their  plants 
and  distributing  systems.  These  investigations,  actuated  in  some 
cases  by  the  filing  of  complaints,  were  made  upon  the  Commis- 
sion's own  motion.  Where  they  revealed  conditions  of  a  serious 
nature,  militating  against  the  public  interests,  the  practice  has 
been  to  cite  the  companies  to  show  cause  why  the  Commission 
should  not  issue  an  order  requiring  improvements  to  be  made. 
In  minor  cases,  improvements  have  been  carried  out  as  the  result 
of  recommendations  made  verbally  or  by  correspondence.  As  illus- 
trating the  excise  by   the   Commission   in  this   manner  of  its 
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powers  to  require  the  maintenance  and  operation  of  plants  for  the 
security  and  accommodation  of  the  public,  several  of  the  more  im- 
portant of  these  investigations  are  briefly  reviewed  in  the  follow- 
ing paragraphs. 

The  secretary  of  the  board  of  education  of  Candor,  Tioga 
county,  wrote  the  Conmiission,  complaining  that  the  acetylene  gas 
generating  plant  of  the  Eureka  Gas  Company,  by  reason  of  its 
location  in  proximity  to  the  schoolhouse,  was  a  menace  to  life  and 
property,  and  requesting  the  Conmiission  to  require  its  removal. 
Investigation  disclosed  that  the  plant  was  in  disrepair.  The  com- 
pany was  inMnediately  cited  to  appear  before  the  Conmiission  and 
show  cause  why  the  plant  should  not  be  put  in  a  safe  and  secure 
condition  in  the  particular  respects  pointed  out  in  the  order.  A 
statement  being  received  from  the  company  that  the  repairs  would 
be  made  as  directed,  the  case  was  held  open,  without  a  hearing, 
pending  compliance  with  the  order.  A  further  inspection  of  the 
plant  was  made  upon  receipt  of  an  affidavit  from  M.  K.  Douglas, 
secretary  of  the  company,  setting  forth  that  the  requirements  of 
the  Conmiission  had  been  carried  out.  The  Commission  being 
without  authority  to  require  the  removal  of  the  plant  to  a  new 
location,  exercised  its  powers  to  make  the  plant  mechanically  as 
safe  and  secure  as  possible. 

The  Catskill  Mountain  Gas  Company,  furnishing  acetylene  gas 
in  Griffin  Corners  and  Fleischmanns,  was  complained  against  by 
May  E.  DeSilva,  a  resident  of  Griffin  Corners,  for  neglect  and 
refusal  to  extend  its  gas  mains  about  eight  hundred  feet  to  her 
premises.  Acting  on  assurances  from  the  superintendent  of  the 
company  that  the  extension  would  be  made,  complainant  had  en- 
larged the  building  on  the  premises,  had  piped  it  for  the  burning 
of  gas,  and  had  leased  it  for  hotel  purposes  for  several  years,, 
beginning  June  1,  1908,  conditional  on  the  premises  being  sup- 
plied with  gas.  Shortly  prior  to  June  1st,  the  superintendent  gave 
notice  that  the  main  would  not  be  extended,  thereby  threatening 
complainant  with  considerable  loss  and  hardship.  An  investiga- 
tion, which  disclosed  no  commercial  reasons  why  the  extension 
should  not  be  made,  resulted  in  the  promise  of  the  management 
to  acquiesce  in  the  demands  of  complainant.  This  promise  was 
not  carried  out,  and  upon  the  matter  being  brought  to  the  atten- 
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tion  of  the  Commission,  an  order  to  show  cause  was  issued.  At 
the  hearing,  it  further  appearing  that  the  directors  were  in  favor 
of  furnishing  the  service,  an  order  was  entered  requiring  the  ex- 
tension to  be  made  forthwith  and  the  premises  to  be  supplied 
with  gas. 

The  gas  made  by  the  Catskill  Illuminating  and  Power  Company 
(leased  by  the  Schoharie  Light  and  Power  Company)  having  been 
found  deficient  in  respect  to  candle-power  and  purity  in  all  tests 
made  by  the  Commission,  and  being  the  subject  matter  of  com- 
plaint by  residents  of  the  village,  an  inspection  was  made  of  the 
plant  and  of  the  methods  pursued  in  the  manufacture  and  distri- 
bution of  the  gas.  This  investigation  showed  that  the  plant  was 
inadequately  equipped  with  gas  making  and  distributing  ma- 
chinery. The  company  was  accordingly  ordered  to  show  cause 
why  it  should  not  forthwith  install  a  tar  extractor,  an  exhauster, 
and  an  additional  purifying  box,  and  also  why  provision  should 
not  be  made  looking  forward  to  the  construction  at  an  early  date 
of  a  new  gas  holder.  At  the  hearing,  objections  were  entered 
with  respect  to  holder  and  purifier,  and  these  matters  are  now 
under  consideration.  The  other  improvements  recommended  are 
being  made. 

Complaint  having  been  made  by  residents  of  Delhi  against  the 
Delhi  Electric  Company,  the  Commission,  after  investigation, 
ordered  that  company  to  show  cause  why  the  plant  should  not  be 
put  in  a  safe  condition.  It  appeared  that  poles  and  fixtures  main- 
tained by  the  company  were  unsafe,  and  that  there  was  a  lack  of 
suitable  protective  devices  at  the  generating  station.  The  presi- 
dent of  the  company  made  affidavit  that  he  had  complied  with  the 
recommendations  of  the  Commission.  A  second  inspection  showed 
that  the  defective  poles  and  fixtures  had  been  partially  replaced, 
and  that  nothing  had  been  done  toward  installing  protective  ap- 
paratus at  the  power  house.  The  case  is  being  held  open  pending 
completion  of  all  the  improvements  recommended. 

Examinations  have  also  been  made  of  alleged  smoke  nuisance 
maintained  at  the  generating  plant  of  Westchester  Lighting  Com- 
pany in  N'ew  Rochelle ;  into  the  manufacture  and  distribution  in 
Port  Jervis  of  gas  and  electric  current  by  the  Port  Jervis  Electric 
Light,  Power,  Gas  and  Railroad  Company,  in  which  matter  pro- 
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ceedings  oa  an  order  to  show  cauBO  why  extensive  improremanss 
should  not  be  made  have  been  begun ;  into  the  temporary  deficiency 
of  gas  supply  in  the  city  of  Oswego  j  into  the  distributing  system 
of  the  West  Branch  Light  and  Power  Company,  with  req)ect  to 
the  metering  system  as  aJSected  by  two  differeiU  frequencies;  hai9 
the  safety  of  the  transmission  line  of  Kanes  Falls  Electric  Coat- 
pany,  under  oonstruc^on ;  into  alleged  dai^erous  condition  of  the 
eketric  generating  plant  of  Consolidated  Li^t  and  Power  Caor 
pany  of  Whitehall;  and  into  the  methods  of  manufacture  car  dk- 
tribtttion  of  gas  in  Jamestown,  Albany,  Granville,  Norwidi,  and 
Saugerties.  The  Jamestown  investigation  was  into  the  smpply  o£ 
natoiral  gas  in  that  loeaiity,  and  for  the  purpose  of  determiniBg  if 
the  quality  of  the  gas  was  being  impaired  by  the  introduction  into 
it  of  air.  Part  of  the  supply  is  obtained  from  Pennsylvania  fidds. 
Analysis  of  the  gas  and  examinations  of  the  eonditions  of  dis- 
trilraticm  were  made  at  the  wells  in  Pennsylvania  aatd  in  thii 
State,  as  well  as  a.t  varioxe  places  along  the  mains.  The  inivgiiga- 
tion  disclosed  neither  the  excessive  presence  of  air  in  the  gas,  nor 
any  method  by  the  employment  of  which  air  could  be  admitted 
into  the  supply. 

Miscellaneous  Matters.— Many  disputes  of  a  minor  nature, 
arising  between  individual  consumers  and  companies,  have  been 
brought  to  the  attention  of  the  Commission  for  settleoi^it,  gen- 
erally at  the  instance  of  the  consumer  as  complainant.  The  mat- 
ters eomplained  against  have  mostly  related  to  various  phases  of 
the  rates  question,  to  the  quality  or  diaraeter  of  service,  the  refusal 
to  supply  gas  or  electric  current,  to  meter  rentals,  and  a  wide  selec- 
tion of  miscellaneous  matters. 

The  legal  right  of  gas  corporations  and  electrical  oorpoarations  to 
make  a  minimum  charge  for  the  supply  of  gas  or  electricity  is  the 
subject  of  many  of  these  inquiries.  Upon  the  advice  of  counsel, 
the  CommissiiMJ  in  answering  these  inquiries  has  taken  the  position 
that  unless  forbidden  in  a  local  atct  governing  in  a  particular  mn- 
nieipality,  a  reasonaUle  minimum  charge  may  be  made.  What  is  a 
reasonable  charge  is  a  matter  for  determination  after  investigatien 
ef  all  the  eimditiione  under  which  the  charge  is  made.  By  veasan  af 
restrieticms  placed  by  the  Transportation  Corporations  Law  upon 
gas  eorporatioQs  with  i^eepeet  to  charging  meter  rentals,  and  the 
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power  therein  conferred  upon  them  to  require  of  consumers  a  de- 
posit of  money  "  sufficient  to  pay  the  cost  of  his  portion  of  the  pipe 
.  .  .  required  to  be  laid  and  the  expense  of  laying  such  por- 
tion," it  is  obvious  that  the  minimum  charge  which  a  gas  corpora- 
tion may  make  must  be  smaller  than  the  minimum  charge  of  an 
electrical  corporation.  In  giving  correspondents  the  benefit  of  this 
opinion,  the  Commission  reserved  the  right  to  decide  the  question, 
when  presented  in  a  contested  matter,  in  accordance  with  what  it 
may  then  deem  its  duty  after  hearing  both  sides. 

Investigations  of  Accidents. —  Gas  corporations  and  electrical 
corporations,  pursuant  to  a  resolution  of  the  Commission  adopted 
December  2,  1907,  filed  reports  of  accidents  to  employees  and 
others  occurring  in  connection  with  the  manufacture  or  distribu- 
tion of  gas  and  electricity.  Irrespective  of  whether  an  accident  is 
fatal  or  of  less  consequence  in  results,  it  is  investigated  if  there 
are  indications  of  wrong  conditions  which  should  be  corrected. 
This  will  continue  to  be  the  practice  of  the  Commission. 

XIV.  WORK  OF  division  OF  STATISTICS  AND  ACCOUNTS. 

The  attention  of  the  chief  of  this  division,  the  statistician  to 
the  Commission,  has  been  chiefly  given  during  the  past  year  to  the 
work  of  the  preparation  of  the  uniform  systems  of  accounts  and 
forms  of  annual  reports  hereinbefore  discussed,  although  he  has 
exercised  a  general  supervision  over  all  of  the  work  of  the  division. 

Much  the  greater  portion  of  the  time  of  all  members  of  the  staff 
of  this  division  has  been  spent  in  the  critical  examination  of 
reports  of  corporations  and  the  compilation  therefrom  of  the  statis- 
tical matter  contained  in  the  second  volume  of  the  report  of  the 
Commission  for  the  year  1907.  Owing  to  the  many  errors  con- 
tained in  the  reports  of  corporations  for  the  year  ended  June  30, 
1907,  particularly  in  those  rendered  by  electrical  corporations  and 
gas  corporations,  a  large  amount  of  work  was  necessary  for  the 
detection  and  correction  of  the  errors.  Nearly  if  not  quite  every 
corporation  had  to  be  written  to  once,  and  some  of  them  several 
times,  in  order  to  secure  the  correction  of  errors.  In  most  cases 
these  letters  brought  replies  indicating  that  greater  effort  would 
be  made  by  the  reporting  corporations  to  make  their  subsequent 
reports   more  accurate.     Examination   of  the   reports   thus   far 
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received  for  the  year  ended  June  30,  1908,  indicates  on  the  part 
of  most  reporting  corporations  a  conscientious  effort  to  render 
accurate  reports,  although  because  of  the  greater  comprehensive- 
ness of  the  requirements  made  by  the  Commission  for  the  reports 
of  corporations  for  the  year  begun  July  1,  1907,  much  correspond- 
ence will  be  necessary  this  winter  in  connection  with  the  critical 
examination  of  these  reports.  Such  correspondence  will,  however, 
in  all  probability  accomplish  more  than  the  correction  of  errors  in 
reports  now  coming  in :  it  can  hardly  fail  to  produce  better  future 
reports  from  corporations. 

Immediately  upon  completion  of  the  preparation  of  the  second 
volume  of  the  report  of  the  Commission  for  the  year  1907,  the 
work  of  the  office  force  was  directed  upon  the  preparation  of  card 
indexes,  the  need  of  which  had  been  felt  from  time  to  time.  The 
principal  of  these  is  called  the  corporation  index.  A  separate  card, 
five  inches  by  eight  inches  in  size,  is  assigned  to  each  particular 
corporation  within  the  jurisdiction  of  the  Commission,  and  on  this 
card  are  noted  the  salient  characteristics  of  the  corporation:  its 
history,  organization,  intercorporate  relationships,  etc.,  together 
with  a  synopsis  of  the  principal  items  of  its  annual  balance  sheets 
and  income  accounts.  Provision  is  made  on  the  card  for  these 
during  a  period  of  ten  years,  and  as  the  record  becomes  more  and 
more  complete  it  will  become  of  greater  value.  The  index  has 
already  proved  useful  in  many  instances. 

An  index  of  places  has  also  been  prepared  in  connection  with 
electrical  corporations  and  gas  corporations.  A  separate  card  is 
assigned  to  each  place  served  by  a  corporation  of  either  or  both  of 
these  classes,  and  thereon  are  noted  the  principal  facts  concern- 
ing such  service,  so  that  reference  to  the  card  for  a  particular  place 
shows  what  corporation  or  corporations  serve  such  place,  and  the 
principal  characteristics  of  such  service. 

An  index  of  persons  is  being  prepared.  A  separate  card  is 
assigned  to  each  person  shown  in  the  index,  and  thereon  are  noted 
the  names  of  the  several  corporations  within  the  jurisdiction  of 
this  Commission  with  which  he  is  connected,  either  as  officer  or 
director,  and  the  character  of  the  connection.  This  index  is  found 
particularly  valuable  in  facilitating  the  dispatch  of  work  in  the 
office. 
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Tbo  nudlisg  index  of  corporations  also  received  attention.  One 
of  the  staff  of  the  office  made  a  thorough  search  of  the  files  and 
records  of  the  offices  of  the  Secretary  of  State  and  of  the  Comp- 
troller and  there  found  the  names  of  many  new  corporations  and 
of  some  old  ones  which  it  was  thought  might  be  within  the  juris- 
diction of  the  Conunission.  A  brief  circular  containing  inquiries 
designed  to  draw  out  information  bearing  upon  this  point  was 
prepared  and  sent  to  corporations  discovered  in  the  search  above 
mentioned,  and  upon  the  residts  of  those  inquiries  depends  whether 
or  not  the  several  corporations  are  placed  upon  the  lists  of  cor- 
porations to  make  reports  to  the  Commission. 

Beginning  with  the  receipt  of  the  annual  reports  of  railroad 
corporations  for  the  year  ended  June  30,  1908,  the  general  staff 
of  the  division  has  been  employed  in  an  examination  of  such 
reports. 

XV.     WORK    OF     DIVISTON    OP    ItAn.BOAD     ENGINEERING     AND 

INSPECTION. 

The  work  of  this  division  during  the  past  year  has  included 
the  following  matters :  1,  inspection  of  steam  railroads ;  2,  inspec- 
tion of  electric  railroads ;  3,  inspection  of  equipment ;  4,  inspection 
of  boilers ;  5,  grade  crossing  eliminations  and  inspections. 

Steam  Railroad  Inspection. —  All  of  the  railroads  operated  by 
steam  as  a  motive  power  within  the  jurisdiction  of  this  Commis- 
sion have  been  inspected  durii^  the  past  year,  except  the  line  of 
the  Tunesassa  and  Bradford  Railroad  Company,  which  line  is 
about  six  miles  in  length.  Complete  reports  of  the  inspections 
made  have  been  filed.  The  principal  features  of  inspection  covered 
by  these  reports  are  as  follows : 

1.  Oeaeral  descriptimi  of  line:  length  of  nain  line,  length  of  second  Mid 
third  and  additional  tracks,  length  of  aidings  uid  yard  trauekM, 

2.  General  characteristics  of  road:  as  to  the  grades  and  curvatures,  maxi- 
mum grades  and  curves  on  main  line,  and  where  located. 

3.  Inspection  of  cuits  and  emharianents  with  reference  to  width  and  slopes, 
oondition  of  rttainiiig  waUa,  drainage. 

4.  Tunnels:  inspections  in  regard  to  safety. 

6.  The  inspection  of  bridges,  trestles,  open  culverts,  cattle  passes,  arch  and 
box  culvwts  und  drains. 

6.  Cr6fl8-4ies:  kind  and  >eandition,  dMnanaiona,  and  number  vsed  per  mtie 
4tftsaak. 

7.  Rail:  weight,  condition,  and  connections;  observation  of  spiking  used. 


Secowd  Anttual  Report,  foe  Year  1908  105 

8.  Switchwr:  kind  and  condition;  condition  of  switch  standff,  and  of  switch 
and  signal  lampa)  whethei  dsraUing  switches  are  used  on  sidings  to  prevent 
cars  fouling  main  track  on  descending  grades. 

9.  Maintenance  of  track?  gauging,  alignment,  surfacing,  and  elevation  of 
ofnter  rail  on  currecr;  kind  and  conation  of  birflast. 

L8.  Grade  crossings  of  one  railroad  bgr  another,,  whethM^  steam  or  eisetris; 
descr4)tion  of  protection;  signals  and  interlocking  used. 

11.  Right  of  way:  condition,  whether  proper  attention  has  been  given  to 
the  removal  of  trees,  brash,  and  wee^;  nmintenanee  of  fences. 

12;  Grade  crossings  of  higfawajFv;  gsading^  of  appcoadia,  planking  betwta 
rails,  kind  and  condition  of  crossing-signs^  maintenance  of  cattle  guards; 
protection  of  crossings  by  flagmen,  gates,  or  bells. 

13.  Mile-  and  whistle-post  maintenance. 

14.  Ov<er-head  obstructions:  bridges,  tunn^s^  oc  otherwise  ewbnifering 
brakemen  riding  on  top  of  car;  condition  of  warning  signals;  observation 
regarding  possibility  of  removing  obstructions. 

16.  Tnck  maintenance:  leng^  of  sections,  average  force  maintained  in 
taction  gangs,  system  of  traek  inepeetion  by  tusek  wadkerA, 

16.  Intedooklng  plants  i  description  and  observation  of  maintenance. 

17.  Block  system,  signaling,  and  train  control:  methods  used  and  sug- 
gestions regarding  improvement. 

18.  Stations  and  buildings^  whether  sufficient  far  the  service  and  prop— iy 
furnished;  observation,  of  sanitary  condition. 

19.  Freight  yards  and  terminala:  condition  and  adequacy. 

Tile  niudb^  of  railroad  syBtems  inspected  ia  66 ;  the  number  of 
Imea  of  railroad  inspected  is  247 ;  the  total;  mmil)^  of  miles,  of 
railroad  lines  inspected  is  8109.42;  and  the  t(»tal  miles  of  all 
tracks  inspedsd  is  16^05.91.  It  wiU  be  notix^ed  that  the  figuxea 
herein  given  are  somewhat  different  from  those  contained  in  the 
report  of  the*  Commission  for  the  year  1907.  The  disorepam^ 
arises  horn  the  fact  that  in  the  mileage  given;  for  that  year  waa 
laduded  railroad  mileage  in  the  jurisdiction  of  the  Commission 
i»  the  First  District^,  which  was  inspected  during  the  year  by  an 
inspector  of  thie  Commission  or  by  the  Board  of  ^Railroad 
Ctemmissicmers. 

The  reports  of  these  inspections  will  be  published  as  an  appendix 
t#'  this  report  Copies  of  the  reports  have  been  transmitted  to 
the  railroad  eempanies  affected  thereby,  and  constant  efforts  have 
been  made  to  secure  the  eorreetion.  of  defects  pointed  out  by  tbe 
inspectors  and  to  have  thdtr  reeommendation^  observed.  In  vaii- 
eiQs  instaneea  the  (grating  ofiioers^  of  railroad  companies  have 
expressed  th^aftsekee  as  r^arding  these  inspections  of  great  vakte 
aad  impoctafiyae. 
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Street  Railroad  Inspection. —  The  inspection  of  electric  rail- 
roads in  this  Second  District  was  commenced  immediately  after 
the  organization  of  the  Commission  in  July,  1907.  At  that  time 
it  was  deemed  advisable  to  first  inspect  those  railroads  on  which 
the  conditions  and  character  of  travel  was  such  as  to  comparatively 
increase  the  dangers  of  operation.  This  class  of  railroads  includes 
nearly  all  of  the  suburban  and  some  of  the  smaller  city  railroads. 
During  the  six  months  ended  December  31,  1907,  36  such  rail- 
roads were  inspected,  and  the  conditions  on  a  number  of  them 
were  found  to  be  such  that  subsequent  inspections  were  necessary, 
and  some  of  these  railroads  have  been  inspected  a  number  of  times 
during  the  present  year.  For  this  reason  a  number  of  railroads 
which  were  inspected  in  1907  appear  in  the  list  of  railroads 
inspected  in  1908.  By  reason  of  the  inability  of  one  inspector  to 
inspect  all  tho  railroads,  and  also  conduct  accident  investiga- 
tions as  required,  a  number  of  electric  railroads  have  not  been 
inspected  since  this  Commission  took  oflSce. 

The  railroads  not  inspected  include  a  number  of  city  railroads, 
such  as  the  International  Eailway  of  Buffalo,  Rochester  Railway, 
"^yracuse  Rapid  Transit  Railway,  Utica  and  Mohawk  Valley  Rail- 
♦vay,  Schenectady  Railway,  United  Traction  of  Albany,  and  others. 
While  no  formal  inspection  and  report  have  been  made  on  the 
above  mentioned  railroads,  conditions  on  each  affecting  the  safety 
and  convenience  of  the  public  have  been  the  subject  of  frequent 
observations  and  examinations  in  the  investigation  of  accidents  on 
them,  and  in  the  investigation  of  complaints  against  these  com- 
panies, by  the  inspector  of  electric  railroads.  Such  examinations 
and  investigations  have  resulted  in  recommendations  for  improve- 
ments in  conditions  affecting  safety  and  convenience  where  such 
were  necessary.  The  following  electric  street  surface  railroads 
have  been  inspected  during  the  year :  Auburn  and  Northern,  Buf- 
falo and  Depew,  Buffalo  and  Lake  Erie  Traction;  Buffalo,  Lock- 
port  and  Rochester;  Buffalo  Southern,  Cortland  County  Traction; 
Gteneva,  Waterloo,  Seneca  Falls  and  Cayuga  Lake ;  Kingston  Con- 
Bolidated ;  New  Paltz,  Highland  and  Poughkeepsie ;  New  York  and 
Long  Island  Traction,  Niagara  Gorge,  Oneonta  and  Mohawk 
Valley,  Ontario  Light  and  Traction,  Orange  County  Traction, 
Peekskill  Lighting  and  Railroad,  Penn  Yan ;  Port  Jervis  Electric 
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Light,  Power,  Gas  and  Eailroad ;  Putnam  and  Westchester  Elec- 
tric Railroad;  Rochester,  Chariotte  and  Manitou;  Rochester  and 
Eastern  Rapid,  Rochester  and  Sod  us  Bay;  Rochester,  Syracuse 
and  Eastern;  Syracuse,  Lake  Shore  and  Northern;  Tarrytown, 
White  Plains  and  Mamaroneck;  Wallkill  Transit,  Westchester 
Electric,  Western  New  York  and  Pennsylvania,  Yonkers  Railroad, 
and  Westchester  Traction.  The  total  mileage  of  railroads  thus 
inspected  is  632.66. 

The  following  railroads  have  not  been  inspected  since  this  Com- 
misssion  took  oflSce  July  1,  1907 :  Suburban:  Adirondack  Lakes' 
Traction,  Albany  and  Hudson,  Babylon  Railroad,  Bennington  and 
North  Adams,  Coming  and  Painted  Post;  Elmira,  Coming  and 
Waverly ;  Fonda,  Johnstown  and  Gloversville ;  Glen  Cove,  Hudson 
Valley,  Huntington;  Keeseville,  Ausable  Chasm  and  Lake  Cham- 
plain;  Lima-Honeoye  Electric,  New  York  and  Stamford,  North- 
port  Traction,  Paul  Smith's  Electric  Light  and  Power  and 
Railroad,  St.  Lawrence  Litemational,  Warren  and  Jamestown; 
Waverly,  Sayre  and  Athens.  City:  International  Railway; 
Elmira  Water,  Light  and  Railroad;  Jamestown  Street  Railway, 
Plattsburgh,  Rochester  Railway;,  Syracuse  Rapid  Transit,  United 
Traction,  Utica  and  Mohawk  Valley.  The  total  mileage  of 
suburban  railroads  not  inspected  is  297.86;  and  of  city  railroads 
not  inspected,  448,126. 

Attention  is  called  to  the  fact  that  additional  inspectors  for 
electric  railroads  are  needed,  as  elsewhere  indicated  in  this  report. 
Accident  investigations  upon  electric  railroads  seem  to  be  more 
imperatively  needed  than  upon  steam  railroads,  which  is  another 
reason  for  strengthening  the  accident  investigation  force  relating 
to  this  class  of  railroads. 

In  most  cases  where  recommendations  for  improvements  have 
been  made,  either  by  an  inspector  or  by  the  Commission,  the  cor- 
porations affected  have  signified  a  willingness  to  comply  without 
formal  orders.  In  a  number  of  cases  the  work  is  at  present  in 
progress.  Some  of  the  improvements  which  have  been  made  in 
consequence  of  recommendations  and  suggestions  from  the  Com- 
mission are  as  follows : 

Auburn  &  Syracuse:  Installed  a  register  station  at  Skaneateles,  signal  at 
that  point  placed  under  lock. 
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Binghazntoa  Railroad:  New  special  work  put  in  at  two  points  where 
track  croasea  steam  track  at  grade,  metal  trough  placed  on  trolley  wire  at 
these  points,  portion  of  system  re-laid  with  new  rail. 

Black  River  Traction:    A  number  of  new  cars  put  in  senrice. 

Boflalo  Southent:  Reoonstmeted  trestle  on  approach  to  Cazenoria  bridge, 
adapted  set  of  rules. 

Cortland  County  Traction:  Filled  in  defective  trestles,  installed  derail 
•witches  at  grade  crossing  of  steam  tracks,  and  placed  metal  trough  on 
tBoBey  wins  at  these  pcrinta. 

Elmira  &  Seneca  Lake:    Improvements  in  structures. 

Geneva,  Waterloo,  Seneca  Falls  &  Cayuga  Lake:  Improved  conditions 
of  cars  and  additions  to  service. 

liiMMa;    RMOBttmoted  tnusk  on  Cornell  Height^  new  cars  ordered. 

New  Pakou  Highland  h  Pougfakeepsie :  Material  improvement  in  track, 
condition  of  cars,  additions  to  service. 

New  Tork  &  Long  Island  Traction:  Curves  straightened,  right  of  way 
eleared  to  improve  vwioo  of  motonnen. 

Niagara  Qarg^:  Matorial  improvements  in  track,  equipment  of  two  trains 
with  air  brakes. 

Oneonta  &  Mohawk  Valley:    Four  new  cars. 

Orange*  Cofinty  Traction  r  Reconstmction  of  suburban  line,  improvement 
bi/mttbo^  oi  operation  inekiding  train  diapatohiiig  and  rules. 

PeekskiM  Taghtrng  iu  Railroad:    Improvement  in  methods  oi  operation. 

Penn  Yan,  Keuka  Lake  &  Branchport:    Additions  to  service. 

Pougfikeopsie  City  ft  Wappingers  Pklfs:    Material  improvement  in  track. 

Roohsstcr  &  Sodos  Bs^r:  Material  impixifament  in  track,  aiMltiom  to 
s^uipmant,  incneased  serriee. 

Rochester  &  Suburban:  Material  improvement  in  track,  construction  of 
new  bridge,  and  removal  of  **  lap  **  track. 

Rochester  Electric:  Material  improvement  in  traek,  oonstruetion  of  k)op 
track  at  Charlotte. 

Rochester  &  Eastern  Rapid:  Reduetion  of  grades,  material  improvement 
in  track,  additions  to  equipment,  and  increased  service. 

Rdchaster,  Ckarlotts  ft  MteutoEo:  ProctiiBal  reeaBstruction  of  entire  road 
baiwstti.  Cfaarloitte  and  Braddaek'a  Bay. 

Rochester  Railway:  Practical  reeonstruction  of  Allen  and  Jay  streets 
Rne,  increased  service  en  same. 

Syracuse,  Lake  Shore  ft  Northern:  Construction  of  new  track,  eliuHnating 
Stiles'  bridge  wkieh  was  in  a  dangerous  condition,  improvements,  in  methods 
of  operation,  and  increased  facilities  for  handling  State  Fair  traffie. 

Tarrytown,  White  Plains  ft  Mamaroneck:  Completion  of  reconstruction 
•f  track. 

WaUkill  Troaatt:  BsesnatmoiioB  of  a  paction  of  line,  impvorvod  ssntt^ds 
ol  operation^  removal  from  service  of  defective  equipment 

Western  New  York  ft  Pennsylvania :    Improvement  in  methods  of  operation. 

Tonkers  RSaihroad:   Additions  to  equipment,  equipping  cars  with  air  brakes. 

The  inspector  reports  that  there  has  been  a  general  improve- 
ment in  track  maintenance,  methods  of  inspection,  repair,  pJAaning 
and  heating  of  cars,  on  nearly  all  the  electric  railroads  subject  to 
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the  supervisi<m  of  this  Commissicm.  In  some  cases  improvements 
recommended  have  not  been  completed,  and  while  eompanies 
affected  have  expressed  a  willin^neas  to  comply,  financial  condi- 
tions have  prev^ited. 

During  the  year  operation  on  the  Hocheeter,  Syracuse  and  East- 
em  Eailroad  has  been  extended  from  Clyde  to  Port  Byron,  and 
operation  was  comanenoed  on  the  Auburn  and  IN'orthem  Saihroad. 
These  railroads  are  operated  under  the  same  managomait,  and 
through  cars  are  at  present  running  between  Bocheeter  aaid 
Auburn. 

Operation  on  the  Buffalo,  Lockport  and  Eochester  Hailroad  from 
Buffalo  to  Eochester  has  been  commenced  during  the  year.  The 
Syracuse,  Lake  Shore  and  Northern  extenaicm  from  Baldwinsville 
to  Fulton,  and  the  Syracuse  and  South  Bay  Electric  Eailroad  from 
Syracuse  to  Oneida  Lake,  have  be^i  completed. 

Supervision  of  Equipment. —  Supervicdom  of  equipment  has 
been  in  charge  of  one  supervisor  of  equipment.  During  the  year 
he  has  given  a  general  inspection  to  1262  locomotive  engines, 
being  about  21  per  cent,  of  all  the  locomotives  regularly  operating 
in  this  Second  District.  He  has  also  inspected  92  locomotive 
termioals,  there  being  in  the  State  162  looomotiye  termfnalR  at 
which  general,  heavy,  or  rimning  repairs  are  made  to  looomotrrcB. 

The  work  of  the  supervisor  of  equipment  is  diseussai  more  fully 
under  the  headings  "  Locomotive  Engine  Failures  "  and  "  Passen- 
ger Train  Ddays  ". 

It  is  hoped  to  extend  the  work  of  this  branch  of  the  Oommiasion 
to  a  variety  of  anbjects  of  public  interest  during  the  coming  year, 
among  whidi  are  the  ventilation,  heating,  and  sanitary  condition 
of  passenger  cars.  The  condition  of  many  passenger  cars,  in  these 
respects,  is  decidedly  unsatisfactory.  It  is  unnecessary  to  enlarge 
at  this  time  upon  a  matter  of  common  knowledge.  There  are 
many  problems  in  connection  with  the  proper  solution  of  attaining 
a  proper  sanitation  of  passenger  cars,  and  but  little  can  be  d<Hie 
by  the  Commission  without  careful  investigation  by  subordinates. 

XVT.  WORK  OF  DIVISION  OF  TARIFFS. 
The  work  of  the  division  of  tariffs  has  been  brought  to  a  state 
of  high  efficiency  during  the  year.     In  July,  1907,  when  this 
division  was  organized  by  the  Commission,  it  was  realized  tha^ 
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to  be  of  real  service,  beyond  a  mere  depository  of  rate  records, 
these  schedules  must  be  constructed  and  forwarded  to  the  Commis- 
sion in  compliance  with  rules  having  uniform  application  as  to 
the  carriers,  be  filed  according  to  a  well  defined  system,  and  be  in- 
dexed not  only  as  to  kind  of  tariff,  but  also  as  to  each  commodity 
specified  by  name  therein.  This  work  of  indexing  the  great* 
quantity  of  tariffs  which  were  filed  during  the  first  few  months 
after  July  1,  1907,  as  a  result  of  the  law's  requirements,  and 
which  have  been  filed  from  day  to  day  since  as  representing  rate 
changes,  has  called  for  much  intelligently  directed  industry  by 
a  limited  force,  without  regard  to  office  hours,  and  is  now  practi- 
cally completed. 

After  subjecting  the  system  employed  to  numerous  tests  with 
the  aid  of  a  few  trained  employees  under  the  supervision  of  the 
chief  of  the  division,  the  Commission  feels  that  it  has  succeeded 
in  putting  into  satisfactory  operation  a  thoroughly  efficient  tariff 
bureau. 

A  revision  of  the  rules  governing  the  construction  and  filing 
of  tariffs  by  steam  and  electric  railroads  and  by  parlor  and  sleep- 
ing car  companies  has  been  made. 

Numerous  applications  to  put  rates  in  effect  on  less  than  the 
statutory  thirty  days'  notice  have  been  granted  by  the  Commission. 
The  number  of  such  short  notice  permission  orders  since  January 
1,  1908,  is  569.  The  number  of  tariffs  or  rate  schedules  filed  dur- 
ing the  calendar  year  1908  is  20,089,  bringing  the  total  number 
on  file  up  to  47,183. 

A  large  part  of  the  work  of  the  division  consists  of  preparing 
rate  memoranda  upon  filed  complaints  and  in  response  to  requests 
for  rate  information  by  shippers.  This  division  of  the  Oommia- 
sion  is  equipped  to  promptly  furnish  shippers  with  the  rate  on 
any  commodity  between  any  two  given  points  over  any  railroad 
in  this  State.  If  these  requests  call  for  a  number  of  rates,  and 
specify  various  points  and  different  commodities,  a  longer  time 
for  reply  is  necessarily  required.  Whenever  these  requests  are 
reasonably  limited  as  to  the  amount  of  information  desired  they 
are  complied  with,  and  shippers  are  thereby  provided  with  t 
source  of  reliable  advance  information  as  to  the  transportation 
*.harges  which  must  be  enforced. 
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This  work  is  effectively  supplemented  by  the  issuance  weekly 
of  a  tariff  bulletin  showing  all  rate  changes  for  the  preceding 
week.  The  bulletin  is  free  to  all  applicants  at  the  office  of  the 
Commission,  and  will  also  be  maUed  upon  receipt  of  the  mailing 
cost.  It  is  mailed  free  to  boards  of  trade,  chambers  of  conmierce, 
and  other  commercial  organizations.  The  demand  for  this  bul- 
letin by  individual  shippers  is  large  and  constantly  increasing, 
and  as  intended  by  the  Commission,  it  is  fast  becoming  essential 
to  shippers  having  frequent  occasion  to  forward  property  over 
railroads  within  this  State. 

The  work  of  securing  greater  simplicity  in  methods  of  an- 
nouncing rates  in  tariff  schedules  is  being  pressed,  and  will  consti- 
tute an  important  part  of  the  Commission's  work  during  the  com- 
ing year.  This  and  other  features  connected  with  the  use  of 
tariffs  are  more  particularly  referred  to  in  the  part  of  this  report 
devoted  to  railroad  tariffs  and  rate  discriminations. 
XVII.  LEGAL  DEPARTMENT. 

During  the  year  1908,  the  following  actions  and  special  pro- 
ceedings have  been  brought  by  or  against  the  Commission : 

Supreme  Court,  Albany  county:    The  People  of  the  State  of  New  York  against 
Economic  Power  and  Construction  Company: 

Action  commenced  May  23,  1908,  to  recover  penalties  under 
subdivision  6  of  section  66  of  the  Public  Service  Commissions 
Law  for  failure  to  file  report.  Pending  on  demurrer  to  amended 
complaint.  Messrs.  BisseU  &  Riley  and  Mr.  Simon  Fleischmann 
for  defendant. 

Supreme  Court,  Albany  county:    The  People  of  the  State  of  New  York  against 
Jeffersonyille  Gas  Company: 

Action  commenced  May  25,  1908,  to  recover  a  penalty  under 
subdivision  6  of  section  66  of  the  Public  Service  Commissions 
Law  for  failure  to  file  report.    At  a  hearing  at  Albany  June  23, 
1908,  defendant  made  proof  satisfactory  to  the  Commission  that 
its  failure  to  file  report  was  inadvertent,  and  the  action  was  dis- 
continued.    Mr.  Alpheus  Potts  for  defendant. 
Supreme  Court,  Albany  coimty:   The  People  of  the  State  of  New  York  on  the 
relation  of  the  Town  of  West  Seneca  against  Public  Service  Commission 
for  the  Second  District  of  the  State  of  New  York,  and  The  Terminal 
Railway  of  Buffalo. 
An  alternative  writ  of  prohibition  was  served  on  the  Conmiio- 
sion  June  27,  1908,  returnable  at  the  Albany  special  term,  pro- 
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hibiting  the  Commission  from  proceeding  with  the  application  of 
The  Terminal  Eailway  of  Buffalo  for  a  rehearing  and  modification 
of  the  determination  of  the  former  Board  of  Railroad  Commis- 
sioners in  regard  to  certain  yiaducts  over  the  tracks  of  the  railroad 
company  at  the  Garden ville  yard  in  the  town  of  West  Seneca.  The 
matter  was  heard  before  Mr.  Justice  Fitts  at  Albany,  August  8, 
1908,  on  the  separate  returns  of  the  Commission  and  the  rail- 
road company.  ^Ir.  Justice  Fitts  denied  the  peremptory  writ 
September  19,  1908.  From  the  order  denying  a  peremptory  writ 
the  town  appealed  to  the  Appellate  Division,  third  department, 
September  29,  1908.  The  appeal  is  on  the  calendar  of  the  Ap- 
pellate Division  for  the  term  commencing  January  5,  1909. 
Mr.  William  J.  Evans  for  relator ;  Mr.  Charles  A.  Pooley  for  The 
Terminal  Eailway  of  Buffalo. 

Supreme  Court,  Albany  county:  The  People  of  the  State  of  New  York  on  the 
relation  of  the  Town  of  Gheektowaga  against  Public  Service  Commissioa 
for  the  Second  District  of  the  State  of  New  York,  and  The  TermlmJ 
Railway  of  Buffalo. 

This  was  a  proceeding  precisely  similar  to  the  last,  and  was 

heard  and  determined  with  it.     It  has  been  stipulated  that  the 

issues,  which  are  the  same  as  in  the  W^t  Seneca  case,  abide  the 

event  in  that  case.     Mr.  William  Brennan,  jr.,  for  relator;  Mr. 

Charles  A.  Pooley  for  The  Terminal  Railway  of  Buffalo. 

Supreme  Court,  Franklin  county:  In  the  matter  of  the  application  of  the 
Ohasm  Power  Company  tor  leave  to  file  a  corrected  and  amended  cer- 
tificate of  incorporation. 

An  order  to  show  cause  was  granted  by  Mr.  Justice  Van  Kirk 

at  special  term  June  30,  1008,  on  petition  of  the  company,  and 

affidavits  returnable   at  Saratoga  special  term  July   11,   1908. 

Counsel  to  the  Commission  appeared  and  opposed  granting  relief 

except  upon  the  condition  that  as  to  territory  not  named  in  the 

original  articles  of  incorporation  application  should  be  made  to 

the  Commission.     So  ordered.     Mr.  John  P.  Kellas  for  Chasm 

Power  Company. 

Supreme  Court,  Albany  county:  The  People  of  the  State  of  New  York  againBi 
The  New  York  Central  and  Hudson  Kiver  lUilroad  Company. 

Action  commenced  July  22,  1908,  to  recover  penalties  under 

sections  55,  56,  58,  and  59  of  the  Public  Service  Commissions 

Law   for   issuing   $30,000,000   equipment   trust   certificates    in 

November,  1907,  without  application  to  the  Commission.     An 
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answer  was  served  August  81,  1908,  and  the  issues  so  raised  are 
on  the  calendar  for  the  Albany  trial  term  commencing  January  4, 
1909.  Mr.  Alexander  S.  Lyman  and  Mr.  Albert  H.  Harris  for 
defendant. 

Supreme  Court,  Albany  county:  The  People  of  the  State  of  New  York  on  the 
relation  of  Economic  Power  and  Ck>n8truction  Company  against  Frank  W. 
Stevens,  Thomas  M.  Osborne,  Martin  S.  Decker,  James  E.  Sague,  and 
John  B.  Olmsted,  constituting  the  Public  Service  Commission  of  the 
Second  District  of  the  State  of  New  York,  and  G«neva-Seneca  Electric 
Company. 
An  alternative  writ  of  prohibition  was  served  on  the  Commis- 
sion July  28/1908^  prohibiting  it  from  proceeding  to  a  hearing 
upon  the  complaint  of  the  Geneva-Seneca  Electric  Company, 
which  charges  that  the  Economic  Power  and  Construction  Com- 
pany has  since  July  1,  1907,  begun  construction  of  electric  works 
in  Geneva  without  first  obtaining  the  permission  and  approval  of 
the  Commission  under  section  68  of  the  Public  Service  Commis- 
sions Law.  The  petition  for  the  writ  alleges  (1)  that  the  Eco- 
nomic Power  and  Construction  Company  is  not  subject  to  the 
jurisdiction  of  the  Public  Service  Commission,  Second  District, 
nor  required  to  obtain  the  consent  of  the  municipal  authorities 
of  Geneva;  and  (2)  that  if  the  Public  Servioe  Commissions  Law 
should  be  construed  to  require  the  consent  or  approval  of  the  Com- 
mission, such  provision  would  be  void  and  unconstitutional  as 
against  the  i)etitioner  because  (a)  it  would  impair  the  obligation 
of  a  contract  between  the  State  of  New  York  and  the  Economic 
Power  and  Construction  Company,  in  violation  of  section  10  of 
Article  I  of  the  Constitution  of  the  United  States;  (h)  would  de- 
prive it  of  property  without  due  process  of  law,  in  violation  of  the 
fifth  amendment  of  the  Constitution  of  the  United  States ;  (c)  that 
the  same  would  be  taking  private  property  by  the  State  of  New 
York  for  public  use  without  just  eompensation,  in  violation  of  the 
fifth  ameaidment ;  (d)  tiiat  it  would  deprive  said  company  of  its 
property  without  dne  process  of  law,  in  violation  of  section  1  of 
the  fourteenth  amendment;  (e)  would  deprive  said  company  of 
property  without  due  porooeBS  of  law,  in  violation  of  secti(m  6  of 
Article  I  of  the  Constitution  of  the  State  of  New  York ;  (/)  would 
take  the  private  property  of  said  petitions  for  public  use  without 
just  compensation,  in  violation  of  section  6  of  Article  I  of  the 
Constitution  of  the  State  of  New  York;  and  (g)  would  be  in 
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violation  of  section  17  of  Article  III  of  the  Constitution  of  the 
State  of  iJew  York.  No  return  has  been  filed  to  the  writ,  the 
time  having  been  extended  by  stipulation.  Messrs.  Bissell  &  Eiley 
and  Hon.  D-Cady  Herrick  for  relator;  Mr.  L.  E.  Carr  for 
defendant  Geneva-Seneca  Electric  Company. 

Supreme  Court,  Albany  county :  The  People  of  the  State  of  New  York  against 
Port  Jervis  Electric  Light,  Power,  Gas  and  Railroad  Company. 

Action  commenced  October  20,  1908,  for  penalty  for  neglect 
of  defendant  to  obey  order  of  Public  Service  Commission,  Second 
District,  to  make  repairs  and  to  reconstruct  a  part  of  its  roadbed 
and  track  under  section  56  of  the  Public  Service  Commissions 
Law.  Issue  was  joined  by  the  service  of  an  answer  November  9, 
1908.  Motion  for  judgment  on  answer  pending  in  Albany 
special  term.  Hearing  of  motion  held  on  stipulation  of  counsel 
pending  foreclosure  proceedings  and  reorganization  of  defendant. 
Mr.  William  A.  Parshall  for  defendant. 

Before  the  Honorable  George  H.  Fitts,  Justice  of  the  Supreme  Court:  In  the 
matter  of  the  application  of  the  Public  Service  Ck)mmi88ion  for  the 
Second  District  of  the  State  of  New  York  for  an  order  directing  Herbert 
P.  Bissell  to  show  cause  why  he  should  not  be  required  to  answer  certain 
questions  put  to  him  in  the  matter  of  the  examination  into  the  affairs  of 
the  Economic  Power  and  Construction  Company,  and  the  New  York 
Power  Securities  Company. 

Order  procured  of  Mr.  Justice  Fitts  November  19,  1908,  on 
petition  of  Public  Service  Commission,  Second  District.  Heard 
before  the  Justice  at  Albany,  December  4,  1908,  and  finally  sub- 
mitted on  briefs  December  30,  1908.  Mr.  Simon  Fleischmann 
and  Mr.  George  C.  Riley  for  respondent. 

United  States  Circuit  Court,  Northern  District  of  New  York:    The  Delaware, 
Lackawanna  and  Western  Railroad  Company  against  Frank  W.  Stevens, 
Thomas  M.  Osborne,  Martin  S.  Decker,  James  E.  Sague,  and  John  B. 
Olmsted,   as   Commissioners   of  the  Public   Service   Commission  of   the 
Second  District  of  the  State  of  New  York. 
Preliminary  injunction  issued  November  30,  1908,  restraining 
Commission  from  enforcing  order  to  stop  trains  Nos.  9  and  12 
at  Dansville,  or  in  lieu  thereof  to  put  on  local  train  between 
Dansville  and  Buffalo.     Equity  subpoena  to  answer  bill  of  com- 
plaint was  served  on  defendants  December  7,  1908.     Mr,  F.  W. 
Thomson  and  Mr.  W.  S.  Jenney  for  complainant. 
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Supreme  Court,  Albany  county:  The  People  of  the  State  of  New  York  on 
the  relation  of  Erie  Railroad  Ck>mpany  against  The  Public  Service  Com- 
mission of  the  Second  District  of  the  State  of  New  York,  and  Frank  W. 
Stevens,  Martin  S.  Decker,  James  E.  Sague,  John  B.  Olmsted,  and  Thomas 
M.  Osborne,  members  of  and  comprising  the  Public  Service  Commission 
of  the  Second  District  of  the  State  of  New  York: 

Writ  of  certiorari  served  on  defendants  December  7,  1908,  re- 
quiring them  to  return  into  the  Supreme  Court  their  proceedings 
in  the  matter  of  the  Western  New  York  and  Pennsylvania  Trac- 
tion Company  in  respect  to  an  extension  of  its  railroad  pursuant 
to  section  53  of  the  Public  Service  Commissions  Law  from  Sala- 
manca to  Little  Valley,  Cattaraugus  county.  Messrs.  Orcutt, 
Kobbins  &  Brown  for  relator. 

Supreme  Court,  Appellate  Division,  Fourth  Department:  In  the  matter  of 
the  application  of  the  Directors  of  the  Buffalo  Frontier  Railroad  Company 
for  an  order  directing  the  Public  Service  Commission,  Second  District, 
to  issue  a  certificate  of  public  convenience  and  a  necessity  under  section 
59  of  the  Railroad  Law. 

Petition  and  order  to  show  cause  served  December  14,  1908, 
returnable  at  Rochester  January  5,  1909,  in  the  nature  of  an  ap- 
peal from  the  determination  of  the  Board  of  Railroad  Commis- 
sioners denying  certificate  of  public  convenience  and  a  necessity 
to  petitioner.  Mr.  Joseph  G.  Dudley  and  Hon.  Edward  W, 
Hatch  for  petitioner ;  Mr.  C.  M.  Bushnell  and  Mr.  L.  E.  Carr  for 
Buffalo^  Lake  Erie  and  Niagara  Railroad  Company;  Mr.  C.  A. 
Pooley  for  The  New  York  Central  and  Hudson  River  Railroad 
Company  et  al. ;  Mr.  L.  L.  Babcock  for  The  Delaware,  Lacka- 
wanna and  Western  Railroad  Company. 
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XVIII.  SUNDRY  APPLICATIONS. 
The  following  three  tables  show  applications  made  to  the  Com- 
mission nnder  sections  53  and  68  of  the  Public  Service  Oonmiis- 
sions  Law,  and  under  various  other  provisions  of  law  for  author- 
izations and  permits: 

TABLE  allowing  applicaUona  under  feclion  BS  of  the  Public  Service  Commiasiona  Law  for 
approval  of  conatruction  and  exerciae  of  franchiae  by  railroad  corporationa: 


Name  of  Corporation. 


Nature. 


Date  of 
permtt, 
1908. 


Pittsburgh,  BInshamton  and  Eastern  Railroad  Co. . . 

The  Rochester  Electric  Railway  Company 

The  D.  &  H.  Co.,  and  New  York  and  Canada  R.  R.  Co. 

Syracuse  &  South  Bay  Electric  Railroad  Company 

The  D.  &  H.  Co..  and  C.  V..  Sharon  &  Albany  R.  R.  Co. 

Putnam  and  Westchester  Traction  Company 

Intenirban  Electric  Express  Company  of  Syracuse. . . 

Western  New  York  &  Pennsylvania  Traction  Co 

Buffalo,  Lockport  and  Rochester  Railway  Company. . 

Ithaca  Street  Railway  Company 

Rome  and  Osceola  Railroad  Company 

Rochester  Railway  Company 

Western  New  York  &  Pennsylvania  Traction  Co 

Cfaamplain  and  Sanford  Railroad  Company 

Dexter  and  Eastern  Railroad  Company 

New  York  and  North  Shore  Traction  Company 

Newton  Falls  and  Northern  Railroad 

The  New  York  Central  and  Hudson  River  R.  R.  Co. . 
The  Little  River  Railroad 


Buffalo,  Lockport  and  Rochester  Railway  Company. . 
Schenectady  Railway  Company 


Change  of  route 

Extension 

Merger 

Construction 

Merger 

Construction 

Exercise  of  rights  as  ex- 
press company 

Construction  of  temporary 
tracks 

Extension 

Extension 

Certificate  of  public  con- 
venience and  a  necessity 

Construction  of  second 
track 

Extension 

Certificate  of  public  con- 
venience and  a  necessity 

Certificate  of  public  con- 
venience and  a  necessity 

Extension 

Certificate  of  public  con- 
venience and  a  necessity 

Extension 

Certificate  of  public  con- 
venience and  a  neces- 
sity; dismissed  by  re- 
quest of  attorney 

Annulling  approvaJ  of  July 
23 

Extension 


Feb.  24 
April  28 
May  7 
June  11 
June  13 
June  27 
(Denied) 
July  16 

July  16 
July  23 
July  23 

July  30 

Aug.  6 
Aug.  10 

Aug.  12 
(Ctoeed) 
Sept.  1 
Sept.  24 

Nov.  9 
Nov.  10 


Nov.  16 


Nov.  17 
Dec     9 


T.\.BLE  akowing  applicationa  under  section  68  of  the  Public  Service  Conrnniaaiona  JAm  ftr 
approval  of  construction  and  exerciae  of  franchiae  by  electrical  corporationa  and  gaa 
corporationa: 


Name  of  Corporation. 


Date  of 
permit, 
1908. 


Buffalo  General  Electric  Company 

Niagara,  Lockport  and  Ontario  Power  Company 

Great  Bear  Light  and  Power  Company 

Marion  Borden  Halliday 

Baron  Steuben  Oil  and  Gas  Company  (closed  on  record,  without  permit,  at  request 

of  attorney) 

The  Electric  Light  Company  of  New  Paltz 

Genesee  County  Electric  Light,  Power  and  Gas  Company 

Wells  Island  Light  and  Heat  Company 

The  Berlin  Electric  Light^,  Heat  and  Power  Company 

Clear  (>eek  Oil  and  Gas  Company 

Peter  (joergen  and  Josef  Goergen,  Castleton 

Kanes  Falls  Electric  Company 

Citizens  Electric  Service  Company  of  Bath 

Williamsvllle  Electric  Light  and  Power  Company 

Village  of  Arcade,  Wvoming  county 

Broadalbin  Electric  Light  and  Power  Company 

Newburgh  Light,  Heat  and  Power  Company 

Saranac  Lake  Gas  Company 

A.  L.  Swett  Electric  l^lght  and  Power  Company 

Schenectady  Power  (Company 

Chasm  Power  Company 

Tri-County  Natural  Gas  Company 

Lavem  W.  Lazell  and  Luman  W.  Pierce 


Jan.  7 
Jan.  7 
Mar.  10 
April   6 

April  7 
April  7 
April  16 
June  3 
June  27 
July  16 
July  21 
July  30 
Aug.  6 
Aug.  12 
Sept.  1 
Sept.  24 
Oct.  7 
Oct.  7 
Oct.  14 
Oct.  27 
Nov.  26 
Dec.  2 
Dec.  16 
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TABLE  showing  mndry  appHcoHons  noi  elseiohen  mentioned: 


Name  of  Apfriicsnt. 


Nature  of  AppHc&tion. 


Decided, 
1908. 


Glenfleld  and  Western  Railroad  Comoany , 

Bnffiftlo,  Lockport  and  Rochester  Railway  Co 

BuffiUo,  Lodcport  and  Rochester  Railway  Ck> 

The  New  York  Central  dc  Hudson  River  R.  R.  Co 

OentrsI  New  England  Rafh^'ay  Compainr 

Alden-Batavia  Nat.  Gas  Co.  and  Geo.  W.  Archer 

and  Aucusta  M.  Archer 

Ut^ca  Gas  and  Electric  Companr 

TowjL  Board  of  Town  of  Cornwall,  Qianse  connty 


Western  New  York  &  FeansylYania  Traction  Co. 

HaymondvfHe  A  Waddinston  RaihxMd  Co 

The  Hew  York  Central  A  Hudson  River  R.  R.  Co . 


fiuJTWo,  Lockport  and  Rochester  Railway  Co.. . 

Bia^  Hivol  TrBrtlon  Compiury .,..,,.. ... 

iA  e-stem  New  York  A  l^ntwyrTanJa  Tmction  Co. 
Western  New  York  &  Fennsylvunla  Trad  toil  Co. 

Siimuei  U,  Ke jes , , 

Kevea  Electric  <  'omoany ,  , 

I>olifevilte  and  ^allsburv  Railway  Company. . . 

Intsimtionjil  liatlway  Company. 

The  Dtlurt-nre  arid  Hiid?on  Company  ....,., 
Ikilu?v'le  &  rialLsh  J  Uy.  Co*  anrj  L.  K  <t  D,  R.RCb 
RociJ€3-teT  iS  iSuburban  Rf.  Co.  onri  Roch.  Hy.  Co 
Gen«see  County  Klectrjc  Ijgiiti  Powtr  &  (ias  Co 
To^'ti  Board  of  Town  of  Saniprfleld^  Oneida  io. 


The  D.  * H.  Oo.  «irf  N.  Y.  ^GBnsds  R.  R.  Co 

Village  of  Wayland,  Steuben  county , 

The  Lake  Shore  A  Michigan  So.  Rv.  Co 

Walter  F.  Newton,  James  A.  Morns,  and  LanreD 

M.  Fitch,  joined  in  by  Wells  Is.  Lt.  &  Ht.  Co . 

Hooeick  Falls  111.  Co.  and  The  Twin  S.  Gas  &  £1.  Co. 

The  TwIa  State  Gas  A  Electric  Company 

Charlotte  £.  Geaicer.  and  Lima-HflBeoye  El.  Lt. 

A  R   Ri  G(t 
The  D.'a  H.  Co.andChernr  V..'s.'ibA.  R.'  R.*Co! 
Ihe  New  Yoik Ctatral  A  midno  River  R.  R.  Co. 

Dolgeville  and  Salisbury  Railway  Company 

Mayor  and  0»Bn«r  Coimcfl  of  CIt  j  of  Utlca . . . 

Village  of  La  Salle.  Niagara  county 

The  N.  Y.  a  *  fiL  R.  R.  B.  Go^  juiced  in  by  W. 

8.  R.  R.  Go 

Floral  Park  Light  and  Power  Company 

Town  Board  of  the  Town  of  Verona,  Oneida 

county.  L.  V.  Ry.  Co.  and  L.  V.  R.  R.  Co 

The  New  York  Central  &  Hudson  River  R.  R.  Co. 
The  New  York  Central  &  Hudson  River  R.  R.  Co. 

Rochester  and  Eastern  Rapid  Railway  Co 

Rochester  and  Eastern  Rapid  Railway  Co 

Marcelus  and  Otisoo  Lake  Railway  Co 

Chateaugay  Electric  Light  and  Power  Co 

F.  Culver  and  G.  Whittlesey,  Reorg'n  Committee 

Cortland  and  Auburn  Railroad  Company 

WallkiU  Transit  Co 

Rome  and  Osceola  Railroad  Company 

Champlain  and  Sanford  Railroad  Company . . . 
Hudson  River  Electric  Company 

Kendall  B.  Castle 

S.  J.  Delaney  and  Jay  Francis  to  E.  L.  Thornton 

Mayor  and  Common  Council  of  the  City  of  Mount 

Vernon  and  The  N.  Y.  C.  &  H.  R.  R.  R.  Co. 

Western  New  York  &  Pennsylvania  Tr.  Co 

Mexico  Electric  Company 

Mayor  and  Common  Council  of  the  City  of  Troy 


Sec.  65.  Railroad  Law. . 
Sec.  68.  Railroad  Law. . 
Sec.  68,  Railroad  Law. . 
Sec  54,  P.  S.  C.  Law. . . 
Sec.  02,  Railroad  Law. . 

Sec  70,  P.  S.  C.  Law. . . 
Sec.  58,  Transp.  CorpL  Law 
Sec    60,    Rarlroad    Law: 
modification  of  determi- 
nation of  Board  of  Rail- 
road Commissioners 

Sec  103.  Railroad  Law. . . 

Sec.  00,  Railroad  Law 

Sec  62,  Railroad  Law; 
modincation  of  detenni- 
nation  of  Board  of  Rail- 
road Commissioners 

Sec  39,  Railroad  Law 

Sec  103.  Raflroad  Lacw. . . 

Sec  68.  Railroad  Law 

Sec.  68,  Railroad  Law 

Sec  70,  P.  9.  C.  Law 

Sec  69.  P  S.  C.  Law 

Sec.  60,  Raih-oad  Law 

Sec  68,  Railroad  Law 

Sec  54,  P.  8.  C.  Law 

Sec  54.  P.  S.  C.  Law 

Sec  64,  P.  8.  C.  Law 

Sec.  70.  P.  S.  C.  Law 

Sec  62,  Raflroad  Law 


Sec  54.  P.  8.  C.  Law. . . 
Sec.  61.  Raih-oad  Law. . 
Sec.  62.  Railroad  Law. . 


Dec. 
Jan. 
Jan. 
Jan. 
Jan. 


Sl.'O? 

13 

13 

29 

30 


Sec  70,  P.  S.  C.  Law. 
Sec  7a  P.  8-  C.  Law. 

Sec  70,  P.  8.  C.  Law. 


Sec  54  A  70,  P.  8.  C.  Law 
Sec  64,  P.  8.  C.  Law.... 
Sec  34.  Railroad  Law. . . 
Sec  46.  Stock  Corp.  Law 
Sec.  62.  Railroad  Law. . . 
Sec.  61,  Raih-oad  Law. . . 

Sec.  34.  Railroad  Law. . . 
Sec  70.  P.  8.  C.  Law.... 

Sec  62,  Railroad  Law. . . 

Sec  54,  P.  8.  C.  Law 

Sec  54,  P.  8.  C  Law. . . . 
Sec.  46,  Stock  Corp.  Law 
Sec  54.  P.  8.  C.  Law. . . . 
Chap.  493,  Laws  of  1908 
Sec  70.  P.  8.  C.  Law. . . . 
Sec  54.  P.  8.  C.  Law. . . . 
Sec  60,  Railroad  Law. . . 
Sec  103.  Railroad  Law. . 

Sec.  59,  Railroad  Law. . . 
Sec  59.  Railroad  Law. . . 
Sec70,  P.  8.  C.  Law.... 

Sec.  54,  P.  8.  C.  Law.... 
Sec  70,  P.  8.  C.  Law. . . . 

Sec.  62,  Railroad  Law. . . 
Sec.  68.  Railroad  Law. . . 
StKJ  70.  P.  8.  C.  Law. . . . 
Sec  62,  Railroad  Law. . . 


Feh.       0 
Feb.     17 


(Bisinissod) 

Feb.  18 
Feb.  18 
Feb.     19 


Feb.  21 
Pteb.  25 
Feb,  27 
Mar.  II 
Mar.  11 
Mar.  17 
Mar.  17 
Aprfl  1 
(Witbdrawia 
April  1 
Apra  9 
AprO  9 
Aprfl  16 
(Closed  on 
record) 
April  28 
liay  7 
May  13 
May     13 

June  3 
(Denied) 
June  11 
(Denied) 
June    11 

June  11 

June  13 

June  18 

June  18 

June  27 

July  7 

July  7 
July     13 

July  13 

July  16 

July  21 

July  21 

July  21 

July  23 

July  23 

July  28 

July  30 
(Denied) 

July  30 

July  30 

Aug.  12 
(Denied) 

Aug.  19 

Aug.  19 

Sept.  3 

Sept.  12 

Sept.  14 

Sept.  14 

Sept.  22 
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TABLE  thowing  sundry  appHcations  not  elsewhere  mentioned  (eondttded): 


Name  of  Applicant. 


Nature  of  Application. 


Decided, 
1908. 


Frederick  W.  Bauer 

The  Long  Island  Railroad  Company 

"Western  New  York  A  Pennsylvania  Tr.  Co. . . 

Poughkeepsie  Light,  Heat  and  Power  Co 

The  Electric  Light  Company  of  New  Paltz 

The  L.  S.  &  M.  S.  Ry.  Co.  and  the  Town  Board 

of  the  Town  of  Hamburg,  Erie  county 

The  Delaware  and  Hudson  Company 

Francis  A.  Stratton  and  the  Westchester  Ltg.  Co. 

South  Shore  Tr.  Co.  and  Suflfolk  Tr.  Co 

Town  Board  and  Highway  Commissioners  of  the 

Town  of  Wallkill,  Orange  county 

Newton  Falls  and  Northern  Raihroad 

Village  of  Deoew 

The  New  York  Central*  &  Hudson  River  R.  R.  Co. 

Erie  and  Jersey  Railroad  Company 

Rutland  Railroad  Company 

Town  Board  of  the  Town  of  Caneadea,  Allegany 
county 

Town  Board  of  the  Town  of  Stafford,  Genesee 
county 

Glenfield  and  Western  Railroad  Company 

Town  Board  of  the  Town  of  Brighton,  Monroe 
county 

The  N.  Y.  C.  A  H.  R.  R.  R.  Co 

Buffalo  Southern  Railway  Company 

Buffalo  Southern  Railway  Company 


Revocation  of  certificate 
of    public    convenience 

and  a  necessity 

Sec.  62,  Railroad  Law 

Sec  68,  Railroad  Law 


Sec.  70,  P.  S.  C.  Law. . . 
Sec.  70.  P.  S.  C.  Law... 


Sec.  62,  Railroad  Law. 
Sec  34,  Railroad  Law. 

Sec  70,  P.  S.  C.  Law. . 
Sec  64,  P.  S.  C.  Law. . 

Sec  60,  Railroad  Law. 
Sec  59,  Railroad  Law. 
Sec.  61,  Railroad  Law. 
Sec.  34,  Railroad  Law. 
Sec.  60,  Railroad  Law. 
Sec  34,  Raihroad  Law. 


Sec.  62,  Railroad  Law. 

Sec  62,  Railroad  Law. 
Sec  65,  Railroad  Law. 

Sec  62,  Railroad  Law. 
Sec.  34.  Railroad  Law. 
Sec.  68,  Railroad  Law. 
Sec  68,  Railroad  Law. 


(Dismissed) 
Sept.  24 
Sept.  29 
(Withdrawn) 
Oct.  6 
Oct.  7 
Oct.       7 

Oct.  12 
(Denied) 
Oct.  14 
Oct.  21 
Oct.     21 

Oct.  27 

Nov.  9 

Nov.  10 

Nov.  10 

Nov.  13 
(Denied) 

Nov.  17 


Dec 

Dec 
Dec 

Dec 
Dec. 
Dec 
Dec 


All  of  which  is  respectfully  submitted. 
Dated  January  11,  1909. 

Frank  W.  Stevens. 

Thomas  M.  Osborne. 

Martin  S.  Decker. 

James  E.  Sague. 

John  B.  Olmsted. 
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ICase  No.  21]  State  of  New  York, 

PuBuc  Sbbtice  ComassiQN,  Seco:u>  Disibict. 

At  A  session  of  the  Poblic  Seivice  Commission,  Second 
Difttiict,  held  at  the  Capitol,  AlhsLXiy,  on  the  24th  day 
of  February,  1908. 


Fbanx  W.  iSTBVBife,  Ghaimmn. 
(Jhahtjs  H.  Keep, 

fHOMAB  M.  OSMMUTE, 
MABTTlf  S.  DbOKR, 

Jambs  £.  8^43x0; 

OommiwionerB. 

In  the  natter  of  the  Petition  of  Pittbbubau,  Bixouam- 
TON  AND  Eastern  Railroad  Company,  under  section 
63  of  the  PnUic  Senriee  Commisstoms  Law,  tor  per- 
mission to  exercise  the  right  under  aeetion  13  of  the 
Railroad  Law  to  change  the  route  of  the  petitioner's 
railroad,  and  for  approval  of  the  exercise  of  such 
right. 

The  Pittsburgh,  Biagkaaiton  and  Eastern  Railroad  Company  on  October 
14,  19Q7,  filed  with  this  Commissioa  its  petition,  under  section  53  of  the 
Public  Service  Commissions  Law,  for  permission  to  exercise  the  right  under 
section  13  of  the  Railroad  Law  to  change  the  route  of  petitioner's  railroad 
in  the  counties  of  Broome  and  Tio{^  and  for  approval  of  the  exercise  of  such 
right. 

Hearings  on  this  petition  were  held  by  this  Commission  at  the  Capitol  in 
the  city  of  Albany  on  November  7,  1907,  and  February  5,  11,  and  17,  1908. 
Theodore  R.  Tuthill,  Richard  C.  Btorey,  and  John  G.  Whitmore  appeared  for 
the  petitioner;  George  N.  Orcuit  appeared  for  the  Erie  Railroad  Company, 
in  opposition;  F,  W,  Thomson  appeared  for  The  Delaware,  Lackawanna  and 
Western  Railroad  Company  on  November  7th,  but  subsequently  withdrew  the 
appearance  of  thai  company. 

It  appears  from  the  petition  and  aecompanyiag  papers  and  from  the  evi- 
dence at  the  hearing  that  on  MaTch  8,  1904,  the  former  Board  of  Railroad 
Commissioners  granted  to  the  Binghamton  and  Southern  Railroad  Com- 
pany a  certificate,  under  seetion  59  of  the  Railroad  Law,  that  public 
convenience  and  a  necessity  required  the  construction  of  said  company's  rail- 
road from  a  point  in  the  extreme  southern  portion  of  Broome  oounty  in 
the  New  York  and  Pennsylvania  state  line  to  the  «ity  of  Binghamton,  the 
Hue  as  tiben  proposed  to  be  built  being  a  little  more  than  fifteen  miles  long; 
ibmt  subsegoently  the  Biagbamtmi  and  Southern  Railroad  Company  was 
with  other  railroad  companicB,  aad  the  said  c— soiidated  eompaoy 
eoasolidatcd  with  other  xailroad  conpaates,  by  which  last  oon- 
the  petitsooer,  the  Pitt^ntrgh,  Binghamton  and  Eastern  Railroad 
Company,  was  formed,  and  by  virtue  of  said  oansolidations  suoeeeabd  to  ail 
the  xighto  aad  fmnchlses  of  the  isaid  Binghamton  and  Southern  R^lroad  Com- 
pany; that  the  petitioner  is  authorised  to  •construct  a  railroad  in  Pennsyl- 
liania  as  well  as  in  this  State.  It  also  appears  from  the  petition  and  aceom- 
paaying  pspers  and  from  evidtnee  at  the  hearing  that  the  line  in  this  State 
al  this  petkioaer,  the  Pittsburgh,  Binghamton  and  £astern  Railroad  Oom- 
psj^,  cmn  be  impmfved  by  the  ehange  ol  route  hereinafter  described,  and 
which  will  be  alK>ut  thirty-seven  miles  long,  and  that  it  is  to  the  public 
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intereat  that  the  route  be  eo  changed.  Upon  the  aforesaid  petition  and 
accompanying  papers  and  the  evidence  at  the  hearing,  and  after  due  delibera- 
tion, it  is 

Ordered:  That  under  section  53  of  the  Public  Service  Commissions  Law 
the  permission  and  approval  of  this  Commission  be  given  to  the  change  of 
route  of  the  Pittsburgh,  Binghamton  and  Eastern  Railroad  Company  adopted 
by  the  Board  of  Directors  of  said  corporation  on  the  6th  day  of  August,  1907, 
in  the  words  and  figures  following: 

"Resolved,  That  the  Pittsburgh,  Binghamton  ft  Eastern  Railroad  Company,  alter 
and  change  its  route,  as  in  the  opinion  of  the  Directors,  the  same  can  be  improved 
thereby,  as  follows:  Beginning  at  the  City  of  Binghamton,  in  the  County  of 
Broome  and  State  of  New  York  and  running  thence  westerly  through  the  Town 
of  Union,  in  said  County  and  State  to  a  point  at  or  near  where  the  Apalachin 
Creek  flows  into  the  Susquehanna  River,  in  the  Town  of  Owego,  Tioga  Countv, 
New  York,  crossing  the  said  river  at  said  point  and  continuing  thence  north- 
westerly through  the  said  Town  of  Owego,  Tioga  Co.,  thence  westerly  throuah 
the  Town  of  Nichols,  in  the  County  of  Tioffa,  New  York,  to  a  point  in  the 
boundary  line  between  the  States  of  New  York  and  Pennsylvania,  about  one 
half  mile  southwest  of  Litchfield  Station,  in  the  said  Town  of  Nichols,  as  more 
specifically  described  in  the  map  of  location  and  survey,  presented  and  approved 
at  this  meeting  and  to  be  filed  with  the  certificate  of  alteration  and  change 
of  route; 

"And  U  ica$  further  resolved,  That  the  President  and  Secretary  of  the  Com- 
pany be  and  they  are  authorized  to  make  and  execute  a  proper  Certificate  of 
such  alteration  and  change  of  route  and  to  file  such  Certificate  in  the  Clerk's 
Oflace  of  the  proper  County,  together  with  a  survey  and  map  of  such  alteration 
and  change  of  route." 

And  that  the  consent  of  this  Commission  be  and  hereby  is  given  to  the  con- 
struction of  said  railroad  on  said  changed  route. 
[See  case  next  following.] 


[Case  No.  21]  State  of  New  Yobk, 

Public  Service  Commission,  Second  Distbict. 

At  a  session  of  the  Public  Service  Commission,  Second 
District,  held  at  the  Capitol,  Albany,  on  the  30th 
day  of  March,  1908. 
Present: 

Fbank  W.  Stevens,  Chairman, 
Thomas  M.  Osbobne, 
Mabtin  S.  Deckeb, 
James  E.  Sague, 

Commissioners. 
In  the  matter  of  the  Application  of  Ebie  Railboad 
Company  for  a  rehearing  of  the  petition  of  Pitts- 
burgh, Binghamton  and  Eastern  Railroad  Company 
under  section  63  of  the  Public  Service  Commissions 
Law  for  permission  to  exercise  the  right  under  sec- 
tion 13  of  the  Railroad  Law  to  change  the  route  of 
the  petitioner's  railroad  and  for  approval  of  the 
exercise  of  such  right. 

An  order  in  this  matter  was  made  by  this  Commission  on  February  24, 
1908.  On  March  30th  George  N,  Orcutt,  for  Erie  Railroad  Company,  appeared 
before  the  Commission  and  asked  that  a  rehearing  in  the  matter  be  granted, 
the  Pittsburgh,  Binghamton  and  Eastern  Railroad  Company  being  also  repre- 
sented by  Theodore  R,  Tuthill  and  objecting  to  the  granting  of  a  rehearing. 
After  due  consideration,  it  is 

Ordered:  1.  That  this  Commission  hereby  grants  a  rehearing  in  the  matter 
of  the  petition  of  Pittsburgh,  Binghamton  and  Eastern  Railroad  Company 
under  section  53  of  the  Public  Service  Commissions  Law  for  permission  to 
exercise  the  right  under  section  13  of  the  Railroad  Law  to  change  the  route 
of  the  petitioner's  railroad  and  for  approval  of  the  exercise  of  such  right, 
in  which  matter  the  Commission  issued  an  order  on  the  24th  day  of  February, 
1908. 
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Ordered:  2.  That  the  £rie  Railroad  Company  shall  file  with  this  Ck>m- 
mission  and  serve  by  mail  upon  Theodore  R.  Tuthill,  attorney  Pittsburgh, 
Binghamton  and  Eastern  Railroad  0>mpany,  at  his  office  in  the  city  of 
Binghamton,  a  brief  in  the  matter  of  this  rehearing  within  twenty  days  from 
the  date  of  this  order,  and  that  Theodore  R.  Tuthill  shall  have  fifteen  days 
from  the  service  upon  him  of  said  brief  to  file  with  this  Commission  and 
serve  by  mail  upon  George  N.  Orcutt,  attomev  Erie  Railroad  Company,  at 
his  office  in  New  York  city,  an  answering  brief,  after  which  a  date  for  said 
rehearing  shall  be  named  by  this  Conmiission. 

[See  preceding  case.] 


[Case  Ko.  318]  State  of  New  York, 

Public  Sebvice  Commission,  Second  Distbict. 

At  a  session  of  the  Public  Service  Commission,  Second 
District,   held  at  the  Capitol,  Albany,  on  the  28th 
day  of  April,  1908. 
Present: 

Fbank  W.  Stevens,  Chairman, 
Mabtin  S.  Deckeb, 
James  E.  Sague, 

Commissioners. 

In  the  matter  of  the  Petition  of  The  Roghesteb 
Electbic  Railway  Company,  under  section  53  of 
the  Public  Service  Commissions  Law,  as  to  con- 
struction of  and  exercise  of  franchises  for  certain 
extensions  of  its  street  surface  railroad  in  the  vil- 
lage of  Charlotte,  Monroe  county,  N.  Y. 

The  Rochester  Electric  Railway  Company  on  April  28,  1908,  filed  with  this 
Commission  its  petition,  under  section  53  of  the  Public  Service  Commissions 
Law,  for  permission  to  construct,  maintain,  and  operate  certain  extensions 
of  its  street  surface  electric  railroad  in  the  village  of  Charlotte,  Monroe 
county,  N.  Y.,  upon  routes  set  forth  in  the  petition,  and  for  permission  to 
exercise  a  franchise  for  jiuch  ,  construction,  maintenance,  nnd  operation 
received  from  the  municipal  authorities  of  said  village,  a  certified  copy  of 
said  franchise  being  attached  to  the  petition.  There  is  also  attached  to  the 
petition  copies  of  consents  of  abutting  property  owners  to  such  construction, 
maintenance,  and  operation.  The  Rochester  Railway  Company,  lessee  of  the 
Rochester  Electric  railway,  joins  in  the  petition.  Upon  the  aforesaid  petition 
and  accompanying  papers,  and  after  due  deliberation,  it  is 

Ordered:  That  under  section  53  of  the  Public  Service  Commissions  Law 
this  Commission  hereby  permits  and  approves  the  construction,  maintenance, 
and  operation  by  The  Rochester  Electric  Railway  Company  of  extensions  of 
its  street  railroad  in  the  village  of  Charlotte,  Monroe  county,  upon  the  fol- 
lowing described  route,  to  wit: 

Commencing  at  a  point  in  the  center  line  of  the  east  track  on  Broadway 
about  367  feet  southerly  from  the  south  line  of  Beach  avenue  (the  south 
line  of  Beach  avenue  being  assumed  66  feet  southerly  from  and  parallel  to  the 
present  board  fence  on  the  north  side  of  Beach  avenue)  ;  thence  northerly 
along  the  center  line  of  said  east  track  produced  about  140  feet;  thence  on  a 
curve  to  the  right  about  66.5  feet  to  the  east  line  of  Broadway. 

Also  commencing  at  a  point  in  the  east  line  of  Broadway  about  231  feot 
northerly  from  the  south  line  of  Beach  avenue;  thence  by  a  curve  westerly 
and  southerly  about  134  feet  to  the  center  line  of  the  west  track  as  now 
located  on  Broadway  at  a  point  about  150  feet  northerly  from  the  south  line 
of  Beach  avenue. 

Also  commencing  at  a  point  in  the  center  line  of  the  west  track  as  now 
located  on  Broadway;  thence  northerly  on  the  center  line  of  the  said  west 
track  produced  about  288  feet. 

Also  conmiencing  at  a  point  in  the  south  line  of  Beach  avenue  about  103 
feet  easterly  from  the  east  line  of  Broadway;  thence  northerly  and  across 
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Beadi  aT«niie  to  a  point  in  the  north  Ihie  of  Beach  avenue  about  97  feet 
emsierly  from  the  east  line  of  Broadway. 

And  hereby  perorits  tad  approves  the  exereise  of  a  franchise  for  such  ccn- 
atructioiiy  maintenaiioe,  and  o|»6raitoa,  granted  to  said  company  by  the  presi- 
deat  and  trustees  of  the  village  of  Charlotte  on  April  13,  1998,  upon  thn 
icrms  and  cMutitions  expressed  in  said  franehiae. 


[Case  No.  3061  State  of  New  Yobk, 

Public  Service  Commission,  Second  District. 

At  a  session  of  the  Public  Service  Commission,  Second 
District,  held  at  the  Capitol,  Albany,  on  the  7th  day 
of  May,  «M)8. 
Present : 

f'RANK  W.  Stkvet^s,  Chairman, 

TlIOUAS   M.  OSROKNE, 

Martin  S.  Decker, 
James  E.  Sague, 
John  B.  Olmsted, 

Commissioners. 

Joint  Petition  of  The  Delaware  and  Hudson  Com- 
pany and  New  York  and  Canada  Railroad  Com- 
pany, under  sections  53  and  54  of  the  Public 
Service  Commissions  T^aw,  for  consent  to  a  merger 
of  the  estate,  property,  rights,  privileges,  and  fran- 
chises of  the  New  York  and  Canada  fiailroad  Com- 
pany into  The  Delawvtre  and  Hudson  Company. 

The  Delaware  and  Hudson  Company  and  the  New  York  and  Canada  Rail- 
road Company  having  filed  with  this  Commission  on  the  0th  day  of  April, 
1906,  a  petition  under  sections  53  and  d4  of  the  Public  Servioe  ConmisBioBS 
Law  for  the  permiasion  and  approval  of  tlie  Commission  that  The  Delaware 
and  Hudson  Compaiiy  shall  merge  with  itself  the  New  York  aad  Canada 
Railroad  Company,  parsuaat  to  tiie  provisions  of  section  58  of  tlie  Railroad 
Law;  and  a  public  hearing  upon  said  application  faaviag  been  had  on  the 
28th  day  of  April,  1^08,  at  which  hearing  both  of  the  said  companies  were 
represented;  aad  it  appearing  from  the  petition  and  tise  proof  taken  at  said 
hrarii^  that  The  Delaware  and  Hudson  Company  is  lawfully  engaged  ia 
tine  operation  of  railroads  within  the  State  of  New  York  and  ia  the  owner 
of  all  of  the  shares  of  stock  of  the  New  Y'ork  and  Oayiada  Eaihoad  CompBiiyy 
amounting  to  $5,000,000  preferred  stoek  nnd  $4,000,000  common  stock,  and 
that  the  said  New  York  and  Canada  Railroad  Company  has  no  funded  debt 
outstanding;  and  it  further  appearing  to  the  Commission  that  The  Delaware 
and  Hudson  Company  has  for  many  years  and  now  is  itself  operating  the 
railroad  of  the  New  York  and  Canada  Railroad  Company,  as  lessee  or  agent, 
as  constituting  a  part  of  one  of  the  divisions  of  the  Delaware  and  Hudson 
system  of  railway's  and  an  extension  of  the  line  owned  and  operated  by  it; 
and  it  further  appearing  to  the  Commission  tliat  the  proposed  merger  would 
simplify  the  management,  business,  and  accounts  of  the  operation  of  th*: 
New  York  and  Canada  railroad  and  The  Delaware  and  Hudson  Company, 
and  bring  the  said  New  York  and  Canada  railroad  under  the  direct  owner- 
Rhin  of  Th^  Delaware  mid  Hud.Hon  Company  ia&toad  of  the  said  The  Delaware 
and  Hudson  Company  having  merely  control  thereof  as  a  holding  company; 
now,  upon  the  aforesaid  petition  and  proof,  and  after  due  deliberation,  it  is 

Ordered:  Tliat  tinder  sectionB  53  and  54  of  the  Pul^ic  Service  CommiisioBB 
I-nw  this  Commission  does  hereby  permit  and  approve  the  transfer  of  ths 
franchises  and  property  of  the  New  York  and  Canada  Railroad  Company  to 
The  Delaware  said  Hudson  Company,  and  the  merger  of  said  New  York  and 
Canada  Railroad  Company  with  the  said  The  Ddawmre  and  Hudson  Company, 
such  transfer  of  franchises  and  property  and  such  merger  to  he  effeoted  nnder 
aad  in  aecordanoe  with  the  Inws  of  the  Btate  of  New  York  in  snch  ease  made 
and  provided. 
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[Case  No.  320]  State  of  New  York, 

Public  Service  Commission,  Second  District. 

At  a  aession  of  the  Public  Service  CommLuion,  Secotud 
District,  held  at  the  Capitol,  Albany,  oa  the  11th  day 
of  June,  1908. 
Present: 

Frank  W.  Stevens,  Chairman, 
Thomas  M.  Osborne, 
Martin  S.  Decker, 
James  £.  Sague, 
John  B.  Olmsted, 

Coinmissionera. 

In  the  matter  of  the  Petition  of  Syracuse  and  South 
Bat  £i£CTric  Railroad  Company,  under  section  53 
of  the  Public  Service  Commissions  Law,  for  permis- 
sion to  exercise  and  approval  of  the  exercise  of  a 
franchise  or  right  to  construct  and  operate  an  electric 
wire  pole  line  for  the  transmission  of  electricity  to 
operate  petitioner's  railroad. 

An  application  having  heretofore  been  made,  asking  the  approval  of  the 
Public  Service  Commission  to  the  construction  and  operation  of  the  trans- 
mission line  of  the  petitioner  herein,  pursuant  to  section  53  of  the  Public 
Service  Commissions  Law,  and  the  same  coming  on  regularly  to  be  heard,  and 
P.  J.  Cawley,  esq,,  appearing  in  person  and  by  Francis  J,  Lynch,  esq.^  of 
counsel,  and  objecting  to  the  oonatnuvtion  of  said  transmission  line  in  Free 
street,  and  an  adjournment  having  beem  duly  and  regularly  taken  to  ajscertain 
if  a  better  route  could  not  be  obtained;  and  it  appearing  that  permission  has 
been  duly  given  to  said  petitioner  to  eoostruct,  maintain,  and  operate  an 
electric  transmission  line  along  state  lands  and  over  and  across  the  Oswego 
canal  in  the  city  of  Syracuse,  by  the  Superintendent  of  Public  Worlcs  of  the 
State  of  Kew  York,  which  will  change  the  proposed  traninnission  line  of  said 
petitioner  so  as  to  obviate  the  objections  raised;  and  the  matter  coming  on 
regularly'  to  be  heard  at  the  above  session  of  this  Board,  and  after  hearing 
Ernest  /.  Mdffeeomh,  esq.,  of  counsel  for  said  petitioner,  and  Francis  J.  Lynch, 
mq,,  of  eonnael  for  said  Cawley,  and  after  reading  and  filing  the  petition  of 
said  petitioner  duly  verified  the  2dth  day  of  April,  1908,  and  the  report  of 
Charles  F.  Hunter,  assistant  electrical  impector  of  this  Commission,  and  due 
deliberation  having  been  had  thereon,  and  no  objection  having  been  raised,  it  is 

Ordered:  That  permission  and  approval  be  and  the  same  h^eby  is  given 
and  granted  to  the  Syracuse  and  South  Bay  Electric  Railroad  Company,  the 
petitioner  herein,  to  the  construction  and  operation  of  its  transmission  line 
over  and  upon  the  following  described  route,  to  wit: 

Beginning  at  the  west  line  of  land  belonging  to  the  Haloomb  Steel  Company 
in  the  town  of  Geddes,  county  of  Onondaga,  and  State  of  New  York;  thence 
southeasterly  through  and  across  lands  belonging  to  said  Halcomb  Steel 
Company  to  the  westerly  line  of  land  belonging  to  the  Solvay  Process  Com- 
pany; thence  easterly  through  and  across  lands  belonging  to  said  Solvay 
Process  Company,  crossing  The  Delaware,  Lackawanna  and  Western  Railroad 
Company^s  right  of  way,  and  crossing  Willis  avenue  in  said  town  of  Geddes, 
to  tne  right  of  way  of  the  Syracuse,  Lake  Shore  and  Northern  Railroad 
Company;  thence  southeasterly  along  said  right  of  way,  through  the  town 
of  Geddes  and  the  city  of  Syracuse,  to  a  point  at  or  near  the  tollgate  of  the 
Lakeside  Boulevard  Association;  thence  northerly  along  the  westerly  side  of 
Hiawatha  street  to  Free  street;  thence  northerly  along  the  westerly  side  of 
Free  street  to  the  Oswego  canal,  near  the  northerly  side  of  Park  street; 
thenoe  northeasterly,  crossing  said  Oswego  canal  between  locks  No.  1  and 
N©.  f ;  thenee  northwesterly,  parallel  to  the  easterly  blue  line  of  the  said 
Oswego  canal,  to  a  point  at  or  near  the  intersection  of  the  northwesterly 
line  of  F>«e  street  and  the  southwesterly  line  of  Carbon  street  in  aaid  city 
of  Syracnse;  thenoe  parallel  to  and  ten  feet  distant  from  the  blue  line  of 
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the  Oswego  canal  to  near  the  westerly  comer  of  lands  belonging  to  the  E.  E. 
Chapman  estate;  thence  northeasterly  to  the  old  towpath  of  the  **  North  Side 
Cut,"  so  called;  thence  northeasterly  along  said  towpath  to  its  northeasterly 
extremity  near  Seventh  North  street  in  said  city;  thence  northeasterly  across 
lands  belonging  to  Thomas  K.  Gale  and  across  Seventh  North  street  to  the 
right  of  way  of  said  Syracuse  and  South  Bay  Electric  Railroad  Company. 


[Case  No.  347]  State  of  New  York, 

Public  Service  Commission,  Second  District. 

At  a  session  of  the  Public  Service  Commission,  Second 
District,  held  at  the  Capitol,  Albany,  on  the  13th  day 
of  June,  W08. 

Present: 

Frank  W.  Stevens,  Chairman, 
Martin  S.  Decker, 
James  E.  Sague, 
John  B.  Olmsted, 

Commissioners. 

Joint  Petition  of  The  Delaware  and  Hudson  Company 
and  the  Cherry  Vaixey,  Sharon  and  Albany  Rail- 
road Company,  under  sections  53  and  54  of  the  Public 
Service  Commissions  Law,  for  consent  to  a  merger  of 
the  estate,  property,  rights,  privileges,  and  franchises 
of  the  Cherry  Valley,  Sharon  and  Albany  Railroad 
Company  into  The  Delaware  and  Hudson  Company. 

The  Delaware  and  Hudson  Company  and  the  Cherry  Valley,  Sharon  and 
Albany  Railroad  Company  having  filed  with  this  Commission  on  the  2d  day 
of  June,  1908,  a  verified  petition  under  sections  <53  and  54  of  the  Public 
Service  Commissions  Law  for  the  permission  and  approval  of  the  Commission 
that  The  Delaware  and  Hudson  Company  shall  merge  with  itself  the  Cherry 
Valley,  Sharon  and  Albany  Railroad  Company  pursuant  to  the  provisions  of 
section  58  of  the  Railroad  Law;  and  a  public  hearing  upon  said  application 
having  been  had  on  the  8th  day  of  June,  1908,  at  which  hearing  both  of  the 
said  companies  were  represented;  and  it  appearing  from  the  petition  and 
the  proof  taken  at  said  hearing  that  The  Delaware  and  Hudson  Company  is 
lawfully  engaged  in  the  operation  of  railroads  within  the  State  of  New  York, 
and  is  the  owner  of  all  of  the  issued  shares  of  stock  of  the  Cherry  Valley, 
Sharon  and  Albany  Railroad  Company  amounting  to  $289,100  common  stock, 
and  that  the  said  the  Cherry  Valley,  Sharon  and  Albany  Railroad  Company 
has  no  funded  debt  outstanding;  and  it  further  appearing  to  the  Commission 
that  The  Delaware  and  Hudson  Company  has  for  many  years  and  now  is 
itself  operating  the  railroad  of  the  Cherry  Valley,  Sharon  and  Albany  Railroad 
Company  under  an  operating  agreement,  as  constituting  a  part  of  one  of  the 
divisions  of  the  Delaware  and  Hudson  system  of  railways:  as  a  branch  of 
the  Albany  and  Susquehanna  railroad  leai?ed  and  operated  by  it;  and  it 
further  appearing  to  the  Commission  that  the  proposed  merger  would  simplify 
the  management,  business,  and  accounts  of  the  operation  of  the  Cherry  Valley, 
Sharon  and  Albany  Railroad  Company  and  The  Delaware  and  Hudson  Com- 
pany, and  bring  the  said  the  Cherry  Valley,  Sharon  and  Albany  Railroad 
Company  under  the  direct  ownership  of  The  Delaware  and  Hudson  Company 
insteeul  of  tlie  said  Delaware  and  Hudson  company  having  merely  control 
thereof  as  a  holding  company;  now,  upon  the  aforesaid  petition  and  proof, 
and  after  due  deliberation,  it  is 

Ordered:  That  under  sections  53  and  54  of  the  Public  Service  Commissions 
Law  this  Commission  does  hereby  permit  and  approve  the  transfer  of  the 
franchises  and  property  of  the  Cherry  Valley,  Sharon  and  Albany  Railroad 
Company  to  The  Delaware  and  Hudson  Company,  and  the  merger  of  said  the 
Cherry  Valley,   Sharon  and  Albany  Railroad  Company  with  the  said  The 
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Delaware  and  Hudson  Company,  such  transfer  of  franchises  and  property  and 
such  merger  to  be  effected  under  and  in  accordance  with  the  laws  of  the  State 
of  New  York  in  such  case  made  and  provided. 


[Case  No.  372]  State  of  New  York, 

Public  Sebvice  Commission,  Second  District. 

At  a  session  of  the  Public  Service  Commission,  Second 
District,  held  at  the  Capitol,  Albany,  on  the  27th 
day  of  June,  1908. 

Present : 

Frank  W.  Stevens,  Chairman. 
Martin  S.  Decker, 
James.  E.  Sague, 
John  B.  Olmsted, 

Commissioners. 

In  the  matter  of  the  Petition  of  Putnam  and  West- 
chester Traction  Company,  under  section  53  of  the 
Public  Service  Commissions  Law,  for  permission  to 
construct,  maintain,  and  operate  its  railroad  in  the 
town  of  Cortlandt,  Westchester  county,  and  for  ap- 
proval of  the  exercise  of  a  franchise  therefor  received 
from  the  town  board  and  highway  commiasioners  of 
said  town. 

Putnam  and  Westchester  Traction  Company  on  June  22,  1908,  filed  with 
this  Commission  its  petition  under  section  53  of  the  Public  Service  Commis- 
sions Law  for  permission  to  construct,  maintain,  and  operate  a  single-track 
railroad  and  switches,  turnouts,  turntables,  and  suitable  stands  and  other 
appurtenances  as  may  be  necessary  for  the  convenient  working  of  said  rail- 
road, in  the  town  of  Cortlandt,  Westchester  county;  and  for  approval  of 
the  exercise  of  a  franchise  dated  June  19,  1908,  therefor,  granted  to  said 
company  by  the  town  board  and  the  commissioners  of  highways  of  said  town, 
the  proposition  being  one  with  which  this  Commission  is  familiar,  it  having 
come  before  it  in  the  matter  of  the  complaint  of  residents  of  Westchester 
and  Putnam  counties  against  said  company.  It  appears  that  the  railroad  is 
constructed  in  said  town,  and  is  being  in  part  operated;  that  defects  in  its 
authority  were  corrected  in  June,  1908,  by  the  filing  of  a  certificate  of  change 
of  route  and  by  receiving  the  franchise  to  which  this  order,  refers.  Upon 
the  aforesaid  petition  and  accompanying  papers,  and  after  due  deliberation, 
it  is 

Ordered:  That  under  section  63  of  the  Public  Service  Commissions  Law 
this  Commission  hereby  permits  and  approves  the  construction,  maintenance, 
and  operation  by  the  Putnam  and  Westchester  Traction  Company  in  the 
town  of  Cortlandt,  Westchester  county,  of  a  single-track  railroad,  and  switches, 
turnouts,  turntables,  and  suitable  stands  and  other  appurtenances  as  may  be 
necessary  for  the  convenient  working  of  said  railroad;  and  hereby  permits 
and  approves  the  exercise  of  a  franchise  dated  June  19,  1908,  for  such  con- 
struction, maintenance,  and  operation  granted  to  said  company  by  the  town 
board  and  the  commissioners  of  highways  of  said  town,  the  route  of  said 
railroad  being  described  in  said  franchise,  a  certified  copy  of  which  is  filed 
with  this  Commission,  this  Commission  hereby  determining  that  such  con- 
struction and  operation  and  the  exercise  of  said  franchise  are  necessary  and 
convenient  for  the  public  service. 
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(Case  Xo.  20]  Statb  of  New  Yobk, 

Pttblio  Servicb  Commission,  Second  District- 

At  a  session  of  the  Public  Service  Commission,  Second 
District,  h«ld  at  the  Capital,  Albany,  on  the  16th 
day  of  July,  1908. 

Present: 

Frank  W.  Stevens,  Chairman, 
Thomas  M.  Osboine, 
Mabtin  S.  Decksb, 
James  E.  Sague, 
John  B.  Olmsted, 

Commissioners. 

In  the  matter  of  the  Application  of  the  Interubban 
Electric  Express  Company  of  Syracuse  for  permis- 
sion to  exercise  rights  as  an  express  company  on 
certain  railroads  in  and  near  Syracuse. 

The  Interurban  Electric  Express  Company  having  on  September  6,  1907, 
filed  with  this  Commission  its  petition,  under  section  53  of  the  Public 
Service  Commissions  Law,  for  permission  to  exercise  rights  as  an  express 
company  on  certain  railroads  in  and  near  Syracuse,  and  hearings  having  been 
held  on  said  petition  by  this  Commission,  after  due  notice,  at  its  office  in 
the  Capitol,  Albany,  on  September  23,  1907,  and  March  4,  1908,  William 
Nottingham  appearing  for  the  petitioner;  now,  upon  the  aforesaid  petition 
and  the  evidence  taken  at  the  hearings,  and  after  due  deliberation,  it  is 

Ordered:    That  said  petition  be  and  it  is  hereby  denied. 


ICase  Xo.  391]  State  of  New  York, 

PuBiJc  Service  Commission,  Second  District. 

At  a  session  of  the  Public  Service  Commissioii,  Second 
District,  held  at  the  Capitol,  Albany,  on  the  16th  day 
of  July,  1908. 

Present: 

Frank  W.  Stevens,  Chairman, 
Thomas  M.  Osborne, 
Martin  S.  Decker, 
James  E.  Sague, 
John  B.  Olmsted, 

Commissioners. 

In  the  matter  of  the  Petition  of  the  Western  New 
Yoax  ANB  Pbnnstlvania  Traction  Compant,  imder 
section  63  of  the  Public  Service  Commissions  Law, 
for  permission  to  construct  and  operate  temporary 
railroad  tracks  in  the  village  of  Salamanca,  and  for 
approval  of  the  exercise  of  a  franchise  therefor  re- 
ceived from  said  village. 

The  Western  New  York  and  Pennsylvania  Inaction  Company  on  July  2, 
1908,  filed  with  this  Commission  its  petition,  under  section  53  of  the  Public 
Service  Commissions  Law,  for  permission  to  construct  and  operate  for  a 
limited  period  railroad  tracks  in  Bsust  and  West  State  streets,  from  New 
street  to  a  point  in  West  State  street  opposite  the  water  tanks  of  the 
Erie  Railroad  Company,  a  distance  of  about  one-half  mile,  and  for  ap- 
proval of  the  exercise  of  a  franchise  therefor  received  from  the  board  of 
trustees  of  said  village.  It  appears  that  the  petitioner  is  building  an  exten- 
sion of  its  railway  from  Salamanca  to  Little  Valley;  that  it  intends  to  pro- 
cure ballast  for  said  railway  from  Kill  Buck  in  the  town  of  Great  Valley, 
and  to  do  so  it  desires  to  construct  temporary  railroad  tracks  in  the  streets 
above  named,  these  tracks  to  be  removed  by  November  1,  1908;  that  it  haa 


Appendix  A:  Obders  129 

received  the  consent  of  the  village  trustees  and  the  oonsents  of  thirty^one 
out  of  thirty-eeven  property  owners  on  the  said  streets  to  such  temporary 
construction  and  operation.  Upon  the  aforesaid  petition  and  acoompanyiag 
papers,  and  after  due  deliberation,  it  is 

Ordered:  That  under  section  53  of  the  Public  Service  CTommissions  Law 
this  Commission  hereby  permits  and  approves  the  temporary  construction  and 
operation  by  the  Western  New  York  and  Pennsylvania  Traction  Company  of 
railroad  tracks  in  East  and  West  State  streets,  from  New  street  to  a  point  in 
"West  State  street  opposite  the  -water  tanks  of  the  Erie  railroad  in  the  village 
of  Salamanca,  and  hereby  permits  and  approves  the  exercise  of  a  franehiae 
therefor  granted  to  said*  company  "by  the  board  of  trustees  of  said  village  on 
June  18,  1908,  on  condition  that  operation  of  cars  over  said  temporary  tracks 
shall  cease  on  or  before  November  1,  1908,  and  that  said  temporary  tracks 
shall  be  taken  up  and  removed  and  the  said  streets  restored  to  the  condition 
in  which  they  were  prior  to  the  laying  of  said  tracks  on  or  before  December 
1,  1908. 


[Case  No.  137]  State  or  New  York, 

Public  Service  Commission,  Second  Distbict. 

At  a  session  of  the  Public  Service  Commission,  Second 
District,  held  at  the  Capitol,  Albany,  on  the  23d 
day  of  July,  1908. 

Present: 

Frank  W.  Stevens,  Chairman, 
Thomas  M.  Osdoane, 
James  E.  Saoue, 
John  B.  Olmsted, 

Commissioners. 

In  the  matter  of  the  Petition  of  the  Buffalo,  Lockpobt 
AND  RiOCHESTER  RAILWAY  COMPANY,  consented  to  by 
the  Niagara  Falls  Electrical  Transmission  Company, 
under  sections  63  and  70  of  the  Public  Service  Com- 
missions Law. 

The  Buffalo,  Lookport  and  Rochester  Railway  Company  having  on  Decem- 
ber 4,  1907,  filed  with  this  Commission  its  petition,  under  sections  53  and  70 
of  the  Public  Service  Commissions  Law,  for  consent  that  the  Niagara  Falls 
Electrical  Transmission  Company  may  transfer  to  the  petitioner  private  rights 
of  way  and  franchises  for  an  electrkal  transmission  line,  and  that  the 
petitioner  may  construct  and  operate  said  line,  the  Niagara  Falls  Electrical 
IVansmission  Company  conaenting  to  aaid  petition  as  shown  by  papers 
attached  thereto,  and  a  hearing  on  said  petition,  after  public  notioe  *nd  notice 
to  the  State  Superintendent  6f  Public  Works  and  municipal  authorities,  hav- 
ing been  held  by  this  Commission  at  its  ofilce  in  the  Capitol,  Altiany,  on 
December  19,  1907 ;  no^,  after  dne  deliberation,  it  is 

Ordered:  ThaA,  the  consent  of  this  Commission  be  and  it  is  hereby  .|^ven: 
(1)  that  the  Niagara  Falls  B^eetrical  Transmission  Company  may  grant  and 
transfer  to  the  Buffalo,  Lockpott  and  Rochester  Railway  Company  the 
private  rights  of  way  for  its  transmission  line  referred  to  and  described  in 
the  petition  of  said  Buffalo,  Lookport  and  Rochester  Railway  Company  filed 
with  this  Commission  December  4,  1907,  and  that  the  said  Buffalo,  Loekport 
and  Rochester  Railway  Company  may  take  and  hold  the  same;  (2)  that 
the  said  Niagara  Falls  Electrical  Transmission  C(Hnpany  may  assign  and 
transfer  to  the  said  Buffalo,  Lockport  and  Rochester  Railway  Company  the 
municipal  consents  or  franchises  set  forth  and  described  in  said  petition, 
and  that  the  said  Buffalo,  Lockport  and  Rochester  Railway  Company  may 
tiUce,  hold,  and  exercise  all  the  rights  conferred  or  created  by  said  consents; 
(3)  that  the  said  Buffalo,  Lockport  and  Rochester  Railway  Company  may 
now  uae  the  traTismi?sion  line  constructed  by  it  from  the  South  Greece  station 


180       Public  Service  Commission,  Second  District 

in  the  county  of  Monroe  to  the  aub- station  in  tlie  village  of  Albion,  county  of 
Orleans,  in  and  about  the  operating  of  its  railroad;  that  nothing  herein 
contained  «hall  be  construed  or  understood  as  giving  the  consent  or  authori- 
zation of  this  Commission  to  the  holding,  use,  or  exercise  by  the  said  Buffalo, 
Lockport  and  Rochester  Railway  Company  of  any  of  the  rights  of  way, 
consents,  franchises,  or  other  property  or  rights  herein  mentioned  for  any 
purpose  whatsoever  except  in  connection  with  the  proper  operation  of  its 
railroad;  and  this  consent  is  upon  the  express  condition  that  the  said  Buffalo, 
Lockport  and  Rochester  Railway  Company  shall  not  transmit  or  permit  to 
be  transmitted  over  its  transmission  line  constructed  along  said  rights  of 
way  and  in  pursuance  of  said  local  consents  electricity  for  any  purpose  what- 
soever, except  the  proper  operation  of  its  railroad  as  aforesaid,  without 
further  application  to  and  consent  by  this  Commission. 
[See  Case  No.  137,  November  17,  1908,  page  137.] 


[Case  No.  371]  State  of  New  Yobk, 

Public  Service  Commission,  Second  Distbict. 

At  a  session  of  the  Public  Service  Commission,  Second 
District,  held  at  the  Capitol,  Albany,  on  the  23rd 
day  of  July,  1908. 
Present : 

Frank  W.  Stevens,  Chairman, 
Thomas  M.  Osbobne, 
James  E.  Sague, 
John  B.  Olmsted, 

Commissioners. 

In  the  matter  of  the  Petition  of  the  Ithaca  Stbeet 
Railway  Company,  under  section  63  of  the  Public 
Service  Commissions  Law,  for  permission  to  con- 
struct and  exercise  franchises  for  additions  to  its 
railway  in  Ithaca. 

The  Ithaca  Street  Railway  Company  having  on  June  20,  1908,  filed  with 
this  Commission  its  petition,  under  section  53  of  the  Public  Service  Com- 
missions Law,  for  permission  to  construct,  maintain,  and  operate  additions 
to  its  railway  in  the  city  of  Ithaca,  and  for  approval  of  the  exercise  of 
franchises  therefor  granted  to  said  company  by  said  city,  the  routes  described 
in  said  franchises  l^ing  as  follows: 

First  franchise;  **  That  the  right  to  lay  a  single-track  street  surface  railway 
with  all  necessary  appurtenances  upon  South  Tioga  street  from  the  center  of 
East  State  street,  extending  in  a  southerly  direction  to  the  intersection  with 
EJast  Green  street ;  thence  along  East  Green  street  in  a  westerly  direction  to  the 
intersection  with  South  Cayuga  street ;  thence  along  South  Cayuga  street  In  a 
northerly  direction  to  the  intersection  with  State  street,  be  and  the  same  is 
hereby  granted  to  the  Ithaca  Street  Railway  Companv,  together  with  the  right 
to  erect  all  necessary  poles,  wires,  and  fixtures,  with  such  switches,  turnouts, 
and  specials  as  is  necessary  along  said  route  in  order  to  enter  its  car  bams, 
and  all  switches,  turnouts,  and  specials  as  may  be  necessary  to  malce  a  suitable 
connection   with  its  tracks  at  each  of  its   intersections." 

Second  franchise;  *'  That  the  right  to  lay  a  double-track  street  surface  railway 
with  all  necessary  appurtenances  upon  Tioga  street  from  the  center  of  State 
street  extending  In  a  northerly  direction  to  the  north  side  of  Falls  street,  and 
upon  Eddy  street  from  a  point  240  feet  north  of  the  center  line  of  State  street 
in  a  southerly  direction  to  State  street ;  thence  along  State  street  in  a  westerly 
direction  to  Westport  street ;  thence  northerly  along  Westport  street  to  Buffalo 
street :  thence  westerly  along  Buffalo  street  to  the  tracks  of  the  Lehigh  Valley 
Railroad  Company,  be  and  the  same  Is  hereby  granted  to  the  Ithaca  Stre«>t  Rail- 
way Company,  together  with  the  right  to  erect  nil  nocos^jary  polp«^,  wires,  fixtures, 
curves,  switches,  and  special  work." 

And  a  hearing  on  said  petition,  after  due  notice,  having?  been  held  by  this 
Commission  at  its  office  in  the  Capitol,  Albany,  on  July  7th,  Stuart  M.  Kohn 
appearinar  for  the  petitioner,  and  Tompkins,  Cobb  d  Cobb  appearing  for  the 
Lehigh  Valley  Railroad  Company;  now,  upon  the  aforesaid  petition  and 
hearing,  and  after  due  deliberation,  it  is 
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Ordered:  1.  That  under  section  53  of  the  Public  Service  Ommissions  Law 
this  ODmmission  hereby  permits  and  approves  the  construction,  maintenance, 
and  operation  by  the  Ithaca  Street  Railway  Company  of  additions  to  it^ 
railway  in  the  city  of  Ithaca,  the  routes  of  which  are  described  above,  and 
hereby  permits  and  approves  the  exercise  of  two  franchises  for  such  con- 
struction, maintenance,  and  operation  granted  to  said  company  by  the  city 
of  Ithaca  on  May  13,  190&,  and  accepted  by  said  company  on  June  3,  1908, 
copies  of  which  franchises  are  filed  with  this  Commission,  this  Commission 
hereby  determining  that  such  construction,  maintenance,  and  operation,  and 
the  exercise  of  said  franchises  are  necessary  and  convenient  for  the  public 
service. 

Ordered:  2.  That  this  order  shall  take  effect  upon  the  proper  filing  of 
the  necessary  consents  of  property  owners  and  compliance  by  said  company 
with  other  requirements  of  the  Railroad  Law. 


[Case  No.  365]  State  of  New  Yobk, 

Public  Service  Commission,  Second  Distbict. 

At  a  session  of  the  Public  Service  Commission,  Second 
District,   held  at  the  Capitol,  Albany,  on  the   30th 
day  of  July,  1908. 
Present: 

Fbank  W.  Stevens,  Chairman, 
Thomas  M.  Osbobne, 
James  E.  Saoue, 
John  B.  Olmsted, 

Commissioners. 

In  the  matter  of  the  Petition  of  the  Rome  and  Osceola 
Railboad  Company,  under  section  59  of  the  Rail- 
road Law  and  section  53  of  the  Public  Service  Com- 
missions Law. 

The  Rome  and  Osceola  Railroad  Company  having  on  June  11,  1908,  filed 
with  this  Commission  its  petition  under  section  59  of  the  Railroad  Law 
for  a  certificate  that  public  convenience  and  a  necessity  require  the  con- 
struction of  its  proposed  standard  gauge  railroad,  to  be  operated  by  locomotive 
steam  power,  electricity,  or  other  mechanical  power,  beginning  in  the  city 
of  Rome  and  running  twenty-five  miles  northerly  to  a  point  in  the  south- 
easterly corner  of  lot  86  township  13  in  the  town  of  Osceola,  Lewis  county; 
and  under  section  53  of  the  Public  Service  Commissions  Law  for  permission 
to  construct  its  said  proposed  railroad,  and  for  approval  of  the  exercise  of 
the  franchise  and  right  to  be  a  railroad  company;  and  a  public  hearing, 
after  due  notice,  on  said  petition  having  been  held  by  this  Commisssion  at 
its  office  in  the  Capitol,  Albany,  on  July  7,  1908,  John  D,  McMahon  appear- 
ing for  the  petitioner,  and  no  one  else  appearing;  and  proof  of  the  publication, 
as  required  by  section  59  of  the  Railroad  Law,  of  the  articles  of  association 
of  said  petitioner  having  been  filed;  and  it  appearing  that  public  convenience 
and  a  necessity  require  the  construction  of  the  petitioner's  railroad  as  pro- 
posed in  said  articles  of  association;  now,  upon  the  aforesaid  petition  and 
accompanying  papers  and  maps,  and  evidence  at  the  hearing,  and  after  due 
deliberation,  it  is 

Ordered:  1.  That  this  Commission  hereby  certifies,  under  section  59  of 
the  Railroad  Law,  that  the  conditions  of  said  section  have  been  complied 
with  by  the  Rome  and  Osceola  Railroad  Company,  and  that  public  con- 
venience and  a  nece*^sity  require  the  construction  of  the  railroad  of  said 
company  as  proposed  in  its  articles  of  association. 

Ordered:  2.  That  this  Commission  under  section  53  of  the  Public  Service 
Commissions  Law  hereby  permits  and  approves  the  construction  of  the  pro- 
piosed  railroad  of  the  Rome  and  Osceola  Railroad  Company,  and  hereby 
permits  and  approves  the  exercise  by  said  company  of  the  franchise  and 
right  to  be  a  railroad  company. 


1S2       Public  Service  Co:mmission,  Second  Disteict 

[Case  No.  428]  State  of  New  Yobk, 

Public  Service  (Commission,  Second  Dibtbict. 

At  a  session  of  the  Public  Service  Commission,  -Second 
District,    held    at   the   Capitol,    Albaii>',    on   the    6th 
day  of  August,  1908. 
Present : 

Feank  W.  Stevens,  Chairman, 
Thomas  M.  Osborne, 
5IABTIN  S.  Decker, 
James  E.  Saoue, 
John  B.  Olmsted, 

Commissioners. 

In  tlie  matter  of  the  Petition  of  Rochester  Railway 
Company  under  section  53  of  the  Public  Service 
Commissions  Law  for  permission  to  construct  and 
exercise  a  franchise  for  a  second  track  of  its  rail- 
road on  Joseph  avenue  between  Central  avenue  and 
Herman  street  in  the  city  of  Rochester. 

The  Rochester  Railway  Company  having  on  July  31,  1908,  filed  with  this 
Commiasion  its  petition  under  section  53  of  the  Public  Service  Commissions 
Law  for  permission  to  construct,  maintain,  and  operate  a  second  track 
of  its  street  surface  electric  railroad  on  Joseph  avenue  between  Central  avenue 
and  Herman  street  in  the  city  of  Rochester,  and  for  approval  of  the  exercise 
of  a  franchise  therefor  granted  to  said  company  by  said  city;  and  it  appearing 
that  said  company  has  now  constructed  and  in  operation  a  single-traok  street 
surface  electric  railroad  on  said  avenue  between  said  points;  now,  upon  the 
aforesaid  petition  and  accompanying  papers,  and  after  due  deliberation,  it  is 

Ordered:  That  under  section  53  of  the  Public  Service  Commissions  Law 
this  Commission  hereby  permits  and  approves  the  construction,  maintenance, 
and  operation  by  the  Rochester  Railway  Company  of  a  second  track  of  its 
street  surface  electric  railroad  on  Joseph  avenue  between  Central  avenue 
and  Herman  street  in  the  city  of  Rochester,  and  hereby  permits  and  approves 
the  exercise  of  a  franchise  for  such  construction,  maintenance,  and  operation 
granted  to  said  company  by  the  city  of  Rochester,  a  certified  copy  of  which 
franchise  is  filed  with  this  Commission,  this  Commission  hereby  dietermining 
that  such  construction,  maintenance,  and  operation,  and  the  exercise  of  said 
franchise  are  necessary  and  convenient  for  the  public  service. 


[Caae  Tffo.  428]  State  of  New  York, 

Public  Service  Commission,  Second  District. 

At  a  session  of  the  Public  Service  Commission,  Second 
District,   held  at  Ihe  CapiM)!,   Albany,   on   the  10th 
day  of  August,  1908. 
Present  : 

Frank  W.  Stevens,  Chairman, 
Maatin  S.  Decker, 
James  E.  Sague, 
John  B.  Olmsted, 

Commissioners. 

In  the  matter  of  the  Application  of  the  Western  New 
Yo^  and  Pennsylvania  Traction  Company  for  per- 
mission and  approval  U>  cosMtruet  an  extension  of 
its  railroad  and  to  exercise  franohiseB  and  privileges 
therefor  under  section  53  of  the  Public  Service  Com- 
juiasions  Law. 

(^  reading  and  filing  tfhe  application  of  Western  New  York  and  Pennsyl- 
vmia  Traction  Company  -for  the  permiwion  and  approval  of  .this  Commission 
to  the  exercise  of  the  franchises  and  privileges  of  sitid  petitioner  for  an  ex- 
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tenoion  of  its  rsifatHul^  porsuBiit  to  seetioir  A3  ot  tiw  PubBc  Serrice  Cob*- 
miasioiis  Law,  whack  pcisdcm  wu  iranfied  JkHjr  2,  1M6;  Mid  Ite  petstknwr 
hoYhig^  filed  with  this  Commnnon  tdie  mgretmemt  o£  cantotidatiaB  of  tte 
Olean  Stnet  Rnlwv^  Canpany  snd  Bradford  9traet  Baihray^  Cuiii|WMyi,  fon>' 
in^  the  petitioning  company.  Western  Nefw  York  and  Peaniylvaaia.  Traetiaa 
Company,  a  statenent  of  the  route  of  the  said  eateniioB  fllei  tmrswait  to 
section  99  of  the  Railroad  Law,  together  with  due  proefs  of  piH>IioatiMi  of 
notice  of  tins  hearing  in  the  Repnlitican  Press  aad  iCattaraaguv  Hepnhheaoir, 
mrarspaperB  published  in  the  Tillage  d  flelannnoa,  Catteracogos  oounfy,  New 
York,  and  in  the  Litde  Valley  Hub,  a  newspaper  pobliahad  im  the-  villiige  of 
LxtHa*  Valley,  New  Yorlc,  and  praai  of  pereeiud  serviee-  oi  notioe  of  thiv 
heariqg-  om  ths  highway  commiasieners  of  tha  towna  of  Balamaaca*  and:  Littta 
Valley;  and  said  matter  having  been  broog^it  on  for  a  hearing  on  the  7t^ 
day  of  August,  1908,.  at  the  city  of  BuflEalo,  New  Yonk,  at  the  time  aad  place 
stated  ift  said  notioes,.  the  petitioner  appearing- by  Joeeph  L.  Pttge  its  atteney, 
and  the  £rie  Railroad  Company  appearing  by  Hon,  Fred  Ax  RohHn9  ita  ooubf- 
sel,  ia  opposition  to  said  aipphcation ;  ai^  after  hearing  the  proofa  and  alle^ 
gations  of  the  parties,  and  it  appearing  that  public  connrenienee  and.  neeessity 
require  the  constructien  of  said  railroeB  from.  Salamaaea,  New  York»  \a  Little 
Valley,  New  York,  it  is 

Ordered:  That  under  asction  53  of  the  Public  Service  CammissioBa  Law 
said  Western,  New  York  and  Peunsylvania  Traction  Company  be  aad  is  hereby 
granted  the  permission  and  approval  of  the  PuUic  Service  Commiaaion,  Second 
District,  for  the  constructien.  of  its  extension  of  its  railroad  froaa.  the  village 
of  Salamanca  to  and  in  the  village  aC  Little  Valley,  and  to  the.  SKMnciae  of 
its  franchises  and  privileges  for  the  operation  of  its  railroad  fcoia  the  villa^ 
of  Salamanca,  Cattaraugus  county.  New  York,  to  and  into  the  village  of 
Little  Valley,  Cattarangus  county.  New  York,  as  prayed  for  rn  its  petition 
filed  herein,  said  f randiises  beii^  from  the  local  arrthorities  of  the  village  of 
Salamanca,  the  village  of  West  Salamanca,  the  towns  of  Salamanca  and 
Little  Valley,  and  the  village  of  Little  Valley,  all  in  Cattaraugus  county. 


[Case  No.  388]  State  of  New  York, 

Public  Sebvicb  Commission,  Second  District. 

At  a  session  of  the  Public  Service  Commission^  Seoond 
District^  held  at  the  Capitol,  Albany,  on  the   12th 
day  of  Auguat,  1908. 
Preeent: 

F^NK  W.  StEVBifS,  Chairman, 
Thomas  M.  Osbobne, 
Martin  S.  Decker, 
James  E.  Sague, 
John  B.  Olmsted, 

Commissioners. 

In  the  matter  of  the  Petition  of  the  Champlain  asd 
Sanford  Railroad  Company,  under  section  69  of  the 
Railroad  Law  and  section  53  of  the  PubHc  Service 
Commissions  Law. 

The  Champlain  and  Sanford  Railroad  Company  having  on  June  30,  1908, 
filed  with  this  Commission  its  petition,  under  section  69  of  the  Railroad 
Law  for  a  certificate  that  public  convenience  and  a  necessity  require  the 
constructien  oi  ita  pioposed  standard  gauge  steam  ndh-oad  from:  a  cemectien 
with  The  Delaware  and  Hudson  Company's  railroad  i^  Riverside,  Warren 
county,  northerly  to  Pottersville,  along  the  west  side  of.  Schnon  Lake  ta 
the  village  of  Schroon  Lake,  to  the  village  of  Schroon  Falls,  aiwi  from  Schroon 
Falls  northerly  and  westerly  to  Sanford  Hill  in  the  town  of  Newcomb,  Essex 
county;  and  under  section  53  of  the  Public  Service  Commissions  Law  for 
permission  to  construct  its  said  proposed  railroad  and  for  approval  of  the 
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exercise  of  the  franchiae  and  right  to  be  a  railroad  company;  and  a  public 
hearing  on  said  petition,  after  due  notice,  having  been  held  by  this  Commis- 
sion in  the  Capitol,  Albany,  on  July  14,  1908;  Richard  L.  Hand  appearing 
for  the  petitioner,  WUUam  P.  RMdd  appearing  for  The  New  York  Central  and 
Hudson  River  Railroad  Company,  Ellis  J.  Staley  appearing  for  the  Forest, 
Fish  and  Game  Commission,  O.  N,  Ostrander  appearing  for  Finch,  Pruyn  & 
Company;  and  proof  of  the  publication  as  required  by  section  59  of  the 
Railroad  Law  of  the  articles  of  association  of  eaid  petitioner  having  been 
filed;  and  proof  of  the  publication  of  a  certificate  of  change  of  route  of  the 
petitioner's  railroad  having  been  filed;  and  it  appearing  that  public  con- 
venience and  a  necessity  require  the  construction  of  the  petitioner's  railroad 
as  proposed  in  its  articles  of  association  and  said  certificate  of  change  of 
route;  now,  upon  the  aforesaid  petition  and  accompanying  papers  and  maps, 
and  evidence  at  the  hearing,  and  after  due  deliberation,  it  is 

Ordered:  1.  That  this  Commission  hereby  certifies,  under  section  59  of  the 
Railroad  Law,  that  the  conditions  of  said  section  have  been  complied  witli 
by  the  Champlain  and  Sanford  Railroad  Company,  and  that  public  con- 
venience and  a  necessity  require  the  construction  of  the  railroad  of  said  com- 
pany as  proposed  in  its  articles  of  association  and  in  said  certificate  of 
change  of  route. 

Ordered:  2.  That  this  Conmiission,  under  section  53  of  the  Public  Service 
Commissions  Law,  hereby  permits  and  approves  the  construction  of  the  pro- 
posed railroad  of  the  Champlain  and  Sanford  Railroad  Company  as  proposed 
m  its  articles  of  association  and  in  said  certificate  of  change  of  route,  and 
hereby  permits  and  approves  the  exercise  by  said  company  of  the  franchise 
and  right  to  be  a  railroad  company. 

Ordered:  3.  That  this  order,  certificate,  and  approval  is  made  and  granted 
upon  condition  that  the  railroad  of  said  Champlain  and  Sanford  lUilroad 
Company  shall  not  be  operated  by  locomotive  steam  power,  but  shall  be 
operated  by  electric  power,  which  condition  has  been  accepted  by  said  com- 
pany as  evidenced  by  a  resolution  adopted  by  its  board  of  directors  on  August 
13,  1908,  binding  said  company  to  operate  its  said  railroad  by  electric  power, 
which  resolution  is  on  file  with  this  Conunission. 


[Case  No.  300]  State  op  New  York, 

PuBUO  Sebvice  Commission,  Second  District. 

At  a  session  of  the  Public  Service  Commission,  Second 
District,  held  at  the  Capitol,  Albany,  on  the  Ist  day 
of  September,   1908. 
Present : 
Frank  W.  Stevens,  Chairman, 
Martin  S.  Decker, 
James  E.  Sague, 
John  B.  Olmsted, 

Commissioners. 

In  the  matter  of  the  Petition  of  the  Dexter  and 
Eastern  Raiuioad  Company,  under  section  59  of  the 
Railroad  Law  and  section  53  of  the  Public  Service 
Commissions  Law,  as  to  construction. 

After  due  deliberation,  it  is 

Ordered:  That  the  matter  of  this  complaint  be  closed  on  the  records  of 
this  Commission,  a  new  application  having  been  filed  in  the  name  of  the 
Dexter  and  Northern  Railroad  Company. 
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[Case  No.  435]  State  or  New  Yobk, 

PuBuo  Sebvicb  Commission,  Second  District. 

At  a  session  of  the  Public  Service  Commission,  Second 
District,  held  at  the  Capitol,  Albany,  on  the  24th 
day  of  September,  1908. 

Pre$ent: 
Fbank  W.  Stevens,  Chairman, 
Mabtin  S.  Decree, 
James  £.  Saoue, 
John  B.  Olmsted, 

Conunissioners. 

In  the  matter  of  the  Petition  of  The  New  Yobk  and 
NoBTH  Shore  Traction  Company  under  section  53 
of  the  Public  Service  Conunissions  Law  as  to  con- 
struction of  an  extension  of  its  railroad  from  Mineola 
to  Hicksville,  Nassau  county. 

Appearances: 

James  A,  MacElhinney  for  the  petitioner; 

Joseph  F.  Keany  for  the  Long  Island  Railroad  Company; 

Chester  C,  Painter  for  the  board  of  supervisors  of  Nassau  county  and  for 
the  town  board  of  Oyster  Bay; 

Edmund  0*Connor  for  the  board  of  highway  commissioners  of  North 
Hempstead ; 

James  K.  Hicks  for  the  board  of  highway  conunissioners  of  Oyster  Bay; 

U,  A,  Berger  for  the  board  of  trade  of  Westbury; 

Joseph  Smith,  president  of  the  village  of  Mineola; 

J.  H.  Hahn,  president  of  the  Village  Improvement  Association  of  Hicksville. 

The  New  York  and  North  Shore  Traction  Company  having  on  August  12, 
1908,  filed  with  this  Commission  its  petition  under  section  53  of  the  Public 
Service  Commissions  Law  for  permission  to  construct,  maintain,  and  operate 
an  extension  of  its  railroad  from  Mineola  to  Hicksville,  and  in  Mineola  and 
Hicksville,  Nassau  county,  and  for  approval  of  the  exercise  of  franchises 
therefor  granted  by  local  authorities;  and  a  hearing  on  said  petition,  after 
due  notice,  having  been  held  by  this  Commission  in  the  city  of  Albany  on 
September  24,  1908;  now,  upon  the  aforesaid  petition  and  evidence  at  the 
hearing,  and  after  due  deliberation,  it  is 

Ordered:  That  under  section  53  of  the  Public  Service  Commissions  Law 
this  Conunission  hereby  permits  and  approves  the  construction,  maintenance, 
and  operation  by  The  New  York  and  North  Shore  Traction  Company  of  an 
extension  of  its  railroad  from  Mineola  to  Hicksville,  and  in  Mineola  and 
Hicksville,  Nassau  county,  from  a  point  in  Mineola  where  Clinton  avenue 
and  the  right  of  way  of  the  Long  Island  Railroad  Company  intersect  east 
of  said  right  of  way,  thence  easterly  continuing  on  Clinton  avenue  (which, 
east  of  said  right  of  way,  is  a  private  highway)  to  and  across  the  Roslyn  road; 
thence  easterly  in  almost  a  straight  line  on  and  along  private  property  to  the 
Glen  Cove  road,  crossing  the  same;  thence  on  and  along  private  property  in  a 
southeasterly  direction  to  Westbury  avenue,  in  the  property  of  the  Mineola 
Park  Company;  thence  easterly  on  and  along  said  Westbury  avenue  (a  private 
highway)  to  Turtle  Hook  road,  otherwise  known  as  Carle  avenue,  crossing  the 
same;  thence  easterly  on  and  along  Maple  avonue  (here  a  private  road)  to 
Ellison  avenue  in  Westbury,  crossing  the  same;  thence  easterly  still  on  and 
along  Maple  avenue  in  Westbury  (here  a  town  road)  to  School  street;  thence 
easterly  still  on  and  along  Maple  avenue  {hefe  a  private  highway)  to  Union 
street;  thence  northeasterly  on  and  along  Union  street  (a  town  road)  to  a 
point  on  private  property  somewhat  south  of  the  westerly  end  of  Prospect 
street  in  New  Cassel;  thence  easterly  on  a  curve  through  private  property 
from  Union  street  to  said  Prospect  street;  thence  easterly  on  and  along  Pros- 
pect street  in  New  Cassel  (a  private  highway)  to  John  street  at  the  dividing 
line  between  the  towns  of  North  Hempstead  and  Oyster  Bay;  thence  easterly 
on  and  along  John  street  (a  town  road)  to  Broadway  in  the  village  of  Hicks- 
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ville;  thence  southerly  on  and  along  said  Broadway  (a  county  road)  to  the 
right  of  way  of  the  Long  Island  railroad  at  Hicksville;  and  hereby  permits 
and  approves  the  exercise  of  franchises  for  such  construction,  maintenance, 
and  operation  granted  to  said  compamy  by  authorities,  as  follows:  Franchise 
from  the  board  of  commissioners  of  highways  of  the  town  of  North  Hemp- 
stead, Nassau  county,  adopted  March  3,  1908;  franchise  from  the  board  of 
commissioners  of  highways  of  the  town  of  North  Hempstead,  Nassau  county, 
adopted  September  8,  li)08;  franchise  from  the  town  board  of  the  town  of 
North  Hempstead,  Nassau  county,  adopted  September  11,  1908;  modified 
franchise  from  the  board  of  commissioners  of  highways  of  the  town  of  North 
Hempstead,  Nassau  county,  dated  September  8,  1908;  franchise  from  the 
board  of  commissioners  of  highways  of  the  town  of  Oyster  Bay,  Nassau 
county,  adopted  March  5,  1908;  franchiae  from  the  town  board  of  the  town  of 
Oyster  Bay,  Nassau  county,  adopted  May  23,  1908;  modified  franchise  from 
the  board  of  commissioners  of  highways  of  the  town  of  .Oyster  Bay,  Nassau 
county,  deted  August  26,  1908;  franohifle  from  the  board  of  supervisort  of 
Nassau  county,  adopted  September  8,  1^08 ;  permit  from  the  State-  Engineer 
and  Surveyor  granted  September  4,  1908;  this  Commission  hereby  determinin«f 
that  such  construction,  maintenance,  and  operation,  and  the  exercise  of  said 
franchises  and  permit  are  necessary  and  convenient  for  the  public  service. 

Ordered:  2.  That  that  portion:  of  the  propoeed  route  in .  the  villiage  of 
Mineola,  mentioned  in  the  petition,  as  follows:  '' beginning;  at  th6  present: 
tracka  of  your  petitiooer  on  Willis  avenue  in  the  village  of  Mineolfi,  Nassau 
county.  New  York,  at  the  junction  of  said  Willis  avenue  and  Clinton.  ATennBr 
thence  easterly  on  and  along  Clinton  avenue  to  the  right  of  way  oi'the  liong- 
Island  railroad,"  is  not  now  paaeed  upon  by  the  Oonnnksion* 


[Case  No.  42&1  State  of  NBw  York, 

Public  Sebizice  Commission,  Second  District. 

At  a  session  of  tbe  Public  Service  Commiasion^  Second' 
District,  held  at  the  Capitol,  Albany,  on  .the-  9^  day- 
day  of  November,  1008. 
Present : 

FrahKt  W.  Stevens,  Chairman, 
Thomas  M.  Osborne, 
Martin  S.  Decker, 
John  B.  Olmsted, 

Commissioners.   . 

In  the  matter  of  the  Petition  of  the  Newton  Falls 
AND  NoBVHEBN  Rajelboad  Under  section  59  of  the 
Railroad  Law  and  section  53  of  the  PuUHc  Servioe 
Commisflions  Law. 

The  Newton  Fhlls  and  Northern  Railroad  having  on  Jiily  28,  1908,  filed' 
with  this  Commission  its  petition  under  flection  59  of  the  Railroad  Law  for^ 
a  certificate  that  public  convenience  and  necessity  require  the  construction 
of  its  standard  gauge  steam  railroad  from  Newton  B^Hs  to  New  Bridge,  in: 
St.  Lawrence  county,  a  distance  of  about  six  and  one-half  milies;  and  under 
section  68  of  the  Public  Service  Commissions  Law  for  approval  of  the  exer- 
cise of  the  franchise  and  right  to  be  a  railroad  company;  and  a  public  hear' 
ing  on-  said  petition^  after  due  notice^  having  been  held  by  this  Commission 
in  the  Capitol,  Albany^  on  November  9,  1908,  WiUiam  Oillen  appearing  for 
the  petitioner;  and  it  appearing  that  the  petitioner  has  agreed  to  purchase 
a  certain'  private*  standard  gauge  steam  railroad  owned  and  operated  by  the 
Robert  W.  Higbie  Company  as  a  lumber  railroad,  which  is  the  railroad  to 
^ich  this  petition  relates,  and  that  the  entire  course  of  said  railroad  is 
through  timber  lands  owned  by  the  Newton  Falls  Pkper  Company  and  the 
Robert  W.  Higbie  Company^  and  thht  no  highways  are  crossed  by  said  rail- 
road;  and  it  appearing  that   the  object  of  this  petition  is   that  this  con- 
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-struoted  railroad  may  be  operated  by  a  railroad  company;  and  it  appearing 
that  public  convenience  and  a  necessity  require  the  construction  of  the  peti- 
tioner's said  raHroad  as  proposed  in  its  articles  of  association;  now,  upon  the 
aforesaid  petition  and  accompanying  papers  and  maps,  and  evidence  at  the 
hearing,  and  after  due  deliberation,  it  is 

Ordered:  1.  That  this  Commission  hereby  certifies,  under  section  59  of 
the  Railroad  Law,  that  the  conditions  of  said  section  have  been  complied 
with  by  the  Newton  Falls  and  Northern  Railroad,  and  that  public  convenience 
and  a  necessity  require  the  construction  of  the  said  railroad  of  said  company 
as  proposed  in  its  articles  of  association. 

Ordered:  2.  That  this  Ckmimission,  under  section  53  of  the  Public  Service 
Commissions  Law,  hereby  permits  and  approves  the  exercise  by  said  company 
of  the  franchise  and  right  to  be  a  railroad  company. 


[Ca0e  No.  345]  State  of  New  Yobk, 

PuBiJo  Service  Commission,  Seoond  Dibthict. 

At  a  session  of  the  Public  Service  Commission,  Second 
District,  held  at  the  Capitol,  Albany,  on  the  16th 
day  of  November,  1908. 

FBAinc  W.  Stevens,  Chairman, 
Thomas  M.  Obbobnb, 
Mabtin  S.  :  Becoxb, 
Jambs  £.  Saoub, 
John  B.  Ouibtbd, 

.  CommisBiQiiers. 

Petition  of  The  Little  Rivbb  Rahsoad,  under  sec- 
tion 59  of  the  Railroad  Law  and  section  53  of  the 
Public  ^rvice  Commissions  Law. 
After  idue  deliberation,  it  is 

Ordered:     That   this   petition   be   dismissed,   in  compliance   with  request 
from  attorney  for  petitioner. 


I  Case  No.  137]  State  of  New  Yobk, 

Public  Sebvice  Commission,  Second  Distbict. 

At  a  session  of*  the  Public  Service  Commission,  Second 
District,   held   at   the   Capitol,   Albany,   on  the    17th 
day  of  November,  1908. 
Present: 
Fbank  W.  Stevens,  Chairman, 
Mabtin  S.  Deckeb, 
James  E.  Sague, 
John  B.  Olmsted, 

Commissioners. 

In  the  matter  of  the  Petition  of  the  Buffalo,  Lock- 

poet  and  Rochesteb  Rah.way  Company,  consented 

to    by    the    Niagara    Falls    Electrical    Transmission 

Company,  under  sections  53  and  70  of  the. Public 

Service  Commissions  Law. 

Whereas,  In  the  application  of  the  Buffalo,  Loekport  and  Rochester  Railway 
'Company  for  leave  to  take  an  assi^ment  of  the  franchise  .granted  to  the 
Niagara  Falls  Electrical  Transmission  Company  and  to  exercise  the  said 
franchise,  this '  Commission  did,  on  the  23rd  day  of  July,  1908,  authorize 
the  assignment  by  the  said  Niagara  Falls  'Electrical  Transmission  Company 
to  the  said  Buffalo,  Loekport  and  Rochester  Railway  Company  of  a  certain 
franchise  theretofore  granted  to  said  Niagara  Falls  Electrical  Transmission 
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Company  by  the  village  of  Middleport  on  the  6th  day  of  August,  1907,  and 
authorized  the  said  Buffalo,  Lockport  and  Rochester  Railway  Company  to 
exercise  the  said  franchise,  the  following  being  the  language  of  the  order  to 
that  effect:  "(2)  That  the  said  Niagara  Falls  Electrical  Transmission  Com- 
pany may  assign  and  transfer  to  the  said  Buffalo,  Lockport  and  Rochester 
Railway  Company  the  municipal  consents  or  franchises  set  forth  and  de- 
scribed in  said  petition,  and  that  the  said  Buffalo,  Lockport  and  Rochester 
Railway  Ck)mpany  may  take,  hold,  and  exercise  all  the  rights  conferred  or 
created  by  said  consents";  and 

WhereaSy  Prior  to  said  23rd  day  of  July,  1908,  the  route  for  the  construc- 
tion of  a  transmission  line  through  the  village  of  Middleport  described  in  the 
franchise  granted  by  the  said  village  of  Middleport  had  been  disapproved 
by  this  Commission  as  an  improper  route,  and  negotiations  had  been  had 
looking  to  a  selection  of  another  route  through  said  village;   and 

Whereas,  This  Commission  did  inadvertently  approve  the  said  franchise 
granted  by  the  village  of  Middleport;   and 

WhereaSf  The  Commission  is  now  of  the  opinion,  as  it  has  been  at  all  times, 
that  the  route  described  in  the  franchise  heretofore  granted  by  the  village  of 
Middleport  is  an  improper  route  for  the  construction  of  a  high-tension  elec- 
trical transmission  line  through  the  said  village;  and 

Wher€€L8,  The  said  Buffalo,  Lockport  and  Rochester  Railway  Company  has 
not  constructed  any  electrical  transmission  line  along  and  upon  the  route  de- 
scribed in  the  said  franchise  granted  by  the  said  village  of  Middleport,  and 
has  not  in  any  manner  exercised  the  said  franchise;  now,  therefore, 

Ordered:  That  so  far  as  it  is  permitted  by  law  to  do,  this  Commission 
rescinds  and  annuls  its  action  approving  of  the  said  franchise  granted  by 
the  village  of  Middleport  as  aforesaid  on  the  6th  day  of  August,  1907,  and 
refuses  its  assent  to  the  exercise  of  such  franchise  for  the  construction  of  an 
electrical  transmission  line  thereon;  and  it  is  further 

Ordered:  That  this  Commission  declines  to  direct  the  manner  of  con- 
struction of  any  electrical  transmission  line  over  or  along  the  route  descrioed 
in  said  franchise,  or  in  any  manner  to  assent  to  the  construction  of  such 
electrical  transmission  line. 

[See  Case  No.  137,  July  23,  1908,  page  129.] 


[Case  No.  623]  State  of  New  York, 

Public  Service  Commission,  Second  District. 

At  a  session  of  the  Public  Service  Commission,  Second 
District,  held  at  the  Capitol,  Albany,  on  the  17th  day 
of  November,  1908. 

Present: 
Frank  W.  Stevens,  Chairman, 
Thomas  M.  Osborne, 
Martin  S.  Decker, 
James  E.  Sague, 
John  B.  Olmsted, 

Commissioners. 

In  the  matter  of  the  Petition  of  The  New  York 
Central  and  Hudson  River  Railroad  Company, 
under  section  53  of  the  Public  Service  Commissions 
Law  and  section  60  of  the  Railroad  Law. 

The  New  York  Central  and  Hudson  River  Railroad  Company  having  on 
October  21,  1908,  filed  with  this  Commission  its  petition,  under  section  63 
of  the  Public  Service  Commissions  Law  for  permission  to  construct  and 
operate  a  single-track  branch  or  siding  of  its  railroad  from  a  point  easterly 
of  and  near  the  Cambria  station  on  what  is  known  as  the  Falls  line  of  said 
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railroad,  in  the  town  of  Cambria,  Niagara  county,  in  a  northerly  and  west- 
erly direction  for  about  three  and  one-half  miles,  to  and  into  the  limestone 
quarries  of  the  Lackawanna  Iron  and  Steel  Company  in  the  town  of  Lewis* 
ton,  Niagara  county,  said  branch  or  siding  to  be  located  in  said  two  towns 
alone ;  and  to  construct  and  operate  in  the  said  town  of  Cambria  an  additional 
single-track  siding  about  six  hundred  feet  long  from  a  connection  with  said 
longer  branch  or  siding  at  or  near  the  intersection  of  said  lonoer  branch  or 
siding  with  the  town-Tine  road  highway;  and  for  approval  of  the  exercise 
of  its  rights  for  such  construction  and  operation  under  the  Railroad  Law, 
and  under  orders  of  the  Supreme  Court  as  to  crossing  highways,  said  sid- 
ings to  be  used  only  for  freight  purposes;  said  petition  also  asking  for  an 
order  determining,  under  section  60  of  the  Railroad  Law,  the  manner  in 
which  said  sidings  shall  cross  highways;  and  public  hearings  on  said  petition, 
after  due  notice,  having  been  held  by  this  Conunission  in  the  city  of  Buffalo 
on  October  30  and  November  4,  1908,  Hoyt  d  Spratt  appearing  for  the  peti- 
tioner, and  Louis  L.  Baboock  appearing  for  the  Lackawanna  Iron  and  Steel 
Company,  in  favor  of  the  petition;  now,  upon  the  aforesaid  petition  and 
accompanying  papers  and  evidence  at  the  hearings,  and  after  due  delibera- 
tion, and  this  Commission  determining  that  such  construction  and  exerciso 
of  rights  will  be  convenient  for  the  public  service,  it  is 

Ordered:  1.  That  this  Commission  hereby  permits  The  New  York  Central 
and  Hudson  River  Railroad  Company  to  construct  and  operate  a  single-track 
branch  or  siding  of  its  railroad  from  a  point  easterly  of  and  near  the  Cambria 
station  on  what  is  known  as  the  Falls  line  of  said  railroad,  in  the  town  of 
Cambria,  Niagara  county,  in  a  northerly  and  westerly  direction  for  about 
three  and  one-half  miles  to  and  into  the  limestone  quarries  of  the  Lacka- 
wanna Iron  and  Steel  Company  in  the  town  of  Lewiston,  Niagara  county, 
said  branch  or  siding  to  be  located  in  said  two  towns  alone;  and  to  con- 
struct and  operate  in  said  town  of  Cambria  an  additional  single-track  siding 
about  six  hundred  feet  long,  from  a  connection  with  said  longer  branch  or 
siding  at  or  near  the  intersection  of  said  longer  branch  or  siding  with  the 
town-line  road  highway;  and  hereby  permits  the  exercise  of  the  rights  of 
said  company  for  such  construction  and  operation  under  the  Railroad  Law, 
and  under  orders  of  the  Supreme  Court  as  to  crossing  the  highways  herein- 
after named,  made  by  Mr.  Justice  Pound  in  the  city  of  Buffalo  on  October  6, 
1908. 

Ordered:  2.  That  said  longer  branch  or  siding  and  said  shorter  siding 
shall  be  used  for  freight  purposes  only. 

Ordered:  3.  That  this  Commission  hereby  determines,  under  section  60 
of  the  Railroad  Law,  that  it  is  impracticable  for  said  longer  branch  or  sid- 
ing to  cross  otherwise  than  at  gra^e  the  highways  hereinafter  named,  and 
therefore  hereby  determines  that  said  longer  branch  or  siding  shall  cross 
at  grade  the  following  named  highways  in  said  towns  of  Cambria  and  Lewis- 
ton,  to  wit: 

NIAOABA   COUNTY. 

Totrn  of  Cambria, —  First  crossing:  Over  the  "New  Road,"  so  called,  at  a 
point  about  three  hundred  and  fifty  (350)  feet  east  of  Cambria  station; 
Second  crossing:  "  Campbell's  Highway,"  at  a  point  about  two  rods  east  of 
the  northeast  comer  of  lands  of  W.  A.  Rietz;  Third  crossing:  "Evergreen 
Road,"  at  a  point  about  seven  hundred  and  fifty  (750)  feet  south  of  its 
intersection  with  the  "Mountain  Highway";  Fourth  crossing:  "Mountain 
Highwaj^,"  at  a  point  about  five  hundred  and  seventy- five  (576)  feet  west 
of  its  intersection  with  the  "Evergreen  Road";  Fifth  crossing:  "Town 
line  Highway,"  at  a  point  about  fifty  (50)  feet  south  of  its  intersection  with 
the  "  Lower  Mountain  Highway  ". 

Totcn  of  Leiciston. —  First  crossing:  "Town-line  Highway,"  at  a  point 
about  fifty  (60)  feet  south  of  its  intersection  with  the  "  Lower  Mountain 
Highway";  Second  crossing:  "Lower  Mountain  Road,"  at  a  point  about 
one  hundred  (100)  feet  northwesterly  from  its  intersection  with  the  "Town- 
line  Highway". 
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Ordered:  4.  That  this  Commission  hereby  determines,  under  section  60 
4if  the  Railroad  Law,  that  it  is  impracticable  for  said  shorter  siding  to  cross 
othcrwiae  than  at  .grade  the  town>line  highway,  and  therefore  hereby  de- 
termines that  ASkid  crossing  shall  be  made  at  grade. 


[Case  No.  76]  State  of  New  York, 

Public  Service  Commission,  Second  District. 

At  a  session  of  the  Public  Service  Commission,  Second 
District,  held  at  tlie  Capitol,  Albany,  on  the  9th  day 
of  December,  1908. 
Pnaent: 

Frank  W.  Stevens,  Chairman, 
Thomas  M.  Osborne, 
Martin  S.  Decker, 
James  £.  Saoue, 
JoBjR  B.  Olmsted, 

CoHimisaionerB. 

In  the  matter  of  the  Petition  of  the  ScHENEOTAinr 
Railway  Company,  under  section  53  of  the  Public 
Service  Commissions  Law,  for  permission  to  construct 
an  extension  of  its  railroad  in  tbe  village  of  Scotia, 
Schenectady  county. 

The  Schenecrtedy  Bailway  Company  having  filed  with  this  Commission  a 
fVtttion,  ^nder  <eotion  ^  of  the  Public  Service  Commissions  Law,  for  per- 
iBfMten  to  oonstruot,  maintain,  and  operate  a  single-track  extension  of  its 
whv.et  railroad  in  the  village  of  Scotia,  Schenectady  county,  upon  a  route 
'beginning  at  a  point  on  Ballston  -avenue  at  or  near  the  junction  with  Wallace 
sveoue,  ^vhere  its  track  is  now  )aid,  and  extending  along  said  Wallaeer  avenue 
i»  Douglass  street;  thence  along  Douglass  street  to  Yley  road;  thence  along 
Vley  Toad  to  the  Boston  «nd  Maine  Railroad  derpot;  and  it  appearing  that 
vaid  «o  called  Wallace  spwrnte  and  Douglass  street  ere  private  property; 
and  it  appearing  that  «Bid  compaiTy  has  received  from  said  village  a  consent 
authorizing  it  to  construct  its  said  railroad  upon  the  street  known  as  Yl^ 
road  from  Douglass  street  to  the  Boston  and  Maine  Railroad  depot,  and  has 
jtmewed  the  coDsents  of  the  owners  of  more  than  one-half  in  assessed  value 
of  the  property  bounded  on  said  Vley  read  between  Douglass  street  and 
the  Boston  and  Maine  Railroad  depot,  to  the  construction  of  a  single-track 
street  railroad  upon  said  portion  of  said  street;  and  has  received  the  con- 
sents of  the  owners  of  the  property  known  as  Wallace  avenue  and  Douglass 
street  to  the  construction  of  its  railroad  on  said  property;  and  a  hearing 
having  been  held  by  this  Commission  on  March  3,  1908,  on  a  complaint  from 
the  president  of  said  village  against  said  company,  the  object  of  said  com- 
plaint being  to  compel  said  company  to  construct  the  extension  of  its  rail- 
road covered  by  this  petition;  now,  upon  the  aforesaid  petition  and  accom- 
.panying  papers  rand  the  statements  tit  said  hearing,  and  after  due  delifoera- 
tiMi,  Jtnd  tUs  Conmussion  determining  that  such  construction  is  necessary 
mnd  mvill  be  osovenient  for  the  public  service,  it  is 

Ordered:  That  said  petition  be  and  it  is  hereby  granted,  and  this  Coro- 
-mission  iiereby  permits  and  approves  the  construction,  operation,  and  nmin- 
tenance  by  the  Schenectady  Railway  Company  of  a  single-track  extension 
t^  its  street  railroad  in  the  Tillage  of  Scotia,  Schenectady  county,  npon  the 
foTlowing  route:  Beginning  at  a  point  on  Ballston  avenue  at  or  near  the 
jtmction  with  Wallace  avenue,  where  its  -track  is  now  laid,  and  extending 
along  said  Wallace  a,venue  to  Douglass  street;  thence  ahyng  Douglass  street 
-to  Tley  road ;  t^nce  along  Vley  road  to  the  Boston  and  Maine  Hailroad  depot. 

[See  Case  Xo.  76,  December  18,  1908,  page  470.] 
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[Case  No.  196]  State  of  New  York, 

Public  Sebvice  Commission,  Second  Distbict. 

At  a  session  of  the  Public  Service  Commission,  Second 
District,  held  at  the  Capitol,  Albany,  on  the  29th  day 
of  January,  1908. 

Present: 

Fbank  W.  Stevens,  Chairman, 
Chables  H.  Keep, 
Thomas  M.  Osbobne, 
James  £.  Saoue, 

Commissioners. 

In  the  matter  of  the  Petition  under  section  54  of  the 
Public  Service  Commissions  Law  of  The  New  Yobk 
Centbal  and  Hudson  Riveb  Railroad  Company  and 
the  New  Yobk  and  Ottawa  Railway  Company  for 
approval  of  proposed  lease  of  the  New  York  and 
Ottawa  railroad  to  The  New  York  Central  and  Hud- 
son River  Railroad  Company. 

The  above  mentioned  petition  having  been  received  and  filed,  now,  after  due 
deliberation,  it  is 

Ordered:  That  the  proposed  lease  of  the  New  York  and  Ottawa  railroad 
to  The  New  York  Central  and  Hudson  River  Railroad  Company  for  the  term 
of  one  year,  commencing  February  1,  1908,  said  lease  being  fully  set  forth 
in  the  petition  of  the  said  The  New  York  Central  and  Hudson  River  Rail- 
road Company  and  of  the  New  York  and  Ottawa  Railway  Company,  verified 
the  28th  day  of  January,  1908,  asking  the  approval  thereof  by  this  Com- 
mission, be  and  the  same  is  hereby  approved. 


(Case  No.  284]  State  of  New  Yobk, 

Pubuc  Sebvice  Commission,  Second  Distbict. 

At  a  session  of  the  Public  Service  Commission,  Second 
District,  held  at  the  Capitol,  Albany,  on  the  1st  day 
of  April,  1908. 

Freaent: 

Fbank  W.  Stevens,  Chairman, 
Mabtin  S.  Deckeb, 
James  E.  Saoue, 

Commissioners. 

Jn  the  matter  of  the  Petition  of  The  Delaware  and 
Hudson  Company,  under  section  54  of  the  Public 
Service  Commissions  Law,  for  authority  to  acmiire 
one  share  of  the  common  capital  stock  of  the  New 
York  and  Canada  Railroad  Company. 

The  Delaware  and  Hudson  Company  on  March  28,  1908,  filed  with  this 
Commission  a  petition,  under  section  54  of  the  Public  Service  Commissions 
Law,  for  authority  to  acquire  one  share  of  the  common  capital  stock  of  the 
New  York  and  Canada  Railroad  Company,  of  the  par  value  of  $100.  It 
appears  from  the  petition  that  the  New  York  and  Canada  Railroad  Company 
lias   outstanding   $5,000,000    of    preferred    capital    stock    and    $4,000,000    of 
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common  capital  stx^k;  that  all  of  this  pref<?rred  and  common  capital  stock 
is  owned  by  Tlie  Delaware  and  Hudson  Company,  except  one  share  of  the 
common  capital  stock  of  the  par  value  of  $100;  that  recently  this  one  share 
was  acquired  in  his  own  name  by  an  officer  of  this  petitioner,  who  paid  there- 
for $1500;  that  said  officer  is  willing  to  sell  said  share  of  stock  to  this  |>eti- 
tionor  for  $1500.  L'pon  the  aforesaid  petition,  and  after  due  deliberation, 
it  is 

Ordered:  That  under  section  54  of  the  Public  Service  Commissions  Law^ 
Tlie  Delaware  and  Hudson  Comjmny  is  hereby  authorized  by  this  Commission 
to  acquire,  at  a  price  not  to  exceed  $1500,  the  one  share  of  common  capital 
stock  of  the  New  York  and  Canada  Railroad  Company  not  now  owned  by  The 
Delaware  and  Hudfion  Company. 


[Case  No.  302]  State  of  New  Yobk, 

Public  Service  Commission,  Second  District. 

At  a  session  of  the  Public  Service  Commission,  Second 
District,  held  at  the  Capitol,  Albany,  on  the  9th  day 
of  April,  1908. 
Present: 

Frank  W.  Stevens,  Chairman, 
Thomas  M.  Osborne, 
James  £.  Sague, 

Commissioners. 

In  the  matter  of  the  Joint  Petiticm,  under  section  54  of 
the  Public  Service  Commissions  Law,  of  the  Dolge- 
vnxE  AND  Salisbury  Railway  Company  and  the 
Little  Falls  and  Dolgeville  Railroad  Company, 
for  approval  of  a  proposed  agreement  for  the  opera- 
tion of  the  Dolgeville  and  Salisbury  railway  by  the 
Little  Falls  and  Dolgeville  Railroad  Company. 

The  Little  Falls  and  Dolgeville  Railroad  Company  and  the  Dolgeville  and 
Salisbuiy  Railway  Company  on  April  7,  1908,  filed  with  this  Commission 
their  joint  petition,  under  section  54  of  the  Public  Service  Commissions  Law,, 
asking  the  Commission  to  approve,  so  far  as  operation  of  the  Dolgeville  and 
Salisbury  railway  is  concerned,  a  contract  dated  January  16,  1908,  between 
said  eomi>anies  and  The  Salisbury  Steel  and  Iron  Company.  A  hearing  on 
this  petition  was  held  by  this  Commission  at  the  office  of  the  Commission 
in  the  Capitol,  Albany,  on  April  7th.  Albert  M,  Mills  appeared  for  the- 
petitioner. 

It  appearA  from  the  petition  that  the  Dolgeville  and  Salisbury  railway 
(to  be  operated  by  steam)  has  just  been  completed,  but  has  not  yet  been 
put  in  operation;  that  the  line  of  said  railway  extends  from  a  connection 
with  the  Little  Falls  and  Dolgeville  railroad  in  the  village  of  DDlgeville, 
northerly  about  five  miles,  to  a  point  near  the  line  of  The  -Salisbury  Steel 
and  Iron  Company,  in  the  town  of  Salisbury,  all  in  the  coFonty  of  Herkimer; 
that  it  is  proposed  that  the  new  railway  shall  be  operated  as  an  integral 
part  of  the  Little  Falls  and  Dolgeville  railroad.  Upoa  the  aloresaid  petition, 
and  after  due  deliberation,  it  is 

Ordered:  That  this  Commission,  under  section  54  of  the  Public  Service- 
Commissions  Law,  hereby  approves  an  agreement  dated  January  16,  1908, 
between  the  Little  Falls  and  Dolgeville  Railroad  Company,  the  Dolgeville 
and  Salisbury  Railway  Company,  and  The  Salisbury  Steel  and  Iron  Oompany,^ 
BO  far  aa  said  agrennent  provides  for  the  operation  of  the  Dolgeville  and:. 
Salisimry  railway  by  the-  Little  Falls  and  DolgeviUe  Railroad  C(Hnpan7^ 
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[Case  No.  303]  State  op  New  Yobk, 

Public  Service  Commission,  Second  District. 
At  a  session  of  the  Public  Service  Commission,  Second 
District,  held  at  the  Capitol,  Albany,  on  the  9th  day 
of  April,   1908. 
Present : 
Frank  W.  Stevens,  Chairman, 
Thomas  M.  Osborne, 
James  E.  Sague, 

Commissioners. 

In  the  matter  of  the  Joint  Petition,  under  section  54  of 
the  Public  Service  Commissions  Law,  of  the  Roches- 
ter and  SlTBUBBAN  RAILWAY  COMPANY  and  ROCHIISTEB 

Railway  Company,  for  approval  of  a  proposed  lease 
for  a  term  of  one  year  from  April  16,  1908,  by  the 
Rochester  Railway  Company,  of  that  portion  of  the 
railway  of  the  Rochester  and  Suburban  Railway  Com- 
pany extending  from  Rochester  to  Summerville. 

The  above  mentioned  petition  having  been  received  and  filed,  now,  after  due 
deliberation,  it  is 

Ordered:  That  the  proposed  lease  for  the  term  of  one  year  from  April 
16,  1908,  by  tlie  Rochester  Railway  Company,  of  that  portion  of  the  railway 
of  the  Rochester  and  Suburban  Railway  Ck>mpany  extending  from  Rochester 
to  Summerville,  the  terms  of  said  proposed  lease  being  fully  set  forth  in  the 
joint  petition  under  section  64  of  the  Public  Service  Commissions  Law  of 
said  companies  in  this  matter  and  papers  attached  to  said  petition,  is  hereby 
approved. 

[Case  No.  408]  State  of  New  York, 

Public  Service  Commission,  Second  District. 

At  a  session  of  the  Public  Service  Commission,  Second 
District,  held  at  the  Capitol,  Albany,  on  the  16th  day 
of  July,  1908. 
Present : 

Frank  W.  Stevens.  Chairman, 

Thomas  M.  Osborne, 

James  E.  Sague, 

Commissioners. 
In    the    matter   of    the    Petition    of    The    New    York 

Central   and   Hudson  River    Railroad    Company, 
under  section  64  of  the  Public  Service  Commissions 

Law,  for  authority  to  purchase,  acquire,  and  hold 

such  shares  of  the  capital  stock  of  tne  Little  Falls 

and  Delgeville  Railroad  Company  as  the  petitioner 
does  net  new  own. 

The  New  York  Central  and  Hudson  River  Railroad  Company  on  July  16,, 
1908,  filed'  with  this  Commission  a  petition^  under  section  64  of  the  Public 
Service  Commissions  Law,  for  authority  to  purchase  and  hold  69.64  shares  of 
the  capital  stock  of  the  Little  Falls  and  Dolgeville  RailVoad  Company.  It 
appears  that  the  total  capital  stock  of  the  Little  Falls-  and  Dolgeville  Rail^ 
road  Company  is  $260,000,  divided  into  2600  shares;  that,  this-  stoek  is  aQ 
outstanding;  that  this  petitioner  now  owns  2430.46  of  said  shares,  and  desire.'i 
authority  S>  purchase  the  remaining  shares  from  time  to  time,  as  they  may 
be  offered!     Upon  the  aforesaid  petition,  and  after  due  deliberation,  it  is 

Ordered:  That  consent  be  and  the  same  hereby  is  given,  pursuant  to  sec- 
tion 64  of  the  Public  Serviee  Commissionfl  Lftw,  that  The  New  Yoric  G^itimL 
and  Hudson  River  Railroad  Company  may  from:  time  to  time,  as  opportunity 
affords,  purchase,  acquire,  and  hold  69.54  shares  of  the^  capital  stock  of  the 
Little  Falls  and  Dolgeville  Railroad  Company,  at  a  price  not  exceeding  $100 
per  share,  and  that  an  order  issue  accordingly. 
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[Case  No.  362]  State  of  New  York, 

Public  Service  Commission,  Second  District. 

At  a  session  of  the  Public  Service  Commission,  Second 
District,  held  at  the  Capitol,  Albany,  on  the  21st  day 
of  July,  1908. 
Present : 
Frank  W.  Stevens,  Chairman, 
Thomas  M.  Osborne, 
Martin  S.  Decker, 
James  £.  Sague, 
John  B.  Olmsted, 

Commissioners. 

In  the  matter  of  the  Petition  of  The  New  York 
Central  and  Hudson  River  Railroad  Company, 
under  section  54  of  the  Public  Service  Commissions 
Law  for  authority  to  purchase  and  hold  certain  shares 
of  the  capital  stock  of  street  railroad  companies. 

The  New  York  Central  and  Hudson  River  Railroad  Company  having  on 
June  3,  1908,  filed  with  this  Commia^ion  its  petition  under  section  54  of 
the  Public  Service  Commissions  Law  for  authority  to  acquire  and  hold  cer- 
tain shares  of  the  capital  stock  of  certain  street  railroad  companies  herein- 
after named;  and  a  hearing  having  been  held  on  aaid  petition  by  this 
Commission  at  its  office  in  the  Capitol,  Albany,  on  June  3,  1908,  Walter  N, 
Keman  appearing  for  the  petitioner;  aiid  it  appearing  from  thej>etition  and 
accompanying  papers  and  from  evidence  at  the  hearing  that  The  Mohawk 
Valley  Company,  a  corporation  organized  and  existing  under  the  laws  of  this 
State,  is  the  owner  of  a  majority  of  the  capital  stock  of  the  street  surface 
railroad  companies  hereinafter  named,  except  the  Schenectady  Railway  Com- 
pany, of  the  capital  atock  of  which  it  owns  one-half;  and  that  this  petitioner 
by  reason  of  its  ownership  of  a  majority  of  the  capital  stock  of  The  Mohawk 
Valley  Company  is  in  fact  in  control  of  the  railroads  of  all  the  railroad 
companies  hereinafter  named,  except  the  Schenectady  Railway,  of  which,  as 
stated.  The  Mohawk  Valley  Company  owns  one-half  the  capital  stock;  and 
it  further  appearing  that  through  the  acquirement,  in  the  manner  hereinafter 
authorized,  by  this  petitioner  of  control  by  direct  ownership  of  stock  of  the 
railroads  of  the  companies  hereinafter  named,  funds  to  meet  demands  of  the 
public  for  extensions,  improvements,  and  new  equipment  of  the  railroads 
of  the  companies  in  question  may  more  readilv  be  provided  than  under  the 
present  eolations;  now,  upon  the  aforesaid  petition  and  accompanying  papers 
and  the  evidence  taken  at  the  hearii^,  and  after  due  deliberation,  it  is 

Ordered:  1.  That  under  section  54  of  the  Public  Service  Commissions  Law 
The  New  York  Central  and  Hudson  River  Railroad  Company  be  and  it  is 
hereby  authorized  to  acquire  from  The  Mohawk  Valley  Company,  by  receiving 
them  upon  a  reduction  of  the  capital  stock  of  the  said  The  Mohawk  Valley 
Company  in  lieu  of  capital  stock  of  said  The  Mohawk  Valley  Company  owned 
by  it  which  will  be  retired  upon  such  reduction,  and  hold,  the  followii^  street 
railroad  stocks:  Utica  and  Mohawk  Valley  Railway  Company,  preferred, 
16,000  shares;  Utica  and  Mohawk  Valley  Railway  Company,  common,  30,000 
shares;  Oneida  Railway  Company,  11,536 V^  shares;  Syracuse  Rapid  Transit 
Railway  Company,  preferred,  2023  8/10  shares;  Syracuse  Rapid  Transit  Rail- 
way Company,  common,  11,8812/10  shares;  Rochester  and  Eastern  Rapid 
Railway  Company,  9000  shares;  Schenectady  Railway  Company,  12,300 
shares;  The  Rochester  Electric  Railway  Company,  1043%  shares;  Rochester 
and  Suburban  Railway  Company,  2404%  shares;  The  Ilochester  and  Sodus 
Bay  Railway  Company,  6600  shares;  Ontario  Light  and  Traction  Company, 
600  shares;  Rochester  Railway  Company,  5%  shares;  that  upon  the  acquire- 
ment by  The  New  York  Central  and  Hudson  River  Railroad  Company  of  said 
shares  of  the  capital  stock  of  said  companies,  it  shall  make  a  verified  report 
to  this  Commission,  setting  forth  in  detail  the  manner  of  the  acquirement 
of  said  shares  of  said  capital  stock,  in  accordance  with  the  requirements  of 
this  order. 
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Ordered:  2.  That  uinkr  section  54  of  the  Public  Service  Commiasions  Law 
The  Nerw  York  Central  and  Hudson  River  Railroad  Company  be  and  it  is 
hereby  authorized  to  acquire,  take,  and  hold  82,741%  shares  of  the 
capital  stock  of  the  Roch^ter  and  Eastern  Rapid  Railway  Company,  upon 
the  following  terms  and  conditions:  When  tlra  capital  stock  of  the  said 
Rochester  and  Eastern  Rapid  Railway  Company  sluill  have  been  lawfully 
increased  from  its  present  amount  of  $1,500,000  to  the  maximum  amount 
of  $15,290,200,  thus  making  an  increase  in  the  authorized  amount  of 
$13,790,200,  the  said  The  ^w  York  Central  and  Hudson  River  Railroad 
Company  may  and  it  is  hereby  authorized  to  sell  and  deliver  to  the  said 
Rochester  and  Eastern  Rapid  Railway  Company  the  following  stocks  to  be 
acquired  by  it  from  The  Mohawk  Valley  Company,  pursuant  to  an  authori- 
zation granted  by  this  Commission  concurrently  herewith:  Syracuse  Rapid 
Transit  Railway  Company,  preferred,  2023  8/10  shares;  Syracuse  Rapid 
Transit  Railway  Company,  common,  11,881  2/10  ehares;  Utica  and  Mohawk 
Valley  Railway  Company,  preferred,  15,000  shares;  Utica  and  Mohawk  Valley 
Railway  Company,  common,  30,000  shares;  Oneida  Railway  Company, 
11,536  2/10  shares;  Schenectady  Railway  Company,  12,300  shares;  and  the 
said  Rochester  and  Eastern  Rapid  Railway  Company,  upon  the  transfer  to 
it  of  the  aforesaid  stocks,  is  herelnr  authorized  to  issue  and  deliver  to  the 
said  The  New  York  Central  and  Hudson  River  Railroad  Company,  and  the 
said  The  New  York  Central  and  Hudson  River  Railroad  Company  is  hereby 
authorized  to  acquire,  take,  and  hold,  lor  and  in  consideration  of  the  stocks 
so  transferred  by  it  to  the  Rochester  and  Eastern  Rapid  Railway  Company, 
the  aforesaid  82,741%  shares  of  the  capital  stock  of  the  said  Rochester  and 
Eastern  Rapid  Railway  Company;  that  upon  the  acquirement  by  The  New 
York  Central  and  Hudson  River  Railroad  Company  of  said  shares  of  the 
capital  atock  of  said  companies,  it  shall  make  a  verified  report  to  this  Com- 
mission, setting  forth  in  detail  the  manner  of  the  acquirement  of  said  shares 
of  said  capital  stock,  in  accordance  with  the  requirements  of  this  order. 

Ordered:  3.  That  under  section  54  of  the  Public  Service  Commissions  Law 
The  New  York  Central  and  Hudson  River  Railroad  Company  be  and  it  hereby 
is  authorized  to  purchase  from  the  Rochester  Railway  and  Light  Company 
and  hold  29,987  shares  of  the  common  stock  of  the  Rochester  Railway  Com- 
pany for  the  sum  of  $4,500,000,  said  purchase  price  to  be  paid  by  the  note 
of  The  Mohawk  Valley  Company  for  that  amount,  executed  and  delivered  by 
said  The  Mohawk  Valley  Company  to  the  said  The  New  York  Central  and 
Hudson  River  Railroad  Company,  and  to  be  secured  by  collateral  satisfactory 
to  the  officers  of  the  said  Rochester  Railway  and  Light  Company,  said  note 
and  collateral  thereto  to  be  held  in  escrow  by  the  trustee  in  the  manner  set 
forth  in  the  petition  asking  for  this  authorization,  until  the  aaid  stock  of 
the  Rochester  Railway  Company  is  released  from  the  lien  of  the  general 
mortgage  executed  by  said  Rochester  Railway  and  Light  Company;  that 
upon  the  acquirement  by  The  New  York  Central  and  Hudson  River  Railroad 
Company  of  said  shares  of  the  capital  stock  of  said  Rochester  Railway  Com- 
pany, it  ehall  make  a  verified  report  to  this  Commission,  setting  forth  in 
detail  the  manner  of  the  acquirement  of  said  shares  of  said  capital  stock, 
in  accordance  with  the  requirements  of  this  order. 
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[Case  No.  418]  State  of  New  York, 

PuBUC  Service  Commission,  Second  District. 

At  a  session  of  the  Public  Service  Commission,  Secona 
District,  held  at  the  Capitol,  Albany,  on  the  28th  day 
of  July,  1908. 
Present: 

Frank  W.  Stevens,  Chairman, 
Thomas  M.  Osborne, 
James  E.  Sague, 
John  B.  Olmsted, 

Commissioners. 

In  the  matter  of  the  Application  of  Frederic  Culver 
and  Granville  Whittlesey,  Reorganization  Com- 
mittee, for  leave  to  pletlge  all  of  the  preferred  and 
common  stock  of  the  Geneva,  Waterloo,  Seneca  Falls 
and  Cayuga  Lake  Traction  Company  with  the  West 
End  Trust  Company  of  Philadelphia,  Pa.,  as  collateral 
security  for  the  payment  of  a  loan  of  $300,000. 

On  reading  and  filing  the  petition  in  the  above  entitled  proceeding  of  Fred- 
eric Culver  and  Granville  Whittlesey,  reorganization  committee,  verified  the 
27th  day  of  July,  1908,  and  after  hearing  said  petitionera  and  their  counsel, 
and  on  motion  made,  it  is 

Ordered  and  directrdf  That  the  prayer  of  said  petition  be  granted,  and  that 
the  West  End  Trust  Company  of  Philadelphia,  Pa.,  be  and  the  same  hereby  is 
authorized  and  empowered  to  receive  a  pledge  from  Frederic  Culver  and 
Granville  Whittlesey,  reorganization  committee,  pursuant  to  the  provisions 
of  section  54  of  the  Public  Service  Commissions  Law,  of  one  hundred  thousand 
dollars  ($100,000)  par  value  of  the  preferred  capital  stock  and  three  hundred 
and  fifty  thousand  dollars  ($350,000)  par  value  of  the  common  capital  stock, 
being  all  of  the  capital  stock  of  the  Geneva,  Waterloo,  Seneca  Falls  and 
Cayuga  Lake  Traction  Company,  as  collateral  security  for  the  payment  of  a 
loan  of  three  hundred  tliousand  dollars  ($300,000),  to  be  payable  at  such 
time  or  times  as  may  be  arranged  with  said  trust  company  by  the  said  Fred- 
eric Culver  and  Granville  Whittlesey,  reorganization  connnitted  as  aforesaid, 
with  interest  on  said  loan  at  not  exceeding  6  per  cent,  per  annum. 


[Case  No.  439]  State  of  New  Yohk, 

Public  Sebvice  Commission,  Second  Disthict. 

At  a  session  of  the  Public  Service  Commission,  Second 
District,  held  at  the  Capitol,  Albany,  on  the  19th 
day  of  August,  1908. 

Present : 

Frank  W.  Stevens,  Chairman, 
Thomas  M.  Osborne, 
Martin  S.  Decker, 

Commissioners. 

In  the  matter  of  the  Application  of  Kendall  B.  Castije 

for  approval  of  the  assignment  and  transfer  of  the 

franchises  and   property  of  the  Rochester,  Charlotte 

and  Manitou  Railroad  Company. 

Kendall  B.  Castle  having  on  August  13,  1908,  filed  with  this  Commission 
a  petition  for  the  approval  of  the  transfer  by  him  to  the  Rochester  and 
Manitou  Railroad  Company  of  all  the  property  and  franchises  of  the  Roches- 
ter, Charlotte  and  Manitou  Railroad  Company,  purchased  by  him  upon  a 
sale  in  an  action  in  the  Supreme  Court  of  the  State  of  New  York  for  the 
foreclosure  of  a  mortgage  given  by  said  Rochester,  Charlotte  and  Manitou 
Railroad  Company  to  the  Security  Trust  Company  of  Rochester,  N.  Y.,  as 
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trustee  for  bondhoklers,  wherein  said  Security  Trust  Company  of  Rochester 
as  audi  tmslee  was  plaintiff,  and  said  Rochester,  Charlotte  and  Manitou 
Railroad  Company  was  defendant,  which  sale  was  approved  by  order  of  the 
Supreme  Court  of  the  State  of  New  York  granted  on  the  25th  day  of  July, 
1908,  for  fifty  thousand  dollars  ($50,000)  of  the  capital  stock  of  said 
Rochester  and  Manitou  Railroad  Company;  and  hearings  having  been  held 
on  such  petition  in  the  city  of  Albany  on  August  12,  1908,  and  the  city  of 
Buffalo  on  August  14,  1908;  now,  upon  the  aforesaid  petition  and  accompany- 
ing papers  and  evidence  at  the  said  hearings,  after  due  deliberation,  it  is 

Ordered:  That  the  transfer  by  Kendall  B.  Castle  to  the  Rochester  and 
Manitou  Railroad  Company  of  all  the  property  and  franchises  formerly 
owned  by  the  Rochester,  Charlotte  and  Manitou  Railroad  Company,  be  and 
the  same  is  hereby  approved  by  this  Commission,  and  said  Rochester  and 
Manitou  Railroad  Company  is  hereby  authorized  to  purchase  the  said  prop- 
erty, franchises,  and  rights  so  owned  by  the  said  Kendall  B.  Castle  upon 
the  terms  and  conditions  set  forth  in  the  petition  of  the  said  Castle  and  of 
the  said  railroad  company,  respectively. 

[See  Case  No.  315,  April  21,  1908,  page  401;  and  Case  No.  315,  July  7, 
1908,  page  170.] 

[Case  No.  493]  State  of  New  York, 

Public  Service  Commission,  Second  District. 

At  a  session  of  the  Public  Service  Commission,  Second 
District,  held  at  the  Capitol,  Albany,  on  the  21st  day 
of  October,  1908. 

Present : 

Frank  W.  Stevens,  Chairman, 
Thomas  M.  Osbobne, 
Martin  S.  Decker, 
James  £.  Sague, 
John  B.  Olmsted, 

Commissioners. 

In  the  matter  of  the  Joint  Petition  of  the  South  Shore 
Traction  Company  and  the  Suffolk  Traction  Com- 
pany under  section  54  of  the  Public  Service  Commis- 
sions Law. 

Whereas,  The  South  Shore  Traction  Company  and  the  Suffolk  Traction 
Company,  street  railroad  corporations,  both  claim  to  have  heretofore  acquired, 
under  certificates  of  convenience  and  a  necessity  granted  to  them  respectively 
by  the  former  Board  of  Railroad  Conunissioners  and  franchises  granted  to 
them  respectively  by  the  proper  local  authorities  of  the  town  of  Islip  in  the 
county  of  Suffolk,  rights  to  construct  street  railroads  in  said  town  of  Islip 
over  practically  the  same  route,  which  alleged  rights  are  inconsistent  and 
conflicting,  have  been  and  are  the  subject  of  extensive  litigation  and  dispute 
as  yet  ui^termined  in  the  courts;  and 

WhereaSf  The  existence  of  said  controversies  has  prevented  and  will  tend 
to  prevent  the  construction  of  the  proposed  railroad  of  either  of  said  com- 
panies through  said  town  of  Islip,  the  construction  and  operation  of  one  of 
them  being  a  manifest  advantage  and  convenience  to  the  public;  and 

Whereas,  Said  corporations  have  by  negotiation  reached  an  adjustment 
of  all  their  said  controversies  which  permits  the  construction  of  one  line  of 
railroad  through  said  town  and  its  operation,  have  reduced  their  said  agree- 
ment to  writing,  have  asked  by  their  joint  petition  filed  with  this  Commission 
September  24,  1908,  for  the  approval  of  this  Commission  of  all  such  parts 
of  said  agreement  as  require  its  consent  and  approval ;  and 

Whereas,  A  public  hearing  has  been  given  on  the  19th  dajr  of  October,  1908, 
on  said  joint  petition,  due  public  notice  of  said  hearing  having  been  first  given 
by  publication  and  otherwise;  and 
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WhereaSy  It  appears  that  the  construction  of  a  street  railroad  through  said 
town  of  Islip  will  be  facilitated  by  the  approval  of  said  agreement,  that  no 
public  interest  is  contravened  by  the  same,  that  none  of  the  public  authorities 
of  said  town  and  no  individual  appears  after  the  aforesaid  notice  in  opposition 
to  the  giving  of  such  approval; 

Ordered:  That  the  proposed  agreement  between  said  corporations,  being 
schedule  A  annexed  to  said  joint  petition  and  referred  to  therein,  be  and 
hereby  is  approved  pursuant  to  section  54  of  the  Public  Service  Commissions 
Law;  and  that  each  of  said  corporations  be  authorized  and  empowered  to 
enter  into,  execute,  and  deliver  the  said  agreement,  and  assign,  transfer  and 
lease,  and  accept  the  assignment,  transfer  and  lease  of  the  several  rights, 
franchises,  and  privileges  as  therein  specified. 
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In   the  Matter  of   Issue   of   Stocks,   Bonds,   and  Other 
Evidences  of  Indebtedness  by  Railroad  Corporations. 
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[Ca£6  No.  331  ShalTB  oe  New  Yobk, 

PUBUG  SBBVICB  CklMMISSIOIf,   SECOND  DISTRICT. 

At  a  »€B8ion  of  the  PuWic  Service  Commission,  Second 
District,  held  at  the  Capitol,  Albany,  on  the  25th  day 
of  February,  190a. 

Present : 

Fbai^k  W.  Stevens,  Chairman, 
Chables  H.  Keep, 
Thomas  M.  Osbobi^e, 
Martin  S.  Decker, 
James  £.  Sague, 

CommissionerB* 

In  the  matter  of  the  Petition  of  the  Eastsbn  New  York 
Raitaqad  Company,  under  section  55  o£  the  Public 
Service  Commissions  Law,  for  authority  to  issue 
$840,000  in  capital  stock  and  $840,000  in  mortgage 
bonds. 

This  petition  was  filed  with  the  former  Board  of  Railroad.  Commissioners 
on  June  13,  1007,  and  was  continued  before  this  Commi93ion,  a  hearing  being 
held  thereon  on  July  17,  1907,  at  which  Hiram  C,  Todd  appeared  for  the 
petitioner.  The  hearing  was  adjourned  until  July  24tb,  but  waa  postponed 
from  that  date,  and  was  subsequently  postponed  from  time  to  time,  at  the 
request  of  the  petitioner.  The  petitioner  not  having  proceeded  further  in  the 
matter,  it  is 

Ordered:  That  the  petition  be  and  it  is  herel^  dismissed  for  lack  of  prose- 
cution. 


I  Case  No.  28]  State  of  New  York, 

PUBUO  Service  Coibmission^  ^xooim  Distbigt. 
At  iL  seasien  of  the  Public  Service  Commission,  Seoond 
District,  held  at  tiie  Capiti>U  Aiisuiy,  on  tiie  27th  day 
of  February,  1008. 

Presertt: 

Frank  W.  Stevens,  Chairman, 
Charles  H.  Kqep, 
Thomas  M.  Osborne;. 
Martin  S.  Decker, 
JAME9  E.  Saoue, 

Comm  issioncTS. 

In  the  matter  of  the  Petition  of  Erie.  Railroad  Cqmt 
PAJ7T,  under  section  55  of  the  Public  Service  Com- 
missions Law,  for  authority  to  issue,  dividend 
warrants. 

The  Eri»  Bailpoad  Company  on  September  10,  190T,  filed  with  t^is  Com- 
mission its  petition,  under  section  55  of  the  Public  Service  Commissions  Law; 
for  authority  to  issue  dividend  warrants,  bearing  interest  at  the  rate  of  fimr 
per  eentwa  per  annum,  evidencing  the  right  of  holders  thereof  to  receive 
dividends  deeiared  on  August  2&,  1907,  by  the  directors  of  the  company  to  the 
holders  of  record  of  the  first  preferred  capital  stock  and  of  the  second  pre- 
ferred capital  stock  of  the  company. 
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A  hearing  on  this  petition  was  held  by  this  Commission  at  its  office  in  the 
Capitol,  Albany,  on  September  25,  1907.  John  B,  Stanchfield,  esq.,  appeared 
for  the  petitioner;  Morgan,  Morgan  d  Carr  appeared  for  Leonard  Schmidt  of 
Chicago,  owner  of  fifteen  hundred  shares  of  the  first  preferred  stock,  in 
opposition. 

From  the  petition  and  accompanying  papers  and  from  statements  of  counsel 
for  the  company  at  the  hearing  it  appears  that  the  company  proposes  to  give 
to  the  stockholders  four  per  centum  interest  bearing  warrants,  evidencing  the 
right  of  the  several  and  respective  stockholders  of  its  first  and  second  pre- 
ferred capital  stock  to  the  said  dividends,  which  are  two  per  centum  upon 
the  first  preferred  capital  stock,  payable  October  1,  1917,  and  four  per  centum 
upon  the  second  preferred  capital  stock,  payable  November  1,  1917,  in  two 
instalments  of  two  per  centum  each,  one  to  stockholders  of  record  October  10, 
1907,  and  the  other  to  stockholders  of  record  April  10,  1908.  Upon  the  afore- 
said petition  and  accompanying  papers  and  statements  at  the  hearing,  and 
after  due  deliberation,  it  is 

Ordered:    That  said  petition  be  and  it  is  hereby  denied. 


[Case  No.  191]  State  of  Nfiw  York, 

Public  Sesvioe  Commission,  Second  Distmct. 

At  a  session  of  the  Public  Service  Commission,  Second 
District,  held  at  the  Capitol,  Albany,  on  the  9th  day 
of  March,  1908. 
Present : 

Frank  W.  Stevens,  Chairman, 
Charles  H.  Keep, 
Thomas  M.  Osbobne, 
Martin  S.  Decker, 
James  E.  Sague, 

Commissioners. 

In  the  matter  of  the  Petition  of  the  Elmiba  Water, 
Light  and  Railroad  Company,  under  sections  55  and 
69  of  the  Public  Service  Commissions  Law,  for  au- 
thority to  issue  three  hundred  and  seventy-two  gold 
bonds  of  the  denomination  of  $1000  each,  to  be  se- 
cured by  the  first  consolidated  mortgage  of  said 
company  dated  September  1,  1006. 

The  Elmira  Water,  Light  and  Kailroad  Company  on  January  17,  1908, 
filed  with  this  Commission  its  petition,  under  sections  55  and  69  of  the 
Public  Service  Commissions  Law,  for  authority  to  issue  three  hundred  and 
seventy-two  gold  bonds  of  the  denomination  of*  $1000  each,  to  be  secured  by 
the  first  consolidated  mortgage  of  said  company  dated  September  1,  1906,  for 
$5,000,000. 

A  hearing,  after  public  notice,  was  held  on  said  petition  at  the  office  of  this 
Commission  at  the  Capitol,  Albany,  on  the  5th  day  of  February,  1908.  Philhin, 
Beekman  d  Menken  appeared  for  the  petitioner;  no  one  else  appeared.  From 
the  petition  and  accompanying  papers  and  from  evidence  at  the  hearing  it 
appears  that  there  are  now  outstanding,  secured  by  said  mortgage,  $1,232,000 
in  bonds;  that  the  proceeds  of  the  three  hundred  and  seventy-two  bonds  pro- 
posed now  to  be  issued  are  to  be  used  for  refunding  certain  outstanding  notes 
of  the  company,  to  pay  balances  due  on  contracts  for  electric  and  railroad 
work,  and  to  pay  for  new  electric,  railroad,  and  gas  work,  these  items 
amounting  in  total  to  $296,519.33,  which  is  approximately  eighty  per  centum 
of  the  par  of  the  three  hundred  and  seventy-two  bonds  proposed  to  be  issued; 
that  the  company  expects  to  obtain  eighty  for  these  bonds. 

In  the  opinion  of  this  Commission,  from  the  petition  and  accompanying 
papers  and  from  the  evidence  at  tlie  bearing,  the  use  of  the  capital  to  be 
secured  by  the  issue  by  this  petitioner  of  the  three  hundred  and  seventy-two 
bonds  of  the  denomination  of  $1000  each,  hereinafter  authorized,  is  reasonably 
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required  for  the  said  purposes  of  the  corporation:  namely,  the  refunding 
certain  of  its  obligations,  and  the  completion,  extension,  and  improvement  of 
its  plant  as  described  in  the  petition  and  accompanying  papers  and  evidence 
at  the  hearing.  Upon  the  aforesaid  petition  and  accompanying  papers  and 
from  evidence  at  the  hearing,  and  after  due  deliberation,  it  is 

Ordered:  1.  That  under  sections  55  and  69  of  the  Public  Service  Com- 
missions Law  this  Commission  hereby  authorizes  Elmira  Water,  Light  and 
Railroad  Company  to  issue  three  hundred  and  seventy- two  bonds  of  the 
denomination  of  $1000  each,  to  be  secured  by  the  first  consolidated  mortgage 
of  said  company  dated  September  1,  1906. 

Ordered:  2.  That  said  three  hundred  and  seventy- two  bonds  shall  not  be 
sold  for  less  than  eighty  per  centum  of  their  par  value. 

Ordered:  3.  That  the  proceeds  of  said  three  hundred  and  seventy -two  bonds 
shall  be  devoted  by  Elmira  Water,  Light  and  Railroad  Company  to  and  used 
for  the  following  purposes  and  no  other:  namely,  the  refunding  of  certain 
of  its  obligations,  and  the  completion,  extension,  and  improvement  of  its 
plant,  the  total  amount  of  said  items  being  $296,519.33,  as  described  in  the 
petition  and  accompanying  papers  and  evidence  at  the  hearing. 

Ordered:  4.  That  said  Elmira  Water,  Light  and  Railroad  Company  shall 
make  verified  reports  to  this  Commission,  as  follows:  (a)  Upon  the  sale  of 
the  three  hundred  and  seventy-two  bonds  of  the  denomination  of  $1000  each, 
authorized  to  be  issued  by  this  order,  or  any  part  thereof,  the  terms  and 
conditions  of  sale  and  the  amount  realized  therefrom ;  ( & )  at  the  termination 
of  each  and  every  period  of  six  months  from  the  date  of  this  order  the  disposi- 
tion and  use  made  of  the  proceeds  of  said  bonds,  setting  forth  in  reasonable 
detail  the  purposes  to  which  the  proceeds  have  been  devoted;  and  that  such 
reports  shall  be  made  until  all  the  proceeds  of  said  bonds  have  been  expended 
pursuant  to  the  provisions  of  this  order. 

Ordered:  5.  Any  excess  in  the  proceeds  of  this  issue  of  bonds  which  may 
be  realized  from  the  sale  thereof  at  a  price  exceeding  eighty  per  cent,  of  their 
par  value  shall  be  held  for  such  application  to  the  cost  of  permanent  additions 
to  and  improvements  in  the  property  of  the  company  as  the  Commission  shall 
h«-reaft€r  approve. 

[Case  No.  79]  State  of  New  York, 

Public  Service  Commission,  Second  District. 
At  a  session  of  the  Public  Service  Commission,  Second 
District,  held  at  the  Capitol,  Albany,  on  the  31st  day 
of  March,  1908. 
Present : 
Frank  W.  Stevens,  Chairman, 
Martin  S.  Decker, 
James  E.  Sague, 

Commissioners. 
In  the  matter  of  the  Application  of  the  Rochester 
Corning  Elmira  Traction  Company  for  consent  to 
the  execution  of  a  first  mortgage  for  $8,000,000,  and 
for  an  order  authorizing  the  issuing  of  bonds  to  the 
amount  of  $8,000,000  to  be  secured  by  said  mortgage, 
and  authorizing  the  issuing  of  capital  stock  to  the 
amount  of  $3,880,000. 

The  Rochester  Coming  Elmira  Traction  Company  on  April  23,  1907,  filed 
with  the  former  Board  of  Railroad  Commissioners  its  petition  for  consent  1o 
mortgage  its  property  for  $8,000,000.  By  operation  of  statute  that  petition 
came  before  this  Commission,  and  the  company  also  filed  with  this  Com- 
mission a  new  petition  askinej  consent  to  the  execution  of  the  proposed 
mortgage,  authority  to  issue  $8,000,000  in  bonds  to  be  secured  thereby,  and 
authority  to  issue  $3,880,000  common  capital  stock  of  the  par  value  of  $100 
a  share. 
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Public  hearings  on  the  petition  to  this  CommisBioa  wese  h^ld  by  this  Comr 
mi^ion  in  the  Capitol,  Albany,  on  August  28  and  September  10,  1907. 
Biephen.  A.  Molntire  appeared  for  the  petitioner;  Charles  A,  Ha/milton  ap^ 
pearod  in  person ;  Ilo%8  M.  Lovell  appeared  for  the  Erie  Railroad  Company. 

From  the  pelUioji  and  accompanying  papers  and  from  evidence  at  the 
hearing  it  appears  that  the  petitioner  proposes  to  build  a  double  track  rail- 
road, to  he  operated  by  tlie  overhead  electrical  trolley  system,  from  Rochester 
to  Elinira;  that  it  also  proposes  to  build  an  extension  "from  Dansville  on  its 
main  line  to  the  city  of  Homell;  that  the  stock  and  bonds  are  proposed  to 
be  issued  for  the  construction  and  equipment  of  its  railroad. 

Upon  the  aforesaid  petition  and  accompanying  papers  and  evidence  sub- 
mitted at  the  hearing,  and  after  due  deliberation,  and  in  accordance  with  the 
opinion  in  this  matter  of  Chairman  Stevens  of  this  Commission,  dated  March 
30,  1908,  it  is 

Ordered:  1.  That  under  section  55  of  the  Public  Service  Conmiissions  Law 
this  Commission  hereby  authorizes  the  Rochester  Corning  Elmira  Traction 
Company  to  issue  $3,880,000  commoa  capital  stock:  of  said  company  of  the 
par  value  of  $100  a  share,  upon  condition,  that  said  common  capital  stock 
shall  be  issued  for  money,  lalx>r  done,  or  property  actually  received  for  the 
use  and  lawful  purposes  of  said  corporation,  but  for  not  less  than  the  par 
or  face  value  thereof,  pursuant  to  the  provisions  of  sectioa  42  of  the  Stock 
Corporation  Law;  and  upon  condition  that  the  proceeds  of  said  common, 
capital  stock  shall  be  used  for  the  acquisition  of  property  in  the  construction 
of  it.^  proposed  double  track  railroad  from  Rochester,  N.  Y.,  to  Elmira,  N.  Y., 
and  for  the  construction  and  completion  of  the  said  road  and  the  main- 
tenance of  service  thereon,  in  accordance  with  the  plans  therefor  submitted 
upon  the  application  for  said  authorization:  including  the  purchase  of  rightjj 
of  way,  terminals,  construction  of  the  said  double  track  railroad  and  neces- 
sary power  plant,  installation  of  machinery,  purchase  of  rolling  stock  and 
other  equipment,  and  the  doing  of  such  other  things  as  may  be  necessary  to 
put  said  double  track  railroad  in  full  operation;  the  use  of  the  capital  to  be 
secured  by  the  issue  of  such  common  capital  stock  being,  in  the  opinion  of 
this  Commission,  reasonably  required  for  the  said  purposes  of  the  corporation. 

Ordered:  2.  That  this  Commission  under  subdivision  10  of  section  4  of 
the  Railroad  Law  hereby  consents  that  the  Rochester  Corning  Elmira  Trac- 
tion Company  may  make,  execute,  and  deliver  to  some  proper  trustee  to  be 
selected  by  it,  a  first  mortgage  upon  all  of  the  property,  assets,  and  fran- 
chises of  said  company  to  the  maximum  amount  of  $6,000,000,  to  secure  the 
payment  of  bonds  of  said  company,  referred  to  hereinafter,  to  the  aggregate 
amount  of  $4,210,000,  and  such  bonds,  if  any,  other  than  those  included  in 
said  last  named  amount,  as  this  Commission  may  hereafter  authorize  to  be 
issued. 

Ordered:  3.  That  under  section  55  of  the  Public  Service  Commissions  Law 
this  Commission  hereby  authorizes,  as  hereinafter  limited,  the  Rochester 
Corning  Elmira  Traction  Company  to  issue  its  thirty-year  five  per  cent,  gold 
bonds  to  the  amount  of  $4,210,000,  to  be  secured  by  the  mortgage  of  said 
company  herein  consented  to.  upon  condition  that  the  proceeds  of  said  bonds 
shall  be  used  for  the  acquisition  of  property  in  the  construction  of  its 
proposed  double  track  railroad  from  Rochester,  N.  Y.,  to  Elmira,  N.  Y.,  and 
for  the  construction  and  completion  of  the  said  road  and  the  maintenance 
of  service  thereon,  in  accordance  with  the  plans  and  specifications  therefor 
submitted  upon  the  application  for  this  authorization:  including  the  pur- 
chase of  rights  of  way,  terminals,  construction  of  the  said  dcmfole  track 
railroad  and  necessary  power  plant,  and  necessary  expenses  connected'  there- 
with and  growing  out  thereof,  installation  of  machinery,  purchase  of  rolling 
stock  and  other  equipment,  and  the  doing  of  such  other  things  as  may  be 
necessary  to  put  said  double  track  railroad  in  full  opera^tion;  the  use  of  the 
capital  to  be  secured  by  the  issue  of  such  bonds  being,  in  the  opinion  of  this 
Commission,  reasonably  required  for  the  said  purposes  of  the  corporation; 
and  upon  condition  that  (a)  none  of  said  bonds  shall  be  aold  for  less  than 
eighty-five  per  cent,  of  the  face  or  par  value  thereof;  (ft)  none  of  said  bonds 
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shall  be  issued  or  sold  -without  the  further  authorization  of  this  CommksioB 
upon  sworn  report  of  the  terms  of  sale,  nor  until  the  capital  stock  is  fully  sub- 
scribed by  responsible  parties;  (c)  the  said  bonds  shall  be  issued  from  time 
to  time  in  instalments  of  not  more  than  one  million  dollars  each,  and  only 
upon  the  making  and  entry  of  an  order  subsequent  and  additional  hereto 
authorizing  such  issue,  upon  proof  upon  the  first  application  that  the  capital 
stock  has  i>een  subscribed  by  responsible  parties,  and  upon  each  application 
showing  for  what  purpose  the  proceeds  of  said  bonds  are  to  be  used  in  the 
construction  and  completion  of  the  work  for  which  they  are  hereby  author- 
ized and  the  disposition  made  of  the  proceeds  of  previous  issues  of  stocks 
and  bonds;  {d)  that  none  of  said  bonds  shall  be  authorized  upon  any  such 
application  which  are  required  for  the  purposes  of  a  general  contract  or  of 
special  contracts  for  the  construction  of  said  road  and  the  furnishing  of 
equipment  therefor,  if  the  aggregate  amount  to  be  paid  under  said  contract 
or  special  contracts  exceeds  tne  sum  of  $7,200,000,  nor  shall  such  bonds  be 
authorized  except  upon  such  applications  it  is  shown  that  the  work  is  pro- 
gressing in  conformity  with  the  plans  and  specifications  submitted  by  the 
company  upon  this  application. 

Ordered:  4.  That  said  company  is  hereby  directed  and  required  to  report 
to  this  Commission  all  contracts  and  agreements  made  in  the  construction  oT 
its  said  railroad  forthwith  after  the  same  are  made. 

Ordered:  6.  That  said  Rochester  Corning  Elmira  Traction  Company  shall 
make  verified  reports  to  this  Commission,  as  follows:  (a)  Upon  the  sale  of 
said  $3,880,P0O  common  capital  stock  authorized  by  this  order  to  be  issued, 
or  any  part  thereof,  the  fact  of  such  sale,  the  terms  and  conditions  of  sale, 
and  the  amount  realized  therefrom,  which  must  not  be  less  than  par;  (&) 
apon  the  sale  of  the  first  mortgage  bonds,  or  any  part  thereof,  the  terms 
and  conditions  of  sale  and  the  amount  realized  therefrom;  (c)at  the  termi> 
nation  of  each  and  every  period  of  six  months  from  the  date  of  this  order, 
the  disposition  and  use  made  of  the  proceeds  of  said  stock  and  bonds,  setting 
forth  m  reasonable  detail  the  purposes  to  which  the  proceeds  have  been 
devoted;  and  that  such  reports  shall  be  made  imtil  all  tne  proceeds  of  said 
stock  and  bonds  have  been  expended  pursuant  to  the  provisions  of  this  order. 

Ordered:  6.  Any  excess  in  the  proceeds  of  this  issue  of  bonds  which  may  be 
realized  from  the  sale  thereof  at  a  price  e:;ceeding  eighty-five  per  cent,  of  tlie 
face  or  par  valne  thereof  shall  be  held  for  such  application  to  the  cost  of 
permanent  additions  to  and  improvements  in  the  property  of  the  company 
as  the  Commission  shall  hereafter  approve. 

Jt  is  further  Ordered:  That  the  prayer  of  tliis  petitioner  that  authority 
be  granted  it  to  issue  stock  and  bonds  for  the  construction  of  its  railroad  on 
the  route  from  Dansville  to  Homell  be  and  it  is  hereby  denied,  the  con- 
struction of  such  branch  or  extension  not  having  been  permitted  or  approved 
by  this  Commission  pursuant  to  section  53  of  the  Public  Service  Commissions 
Law,  and  that  the  stock  and  bonds  authorized  by  this  order  to  be  issued 
shatl  foe  used  only  for  the  construction  of  the  double  track  road  authorized 
by  the  certificate  of  public  convenience  and  a  necessity  granted  by  the  former 
Board  of  Railroad  Commissioners. 

[See  Case  No.  79,  July  27,  1908,  page  179;  and  Case  No.  79,  September  22, 
1908,  page  182.] 


158       Public  Service  Commission,  Second  District 

[Case  No.  278]  State  of  New  York, 

PuBUo  Sebvice  Cohmission,  Second  District. 

At  a  session  of  the  Public  Service  Commission,  Second 
District,  held  at  the  Capitol,  Albany,  on  the  Slst 
day  of  March,  1908. 

Present : 
Frank  W.  Stevens,  Chairman, 
Martin  S.  Decker, 
James  £.  Saoue, 

Commissioners. 

In  the  matter  of  the  Petition  of  Erie  Railroad  Com- 
PANT  for  authority  to  issue  its  notes  to  the  amount 
of  $15,000,000,  bonds  secured  by  its  first  consoli- 
dated mortgage  deed  to  the  amount  of  $9,457,000, 
and  bonds  secured  by  its  Pennsylvania  collateral  in- 
denture to  the  amount  of  $75O,00T^. 

The  above  petition  having  been  received  and  filed,  and  a  hearing  having 
been  had: 

Ordered:  1.  That  Erie  Railroad  Company  is  hereby  authorized  to  issue 
its  interest  bearing  notes  to  an  amount  not  exceeding  $15,000,000,  dated 
April  1,  1908,  and  payable  on  or  before  July  1,  1913,  or  any  earlier  date. 

2.  To  issue  ifs  general  lien  bonds  secured  by  its  first  consolidated  mort- 
gage deed  to  the  amount  of  $9,457,000,  and  to  pledge  the  same*  as  security 
for  the  payment  of  said  notes. 

3.  To  issue  its  bonds  secured  by  its  Pennsylvania  collateral  indenture 
to  an  amount  not  exceeding  $750,000,  and  to  pledge  any  of  such  bonds  so 
issued  as  security  for  the  said  notes. 

4.  Said  Erie  Railroad  Company  shall  not,  without  further  authority  from 
the  Commission,  sell  any  of  said  general  lien  bonds  or  Pennsylvania  collateral 
indenture  bonds  hereby  authorized  to  be  issued,  for  less  than  eighty  per  cent, 
of  their  par  value;  and  said  company  shall  not,  without  such  further  au- 
thority, sell  such  bonds  prior  to  the  payment  and  discharge  of  said  notes 
hereby  authorized  to  be  issued,  so  that  there  shall  be  at  any  time  outstand- 
ing an  amount  of  said  bonds  so  sold  and  such  outstanding  notes  for  a  com- 
bined aggregate  principal  sum  exceeding  $15,000,000. 

6.  Said  notes  and  the  proceeds  thereof  shall  be  used  for  or  applied  to  the 
discharge  or  lawful  refunding  of  obligations  of  said  Erie  R-iilroad  Company 
incurred  before  April  1,  1908,  and  payable  on  or  before  July  1,  1909,  or  for 
the  maintenance  of  its  service,  including  its  notes  amounting  in  the  aggre- 
gate to  $5,500,000  dated  April  8,  1907,  maturing  April  8,  1908,  and  car-trust 
payments  falling  due  from  April  1,  1908,  to  July  1,  1909,  both  inclusive, 
amounting  in  the  aggregate  to  $4,788,158.92,  as  well  as  its  other  obligations 
incurred  before  April  1,  1008,  and  payable  on  or  before  July  1,  1909. 

6.  Said  Erie  Railroad  Company  shall  report  under  oath  the  sale,  pledge, 
or  use  of  the  notes  and  bonds  authorized  to  be  issued,  the  terms  and  condi- 
tions of  such  sale,  pledge,  or  use,  and  the  amount  realized  therefrom. 

7.  Said  Erie  Railroad  Company  shall  make  a  verified  report  at  least  once 
every  six  months,  showing  in  detail  the  use  and  application  by  it  of  any 
moneys  so  realized,  until  such  moneys  shall  have  been  fully  expended. 

In  the  opinion  of  the  Commission,  the  use  of  the  capital  to  be  secured 
by  the  issue  of  such  notes  and  bonds  hereby  authorized  to  be  issued  is 
reasonably  required  for  the  aforesaid  purposes  of  said  Erie  Railroad  Company. 

[See  case  next  following.] 


Appendix  C:  Ordebs  159 

[Ca«e  No.  278]  State  of  Nbw  York, 

PuBUc  Sebvicb  Commission,  Second  Distbict. 

At  a  session  of  the  Public  Service  Commission,  Second 
District,  held  at  the  Capitol,  Albany,  on  the  6th  day 
of  April,  1908. 

Present: 
Frank  W.  Stevens,  Chairman, 
Thomas  M.  Osborne, 
Martin  S.  Decker, 
James  £.  Saoue, 

Commissioners. 

In  the  matter  of  the  Petition  of  Erie  Railroad  Com- 
pany for  authority  to  issue  its  notes  to  the  amount 
of  $15,000,000,  bonds  secured  by  its  firat  consoli- 
dated mortgage  deed  to  the  amount  of  $9,457,000, 
and  bonds  secured  by  its  Pennsylvania  collateral 
indenture  to  the  amount  of  $750,000. 
After  due  deliberation,  it  is 

Ordered:  That  para^aph  numbered  1,  of  the  order  of  this  Commission 
dated  March  31,  1908,  m  the  above  entitled  matter,  be  amended  as  of  date 
March  31,  1908,  to  read: 

1.  That  Erie  Railroad  Company  is  hereby  authorized  to  issue  its  interest 
bearing  notes  to  an  amount  not  exceeding  $15,000,000,  dated  April  8,  1908, 
and  payable  on  or  before  July  8,  1913,  or  any  earlier  date. 

[See  preceding  case.] 


[Case  No.  290]  State  of  New  York, 

Public  Service  Commission,  Second  District. 

At  a  session  of  the  Public  Service  Commission,  Second 
District,  held  at  the  Capitol,  Albany,  on  the  8th  day 
of  April,  1908. 

Present : 
Frank  W.  Stevens.  Chairman, 
Thomas  M.  Osrorne, 
Martin  S.  Decker, 
James  £.  Saoue, 

Commissioners. 

In  the  matter  of  the  Application  of  the  Fitchburg 
Railroad  Company  for  an  order  under  section  55  of 
the  Public  Service  Commissions  Law,  and  sub- 
division 10  of  section  4  of  the  Railro.id  Law,  author- 
izinjf  the  Fitchburp  Railroad  Company  to  issue  bonds 
to  the  amount  of  $2,400,000. 

Application  having  been  made  to  this  Commission  by  the  Fitchburg  Rail- 
road Company  by  a  petition  filed  on  the  f»th  day  of  April,  1908.  under  sub- 
division 10  of  section  4  of  the  Railroad  Law,  and  auction  55  of  th'^  Public 
Service  Commissions  Law,  for  an  order  authorizing  the  Fitchburg  Railroad 
Company  to  issue  its  bonds  to  the  amount  of  $2,400,000,  for  the  purpose  of 
paying  bonds  of  said  company  to  the  amount  of  $2,000,000  falling  due  on 
May  1,  1008,  and  the  balance  of  the  capital  realized  from  the  sale  of  snid 
bonds  to  be  applied  in  part  payment  of  a  debt  due  the  Boston  and  Maine 
Railroad  from  tne  Fitchburg  Railroad  Company  on  account  of  permanent  im- 
provements and  additions  to  the  property  of  the  Fitchburg  Railroad  Com- 
pany; and  a  hearing  having  been  given  on  said  application  by  this  Com- 
mission at  the  Capitol  in  the  city  of  Albany  on  the  8th  day  of  April,  1908, 
Jarvis  P.  O'Brien,  esq,,  attorney  at  law  of  the  city  of  Troy,  N.  Y.,  appearing 
for   the  applicant;    and   this  Commission   having  examined   such   witnesses. 
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books,  papers,  documents,  contracts,  accounts,  and  reports  as  it  deemed  neces- 
sary or  important  to  reach  a  determination  herein;  now,  after  consideration 
and  deliberation,  it  ia  the  opinion  of  the  Commission  that  the  use  of  the 
capital  to  be  secured  by  the  issue  of  the  bonds  named  in  the  petition  is 
reasonably  required  for  the  aforesaid  purpose  of  paying  bonds  to  tne  amount 
of  $2,000,000  falling  due  on  May  1,  1908,  and  the  balance  to  apply  in  part 
payment  of  the  indebtedness  now  due  the  Boston  and  Maine  Railroad  on 
account  of  the  permanent  improvements  and  additions  made  to  the  property 
of  the  Fitchburg  Railroad  Company ;  it  is,  therefore. 

Ordered:  That  the  Fitchbure  Railroad  Company  be  and  it  hereby  is 
authorized  to  issue  its  bonds  to  the  amount  of  $2,400,000;  that  said  bonds  be 
dated  May  1,  1908,  and  payable  twenty  years  from  their  date,  and  bearing 
interest  at  the  rate  of  4V^  per  cent,  per  annum,  payable  one-half  on  the  first 
day  of  November  and  one-half  on  the  first  day  of  May  in  each  year. 

It  is  further  Ordered:  That  the  proceeds  of  the  bonds  issued  and  sold  shall 
be  used  as  follows:  $2,000,000  to  be  used  in  paying  twenty-year  bonds 
of  said  company  dated  May  1,  1888,  and  falling  due  on  May  1,  1908,  and 
amounting  to  $2,000,000;  that  the  balance  of  the  proceeds  realized  from  the 
sale  of  said  bonds  be  paid  to  the  Boston  and  Maine  Railroad  in  part  payment 
of  the  indebtedness  of  the  Fitchburg  Railroad  Company  to  the  Boston  and 
Maine  Railroad  on  account  of  improvements  and  additions  made  to  the  prop- 
erty of  the  Fitchburg  Railroad  Company,  as  appears  in  the  petition  herein. 

It  i$  further  Ordered:  That  the  Fitchburg  Railroad  Company  report  under 
oath,  from  time  to  time,  the  sale  or  sales  of  the  bonds  herein  authorized,  the 
terms  and  conditions  of  such  sale,  and  the  amount  realized  therefrom. 

It  is  further  Ordered:  That  the  Fitchburg  Railroad  Company  make  a  veri- 
fied report  at  least  once  every  six  months,  showing  in  detail  the  use  and 
application  by  it  of  the  moneys  realized  from  the  sale  of  the  bonds  herein, 
until  such  moneys  shall  have  been  fully  expended. 


[C*8e  No.  304]  State  of  New  York, 

PuBUo  Service  Commission,  Second  District. 

At  a  session  of  the  Public  Service  Commission,  Second 
District,  held  at  the  Capitol,  Albany,  on  the  20th  day 
of  April,  1908. 
Present: 

Frank  W.  Stevens,  Chairman, 
Martin  S.  Decker, 
James  £.  Sague, 

Commissioners. 

In  the  matter  of  the  Petition  of  The  New  York 
Central  and  Hudson  River  Railroad  Company  for 
authority  to  issue  its  first  mortgage  3^  per  cent, 
bonds  to  the  amount  of  $4,000,000,  and  its  4  per  cent. 
!>ond8  to  the  amount  of  $20,000,000. 

Application  having  been  made  to  this  Commission  by  The  New  York  Central 
and  Hudson  River  Railroad  Company,  by  a  petition  filed  on  the  15th  day  of 
April,  1908,  under  seetioB  56  of  the  Puhlk  Service  Commissions  Law,  for  an 
order  authorizing  the  applicant  to  issue  its  first  mortgage  3^^  per  oent.  bcmds 
to  the  amount  of  $4,000,000g  which  bonds  are  to  be  part  of  an  authorized 
issue  of  $100,000,009  secwred  by  a  mortgage  to  the  Central  Trust  Company 
of  New  York,  trustee,  dated  June  1,  1897;  and  its  4  per  cent,  debenture 
bonds  to  the  amount  of  $20,0M,O00,  being  part  of  an  issue  of  $50,000,000 
authorized  by  a  resolution  of  its  board  of  directors  adopted  May  11,  1904,  of 
which  $30,000,000  have  heretofore  been  issued  and  are  outstanding,  said  reso- 
lution being  fully  set  forth  in  an  indenture  dated  May  12,  1904,  botween  the 
a|»plicant  and  the  United  States  Trust  Company  of  New  York,  trustee,  pro- 
viding for  the  proper  certification  of  such  bonds;  and  a  hearing  having  been 
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given  on  said  application  by  this  Commission  at  the  Capitol  in  the  city  of 
Albany  on  the  20th  day  of  April,  1908,  Mr.  Albert  H,  Harris,  general  counsel 
for  The  New  York  Central  and  Hudson  River  Railroad  Company,  appearing 
on  its  behalf,  And  this  Commieeion  having  examined  such  witnesses,  books, 
papers,  docnmeiits,  accounts,  and  reports  as  it  deemted  necessary  or  important 
to  reach  a  determination  herein;  and  it  appearing  from  the  petition  and 
accompanying  papers  and  from  the  evidence  taken  at  the  hearing  that  the 
applicant  has  obligations  amounting  to  $7,120,000,  which  amount  represents 
moneys  spent  for  additions  and  permanent  improvements  to  its  property,  and 
that  it  has  in  progress  or  is  about  to  undertake  extensions,  additions,  and 
permanent  improvements  to  its  property  which  will  cost  in  excess  of 
$17,000,000;  now,  after  consideration  and  deliberation,  it  is  the  opinion  of 
the  Commission  that  the  use  of  the  capital  to  be  secured  by  the  issue  of  the 
bonds  and  debentures  nan^ed  in  the  petition  is  reasonably  required  for  the 
acquisition  of  property,  the  oonstructKMi,  completion,  extension,  or  improve- 
ment of  its  facilities,  for  the  improvement  or  maintenance  of  its  service, 
and  for  the  discharge  or  lawful  refunding  ot  its  obligations,  as  set  forth  in 
the  petition;  it  is  theref<Mre 

Ordered:  That  The  New  York  Central  and  Hudson  River  Railroad  Com- 
pany be  and  it  hereby  is,  subject  to  para^^nvph  3  hereof,  authorised  to  issue 
its  first  mortgage  3^  per  cent,  bonds  to  the  amount  of  $4,000,000,  and  that 
the  proceeds  thereof  shall  be  used  for  extensions,  additiouB,  and  permanent 
improvements  to  its  property  covered  by  the  mortgage  securing  said  bonds. 

It  is  further  Ordered:  That  The  New  Y<H-k  Central  and  Hudson  River 
Railroad  Company  be  and  it  hereby  is,  subject  to  paragraph  3  hereof,  author- 
ized to  issoe  its  said  debenture  bonds  to  the  amount  of  $20,000,000,  and  that 
the  proceeds  thereof  shall  be  used  to  pay  the  said  indebtedness  of  $7,120,000 
aboYe  mentioned,  with  accrued  interest  thereon,  and  the  balance  for  extensions, 
additions,  and  permanent  improvements  to  its  property. 

It  is  further  Ordered:  That  The  New  York  Central  and  Hudson  River 
River  Railroad  Company  shall  not  sell  the  said  bonds  and  debentures  hereby 
authorized  to  be  issued,  or  any  of  them,  for  less  than  nineW  (90)  per  cent. 
of  their  par  value,  less  commissions  not  exceeding  two  and  one-half  (2%) 
per  cent,  of  their  par  value  and  actual  expenses  for  advertising  the  sale 
thereof. 

It  is  further  Ordered:  That  the  said  The  New  York  Central  and  Hudson 
Railroad  Company  shall  make  verified  reports  to  this  Commission  as  follows; 
<a)  Upon  tlM  sale  ol  said  bonds  or  debentures  authorized  by  this  order, 
or  any  ipenri  tbcreol,  the  fact  ol  soch  sale,  the  terms  and  conditions  of  sale, 
and  the  amovBt  realized  therefrom;  (b)  at  the  termination  of  each  and  every 
period  of  six  BKoths  from  the  date  of  this  order,  the  disposition  and  use 
made  oi  the  proceeds  of  said  bonds  or  debentures,  setting  forth  in  reasonable 
detail  the  purposes  to  which  the  proceeds  have  been  devoted;  and  that  such 
repeats  shall  be  made  until  all  the  proceeds  of  said  bonds  or  debentures  have 
been  expended  pursuant  to  the  provisions  ol  this  order. 

6 
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[Case  No.  64]  State  of  New  Yobk, 

Public  Service  Commission,  Second  Distbict. 

At  a  seseion  of  the  Public  Service  Commissi  on,  Second 
District,  held  at  the  Capitol,  Albany,  on  the  7th  day 
of  May,  1908. 
Present : 
Fbank  W.  Stevens,  Chairman, 
Thomas  M.  Osbobne, 
Mabtin  S.  Deckeb, 
James  £.  Sague, 
John  B.  Olmsted, 

Commissioners. 

In  the  matter  of  the  Petition  of  the  Gbeenwich  and 
JOHNSONYiLUs  RAILWAY  COMPANY,  Under  Subdivision 
10  <rf  section  4  of  the  Railroad  Law  for  consent  to 
the  making  of  a  consolidated  mortgage  for  $1,000,000, 
and  under  section  55  of  the  Public  Service  Commis- 
sions Law  for  authority  to  issue  nine  hundred  bonds 
of  the  denomination  of  $1000  each  to  be  secured  by 
said  mortgage. 

The  applicant,  the  Greenwich  and  Johnsonville  Railway  Company,  on  Octo- 
ber 3,  1907,  filed  its  petition,  under  subdivision  10  of  section  4  of  the  Rail- 
road Law  for  the  conjsent  of  this  Commission  to  the  execution  by  the  appli- 
cant of  a  consolidated  mortgage  for  $1,000,000,  and  under  section  55  of  the 
Public  Service  Commissions  Law  for  authority  to  issue  under  said  mortgage 
nine  hundred  bonds  of  the  denomination  of  $1000  each  and  bearing  interest 
at  not  to  exceed  five  per  cent,  annually;  and  a  supplemental  petition  under 
said  laws  having  been  filed  on  October  2S,  1907,  and  the  matter  having  be^ 
duly  heard,  it  appears  to  the  Commission  from  such  petitions,  evidence 
adduced  at  the  hearing,  and  from  further  proceedings  and  investigation  herein: 
That  the  applicant,  under  a  first  mortgage  to  the  Standard  Trust  Company 
of  New  York  as  trustee,  has  issued  bonds  to  the  amount  of  $500,000,  bearing 
four  per  cent,  interest  annually,  which  said  bonds  mature  January  1,  1924; 
that  it  proposes  to  retire  at  maturity  or  prior  thereto  said  bonds  so  issued 
by  five  hundred  of  the  new  bonds  covered  by  the  application  herein;  that 
four  hundred  of  the  bonds  covered  by  the  application  herein  are  intended 
to  be  now  sold  and  the  proceeds  of  said  sale  devoted  to  the  discharge  of 
lawful  obligations  incurred  in  the  construction  of  applicant's  Salem  Branch, 
which  extends  from  Greenwich,  Washington  county,  N.  Y.,  to  the  intersection 
of  the  line  near  Salem  in  said  county  with  the  line  of  The  Delaware  and 
Hudson  Company,  and.  to  the  completion  of  said  branch  and  putting  the  same 
into  full  operation;  that  the  remaining  one  hundred  of  said  proposed  bonds 
are  desired  to  be  held  in  the  treasury  of  the  company  for  future  issue  upon 
the  further  order  of  the  Commission;  that  the  sum  of  $400,000  is  reasonably 
required  by  the  applicant  for  the  discharge  of  said  lawful  obligations  and  for 
the  completion  of  its  Salem  Branch,  and  that  the  said  consolidated  mortgage 
for  $1,000,000  should  be  authorized;  that  the  applicant  subsequent  to  the  hear- 
ing herein  was  duly  notified  that  the  exchange  of  bonds  bearing  interest  at  the 
rate  of  five  per  cent,  annually  for  bonds  now  outstanding  tearing  four  per 
cent,  interest  annually,  and  which  will  not  mature  until  January  1,  1924,  is 
disapproved,  but  that  bonds  under  said  consolidated  mortgage  for  an  amount 
in  face  value  equal  to  the  applicant's  present  issue  of  $500,000  first  mortgage 
bonds  could  properly  be  held  in  the  treasury  of  the  company  to  retire  the 
said  present  bonds  at  maturity,  or  that  exchange  could  be  made  prior  thereto 
upon  fair  terms  to  be  approved  by  the  Commission;  that  the  applicant  was 
also  notified  subsequent  to  said  hearing  that  its  application  was  defective, 
in  that  the  term  of  the  proposed  mortgage  and  the  rate  of  interest  upon  the 
proposed  bonds  had  not  been  stated,  nor  had  evidence  been  given  or  state- 
ment filed  showing  the  price  at  which  the  said  bonds  now  proposed  to  be 
issued  would  or  could  be  sold;  that  the  applicant  did  thereafter,  on  May  5, 
1908,   file  a  statement,  together  with  a  copy  of  the  proposed  consolidated 
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mortgage,  showing  that  said  mortgage  would,  if  consent  should  be  given  bj 
the  Commission,  be  executed  to  the  Standard  Trust  Company  of  New  York 
as  trustee,  that  the  term  of  said  mortgage  would  be  thirty  years,  that  the 
rate  of  interest  upon  the  bonds  would  be  five  per  cent,  annually,  and  that  the 
applicant  intends  to  sell  the  bonds  herein  authorized  at  not  less  than  the  par 
value  thereof.  The  applicant  having  perfected  the  record  herein,  and  due 
deliberation  having  been  had,  it  is 

Ordered:  1.  That  under  subdivision  10  of  section  4  of  the  Railroad  Law 
the  applicant,  the  Greenwich  and  Johnsonville  Railway  Company,  be  and  is 
hereby  authorized  to  execute  a  consolidated  mortgage  upon  its  property  to 
the  S^ndard  Trust  Company  of  New  York  as  trustee  to  secure  tne  payment 
of  a  series  of  consolidated  mortgage,  thirty-year,  five  per  cent,  gold  bonds, 
one  thousand  in  number  and  of  the  denomination  of  $10(K)  each. 

2.  That  under  section  55  of  the  Public  Service  Commissions  Law  the  appli- 
cant, the  Greenwich  and  Johnsonville  Railway  Company,  be  and  is  hereby 
authorized  to  issue  under  said  consolidated  mortgage  executed  to  the  Standard 
Trust  Company  of  New  York  as  trustee,  and  self  for  not  less  than  the  par 
value  thereof,  four  hundred  tSiirty-year  gold  bonds,  each  of  the  denomination 
of  $1000,  bearing  interest  at  the  rate  of  five  per  cent,  annually,  the  proceeds 
thereof  to  be  used  for  the  following  purposes  and  no  other:  that  is  to  say, 
to  the  discharge  of  indebtedness  incurred  in  and  about  the  construction  of  its 
Salem  Branch,  extending  about  eleven  miles  from  Greenwich  in  Washington 
county  to  the  point  of  intersection  of  said  branch  with  the  railroad  of  The 
Delaware  and  Hudson  Company,  and  to  the  completion  of  the  work  of  con- 
structing and  putting  sadd  Salem  Branch  into  full  operation. 

3.  That  the  applicant,  the  Greenwich  and  Johnsonville  Railway  Company, 
be  and  is  hereby  directed  and  required  to  hold  five  hundred  of  said  thirty- 
year,  five  per  cent,  gold  bonds,  each  of  the  denomination  of  $1000,  for  the 
purpose  of  retiring  or  discharging  its  present  funded  debt  of  $500,000,  which 
said  funded  debt  is  secured  by  a  first  mortgage  to  the  Standard  Trust  Com- 
pany of  New  York  as  trustee,  covering  five  hundred  bonds  of  the  denomination 
of  $1000  each,  bearing  four  per  cent,  interest  annually  and  due  and  payable 
January  1,  1924,  the  said  five  hundred  thirty-year,  five  per  cent,  gold  bonds 
so  held  to  be  used  for  no  other  purpose  whatsoever,  and  issued  for  such 
purpose  only  upon  the  further  order  of  this  Commission. 

4.  That  the  applicant,  the  Greenwich  and  Johnsonville  Railway  Company^ 
shall  hold  the  remaining  one  hundred  of  said  thirty-year,  five  per  cent,  gold 
bonds,  each  of  the  denomination  of  $1000,  and  shall  not  issue  the  same  or 
any  number  of  said  bonds  except  as  it  may  be  thereunto  authorized  by  order 
of  this  Commission. 

5.  That  the  applicant,  the  Greenwich  and  Johnsonville  Railway  Company, 
shall  make  verified  reports  to  this  Commission  as  follows:  (a)  Upon  the 
sale  of  said  four  hundred  consolidated  mortgage  bonds  herein  authorized,  or 
any  part  thereof,  the  fact  of  such  sale,  the  terms  and  conditions  thereof,  and 
the  amount  secured  therefrom;  (6)  at  the  termination  of  each  and  every 
period  of  six  months  from  the  date  of  this  order,  the  disposition  and  use 
made  of  the  proceeds  of  said  four  hundred  bonds,  or  of  any  part  thereof, 
setting  forth  in  detail  the  purposes  to  which  the  proceeds  have  been  devoted; 
and  that  such  reports  shall  be  made  until  all  the  proceeds  of  said  bonds  have 
been  expended  pursuant  to  the  provisions  of  this  order;  (o)  that  in  case 
the  proceeds  from  the  sale  of  said  four  hundred  consolidated  mortgage  bonds 
shall  exceed  the  amount  necessary  to  be  expended  for  the  discharge  of  the 
applicant's  lawful  obligations  incurred  in  and  about  the  construction  of  its 
Salem  Branch  and  the  completion  of  the  construction  of  its  said  Salem 
Branch,  the  excess  moneys  remaining  shall  be  held  by  the  applicant  subject 
as  to  application  and  use  to  the  further  order  of  the  Commission. 
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[Case  No.  22]  State  of  New  Yoek, 

Public  Service  Commission,  Second  District. 

At  a  session  of  the  Public  Service  Commission,  Second 
District,   held  at  the  Capitol,  Albany,  on  the   11th 
day  of  May,  1908. 
Present: 
Frank  W.  Stevens,  Chairman, 
Martin  S.  Decker, 
James  £.  Saqtte, 

Commissioners. 

In  the  matter  of  the  Petition  of  The  Lehioh  and  Hud- 
son River  Railway  Company,  under  subdivision  10 
section  4  of  the  Railroad  Law  for  consent  to  the  issue 
of  a  mortgage  supplemental  to  its  general  mortgage 
for  $3,000,000,  and  under  section  55  of  the  Public 
Service  Commissions  Law  for  authority  to  issue 
$300,000  in  bonds  to  be  secured  by  said  general 
mortgage. 

The  Lehigh  and  Hudson  River  Railway  Company  on  December  20,  1907, 
filed  with  this  Commission  its  petition,  under  subdivision  10  section  4  ot  the 
Railroad  Law  for  consent  to  issue  a  mortgage  supplemental  to  the  petitioner's 
general  mortgage  for  $3,000,000,  which  is  dated  July  1,  1800;  and  under 
section  -55  of  the  Public  Service  Commissions  Law  for  authority  to  issue  three 
hundred  thirty-year,  gold,  coupon  bonds  of  the  denomination  of  $1000  each, 
to  bear  five  per  cent,  annual  interest  and  to  be  secured  by  said  general 
moTtggfe, 

Hearings,  after  public  notice,  were  held  on  said  petition  at  the  Capitol, 
Albany,  on  January  21  and  April  7,  1908.  John  J,  Beattie  appeared  for  the 
petitioner;  no  one  else  appeared. 

It  appears  from  the  evidence  and  from  the  affidavits  herein  of  R.  T.  Jaynea 
and  John  E.  Barrett,  that  the  petitioner  is  indebted  to  banks  to  the  amount 
of  $162,000,  for  which  it  has  given  its  promissory  notes;  that  it  proposes 
to  make  extensions  and  improvements  of  its  repair  shop  facilities,  the  esti- 
mated cost  of  which  is  $29,000;  that  it  proposes  to  otherwise  extend  and 
improve  its  facilities,  including  new  rouxidhouse,  bridges,  sidings,  etc.,  the 
estimated  cost  of  which  is  ^9,700.82;  that  the  totsA  of  said  items  is 
$270,000.82 ;  that  it  is  to  refund  the  said  obligations,  to  acquire  property,  and 
to  pay  for  the  said  extensions  and  improvements  of  its  facilities  that  the 
bonds  to  which  the  petition  refers  are  proposed  to  be  issued.  Upon  the 
aforesaid  petition  and  accompanying  papers  and  upon  the  evidence  taken  at 
the  hearing,  and  after  due  deliberation,  it  is 

Ordered:  1.  That  under  subdivision  10  section  4  of  the  Railroad  Law 
this  Commission  hereby  consents  to  the  issue  by  The  Lehigh  and  Hudson 
River  Railway  Company  of  a  supplemental  mortjgage  to  the  Central  Trust 
Company  of  New  York  as  trustee  upon  that  portion  of  its  line  extendiiuf 
from  Hudson  Junction  to  Maybrook  in  the  county  of  Orange,  so  that  such 
line  of  railroad  between  said  points  shall  become  subject  to  the  lien  of  a 
general  mortgage  executed  by  said  railroad  company  to  said  trust  company 
as  trustee,  dated  July  1,  1890,  to  secure  bonds  to  tne  amount  of  $3,000,000. 

Ordered :  2.  That  under  section  55  of  the  Public  Service  Commissions  Law 
this  Commission  hereby  authorizes  The  Lehigh  and  Hudson  River  Railway 
Company  to  issue  its  thirty-year,  five  per  cent,  gold,  coupon  bonds  of  ths 
denomination  of  $1000  each,  to  be  secured  by  said  general  mortgage  and 
eouformable  to  iJhe  terms  thereof,  to  the  aggregate  amount  of  $270,000,  the 
Qfe  of  the  capital  to  be  secured  by  the  issue  of  such  bonds  being  in  the 
opinion  of  this  Commission  reasonably  required  by  said  company  for  the 
acquisition  of  property  and  the  construction,  extension,  and  improvement 
of  its  facilities,  and  the  refunding  of  its  lawful  obligations  as  shown  by  the 
proof  given  upon  this  application. 
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Ordered:  3.  That  the  proceeds  of  said  bonds  shall  be  devoted  by  The 
Lehigh  and  Hudson  River  Kailway  Company  to  and  used  for  the  following 
purposes  and  no  other:  namely,  (a)  the  refunding  of  its  said  obligations  to 
the  amount  of  $162,000,  said  obligations  being  promissory  notes  of  the  peti- 
tioner now  held  by  banks;  (&)  the  extension  and  improvement  of  its  repair 
shop  facilities  at  Warwick,  N.  V.,  as  described  in  a  letter  dated  April  4,  1908, 
attached  to  and  made  a  part  of  the  attidavit  of  R.  T.  Jaynes,  herein,  the 
estimated  cost  of  which  is  twenty-nine  thousand  dollars  ($29,000) ;  (c)  to 
the  acquisition  of  property  and  the  construction,  extension,  and  improvement 
of  its  facilities,  including  new  roundhouse,  bridges,  sidings,  etc.,  as  set  forth 
in  schedules  and  a  letter  dated  April  3,  1906,  attached  to  and  made  a  part  of 
the  affidavit  of  John  £.  Barrett,  herein,  the  estimated  cost  of  wnich  is 
$79,700.82. 

Ordered:  4.  That  said  The  Lehigh  and  Hudson  River  Railway  Company 
shall  make  verified  reports  to  this  Commission,  as  follows:  (a)  Monthly 
reports  as  to  the  refunding  of  its  said  obligations  for  $162,000,  until  all  of 
said  obligations  are  refunded  pursuant  to  the  provisions  of  this  order;  (6) 
upon  the  sale  of  the  remaining  $108,000  in  bonds  authorized  by  this  order 
to  be  issued,  or  any  part  thereof,  the  fact  of  such  sale,  the  terms  and  con- 
ditions of  sale,  and  the  amount  realized  therefrom;  (c)  at  the  termination 
of  each  and  every  period  of  six  months  from  the  date  of  this  order,  the  dis- 
position and  use  made  of  the  proceeds  of  said  $108,000  in  bonds,  setting  forth 
in  reasonable  detail  the  purposes  to  which  the  proceeds  have  been  devoted; 
and  such  reports  shall  be  made  until  all  the  proceeds  of  said  $108,000  in 
bonds  have  been  expended  pursuant  to  the  provisions  of  this  order. 


[Case  No.  349]  State  of  New  Yobk, 

PuBUC  Service  Commissioit,  Seoovd  Distbict. 

At  a  session  of  the  Public  Service  Commission,  Seoond 
District,  held  at  the  office  of  the  Commission  in  the 
city  of  New  York  on  the  Ist  day  of  June,  1908. 
Present : 

Fbaxk  W.  Stevens,  Chairman, 
Martin  S.  Decker, 
James  E.  Saoue, 
John  B.  Olmsted, 

Commissioners. 

In  the  matter  of  Petition  of  Erie  Railroad  Company 
for  authority  to  issue,  under  its  Buffalo  and  South- 
western division  second  lien  mortgage,  new  bonds  to 
the  amount  of  $1,000,000  in  lieu  of  and  in  sub- 
stitution for  the  bonds  heretofore  issued  under  said 
mortgage. 

The  petition  of  Erie  Railroad  Company  in  the  above  matter  having  been 
received  and  filed,  and  a  hearing  having  been  had, 

It  M  herehy  Ordered: 

1.  That  Erie  Railroad  Company  is  hereby  authorized  to  issue,  under  its 
mortgage  dated  November  W,  1896,  to  The  State  Trust  Company  of  New  York 
as  tmttee,  to  secure  bonds  amounting  to  $1,000,000,  which  mortgage  is  known 
as  its  "  Buffalo  and  Southwestern  division  second  lien  mortgage,"  new  bonds 
as  therein  provided  for,  to  the  amount  of  $1,000,000,  said  new  bonds  to  be 
in  lieu  of  and  in  substitution  for  the  bonds  heretofore  issued  under  said 
mortgage,  and  to  run  for  a  period  of  not  exceeding  twenty  (20)  years,  and  to 
bear  interest  at  a  rate  not  exceeding  five  (6)  per  cent,  per  annum,  as  the 
board  of  directors  of  Erie  Railroad  Company  shall  determine. 

2.  Said  Erie  Railroad  Company  shall  not,  without  further  authority  from 
this  Commission,  sell  any  of  said  new  bonds  herd)y  authorized  to  be  issued 
for  less  than  ninety   (90)   per  cent,  of  their  par  value,  nor  shall  it  dispose 


166       Public  Service  Commission,  Second  Distbict 

of  said  new  bonds  so  that  there  shall  be  at  anv  one  time  outstanding  under 
said  Buffalo  and  Southwestern  division  second  lien  mortgage,  bonds  for  a 
total  aggregate  principal  sum  exceeding  $1,000,000. 

3.  Said  new  bonds  and  the  proceeds  thereof  shall  be  used  for  or  applied 
to  the  discharge  or  lawful  refunding  of  the  said  obligations  of  said  Erie 
Bailroad  Company,  viz.:  said  bonds  heretofore  issued  under  said  mortgage. 

4.  Said  Erie  Railroad  Company  shall  at  least  once  in  every  six  months, 
until  such  bonds  shall  have  been  issued  and  disposed  of  and  the  monevs 
received  therefor  duly  expended,  make  a  verified  report  showing  in  detail  the 
number  of  such  bonds  issued,  the  disposition,  terms,  and  conditions  of  their 
sale  or  disposition,  with  the  amount  realized  therefrom,  and  the  use  and 
application  that  has  been  made  of  the  moneys  so  realized. 

5.  That  in  the  opinion  of  this  Commission  the  use  of  the  capital  to  be 
secured  by  the  issue  of  such  bonds  hereby  authorized  to  be  issued  is  reasonably 
required  for  the  said  purposes  of  said  Erie  Railroad  Company. 


[Case  No.  350]  State  of  New  York, 

Public  Service  Commission,  Second  District. 

At  a  session  of  the  Public  Service  Commission,  Second 
District,  held  in  the  city  of  New  York  on  the  Ist  day 
of  June,  1908. 
Present : 
Frank  W.  Stevens,  Chairman, 
M.  S.  Decker, 
J.  E.  Saoue, 
J.  B.  Olmsted, 

Commissioners. 

In  the  matter  of  the  Petition  of  the  Boston  and  Albany 
Railroad  Company  for  authority  to  issue  its  25-year 
four  per  cent,  improvement  bonds  of  1908  to  the 
amount  of  $7,000,000.00,  and  of  the  petition  of  The 
Ni:w  York  Centrai.  and  Hudson  River  Railroad 
Company  for  authority  to  guarantee  the  payment  of 
the  same. 

Application  having  been  made  to  this  Commission  by  the  Boston  and  Albany 
Railroad  Company  by  petition  filed  on  the  20th  day  of  May,  1908,  under 
section  55  of  the  Public  Service  Commissions  Law  for  an  order  authorizing 
the  applicant  to  issue  its  25-year  four  per  cent,  improvement  bonds  of  1908 
to  the  amount  of  $7,000,000.00;  and  application  having  been  also  made  by 
The  New  York  Central  and  Hudson  River  Railroad  Company,  lessee  of  said 
Boston  and  Albany  railroad,  for  an  order  authorizing  it  to  guarantee  the 
payment  of  the  principal  and  interest  of  said  bonds  as  provided  for  in  the 
lease  to  it  of  said  railroad;  and  this  Commission  having  examined  such  books, 
papers,  documents,  accounts,  and  reports  as  it  deemed  necessary  and  important 
to  reach  a  determination  herein;  and  it  appearing  from  the  petition  and 
accompanying  papers  and  from  such  examination  that  the  said  The  New  York 
Central  and  Hudson  River  Railroad  Company  has  made  expenditures  fop 
permanent  improvements  and  additions  to  said  Boston  and  Albany  railroad 
amounting  to  $2,586,950.76,  for  which  it  is  entitled  to  repayment  from  the 
Boston  and  Albany  Railroad  Company  under  the  terms  of  said  lease;  and 
that  further  extensions,  additions,  and  permanent  improvements  to  the  prop- 
erty of  said  Boston  and  Albany  Railroad  Company  are  in  progress  or  about 
to  be  undertaken  which  will  cost  in  excess  of  $4,500,000.00 ;  now,  after  con- 
sideration and  deliberation,  it  is  the  opinion  of  the  Commission  that  the  use 
of  the  capital  to  be  secured  by  the  issue  of  the  bonds  named  in  the  petition 
is  reasonably  required  for  the  acquisition  of  the  property,  the  construction, 
completion,  and  extension  or  improvement  of  its  facilities,  for  the  improve- 
ment or  maintenance  of  its  service,  and  for  the  discharge  or  lawful  refunding 
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of  its  obligations  as  set  forth  in  the  petition,  and  that  it  is  proper  that  The 
New  York  Central  and  Hudson  River  Railroad  Company  as  lessee  should 
guarantee  the  payment  of  the  principal  and  interest  of  the  bonds  hereinafter 
mentioned,  pursuant  to  the  terms  of  said  lease;  it  is,  therefore,  on  motion  of 
Mr,  Albert  H.  Harris,  counsel  for  said  petitioners. 

Ordered:  1.  That  the  Boston  and  Albany  Railroad  Company  be  and  it 
hereby  is  authorized  to  issue  its  25-year  four  per  cent,  improvement  bonds 
of  1903  to  the  amount  of  $7,000,000.00,  and  that  the  proceeds  thereof  shall 
be  used  for  extensions,  additions,  and  permanent  improvements  to  its  property 
in  the  States  of  New  York  and  Massachusetts,  and  for  the  repayment  of  the 
amounts  already  expended  therefor  as  above  set  forth. 

2.  That  said  bonds  shall  not  be  sold  at  a  less  price  than  ninety  per  cent, 
of  their  face  value. 

3.  That  TTie  New  York  Central  and  Hudson  River  Railroad  Company  be 
and  it  hereby  is  authorized  to  guarantee  the  payment  of  the  principal  and 
interest  of  said  bonds. 

4.  That  the  Boston  and  Albany  Railroad  Company  shall  make  verified 
reports  to  this  Commission  as  follows:  (a)  Upon  the  sale  of  said  bonds 
authorized  by  this  order,  or  any  part  thereof,  the  fact  of  such  sale,  the  terms 
and  conditions  of  sale,  and  the  amount  realized  therefrom;  (6)  at  the  termina- 
tion of  each  and  every  period  of  six  months  from  the  date  of  this  order,  the 
disposition  and  use  made  of  the  proceeds  of  said  bonds,  setting  forth  in 
reasonable  detail  the  purposes  to  which  the  proceeds  have  been  devoted;  and 
that  Buch  reports  shall  be  made  until  all  the  proceeds  of  said  bonds  have  been 
expended. 

[Case  No.  332]  State  of  New  York, 

Public  Service  Commission,  Second  District. 

At  a  session  of  the  Public  Service  Commission,  Second 
District,  held  at  the  Capitol,  Albany,  on  the  11th  day 
of  June,  1908. 
Present : 

Frank  W.  Stevkns,  Chairman, 

Thomas  M.  Osborne, 

Martin  S.  Decker, 

James  E.  Sague, 

John  B.  Olmsted, 

Commissioners. 
In  the   matter   of  the   Petition   of  the   Lima-Honeoye 

Electric  Light  and  Railroad  Company,  under  sec- 
tions 55  and  69  of  the  Public  Service  Commissions 

Law,  for  authority  to  issue  $50,000  common  capital 

stock. 

The  Lima-Honeoye  Electric  Light  and  Railroad  Company  on  May  6,  1908, 
filed  with  this  Commission  its  petition,  under  sections  55  and  69  of  the 
Public  Service  Commissions  Law,  for  authority  to  issue  $50,000  common 
capita]  stock  of  the  par  value  of  $100  a  share.  A  hearing  on  this  petition, 
after  public  notice,  was  held  by  Commissioners  Stevens  and  Olmsted  in  the 
city  of  Rochester  on  June  5,  1908,  at  which  James  O.  Moore  appeared  for  the 
petitioner;  no  one  else  appeared. 

From  the  petition  and  accompanying  papers  and  from  evidence  at  the 
hearing,  it  appears  that  the  former  Lima-Honeoye  Electric  Light  and  Rail- 
road Company  was  organized  pursuant  to  the  provisions  of  the  Transporta- 
tion Corporations  Law  and  section  21  of  the  Railroad  Law,  and  after  its 
organization  was  duly  dissolved  by  an  order  of  the  Supreme  Court,  a  receiver 
duly  appointed,  and  all  of  its  property  and  effects  and  franchises,  pursuant 
to  the  order  of  the  Court,  were  duly  sold  at  public  sale,  and  are  now  owned 
and  operated  by  Charlotte  E.  Georger  of  Buffalo,  N.  Y.;  that  this  petitioner 
was  organized  pursuant  to  the  provisions  of  section  3  of  the  Stock  Corpora- 
tion  Law,  by  the  filing  of  a  reorganization  certificate  with  the  Secretary  of 
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State  on  March  19,  1908;  that  the  organization  of  this  petitioner  has  been 
perfected,  officers  selected,  and  that  it  has  entered  into  a  contract  with  the 
said  Charlotte  K  Georger  for  the  purchase  of  the  said  former  Lima-Honeoye 
Electric  Light  and  Railroad  Company,  its  franchises  and  properties,  and  is 
desirous  of  issuing  common  capital  stock  for  the  payment  of  the  same;  that 
this  petitioner  has  never  issued  any  capital  stock. 

In  the  opinion  of  this  Commission  the  use  of  the  capital  to  he  secured  by 
the  issue  by  this  petitioner  of  the  $5000  common  capital  stock  hereinafter 
authorized  is  reasonably  required  for  the  said  purposes  of  the  corporation, 
to  wit:  the  purchase  from  said  Charlotte  E.  Georger  of  the  property,  prop- 
erty rights,  and  franchises  of  the  former  Lima-Honeoye  Electric  Light  and 
Kail  road  Company,  as  described  in  the  petition  and  papers  attached  thereto, 
including  a  copy  of  an  agreement  dated  April  20,  1908,  between  the  said 
Charlotte  E.  Georger  and  this  petitioner.  Upon  the  aforesaid  petition,  and 
after  due  deliberation,  it  is 

Ordered:  1.  That  under  sections  55  and  69  of  the  Public  Service  Com- 
missions Law  this  Commission  hereby  authorizes  Lima-Honeoye  Electric  Light 
and  Railroad  Company  to  issue  at  par  $5000  common  capital  stock  of  said 
company  of  the  par  value  of  $100  a  share. 

Ordered:  2.  That  said  $5000  common  capital  stock  or  the  proceeds 
thereof  shall  be  devoted  by  Lima-Honeoye  Electric  Light  and  Railroad  Com- 
pany to  and  used  for  the  following  purposes  and  no  other,  to  wit:  the  pur- 
chase from  said  Charlotte  E.  Georger  of  the  property,  property  rights,  and 
franchises  of  the  former  Lima-Honeoye  Electric  Li^t  and  Railroad  Company, 
as  described  in  the  petition  and  papers  attached  thereto,  including  a  copy  of 
an  agreement  dated  April  20,  1908,  between  the  said  Charlotte  E.  Georger 
and  this  petitioner. 

Ordered:  3.  That  said  Lima-Honeoye  Electric  Light  and  Railroad  Com- 
pany, upon  the  transfer  of  said  $5000  common  capital  stock  herein  author- 
ized to  said  Charlotte  E.  Georger  for  the  said  property,  property  rights,  and 
franchises,  or  upon  the  sale  of  said  $5000  common  capital  stock  and  the 
payment  of  the  proceeds  thereof  to  said  Charlotte  E.  Georger  for  said  prop- 
erty, property  rights,  and  franchises,  shall  file  with  this  Commission  a 
verified  statement  to  the  effect  that  said  capital  stock  has  been  thus  issued 
and  used  for  said  purposes. 

[See  Case  No.  344,  June  11,  1908,  page  321.] 


[Case  No.  360j  State  or  New  York, 

PuBUc  Service  Commission,  Second  District. 

At  a  session  of  the  Public  Service  Commission,  Second 
District,  held  at  its  office  in  Buffalo  on  the  18th  day 
of  June,  1908. 
Present : 

Frank  W.  Stevens,  Chairman, 
Thomas  M.  Osborne, 
Martin  S.  Decker, 
James  E.  Sague, 
John  B.  Olmsted, 

Commissioners. 
In  the  matter  of  the  Petition  of  the  Doloeville  and 
Sausburt  Railway  Company,  under  section  4ft  of 
the  Stock  Corporation  Law  for  approval  of  an  in- 
crease of  its  common  capital  stock  from  $100,000 
named  in  its  articles  of  association  to  $150,000,  and 
under  section  55  of  the  Public  Service  Commissions 
Law  for  authority  to  issue  said  $150,000  common 
capital  stock. 

The  Dolgeville  and  Salisbury  Railway  Company  having  on  June  5,  1908, 
filed  with  this  Commission  its  petition  under  section  46  o(  the  Stock  Corpo- 
ration Law  for  approval   of  an  increase  of  its  common  capital   stock   from 


Appendix  C:  Obders  169 

^100,000  named  in  its  articles  of  incorporation  to  $150,000,  and  under  seo- 
tion  55  of  the  Public  Service  Commissions  Law  for  authority  to  issue  said 
^150,000  conmion  capital  stock;  and  hearing  on  said  petition  having  been 
held  by  this  Commission  at  its  office  in  the  Capitol,  Albany,  on  June  15,  1908, 
Hon,  A.  M,  Mills  appearing  for  the  petitioner,  and  no  person  appearing  in 
opposition;  it  appears  from  the  petition  and  accompanying  papers,  and  from 
evidence  submitted  at  the  hearing,  as  follows:  That  petitioner  was  incor* 
porated  to  construct  a  steam  railroad  from  Dolgeville  to  the  Salisbury  Steel 
and  Iron  Company  plant,  at  or  near  Salisbury  Center,  all  in  Herkimer 
county,  a  distance  of  about  four  and  a-half  miles,  and  received  from  this 
Commission  a  certificate  under  section  59  of  the  Plailroad  Law,  and  consent 
to  construct  said  railroad  and  exercise  rights  and  privileges  as  a  common 
carrier  under  section  53  of  the  Public  Service  Commissions  Law;  that  the 
railroad  company  and  the  iron  company  aereed  verbally  that  the  iron  com- 
pany should  procure  the  right  of  way  and  build  the  railroad  complete,  which 
has  been  done,  and  the  railroad  is  in  operation;  that  it  is  a  single-track 
road  with  sidings;  that  the  iron  company  has  expended  in  said  construction 
$1 4*9,646.30,  and  has  contracted  to  expend  upon  said  road,  in  addition,  sup- 
plementary construction  to  the  amount  of  about  $2000;  that  this  petitioner 
desires  to  pay  in  full  for  all  of  said  railroad  construction  by  issuing  to  the 
said  Salisbury  Steel  and  Iron  Company  its  $150,000  common  capital  stock 
at  par,  and  the  said  Steel  and  Iron  Company  has  consented  to  accept  the 
same  in  full  payment  for  all  of  said  construction;  that  all  of  the  stockholders 
of  this  petitioner  have  consented  to  the  increase  of  its  capital  stock  from 
$100,000  to  $150,000;  that  statements  and  vouchers  covering  said  construc- 
tion in  detail  have  been  submitted  and  examined;  and  that  the  prices  paid 
for  said  construction  by  the  Salisbury  Steel  and  Iron  Company  appear  to  be 
in  all  respects  fair  and  reasonable. 

In  the  opinion  of  this  Commission  the  use  of  the  capital  to  be  secured  from 
the  issue  by  petitioner  of  $150,000  common  capital  stock  is  reasonably 
required  for  the  said  purpose  of  the  corporation  as  set  forth  in  the  petition 
and  accompanying  papers  and  as  described  in  the  evidence  at  the  hearing, 
namely,  the  complete  construction  of  its  said  railroad;  now,  upon  the  afore- 
said petition  and  accompanying  papers  and  evidence  taken  at  the  hearing, 
and  after  due  deliberation,  it  is 

Ordered:  1.  That  under  section  46  of  the  Stock  Corporation  Law  this 
Commission  hereby  approves  the  increase  of  the  common  capital  stock  of  the 
Dolgeville  and  Saliaibury  Railway  Company  from  $100,000  named  in  its 
articles  of  incorporation  to  $150,000,  and  that  indorsement  of  such  approval 
be  made  upon  the  duplicate  certificates  of  the  unanimous  consent  of  stock- 
holders of  said  company  to  said  increase,  according  to  the  provisions  of  the 
Stock  Corporation  Law. 

Ordered:  2,  That  under  section  55  of  the  Public  Service  Commissions  Law 
this  Comemission  hereby  authorizes  the  petitioner,  the  Dolgeville  and  Salis- 
bury Railway  Company,  to  issue  $150,000  common  capital  stock  of  the  par 
value  of  $100  per  share,  and  to  deliver  the  same  unto  the  Salisbury  Steel 
and  Iron  Company  as  issued  and  sold  at  not  less  than  the  par  value  thereof, 
and  in  full  satisfaction  for  the  construction  of  petitioner's  railroad,  including 
all  of  said  supplementary  or  final  construction  contracted  for  or  agreed  upon 
between  the  petitioner  and  the  said  Salisbury  Steel  and  Iron  Company,  the 
true  cost  of  which  said  construction  exceeds  the  amount  of  said  stock  at  its 
par  value  of  $100  per  share. 

Ordered:  3.  That  the  petitioner,,  the  Dolgeville  and  Salisbury  Railway 
Company,  shall,  upon  the  issuance  and  delivery  of  said  aforesaid  issue  of  its 
common  stock  to  the  Salisbury  Steel  and  Iroii  Company,  and  the  delivery  to 
it  by  said  Salisbury  Steel  and  Iron  Company  of  receipts  in  full  for  all  debts 
arising  from  the  construction  of  petitioner's  railroad  by  said  Salisbury  Steel 
and  Iron  Company,  including  payment  for  said  supplementary  construction, 
file  verified  copies  of  said  receipts  with  this  Commission,  together  with  a 
verified  statement  setting  forth  the  issuance  and  delivery  of  said  common 
stock  as  herein  provided. 
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[Case  No.  316]  State  of  New  York, 

Public  Service  Commission,  Second  District. 
At  a  Bession  of  the  Public  Service  Commission,  Second 
District,  held  at  the  Capitol,  Albany,  on  the  7th  day 
of  July,  1908. 
Present: 
Frank  W.  Stevens,  Chairman, 
Thomas  M.  Osborne, 
Martin  S.  Decker, 
James  £.  Sague, 
John  B.  Olmsted, 

Commissioners. 

In  the  matter  of  the  Application  of  W.  Butler  Crit- 
tenden, Receiver  of  the  Rochester,  Charlotte  and 
Manitou  'Railroad  Company,  for  approval  of  the 
issuance  of  receiver's  certificates,  under  section  55 
of  the  Public  Service  Commissions  Law. 

On  reading  and  filing  the  application  of  W.  Butler  Crittenden,  receiver 
of  the  Rochester,  Charlotte  and  Manitou  Railroad  Company,  for  authority 
to  issue  receiver's  certificates  to  the  amount  of  nine  thousand  dollars  ($9000) 
and  the  sale  thereof  at  par,  and  after  hearing  had  upon  such  application  at 
the  office  of  said  receiver  in  the  city  of  Rochester  on  the  30th  day  of  June, 
1908;  and  it  appearing  to  the  Commission  that  the  said  issue  of  certificates 
by  said  receiver  has  b^n  duly  authorized  by  the  Supreme  Court  of  the  State 
of  New  York  in  and  for  the  county  of  New  York  by  orders  duly  entered  on 
the  23rd  day  of  May  and  the  6th  day  of  June,  190&,  and  that  the  proceeds 
from  the  sale  of  said  certificates  are  to  be  used  incidentally  to  defray  ex- 
penses of  administration  pending  the  putting  of  the  railroad  into  operation, 
but  mainly  for  the  purpose  of  complying  with  the  order  issued  by  this 
Commission  on  the  2l8t  day  of  April,  1908,  "In  the  matter  of  the  Physical 
Condition  and  Operation  of  the  Rochester,  Charlotte  and  Manitou  Railroad," 
according  to  plans  and  specifications  covering  the  repair  and  partial  recon- 
struction of  the  said  Rochester,  Charlotte  and  Manitou  railroad;  and  it  fur- 
ther appearing  to  the  Commission  that  the  proceeds  to  be  derived  from  the 
sale  of  the  said  certificates  are  reasonably  required  for  the  said  purposes  of 
said  receiver,  it  is 

Ordered:  That  W.  Butler  Crittenden,  receiver  of  the  Rochester,  Charlotte 
and  Manitou  Railroad  Company,  be  and  is  hereby  authorized  under  section  55 
of  the  Public  Service  Commissions  Law  to  issue  his  certificates  as  such 
receiver  to  the  amount  of  nine  thousand  dollars  ($9000),  payable  on  demand 
and  bearing  6  per  cent,  interest,  and  to  sell  the  same  at  not  less  than  par, 
the  said  certificates  being  those  heretofore  authorized  by  orders  of  the  Supreme 
Court  of  the  State  of  New  York  in  and  for  the  Fourth  Department  duly 
entered  on  the  23d  day  of  May  and  the  6th  day  of  June,  1908;  and  that  any 
sale  heretofore  made  by  said  receiver  of  any  such  certificates  at  the  par 
value  thereof  be  and  the  same  is  hereby  approved.    And  it  is  further 

Ordered:  That  W.  Butler  Crittenden,  receiver  of  the  Rochester,  Charlotte 
and  Manitou  Railroad  Company,  be  and  is  hereby  directed,  under  Rule  25 
of  the  Rules  of  Practice,  to  report  under  oath  the  sale  or  sales  of  the  obliga- 
tions authorized ;  and  shall  further  make  a  verified  report  at  least  once  every 
three  months  showing  in  detail  the  use  and  application  by  him  of  the 
moneys  so  realized,  until  such  moneys  shall  have  been  fully  expended. 

[See  Case  No.  315,  April  21,  1908,  page  401 ;  and  Case  No.  439,  August 
19,  1908,  page  148.] 
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[Ca«e  No.  348]  State  of  New  York, 

PuBUc  Sebvice  Commission,  Second  District. 

At  a  session  of  the  Public  Service  Commission,  Second 
District,  held  at  the  Capitol,  Albany,  on  the  7th  da/ 
of  July,  1908. 
Present: 
Frank  W.  Stevens,  Chairman, 
Thomas  M.  Osborne, 
Martin  S.  Decker, 
James  E.  Saoue, 
John  B.  Olmsted, 

Commissioners. 

In  the  matter  of  the  Application  of  The  Delaware  and 
Hudson  Company,  under  subdivision  10  of  section  4 
of  the  Railroad  Law  for  consent  to  the  execution  of  a 
first  and  refunding  mortga^  upon  its  property,  rights, 
and  franchises  covering  $50,000,000  coupon  or  reg- 
istered  gold  bonds  maturing  May  1,  1943,  and  for 
authority  under  section  55  of  the  Public  Service 
Commissions  Law  to  issue  bonds  under  said  mortgage 
to  the  amount  of  $26,500,000. 

The  Delaware  and  Hudson  Company  having  on  June  3,  1908,  filed  an  appli- 
cation  under  subdivision  10  of  section  4  of  the  Railroad  Law  for  consent  of 
the  Commission  to  the  execution  by  it  to  the  Farmers  Loan  and  Trust  Com- 
pany as  trustee,  of  a  first  and  refunding  mortgage  upon  its  railroad  property, 
rights,  and  franchises,  securing  gold  bonds  to  the  amount  of  fifty  million 
dollars  ($50,000,000)  maturing  May  1,  1943,  bearing  not  to  exceed  four  per 
cent,  interest  annually;  and  for  authority  under  section  55  of  the  Public 
Service  Commissions  Law  to  issue  twenty  million  dollars  ($20,000,000)  of 
fruch  bonds  for  the  purpose  of  paying  off  certain  note  obligations  amounting 
to  nineteen  million  one  hundred  and  thirty-seven  thousand  five  hundred  dollars 
($19,137,500) ;  and  in  addition  to  set  aside  and  use  six  million  five  hundred 
thousand  dollars  ($6,500,000)  of  such  bonds  to  retire  or  pay  off  at  or  before 
maturity  outstanding  bonds  under  three  existing  mortgagee,  to  wit:  five 
million  dollars  ($5,000,000)  of  seven  per  cent,  bonds  maturing  September  1, 
1917,  under  a  mortgage  executed  by  the  applicant  dated  August  13,  1S77, 
Union  Trust  Company  of  New  York,  trustee;  five  hundred  thousand  dollars 
($500,000)  of  six  per  cent,  bonds  maturing  September  1,  19d4,  under  a  mort- 

gage  executed  August  15,  1874,  by  the  Schenectady  and  Duanesburg  Railroad 
ompany  (which  has  since  been  merged  with  the  applicant),  l^omas  W. 
•McCammus  and  Walter  T.  L.  Sanders,  trustees;  and  one  million  dollars 
($1,000,000)  of  four  and  one-half  per  cent,  bonds  maturing  March  1,  1942, 
under  a  mortgage  executed  by  the  Adirondack  Railway  Company  (which  has 
since  been  merged  with  the  applicant),  United  States  Trust  Company  of  New 
York,  trustee;  and  hearing  herein  having  been  had  by  the  Commission  on  the 
8th  day  of  June,  1908,  ami  submission  of  documentary  evidence  having  been 
filed  at  various  dates  and  practically  completed  on  June  22,  1908,  and  the 
Commission  having  duly  examined  the  evidence,  including  the  form  of  the 
proposed  mortgage  and  bonds,  and  having  fully  investigated  and  considered 
the  matters  and  things  involved,  it  is 

Ordered:  1.  That  the  Commission  does  hereby  consent  to  the  execution  by 
the  applicant.  The  Delaware  and  Hudson  Company,  to  the  Farmers  Loan  and 
Trust  Company  as  trustee,  of  a  first  and  refunding  mortgage  upon  its  railroad 
properties,  rights,  and  franchises  as  described  therein,  to  secure  gold  bonds  to 
the  amount  of  fifty  million  dollars  ($50,000,000),  bearing  not  to  exceed  four 
per  cent,  interest  annually  and  maturing  May  1,  1943,  the  said  mortgage  to 
be  in  accordance  with  the  terms  of  the  form  of  mortgage  filed  herein  on  the 
22d  day  of  June,  1908,  subject,  however,  to  the  limitations  as  to  the  issue 
and  sale  of  bonds  thereunder  as  hereinafter  prescribed. 
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Ordered:  2.  lliat  the  applicant,  The  Delaware  and  Hudson  Company,  be 
and  is  hereby  authorized  to  set  aside  and  from  time  to  time  issue  under  the 
terms  of  said  first  and  refunding  mortgage  bonds  of  the  par  value  of  six 
million  five  hundred  thousand  dollars  ($6,500,000),  bearing  not  to  exceed  four 
per  cent,  interest  annually,  the  capital  to  be  secured  thereby  being  in  the 
opinion  of  the  Commission  reasonably  required,  and  the  same  to  be  used  for 
the  sole  purpose,  and  no  other,  of  retiring  or  paying  off  bonds  at  or  before 
maturity  which  are  outstanding  under  three  certain  existing  mortgages,  to  wit: 
Five  million  dollars  ( $5,000,0(K) )  of  seven  per  cent,  bonds  maturing  September 
1,  1917,  under  a  mortgage  executed  by  the  applicant  dated  August  13,  1877, 
Union  Trust  Company  of  New  York,  trustee;  five  hundred  thousand  dollars 
($500,000)  of  six  per  cent,  bonds  maturing  September  1,  1^24,  under  a  mort- 
gage executed  August  15,  1874,  by  the  Schenectady  and  Duanesburg  Railroad 
Company  (which  has  since  been  merged  with  the  applicant),  Thomas  W. 
McCammus  and  Walter  T.  L.  Sanders,  trustees;  and  one  million  dollars 
($1,000,000)  of  four  and  one-half  per  cent,  bonds  maturing  March  1,  1942, 
under  a  mortgage  executed  by  the  Adirondack  Railway  C>>mfpany  (which  has 
since  been  merged  with  the  applicant).  United  States  Trust  Company  of  New 
York,  trustee.  Provided,  however,  that  except  as  the  said  bonds  hereby 
authorized  to  be  issued  shall  be  exchanged  par  value  for  par  value  for  the 
said  present  outstanding  bonds,  without  payment  of  premium  in  any  form  upon 
such  excluinge  by  the  applicant,  the  terms  of  such  exchange  or  of  the  sale 
of  bonds  hereby  authorized  shall  first  be  submitted  to  the  Commission  for 
approval,  but  such  submission  may  be  without  formality  and  such  approval 
may  be  by  resolution  of  the  Commission.  Provided  further,  that  if  any  of 
the  bonds  hereby  authorized  shall  not,  for  any  reason,  be  required  by  the 
applicant  for  the  purpose  above  described,  the  same  shall  not  be  issued  except 
upon  order  of  the  Commission,  and  report  of  any  such  unissued  bonds  shall  be 
made  to  the  Commission.  Provided  further,  that  if  from  time  to  time  in 
the  retirement  or  paying  off  of  said  present  outstanding  bonds  by  exchange 
or  sale  of  bonds  hereby  authorized,  it  shall  be  found  necessary,  with  approval 
of  the  Commission,  to  exchange  or  sell  said  new  bonds  at  a  discount  from 
the  par  value  thereof,  the  amount  of  said  discount,  when  it  shall  become  sub- 
stantial, will  be  allowed  to  the  applicant  with  authority  to  issue  an  amount 
of  new  bonds  in  par  value  equal  to  such  discount. 

Ordered:  3.  That  the  applicant.  The  Delaware  and  Hudson  Company,  be 
and  is  hereby  authorized  to  issue  under  the  terms  of  said  first  and  refunding 
mortgage,  and  sell  for  not  less  than  ninety-five  per  cent,  of  the  par  value 
thereof,  bonds  of  the  par  vialue  of  thirteen  million  three  hundred  and  nine 
thousand  dollars  ($13,309,000),  bearing  not  to  exceed  four  per  cent,  interest 
annually,  the  capital  to  be  secured  thereby  being  in  the  opinion  of  the  Com- 
mission reasonably  required,  and  the  same  to  he  used  for  the  sole  purpose, 
and  no  other,  of  paying  off  by  the  applicant  its  present  outstanding  note 
obligations  maturing  in  twelve  months  or  less  from  date  thereof  to  the  amount 
of  twelve  million  six  hundred  and  forty-four  thousand  and  eighty  dollars  and 
twenty-two  cents  ($12,644,080.22),  which  sum  as  proceeds  derived  from  said 
note  issues  is  found  by  the  Commission  to  have  been  applied  by  the  applicant 
for  value,  as  follows,  to  wit : 

New  equipment    $2,229,455  07 

Real  estate  and  new  construction 3,948,830  67 

1.750  shares  of  stock  of  the  Greenwich  and  Johnsonville  Railway 

Company 175,000  00 

Certificates  of  Indebtedness  of  the  Quebec,  Montreal  and  Southern 

Railway    Company    5,444,794  58 

$1,000,000  of  preferred  stock  of  the  Chateaugay  and  Lake  Placid 

Railway  Company 846,000  00 

ToUl $12,644,080  22 

Provided,  however,  if  any  of  the  bonds  her^y  authorized  which  for  any  reason 
n^y  not  be  used  by  the  applicant  for  the  purposes  above  set  forth,  the  said 
bonds  not  so  used  shall  be  reported  to  the  Commission  and  shall  be  issued  only 
upon  the  further  order  of  the  Commission. 
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Ordered:  4.  That  the  remaining  bonds  provided  for  in  said  mort^rMT^t  to 
wit:  bonds  of  the  par  value  of  toirtv  million  one  hundred  and  niiioty-one 
thousand  dollars  ($30,191,000),  shall  only  be  issued  upon  the  order  of*  thia 
Oonunission. 

Ordered:  5.  That  the  applicant.  The  Delaware  and  Hudron  Company,  thftU 
make  a  verified  report  to  the  Commiasion  at  least  once  every  aix  montlu,  show- 
ing in  detail  the  use  and  application  by  it  of  the  m<Mieys  ao  realined  until 
such  moneys  shall  have  been  fully  expended,  and  of  its  action  generally  under 
the  provisions  of  this  order. 

[See  Case  No.  348,  July  21,  1908,  pnjre  175;  Case  Xo.  348,  December  7, 
1908,  page  188;  Case  No.  348,  December  29.  1908,  page  101.] 


[Case  No.  378]  State  of  Nfw  York, 

Public  Service  Commission,  {Skcx)ND  Dibtiiict. 

At  a  session  of  the  Public  Service  Commission,  Second 
District,  held  at  the  Capitol,  Albany,  on  the  8th  day 
of  July,  1908. 
Present : 

Frank  W.  Stevens,  Chairman, 
Thomas  M.  Osborne, 
Hajitin  S.  Decker, 
James  E.  Sague, 
John  B.  Olmsted, 

Commissioners. 

In  the  matter  of  the  Application  of  Lesue  Sutherland, 
Receiver  of  the  Yonkers  Railroad  Company,  for 
approval  of  the  issuance  of  receiver's  tertiflcntoH  under 
section  55  of  the  Public  Service  CommiHsions  Law. 

On  reading  and  filing  the  application  of  Lenlie  Sutherland,  receiver  of  th« 
Yonkers  Railroad  Company,  for  autliority  to  innuo  receiver's  certificates 
to  the  amount  of  sixty-five  thousand  dollars  ($(J5,000)  ;  and  after  hearing 
had  upon  such  application  at  the  oflice  of  the  Public  Service  CommiMsion 
for  the  First  District  in  the  city  of  New  York  on  the  24th  day  of  June, 
1908;  and  it  appearing  to  the  CoromisHJon  th.at  the  said  is«ue  of  certiflciitos 
by  said  receiver  has  been  duly  authorized  by  the  Supreme  Court  of  the 
State  of  New  \''ork  in  and  for  the  county  of  Wostchciter  by  onU'r  duly 
entered  on  the  15th  day  of  June,  1JK)8;  and  that  the  proceeds  from  the 
sale  of  said  certificates  are  to  be  used  for  the  purrhnse  of  fifteen  additional 
double-truck  cars  not  less  than  forty  feet  long,  fully  vestibuled,  er|uij)fH*d 
with  an  approved  type  of  air  brake  and  electrical  e<]uipment,  as  wt  forth 
in  statements  and  copies  of  proposed  contracts  on  file;  anrl  it  further  appear- 
ing to  the  Commission  that  the  proceeds  to  bo  dorivod  from  tlic  sale  of 
said  certificates  are  reasonably  required  for  the  said  purpose*,  it  Is 

Ordered:  That  Leslie  Sutherland,  receiver  of  the  Yonkers  Kail  road  (Vim- 
pany,  be  and  is  hereby  authorized,  under  section  55  of  the  Public  Service 
Commissions  Law,  to  issue  his  certificates  at  such  rfcoivor  to  tho  amrnint 
of  sixty-five  thousand  dollars  (^tio,000|,  boaring  not  to  exci^d  flv*»  and 
one-hall  per  cent,  interest,  and  to  f^U  tlip  f*nme  at  not  l<»ss  than  par,  the 
said  certificates  being  tho«4e  heretofore  authoriz<'d  by  ordfT  of  tlM-  >upmuf 
Court  of  the  State  of  New  York  in  and  for  ti»e  county  of  Wf^nff'.hf*i*T  duly 
entered  on  the  15th  day  of  Jum»,  lOOS.  and  ufKin  condition  that  th**  pro- 
ceeds derived  from  the  sale  of  said  certificates  shall  h^  us«*d  for  Ute  noia 
purpose  of  purcliasing  fifteen  doub!^-truck  cars  not  U'Mi  than  forty  ft^i  lontf. 
fully  vestibuled,  and  equipped  with  an  approv«»d  type  of  air  brak*  8*?') 
electrical  equipment  io  accordance  with  ^fie^i fixations  s^-t  forth  in  statemrnts 
and  copies  of  proposed  contracts  on  file  in  this  prfHt-cfWu'^,     And  it  is  furthar 

Ordered:  That  Leslie  Suth*Tland,  rf^-fivfr  of  the  Yonkers  Kailroad  (Urm* 
pany,  be  and   is  hcirtj  direr^tfd,   un  ier   Rule  25  of   tlie   Kul«s  of   Prartir*, 
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to  report  under  oath  the  sale  or  sales  of  the  obligations  authorized,  and  to 
also  make  a  verified  report  showing  in  detail  the  use  and  application  by  him 
of  the  moneys  so  realized,  which  said  report  shall  be  made  within  three 
months  from  the  date  hereof  and  be  supplemented  by  further  report  each 
month  thereafter  until  such  moneys  shall  have  been  fully  expended. 

[See  case  next  following;  Case  No.  126,  March  17,  1908,  page  394;  Case 
No.  166,  September  28,  1908,  page  436;  Case  No.  167,  September  29,  1908, 
page  438;  and  Case  No.  378,  September  1,  1908,  page  180.] 


[Case  No.  378]  State  of  New  York, 

PcBLic  Service  Commission,  Second  District. 
At  a  session  of  the  Public  Service  Commission,  Second 
District,  held  at  the  Capitol,  Albany,  on  the  13th  day 
of  July,  1908. 
Present: 

Frank  W.  Stevens,  Chairman, 

Martin  S.  Decker, 

James  E.  Sague, 

John  B.  Olmsted, 

Commissioners. 
In  the  matter  of  the  Application  of  Leslie  Sutherland, 

Receiver  op  the  Yonkers  RAnju)AD  Company,  for 

approval    of   the    issuance    of    receiver's    certificates 

under  section  55  of  the  Public  Service  Commissions 

Law. 

On  reading  and  filing  the  supplemental  application  of  Leslie  Sutherland, 
receiver  of  tiie  Yonkers  Railroad  Company,  in  this  proceeding  for  amoid- 
ment  of  the  order  entered  herein  on  tlie  8th  day  of  July,  1908,  so  that  tJie 
receiver's  certificates  authorized  to  be  issued  by  the  Commission  in  such 
order  shall  bear  interest  at  not  to  exceed  six  per  cent,  per  annum  instead 
of  five  and  one-half  per  cent,  per  annum  as  specified  in  such  order,  it  is 

Ordered:  That  the  provision  in  the  order  of  the  Commission  entered 
herein  on  the  8th  day  of  July,  1908,  as  to  pavment  of  interest  on  receiver's 
certificates  authorized  in  said  order  at  five  and  one-half  per  cent,  per  annum 
be  and  the  same  is  hereby  changed  so  as  to  read  not  to  exceed  six  per 
cent,  per  annum,  and  said  order  is  hereby  amended  accordingly. 

[See  preceding  case;  Case  No.  126,  March  17,  1908,  page  394;  Case  No. 
166,  September  28,  1908,  page  436;  Case  No.  167,  September  29,  1908,  page 
438;  and  Case  No.  378,  September  1,  1908,  page  180.] 


[Case  No.  306]  State  of  New  York, 

PiTBLic  Service  Commission,  Second  District. 
At  a  session  of  the  Public  Service  Commission,  Second 
District,  held  at  the  Capitol,  Albany,  on  the  13th  day 
of  July,  1908. 
Present: 
Frank  W.  Stevens,  Chairman, 
Martin  S.  Decker, 
James  £.  Saoue, 
John  B.  Olmsted, 

Commissioners. 

In  the  matter  of  the  Petition  of  the  Orange  County 
Traction  Company,  under  section  55  of  the  Public 
Service  Commissions  Law,  for  authority  to  issue  four 
notes  for  $25,000  each,  for  the  refunding  of  obliga- 
tions. 

The  Orange  Countj  Traction  Company  on  July  7,  1908,  filed  with  this 
Commission  its  petition  under  section  55  of  the  Public  Service  Commissions 
Law  for  authority  to  issue  four  notes  for  $25,000  each,  to  be  payable  in 
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five  years  from  the  date  thereof  and  to  bear  G  per  cent,  annual  interest, 
the  proceeds  to  be  used  for  the  refimding  of  obligations  of  the  company. 
A  hearing  on  said  petition  was  held  by  this  Commission  in  the  city  of 
Albany  on  July  10,  1908,  at  which  D.  E,  Ainstoorth  appeared  for  the  petitioner. 
It  appears  from  the  petition  and  evidence  at  the  hearing  that  the  petitioner 
has  outstanding  certain  obligations,  being  loans,  notes,  and  demand  certificates, 
the  aggregate  of  which  is  $102,636.75;  that  the  proceeds  of  these  obligations 
were  expended  for  construction  and  equipment  of  the  petitioner's  railroad; 
that  the  petitioner  now  desires  to  refund  these  obligations  by  issuing  four 
notes  for  $25,000  each,  as  set  forth  above.  In  the  opinion  of  this  Com- 
mission the  use  of  the  capital  to  be  secured  by  the  issue  by  this  petitioner 
of  the  four  notes  for  $25,000  each,  hereinafter  authorized,  is  reasonably  re- 
quired for  the  said  purposes  of  the  corporation,  namely,  the  lawful  refunding 
of  its  obligations  as  described  in  the  petition  and  evidence  at  the  hearing. 
Upon  the  aforesaid  petition  and  evidence  at  the  hearing,  and  after  due 
deliberation,  it  is 

Ordered:  1.  That  under  section  55  of  the  Public  Service  Commissions  Law 
this  Commission  hereby  authorizes  the  Orange  County  Traction  Company  to 
issue  four  notes  for  $25,000  each,  to  be  payable  in  five  years  from  toe  date 
thereof  and  to  bear  6  per  cent,  annual  interest,  to  be  secured  by  the  personal 
guaranty  of  B.  B.  Odell,  jr.,  and  the  delivery  to  the  purchaser  of  said  notes 
as  collateral  of  $100,000  in  bonds  of  the  Orange  County  Traction  Company 
heretofore  issued  and  in  the  treasury  of  the  company. 

Ordered:  2.  That  the  proceeds  of  said  four  notes  for  $25,000  each  shall  be 
devoted  by  Orange  County  Traction  Company  to  and  used  for  the  following 
purpose  and  no  other:  namely,  the  refimding  of  outstanding  obligations,  as 
described  in  the  petition  and  evidence  at  the  hearing. 

Ordered:  3.  That  said  Orange  County  Traction  Company  shall  make  veri- 
fied reports  to  this  Commission,  as  follows:  (a)  Upon  the  sale  of  said  four 
notes  for  $25,000  each,  authorized  by  this  order,  or  any  of  them,  the  fact  of 
such  sale,  the  terms  and  conditions  of  sale,  and  the  amount  realized  there- 
from; or  if  said  notes  are  substituted  for  certain  sixty-day  notes  of  said 
company  for  $100,000  now  outstanding,  the  facts  in  detail  connected  with 
such  substitution;  (&)  at  the  termination  of  each  month  from  the  date  of 
this  order,  the  disposition  and  use  made  of  the  proceeds  of  said  notes, 
if  sold,  setting  forth  in  reasonable  detail  the  purpose  to  which  the  proceeds 
have  been  devoted;  and  that  such  reports  shall  be  made  until  all  the  pro- 
ceeds have  been  expended  pursuant  to  the  provisions  of  this  order. 


ICase  No.  348J  State  of  New  York, 

Public  Sebvice  Commission,  Second  Distbict. 
At  a  session  of  the  Public  Service  Commission,  Second 
District,  held  at  the   Capitol,  Albany,  on  the  21st 
day  of  July,  1908. 
Present : 
Fbank  W.  Stevenb,  Chairman, 
Thomas  M.  Osbobne, 
James  E.  Saque, 
John  B.  Olmsted, 

Conunissioners. 
In  the  matter  of  the  Application  of  The  Delawabe 
AND  Hudson  Company,  under  subdivision  10  of  sec- 
tion 4  of  the  Railroad  Law  for  consent  to  the  exe- 
cution of  a  first  and  refunding  mortgage  upon  its  Supplemental 
property,  rights,  and  franchises  covering  $50,000,000  Order, 
coupon  or   registered  gold  bonds   maturing  May   1, 
1943,    and   for    authority   under    section    55   of    the 
Public    Service    Commissions    Law    to    issue    bonds 
under  said  mortgage  to  the  amount  of  $26,500,000. 

Whereas,  In  the  application  of  The  Delaware  and  Hudson  Company  for 
leave   to  execute   a  first   and   refunding  mortgage   upon    its   property   for 
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$50,000,000  and  for  other  authorization,  in  which  application  an  order  was 
made  July  7th  granting  leave  to  execute  said  mortgage,  which  order  con- 
tains among  other  thinjpfs  the  following:  *'  the  said  mortgage  to  be  in  accord- 
ance with  the  terms  of  the  form  of  mortgage  filed  herein  on  the  22nd  day 
of  June^  1008/'  and 

WhereaSf  The  said  company  has  found  in  said  form  of  mortgage  certain 
provisions  which  are  unacceptable  and  which  it  desires  eliminated  and  certain 
new  provisions  inserted,  none  of  which  eliminations  and  additions  are  material 
upon  this  application,  and  has  this  day  filed  a  duplicate  original  of  said 
mortgage  as  actually  executed,  and  asks  for  its  approval,  it  is 

Ordered:  That  the  form  of  mortgage  actually  executed,  as  shown  by  said 
duplicate  original  so  filed,  be  and  the  same  is  hereby  authorized  and  approved 
as  a  full  compliance  with  the  requirements  of  said  order  entered  July  7,  1908, 
subject  however  to  the  limitations  as  to  the  issue  and  sale  of  bonds  secured 
by  said  mortgage  contained  in  said  order  dated  July  7,  1908,  of  this  Com- 
mission in  this  matter. 

[See  Case  No.  348,  July  7,  1908,  page  171;  Case  No.  348,  December  7,  hJOS^ 
page  188;  Case  No.  348,  December  29,  1908,  page  191.] 


[Case  No.  353]  State  of  New  York, 

Public  Service  Commission,  Second  District. 

At  a  session  of  the  Public  Service  Commission,  Seconal 
District,  held  at  the  Capitol,  Albany,  on  the  2l8t 
day  of  July,  1908. 

Present: 

Frank  W.  Stevens,  Chairman, 
Thomas  M.  Osborne, 
Martin  S.  Decker, 
James  E.  Sague, 
John  B.  Olmsted, 

Commissioners. 

In  the  matter  of  the  Petition  of  Rochester  and  East- 
ern Rapid  Railway  Company,  under  section  46 
of  the  Stock  Corporation  Law  for  approval  of  an 
increase  of  its  common  capital  stock  from  $1,500,000 
to  $15,290,200,  under  section  55  of  the  Public  Service 
Commissions  Law  for  authority  to  issue  the  amount 
of  the  increase,  and  under  section  54  of  the  Public 
Service  Commissions  Law  for  authority  to  acquire 
and  hold  shares  of  the  capital  stock  of  certain  street 
railway  companies. 

The  Rochester  and  Eastern  Rapid  Railway  Company  having  on  June  3» 
1908,  filed  with  this  Commission  its  petition  under  section  46  of  the  Stock 
Corporation  Law  for  approval  of  an  increase  of  its  common  capital  stock 
from  $1,500,000  to  $15,290,200,  and  under  section  55  of  the  Public  Service 
Commissions  Law  for  authority  to  issue  tlie  amount  of  the  increase,  and 
under  section  54  of  the  Public  Service  Commissions  Law  for  authority  to 
acquire  and  hold  shares  of  the  capital  stock  of  certain  street  railroad 
companies  hereinafter  named;  and  a  hearinsj  on  said  petition  having  been 
held  by  this  Commission  at  its  office  in  the  Capitol,  Albany,  on  June  3,  1908, 
Walter  N,  Kernan  appearing  for  the  petitioner;  and  it  appearing  from  the 
petition  and  accompanying  papers  and  from  evidence  at  the  hearing  that 
The  Mohawk  Valley  Company,  a  corporation  organized  and  existing  under 
tlie  Business  Corporations  Law,  is  the  owner  of  .3373  shares  of  the  preferred 
and  19,802  shares  of  tlie  common  capital  stock  of  the  Syracuse  Rapid  Transit 
Railway  Company,  25,000  shares  of  the  preferred  and  50,000  shares  of  the 
common  capital  stock  of  the  Utica  and  Mohawk  Valley  Railway  Company^ 
19,227  shares  of  the  common  capital  stock  of  the  Oneida  Railway  Company^ 
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and  20,500  shares  of  the  common  capital  stock  of  the  Schenectady  Railway 
Company,  which  are  the  shares  of  stock  proposed  to  he  acquired  by  this 
petitioner;  and  it  further  appearing  that  through  the  acquirement,  in  the 
manner  hereinafter  authorised,  by  this  x>etitioner  of  control  by  direct  owner- 
ship of  stock  of  the  railroads  of  the  above  named  companies,  funds  to  meet 
demands  of  the  public  for  extensions,  improvements,  and  new  equipment  of 
the  railroads  of  said  companies  may  more  readily  be  provided  than  under 
the  present  conditions;  now,  upon  the  aforesaid  petition  and  accompan3ring 
papers  and  the  evidence  taken  at  the  hearing,  and  after  due  deliberation, 
It  is 

Ordered:  1.  That  under  section  46  of  the  Stock  Corporation  Law  this 
Commission  hereby  approves  the  increase  of  the  capital  stock  of  the  Rochester 
and  Eastern  Rapid  Railway  Company  from  $1,500,000  to  $15,290,200,  and 
that  indorsement  of  such  approval  be  made  in  the  future  upon  the  duplicate 
certificates  of  the  consent  of  the  stockholders,  according  to  the  provisions 
of  the  Stock  Corporation  Law. 

Ordered:  2.  That  under  section  55  of  the  Public  Service  Commissions 
Law  this  Commission  hereby  authorizes  the  Rochester  and  Eastern  Rapid 
Railway  Company  to  issue  in  the  future,  at  par,  $13,790,200  common  capital 
stock  of  the  par  value  of  $100  per  share,  it  being  the  opinion  of  this  Com- 
mission that  the  use  of  the  capital  to  be  secured  by  the  issue  at  par  by  this 
petitioner  of  said  $13,790,200  common  capital  stock  is  reasonably  required 
for  the  said  purposes  of  the  corporation,  to  wit :  the  acquisition  of  the  number 
of  shares  hereinafter  named  of  the  capital  stock  of  the  railroad  companies 
hereinafter  named. 

Ordered:  3.  That  said  $13,790,200  capital  stock  shall  be  devoted  by  the 
Rochester  and  Eastern  Rapid  Railway  Company  to  and  used  for  the  following 
purposes,  and  no  other,  to  wit:  the  acquisition  of  3373  shares  of  the  pre- 
ferred and  19,802  shares  of  the  common  capital  stock  of  the  Syracuse  Rapid 
Transit  Railway  Company,  25,000  shares  of  the  preferred  and  50,000  shares 
of  the  common  capital  stock  of  the  Utica  and  Mohawk  Valley  Railway 
Company,  19,227  shares  of  the  common  capital  stock  of  the  Oneida  Railway 
Company,  and  20,500  shares  of  the  common  capital  stock  of  the  Schenectady 
Railway  Company;  and  that  upon  the  acquirement  by  the  Rochester  and 
Eastern  Rapid  Railway  Company  of  said  shares  of  the  capital  stock  of  said 
companies,  it  shall  make  a  verified  report  to  this  Commission,  settini^  forth 
in  detail  the  manner  of  the  acquirement  of  said  shares  of  said  capital  stock, 
in  accordance  with  the  requirements  of  this  order. 


[Case  No.  406]  State  op  New  Yobk, 

PxjBLic  Service  Commission,  Second  Distbict. 

At  a  session  of  the  Public  Service  Commission,  Second 
District,   held   at   the   Capitol,   Albany,   on   the   21st 
day  of  July,  1908. 
Present : 
Frank  W.  Stevens,  Chairman, 
Thomas  M.  Osborne, 
James  E.  Sague, 
John  B.  Olmsted, 

Commissioners. 

In  the  matter  of  the  Petition  of  the  Skaneateles 
Railroad  Company  under  subdivision  10  section 
4  of  the  Railroad  Law  for  consent  to  issue  a  mort- 
gage for  $100,000,  and  under  section  55  of  the  Pub- 
lic Service  Commissions  Law  for  authority  to  issue 
one  hundred  bonds  of  the  denomination  of  $1000 
each  to  be  secured  by  said  mortgage. 

The  Skaneateles  Railroad  Company  having  on  July  17,  1908,  filed  with 
this  Commission  its  petition  under  subdivision  10  section  4  of  the  Railroad 
Law  for  consent  to  issue  a  mortgage  for  $100,000,  and  under  section  55 
of  the  Public  Service  Commissions  Law  for  authority  to  issue  one  hundred 
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6  per  cent,  gold  bonds  of  the  denomination  of  $1000  each  to  be  secured  by 
flaid  mortgage;  and  a  hearing,  after  public  notice,  having  been  held  on  said 
petition  by  this  Commission  at  its  office  in  the  Capitol,  Albany,  on  July  21, 
1908,  and  it  appearing  from  the  petition  and  accompanying  papers  and  from 
evidence  at  the  hearing  that  this  petitioner  has  outstanding  a  first  mort- 
gage for  $100,000  secunnff  one  hundred  5  per  cent,  gold  bonds  of  the  denomi- 
nation of  $1000  each,  which  bonds  are  due  and  payable  August  1,  1908; 
and  it  further  appearing  that  the  bonds  to  be  secured  by  the  mortgage  here- 
inafter authorized  are  to  be  used  to  refund  said  bonds  due  August  1,  1908, 
at  par;  and  it  appearing  to  this  Commission  that  the  use  of  the  capital 
to  be  secured  by  the  issue  by  this  petitioner  of  the  mortgage  and  mortgage 
bonds  hereinafter  authorized  is  reasonably  required  for  the  said  purposes 
of  the  corporation,  to  wit:  the  refunding  of  the  said  bonds  due  August  1, 
1908 ;  now,  after  hearing  M.  F.  Dillon  for  the  petitioner,  and  no  one  appearing 
in  opposition,  it  is 

Ordered:  1.  That  under  subdivision  10  section  4  of  the  Railroad  Law 
this  Commission  hereby  consents  to  the  issue  by  the  Skaneateles  Railroad 
Company  of  a  mortgage  upon  all  the  property  and  franchises  of  said  com- 
pany to  secure  the  payment  of  one  hundred  5  per  cent,  gold  bonds  of  the 
denomination  of  $1000  each. 

Ordered:  2.  That  under  section  55  of  the  Public  Service  Commissions 
Law  this  Commission  hereby  authorizes  Skaneateles  Railroad  Company  to 
issue,  at  not  less  than  par,  one  hundred  5  per  cent.  ^Id  bonds  of  the 
denomination  of  $1000  each,  said  bonds  to  be  secured  by  said  mortgage. 

Ordered:  3.  That  said  bonds,  or  the  proceeds  thereof,  shall  be  devoted 
by  Skaneateles  Railroad  Company  to  and  used  for  the  following  purpose  and 
no  6ther,  to  wit:  the  refunding  of  the  said  one  hundred  first  mortgage  bonds 
of  the  denomination  of  $1000  each,  due  August  1,  1908. 

Ordered:  4.  That  said  Skaneateles  Railroad  Company  shall  make  verified 
reports  to  this  Commission,  as  follows:  (a)  Upon  the  sale  or  exchange  of 
the  one  hundred  first  mortgage  bonds  of  the  denomination  of  $1000  each 
authorized  by  this  order  to  oe  issued,  or  any  part  thereof,  the  fact  of  such 
sale  or  exchange,  the  terms  and  conditions  of  sale  or  exchange  pursuant 
to  the  provisions  of  this  order,  and  the  amount  realized  from  any  sale; 
(&)  at  the  termination  of  each  and  every  period  of  six  months  from  the 
date  of  this  order,  the  disposition  and  use  made  of  the  proceeds  of  said 
bonds,  or  the  facts  in  relation  to  their  exchange  for  the  said  bonds  due 
August  1,  1908,  setting  forth  in  reasonable  detail  the  facts  of  the  transaction 
or  transactions;  and  that  such  reports  shall  be  made  until  all  the  proceeds 
of  said  bonds  have  been  expended,  or  until  all  of  said  bonds  have  been  ex- 
changed, pursuant  to  the  provisions  of  this  order. 


(Case  No.  351 J  State  of  New  Yobk, 

Public  Service  Commission,  Second  Distbict. 

At  a  session  of  the  Public  Service  Commission,  Second 
District,  held  at  the  Capitol,  Albany,  on  the  23rd 
day  of  July,  1908. 
Present : 
Frank  W.  Stevens,  Chairman, 
Thomas  M.  Osbobne, 
James  E.  Sague, 
John  B.  Olmsted, 

Commissioners. 

In  the  matter  of  the  Petition  of  Elmiba,  Cobnino  and 
Waveblt  Railway,  under  sections  54  and  55  of  the 
Public  Service  Commissions  Law. 

The  Elmira,  Corning  and  Waverly  Railway  having  on  May  20,  1907,  filed 
with  this  Commission  its  petition  under  sek^ions  54  and  55  of  the  Public 
Service  Commissions  Law  for  authority  to  issue  its  bonds  to  the  amount  of 
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<$634,000,  ta  be  used  in  purchasing  the  entire  capital  stocks  of  the  Ck>ming 
and  Painted  Post  Street  Railway  Company,  the  Waverly,  Sayre  and  Athens 
Ttaetion  Company,  the  Sayre  Railway  Company,  and  bonds  of  the  Waverly, 
Sayre  and  Athens  Traction  Company  to  the  amount  of  $134,000;  and  hearings 
having  been  held  on  said  petition  by  this  Commission  at  its  office  in  the 
Capitol,  Albany,  on  June  3,  10,  and  23,  1908,  George  N,  Orcutt  and  Charles 
A.  Collin  appearing  for  the  petitioner;  now,  upon  the  aforesaid  petition  and 
papers  accompanying  the  same  and  the  evidence  taken  at  the  hearings,  and 
after  due  deliberation,  it  is 

Ordered:    That  said  petitiop  be  and  it  is  hereby  denied. 


ICase  No.  79]  State  of  New  York, 

PuBuc  Sebvicb  Commission,  Second  Distbict. 

At  a  session  of  the  Public  Service  Commission,  Second 
District,  held  at  the  Capitol,  Albany,  on  the  27th  day 
of  July,  1908. 

Fment: 

Frank  W.  Stevens,  Chairman, 
Thomas  M.  Osborne, 
James  £.  Sague, 
John  B.  Oucsted, 

Commissioners. 

In  the  Matter  of  the  Application  of  the  Rochester 
CoRNiNo  Elmira  Traction  Company  for  consent  to 
the  execution  of  a  first  mortgage  for  $8,000,000,  and  Supplemental  and 
lor  an  order  authorizing  the  issuing  of  bonds  to  the  Modified  Order, 
amount  of  $8,000,000  to  be  secured  by  aaid  mortgage, 
and  authorizing  the  issuing  of  capital  stock  to  the 
amount  of  $3,880,000. 

Whereas,  Upon  the  application  of  Rochester  Coming  Elmira  Traction  Com- 
pany an  order  was  made  on  the  31st  day  of  March,  1908,  authorizing  an  issue 
of  stock  and  bonds  by  said  company  upon  terms  and  conditions  set  forth 
qiecifically  in  said  order;  and 

Wherecis,  The  said  company  has  made  petition  asking  for  a  modification  of 
«aid  order,  alleging  that  under  certain  terms  thereof  it  is  impossible  for  it 
to  dispose  of  the  stocks  and  bonds  necessary  to  issue  for  tlM  construction  and 
completion  of  ito  road,  upon  which  petition  a  hearing  has  been  had  and  evi- 
dence taken;  and 

Wliereaa,  Upon  such  hearing  it  has  been  made  to  appear  satisfactorily  that 
if  the  said  applicant  is  permitted  to  construct,  first  that  part  of  its  proposed 
load  extending  from  Rochester  to  Oonesus  Lake,  a  distance  of  about  twenty- 
ftvo  miles,  and  equip  and  put  fn  operation  such  part  prior  to  the  construction 
of  other  parts  or  portions  of  its  proposed  road,  it  will  be  able  to  sell  and 
dispose  of  the  stodcs  and  bonds  necessary  for  such  construction  and  equip- 
■lent  upon  the  terms  hereinafter  set  forth;  and 

Whereas,  It  appears  that  said  applicant  has  in  hand  the  sum  of  $120,000 
cash,  being  the  proceeds  of  that  amount  par  value  of  its  capital  stock  issued 
and  sold  by  it  prior  to  July  1,  1907 ;  and 

Whereas,  It  appears  desirable  to  modify  said  order  so  as  to  permit  the 
construction  of  said  twenty-five  miles  of  road^  the  estimated  cost  of  which  is, 
as  nearly  as  can  be  estimated,  about  the  sum  of  $1,350,000;  now,  after  due 
deliberation,  it  is 

Ordered:  That  the  issue  of  the  capital  stock  of  said  company  to  the 
amount  of  $380,000  par  value,  and  of  the  bonds  of  said  company  as  described 
In  said  order  to  the  amount  par  value  of  $1,000,000,  be  and  tne  same  is  hereby 
authorized  pursuant  to  section.  55  of  the  Public  Service  Commissions  Law, 
the  use  of  ihe  capital  to  be  secured  by  the  issue  of  such  stocks  and  bonds 
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being  in  the  opinion  of  the  Commiesion  reasonably  required  for  the  con- 
struction and  equipment  of  the  proposed  road  of  the  said  company  from 
Rochester  to  Oonesus  Lake;  upon  the  following  conditions,  however,  which  are 
hereby  made  a  part  of  this  supplemental  and  modifying  order:  (c)  that  none 
of  the  proceeds  of  said  stock  and  bonds  be  used  for  any  of  the  purposes  mak- 
ing up  the  aggregate  sum  of  $1,049,305  allowed  in  the  original  order,  and 
particularly  specified  on  page  21  of  the  printed  opinion  of  the  Commission 
in  this  case;  {b)  that  the  proceeds  of  said  stock  and  bonds  shall  be  used 
exclusively  for  the  construction  and  equipment  of  that  part  of  the  proposed 
road  extending  from  Rochester  to  Conesus  Lake,  and  that  if  said  proceeds  are 
more  than  sufficient  for  that  purpose,  they  shall  be  held  by  the  company 
until  further  order  touching  such  excess;  (c)  that  no  bonds^  shall  be  issued 
or  sold  until  stock  to  the  aggregate  amount  par  value  of  $38*0,000  shall  have 
been  subscribed  for  by  responsible  parties,  such  subscription  to  be  proved 
to  the  Commission  by  affidavit  or  in  such  other  manner  as  it  may  direct; 
(d)  that  if  any  of  the  stock  so  subscribed  for  can  be  disposed  of  for  prop- 
erty or  services  to  be  used  or  rendered  in  such  construction  and  equipment, 
all  such  stock  may  be  issued  as  upon  such  isubscriptions  and  in  lieu  of  an 
equal  amount  thereof;  provided,  and  not  otherwise,  the  approval  of  this 
Commission  shall  have  been  secured  to  the  contract  or  contracts  for  the 
sale  of  such  stock  for  property  or  services:  (e)  that  no  bonds  shall  be 
issued  until  after  the  contract  for  sale  shall  have  been  approved  by  this 
Commission,  such  contract  or  contracts  having  been  reported  under  oath 
to  it;  (/)  that  a  copy  of  the  supplemental  and  modifying  order  shall  be 
furnished  the  vendee  of  any  bonds  at  the  time  of  sale,  to  the  end  that  each 
and  every  vendee  may  have  actual  knowledge  that  said  bonds  are  issued  pur- 
suant to  the  terms  of  said  modifying  order  and  not  of  the  original  order; 
ig)  that  reports  shall  be  m«uie  from  time  to  time,  as  the  Commission  shall 
direct,  of  all  proceedings  had  and  taken  by  the  applicant  under  such  supple- 
mental and  modifying  order;  {h)  that  said  original  order  be  and  remain 
in  full  force  except  as  herein  expressly  modified. 

[See  Case  No.  79,  March  31,  1908,  page  155;  and  Case  No.  79,  September 
22,  1908,  page  182.] 


[Case  No.  378]  State  of  New  York, 

Public  Service  Commission,  Second  District. 

At  a  session  of  the  Public  Service  Commission,  Second 
District,  held  at  the  Capitol,  Albany,  on  the  Ist 
day  of  September,   1908. 

Present : 

Frank  W.  Stevens,  Chairman, 
Martin  S.  Decker, 
James  E.  Sague, 
John  B.  Olmsted, 

Commissioners. 

In  the  matter  of  the  Application  of  Leslie  Suther- 
land, Receiver  of  the  Yonkers  Railroad  Company, 
for  approval  of  the  issuance  of  receiver's  certificates 
imder  section  55  of  the  Public  Service  Commissions 
Law. 

On  reading  and  filing  the  supplemental  petition  of  Leslie  Sutherland, 
receiver  of  the  Yonkers  Railroad  Company,  dated  August  29,  1908,  and  a 
copy  of  an  order  of  the  Supreme  Court  of  the  State  of  New  York  in  and  for 
the  county  of  Westchester  dated  August  29,  1908,  authorizing  the  said  re- 
ceiver to  issue  receiver's  certificates  in  the  sum  of  sixty-five  thousand 
dollars  ($65,000) ;  and  it  appearinoj  from  said  petition  that  because  of  ques- 
tion having  been  raised  aflfecting  the  original  appointment  of  said  receiver 
the  order  of  the  Commission  entered  in  this  proceeding  on  the  8th  day  of 
July,    1908,   as  amended  by  order  entered  on  the   13th  day  of   July,    1908, 
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»]K>uld  be  Usued  as  upon  said  supplemental  petition  and  the  order  entered  in 
the  Supreme  Court  of  the  State  of  New  York  in  and  for  the  county  of  West- 
chester on  the  2&th  day  of  August,  1908;  and  it  further  appearing  to  the 
Commiasion  that  the  proceeds  from  the  sale  of  said  certificates  as  authorized 
by  said  order  of  the  Supreme  Court  are  to  be  used  for  the  purchase  of  fifteen 
additional  double-truck  cars  not  less  than  forty  feet  long,  fully  vestibuled, 
equipped  with  an  improved  type  of  air  brake  and  electrical  equipment,  as  set 
forth  in  statements  and  copies  of  proposed  contracts  on  file,  and  that  the 
proceeds  to  be  derived  from  the  sale  of  said  certificates  are  reasonably 
required  for  the  said  purpose: 

It  U  Ordered:  That  the  orders  entered  herein  on  the  8th  and  13th  days 
of  July,  1908,  be  and  the  same  are  hereby  vacated. 

It  18  further  Ordered:  That  Leslie  Sutherland,  receiver  of  the  Yonkers 
Railroad  Company,  be  and  is  hereby  authorized,  under  section  55  of  the  Pub- 
lic Service  Commissions  Law,  to  issue  his  certificates  as  such  receiver  to  the 
amount  of  sixty-five  thousand  dollars  ($65,000),  bearing  not  to  exceed  six 
per  cent,  interest  per  annum,  and  to  sell  the  same  at  not  less  than  par,  the 
said  certificates  being  those  heretofore  authorized  by  order  of  the  Supreme 
Court  of  the  State  of  New  York  in  and  for  the  county  of  Westchester  duly 
entered  on  the  29th  day  of  August,  1908,  and  upon  condition  that  the  pro- 
ceeds derived  from  the  sale  of  said  certificates  shall  be  used  for  the  sole 
purpose  of  purchasing  fifteen  double-truck  cars  not  less  than  forty  feet  long, 
fully  vestibuled,  and  equipped  with  an  approved  type  of  air  brake  and 
electrical  equipment  in  accordance  with  specifications  set  forth  in  statements 
and  copies  of  proposed  contracts  on  file  in  this  proceeding. 

And  it  is  further  Ordered:  That  Leslie  Sutherland,  receiver  of  the 
Yonkera  Railroad  Company,  be  and  is  hereby  directed,  under  Rule  25  of  the 
Rules  of  Practice,  to  report  under  oath  the  sale  or  sales  of  the  obligations 
authorized,  and  to  also  make  a  verified  report  showing  in  detail-  the  use 
and  application  by  him  of  the  moneys  so  realized,  which  said  report  shall 
be  made  within  three  months  from  the  date  hereof  and  be  supplemented  by 
further  report  each  month  thereafter  until  such  moneys  shall  have  been 
fully  expended. 

[See  Case  No.  126,  March  17,  1908,  page  394;  Case  No.  378,  July  8,  1908, 
page  173;  Case  No.  378,  July  13,  1908,  page  174;  Case  No.  166,  September  28, 
1908,  page  436;  and  Case  No.  167,  September  29,  1908,  page  438.] 


[Case  No.  468]  State  of  New  York, 

PuBUC  Service  Commission,  Secx)nd  District. 

At  a  session  of  the  Public  -Service  Commission,  Second 
District,  held  at  the  Capitol,  Albany,  on  the  14th  day 
of  September,  1908. 
Present : 

Frank  W.  Stevens,  Chairman, 
Thomas  M.  Osborne, 
Martin  S.  Decker, 
James  E.  Sague, 

Commissioners. 

In  the  matter  of  the  Petition  of  ITrank  Sullivan  Smith, 
as  Receiver  of  The  Pittsburq,  Shawmut  and 
Northern  Railroad  Company,  under  section  55  of  the 
Public  Service  Commissions  Law,  for  authority  to 
issue  notes  in  payment  for  new  locomotives. 

Frank  Sullivan  Smith,  as  receiver  of  The  Pittsburg,  Shawmut  and  Northern 
Railroad  Company,  having  on  September  9,  1908,  filed  with  this  Commission 
his  petition  under  section  55  of  the  Public  Service  Commissions  Law  for 
authority  to  execute  and  deliver  to  Bumham,  Williams  and  Company  of 
Philadelphia,  Pa.,  known  as  the  Baldwin  Locomotive  Works,  his  notes  as  re- 
ceiver of  said  railroad  company  in  part  payment  for  six  freight  locomotive 
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engines  to  be  purchased  by  him  as  said  receiver;  and  it  appearing  that  th» 
Supreme  Court  of  this  State  has  authorized  him  to  purchase  said  six  loco- 
motive engines  at  a  cost  of  $1^,950  each,  $95,700  in  total,  twenty  per  cent. 
of  said  cost  to  be  paid  by  receiver's  certificates  of  indebtedness  heretofore 
authorized  to  be  issued  by  the  courts  of  this  State  and  of  the  United  States,, 
and  the  balance  of  said  cost  to  be  paid  in  quarterly  payments  extending  over 
a  period  of  three  years  to  be  evidenced  by  notes  bearing  six  per  cent,  interest 
per  annum  to  be  executed  by  said  receiver  and  to  be  secured  by  lien  upon  said 
six  locomotives;  and  it  appearing  that  through  increase  in  business  on  said 
company's  railroad,  particularly  because  of  the  development  of  new  coal 
mines,  the  product  of  which  is  tributary  thereto,  the  acquisition  of  said  loco- 
motive engines  is  necessary  for  the  improvement  of  the  service  on  said  rail- 
road; and  it  being  the  opinion  of  this  Commission,  from  the  petition  and 
accompanying  papers  herein,  that  the  use  of  the  capital  to  be  secured  by  the 
execution  and  delivery  of  said  notes  hereinafter  authorized  is  reasonably  re- 
quired for  the  said  purposes,  to  wit,  the  improvement  of  the  service  on  said 
railroad ;  now,  upon  the  aforesaid  petition  and  accompanying  papens,  and  after 
due  deliberation,  it  is 

Ordered:  1.  That  under  section  55  of  the  Public  Service  Commissions  Law 
this  Commission  hereby  authorizes  Frank  <Sullivan  Smith,  as  receiver  of  The 
Pittsburg,  Shawmut  and  Northern  Railroad  Company,  to  execute  and  deliver 
to  Burnham,  Williams  and  Company  of  Philadelphia,  Pa.,  known  as  the  Bald- 
win Locomotive  Works,  the  necessary  notes  bearing  six  per  cent,  annual 
interest  and  extending  over  a  period  of  three  years,  for  part  payment  for  six 
freight  locomotive  engines  to  be  purchased  by  him  as  said  receiver,  said  loco- 
motive engines  to  cost  $15,950  each,  $95,700  in  total,  twenty  per  cent,  of  said 
cost  to  be  paid  by  receiver's  certificates  of  indebtedness  heretofore  authorized 
to  be  issued  by  the  courts  of  this  State  and  of  the  United  States,  and  the 
balance  of  said  cost  to  be  paid  by  said  notes  hereby  authorized  to  be  issued. 

Ordered:  2.  That  said  Frank  Sullivan  Smith,  as  receiver,  shall  make  veri- 
fied reports  to  this  Commission  upon  the  delivery  to  him  of  any  of  the  said 
locomotive  engines,  setting  forth  the  lact  of  such  delivery  and  a  statement  oi 
the  notes  issued  therefor,  in  accordance  with  the  terms  of  this  order,  such 
reports  to  be  made  imtil  all  of  said  locomotives  are  delivered  and  the  notes 
issued. 

Ordered:  3.  That  this  order  shall  take  effect  when  there  is  filed  with  thi» 
Commission  a  certified  copy  of  an  order  of  the  United  States  Circuit  Court 
for  the  western  district  of  Pennsylvania  authorizing  said  petitioner  to  pur- 
chase said  locomotives. 

[Case  No.  79]  State  of  New  York, 

PuBUc  S*»vicE  Commission,  Second  District. 
At  a  session  of  the  Public  Service  Commission,  Second 
District,  held  at  the  Capitol,  Albany,  on  the  22d  day 
of  September,  1908. 
Present : 
Frank  W.  Stevens,  Chairman, 
Thomas  M.  Osborne, 
Martin  S.  Deckj-^r, 
James  £.  Sague, 
John  B.  0lmsti«3), 

Commissioners. 
In  the   matter  of  the  Application  of   the   Bochester 
Corning  Elmira  Traction  Company  for  consent  to 
the  execution  of  a  first  mortgage  for  $8,000,000,  and         Supplemental 
for  an  order  authorising  the  issuing  of  bonds  to  the  Order, 

amount  of  $8,000,000  to  be  secured  by  said  mortgage, 
and  authorizing  the  issuing  of  capital  stock  to  the 
amount  of  $3,860,000. 

Upon  the  petition  verified  September  9,  1908,  of  this  petitioner,  and  upon 
reading  the  original  stock  subscription  papers,  copies  of  which  are  attached 
to  the  petition,  and  after  due  deliberation,  it  is 
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Ordered:  Tbat  the  Bochester  (jorning  Elmira  Traction  Company  be  and  it 
is  hereby  authorized  to  aell  and  issue  its  bonds  to  the  amount,  par  value,  of 
$1,000,000,  pursuant  and  subject  in  all  respects  to  the  terms  and  conditions 
of  the  order  of  this  Commission  dated  the  27th  day  of  July,  1908,  stock  of 
said  company  to  the  amount  of  $380,000  having  been  subscribed  for  pursuant 
to  condition  (c)  of  said  order. 

[See  Case  No.  79,  March  31,  1908,  page  156;  and  Case  No.  79,  July  27, 
1908,  page  179.] 

[Case  No.  454]  State  op  New  York, 

PuBuc  Sebtice  Commission,  Second  Distbict. 

At  a  session  of  the  Public  Service  Commission,  Second 
District,  held  at  the  Capitod,  Albany,  on  the  7th  day 
of  October,  1908. 
Present: 

Fbank  W.  Stevens,  Chairman, 
Thomas  M.  Osbobne, 
James  £.  Saoue, 

Commissioners. 

In  the  matter  of  the  Petition  of  the  Buffalo,  Lockpobt 
AND  Rochester  Railway  Company  for  consent  to 
join  with  The  Buffalo,  Lockport  and  Rochester  Rolling 
Stock  Company  in  executing  and  delivering  a  mort- 
gage on  rolling  stock  to  secure  bonds. 

The  Biiffalo,  Lockport  and  Rochester  Railway  Company  having  on  August 
29,  1908,  filed  with  this  Comsniwion  its  petition  for  authority  to  execute  and 
deliver  to  the  Conmionwealth  Trust  Company  of  Buffalo,  jointly  with  The 
Buffalo,  Lockport  and  Rochester  Rolling  Stock  Company,  a  mortgage  for 
$200,000,  which  slwll  be  a  lien  upon  fifteen  completely  finished  and  electrically 
equipped  interurban  paasenger  cars  and  two  completely  finished  and  elec- 
trically equipped  combination  baggage  and  express  cars;  and  hearings  on 
said  petition  having  been  held  by  this  Commission,  W,  L.  Marcy  appearing 
for  ttie  petitioner;  and  it  appearing  that  the  said  cars  are  to  be  operated 
by  the  «aid  company;  and  it  further  appearing  that  upon  the  payment,  in 
ten  annual  equal  amounts,  by  said  railway  company,  of  bonds  of  said  rolling 
stock  company  for  $200,000,  with  interest  at  five  per  cent,  per  annum,  said 
seventeen  cars  will  become  the  property  of  said  railway  company;  and  it 
further  appearing  that  said  rolling  stock  company  is  to  issue  said  $200,000 
in  bonds  at  not  more  than  ten  per  cent,  diaoount,  and  with  the  proceeds  pay 
in  the  first  instance  for  said  seventeen  cars;  now,  upon  the  aforesaid  petition 
and  accompanying  papers  and  evidence  at  the  hearing,  and  after  due  delib- 
eration, it  is 

Ordered:  1.  That  this  Commission  hereby  authorizes  the  Buffalo,  Lockport 
and  Rochester  Railway  Company  to  join  with  The  Buffalo,  Lockport  and 
Rochester  Rolling  Stock  Company  in  the  execution  and  delivery  to  the 
Commonwealth  Trust  Company  of  Buffalo  of  a  mortgage  for  $200,000,  con- 
taining a  guaranty  that  said  railway  company  will  pay,  in  ton  annual  equal 
amounts,  principal,  and  interest  at  five  per  cent,  per  annum,  $200,000  in 
bonds  to  be  issued  under  said  mortgage  at  not  less  than  ninety  per  cent,  of 
their  par  value,  by  The  Buffalo,  Lockport  and'  Rochester  Rolling  Stock  Com- 
pany; upon  condition  that  said  mortgage  shall  provide  that  it  is  a  lien  upon 
fifteen  completely  finished  and  electrically  equipped  interurban  passenger 
cars,  giving  their  numbers,  and  two  completely  finished  and  electrically 
equipi^  baggage  and  express  cars,  giving  their  numbers,  to  be  operated 
solely  upon  the  Buffalo,  Lockport  and  Rochester  railway  and  lines  upon 
whicSh  said  company  may  have  trackage  righte ;  and  shall  further  provide  that 
said  cars  shall  become  the  property  of  the  Buffalo,  Lockport  and  Rochester 
Railway  Company  free  of  any  lien  when  the  bonds  secured  by  said  mortgage 
are  paid. 
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Ordered:  2.  That  before  the  said  mortgage,  bonds,  and  other  necessary 
papers  are  executed  and  delivered  they  shall  he  Bubmitted  to  this  Commission 
for  its  approval,  without  which  they  shall  not  be  executed  and  delivered. 

This  Commission  is  of  the  opinion  that  the  capital  to  be  secured  by  the 
issue  of  said  evidence  of  indebtedness  is  reasonably  required  for  the  said 
purposes  of  the  Buffalo,  Lockport  and  Eochester  Railway  Company,  to  wit^ 
the  improvement  and  maintenance  of  its  service. 

[See  case  next  following.] 


[Case  No.  454]  State  of  New  York, 

Public  SERvtcE  Commission,  Second  District. 

At  a  session  of  the  Public  Service  Commission,  Second 
District,  held  at  the  Capitol,  Albany,  on  the  14th  day 
of  October,  1908. 
Present : 
Frank  W.  Stevens,  Chairman, 
Thomas  M.  Osborne, 
Martin  S.  Decker, 
James  £.  Sague, 
John  B.  Olmsted, 

Commissioners. 

In  the  matter  of  the  Petition  of  the  Buffalo,  Lockpobt 

AND  Rochester  Railway  Compant  for   consent  to  Supplemental 

join  with  The  Buffalo,  Lockport  and  Rochester  Rolling  Order. 

Stock  Company  in  executing  and  delivering  a  mort- 
gage on  rolling  stock  to  secure  bonds. 
After  due  deliberation,  it  is 

Ordered:  That  the  form  of  agreement  between  the  Buffalo,  Lockport  and 
Rochester  Railway  Company  and  The  Buffalo,  Lockport  and  Rochester  Rollinff 
Stock  Company  for  the  purchase  of  cars  submitted  to  this  Commission  and 
the  form  of  mortgage  to  be  executed  by  said  companies  to  the  Common- 
wealth Trust  Company  as  trustee  covering  said  cars,  be  and  they  hereby  arc 
approved,  and  the  said  Buffalo,  Lockport  and  Rochester  Railway  Company  is 
hereby  authorized  to  execute  the  same  pursuant  to  the  terms  of  the  order  of 
this  Commission  in  said  matter  dated  October  7,  1908. 
[Sec  preceding  case.] 


[Case  No.  506]  State  of  New  York, 

Public  Sebvicb  Commission,  Second  Dibtbict. 
At  a  session  of  the  Public  Service  Commission,  Second 
District,  held  at  the  Capitol,  Albany,  on  the  14th  day 
of  October,  1908. 
Present : 
Frank  W.  Stevens,  Chairman, 
Thomas  M.  Osborne, 
Martin  S.  Decker, 
James  E.  Saoue, 
John  B.  Olmsted, 

Commissioners. 
In  the  matter  of  the  Petition  of  the  Carthage  and 
Copenhagen  Railroad  Company,  under  subdivision 
10  section  4  of  the  Railroad  Law  for  consent  to  issue 
a  mortgage  for  $75,000,  and  under  section  56  of  the 
Public  Service  Commissions  I«aw  for  authority  to  , 
issue  $75,000  in  bcfodti  to  be  secured  by  said  mort- 
gage- 

The  Carthage  and  Copenhagen  Railroad  Company  having  on  September  25, 
1908,  filed  with  this  Commission  its  petition  under  subdivision  10  section  4 
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of  the  Railroad  Law  for  consent  to  issue  a  mortgage  for  $75,000,  and 
under  section  55  of  the  Public  Service  Commissions  Law  for  authority  to 
issue  $75,000  in  bonds  to  be  secured  by  said  mortgage;  and  a  hearing  on 
said  petition,  after  public  notice,  having  been  held  by  this  Commission  in 
the  Capitol,  Albany,  on  October  13,  1908,  W.  B,  Van  Allen  appearing  for  the 
petitioner;  and  it  appearing  from  the  petition  and  papers  and  from  evidence 
at  the  hearing  that  this  petitioner  had  heretofore  sold  $20,000  in  bonds 
under  a  first  mortgage  for  $60,000  heretofore  authorized,  which  $20,000  in 
bonds  have  been  surrendered  to  the  company  so  that  it  has  now  no  bonds 
outstanding;  and  it  further  appearing  that  of  the  $75,000  in  bonds  herein- 
after authorized,  $20,000  are  to  be  delivered  to  the  former  holders  of  the 
$20,000  bonds  under  the  present  first  mortgage  so  surrendered,  and  the  pro- 
ceeds of  $55,000  are  to  be  used  to  discharge  lawful  obligations  of  the  company, 
consisting  of  notes  and  other  indebtedness  for  construction  and  equipment; 
and  it  appearing  to  this  Commission  that  the  use  of  the  capital  to  be  secured 
by  the  issue  by  this  petitioner  of  the  mortgage  and  mortgage  bonds  herein- 
after authorized  is  reasonably  required  for  the  said  purposes  of  the  corpora- 
tion; now,  upon  the  aforesaid  petition  and  accompanying  papers,  and  after 
due  deliberation,  it  is 

Ordered:  1.  That  under  subdivision  10  of  section  4  of  the  Railroad  Law 
this  Commissicm  hereby  consents  to  the  issue  by  the  Carthage  and  Copen- 
hagen Railroad  Company  of  a  mortgage  upon  all  the  property  and  franchises 
of  said  company  to  secure  the  payment  of  $75,000  in  bonds. 

Ordered:  2.  That  under  section  55  of  the  Public  Service  Commissions  Law 
this  Commission  hereby  authorizes  the  Carthage  and  Copenhagen  Railroad 
Company  to  issue  $75,000  in  bonds,  bearing  interest  at  not  more  than  six 
per  cent,  per  annum,  to  be  secured  by  said  mortgage. 

Ordered:  3.  That  none  of  the  bonds  hereby  authorized  to  be  issued  shall 
be  issued  until  after  the  existing  first  mortgage  upon  said  company's  property 
and  franchises  shall  be  satisfied  and  discharged  of  record. 

Ordered:  4.  That  $20,000  in  bonds  hereby  authorized  to  be  issued  shall  be 
delhrered  to  the  former  holders  of  the  $20,000  bonds  und«r  the  present  first 
mortgage  so  surrendered. 

Ordered:  5.  That  the  remaining  $55,000  in  bonds  hereby  authorized  to  be 
issued  shall  not  be  pold  for  less  than  ninety-five  per  cent,  of  their  par  value, 
and  the  proceeds  thereof  shall  be  used  to  discharge  lawful  obligations  of  the 
company,  ccmsisting  of  notes  and  other  indebtedness  for  construction  and 
equipment  aa  described  in  the  evidence  at  the  hearing. 

Ordered:  6.  That  said  Carthage  and  Copenhagen  Railroad  Company  shall 
make  verified  reports  to  this  Commission,  as  follows:  (a)  Upon  the  delivery 
of  $20,000  in  bonds  authorized  by  this  order  to  be  issued  to  the  former  hold- 
ers of  $20,000  in  bonds  under  the  present  first  mortgage,  the  facts  in  relation 
thereto;  (b)  upon  the  sale  of  the  remaining  $55,000  in  bonds  authorized  by 
this  order  to  be  issued,  the  fact  of  such  sale,  the  terms  and  conditions  of  sale, 
and  the  amount  realized  therefrom,  which  shall  not  be  less  than  ninety-five 
per  cent,  of  their  par  value;  (c)  at  the  expiration  of  each  and  every  period 
of  six  months  from  the  date  of  this  order,  the  disposition  and  use  made  of 
the  proceeds  of  said  $55,000  in  bonds,  in  accordance  with  the  terms  of  this 
order,  setting  forth  in  reasonable  detail  the  purposes  to  which  the  proceeds 
have  been  devoted. 
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[Case  No.  522]  State  of  New  York, 

Public  Sebvice  (Dommission,  Second  District. 

At  a  session  of  the  Public  Service  Commission,  Second 
District,  held  at  the  Capitol,  Albany,  on  the  9th  day 
of  November,  1908. 
Present : 

Frank  W.  Stevens,  Chairman, 
Thomas  M.  Osborne, 
Martin  S.  Decker, 
John  B.  Olmsted, 

Commissioners. 

In  the  matter  of  the  Petition  of  the  Newton  Faij^  and 
Northern  Railroad  under  section  65  of  the  Public 
Service  Commissions  Law  for  authority  to  issue  the 
$70,000  common  capital  stock  named  in  its  articles 
of  association. 

The  Newton  Falls  and  Northern  Railroad  having  on  October  15,  1908, 
filed  with  this  Commission  its  petition  under  section  55  of  the  Public  Service 
Commissions  Law  for  authority  to  issue  the  $70,000  common  capital  stock, 
par  value  $100  a  share,  named  in  its  articles  of  association;  and  a  public 
hearing  on  said  petition  having  been  hold  by  this  Commission  in  the  Capitol, 
Albany,  on  November  9,  1908,  William  Oillen  appearing  for  the  petitioner; 
and  it  appearing  that  the  petitioner  has  agreed  to  purchase  a  certain  private, 
standard  gauge,  steam  railroad  owned  and  operated  by  the  Robert  W.  Higbie 
Company  as  a  lumber  railroad,  which  railroad  extends  from  Newton  Falls 
to  New  Bridge  in  St.  Lawrence  county  in  this  State,  and  to  pay  for  said 
railroad  by  issuing  to  said  Robert  W.  Higbie  Company  six  hundred  and 
thirty  shares  of  its  said  capital  stock  at  par,  representing  $63,000,  and  pay- 
ing to  said  company  $7000  in  cash;  and  it  being  the  opinion  of  this  Com- 
mission that  the  use  of  the  capital  to  be  secured  by  the  issue  by  this  petitioner 
of  the  $70,000  common  capital  stock  hereinafter  authorized  is  reasonably 
required  for  tlie  said  purposes  of  the  corporation,  viz.,  the  acquisition  of 
said  constructed  railroad;  now,  upon  the  aforesaid  petition  and  accompanying 
papers  and  evidence  at  the  hearing,  it  is 

Ordered:  1.  That  under  section  55  of  the  Public  Service  Commissions  Law 
this  Commission  hereby  authorizes  the  Newton  Falls  and  Northern  Railroad 
to  issue  the  $70,000  common  capital  stock,  par  value  $100  a  share,  named 
in  the  articles  of  association  of  said  company,  $7000  of  said  stock  to  be 
issued  for  cash  and  $03,000  of  said  stock  to  be  issued  for  property. 

Ordered:  2.  That  said  $70,000  common  capital  stock  shall  not  be  issued 
for  less  than  the  par  value  thereof. 

Ordered:  3.  That  said  $70,000  common  capital  stock  and  the  proceed* 
thereof  shall  be  devoted  by  the  Newton  Falls  and  Northern  Railroad  to  and 
used  for  the  following  purposes  and  no  other,  to  wit:  $63,000  in  stock  and 
the  proceeds  of  $7000  m  cash  for  the  acquisition  by  this  petitioner,  from 
the  Robert  W.  Higbie  Company,  of  the  private,  standard  gauge,  steam  railroad 
extending  from  Newton  Falls  to  New  Bridge  in  St.  Lawrence  county  in  this 
State. 

Ordered:  4.  That  said  Newton  Falls  and  Northern  Railroad  shall  make 
verified  report  to  this  Commission,  as  follows:  upon  the  completion  of  the 
purchase  of  said  constructed  railroad  and  the  payment  therefor  to  the  Robert 
W.  Higbie  Company  of  said  $63,000  common  capital  stock  and  $7000  in 
cash,  the  facts  of  said  transaction. 
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[Case  No.  620]  State  of  New  York, 

PuBuc  Service  Commission,  Second  District. 
At  a  session  of  the  Public  Service  Commission,  Second 
District,  held  at  the  Capitol,  Albany,  on  the  Ist  day 
of  December,  1908. 
Present : 

Frank  W.  Stevens,  Chairman, 
Thomas  M.  Osborne, 
Martin  S.  Decker, 
James  E.  Saoxje, 
John  B.  Olmsted, 

Commissioners. 

In  the  matter  of  the  Petition  of  The  Xjbhioh  and  Hud- 
son River  Railway  Company  under  section  55  of  the 
Public  Service  Commissions  Law  for  authority  to 
issue  bonds. 

The  Lehigh  and  Hudson  River  Railway  Company  having  filed  with  this 
Commission  its  petition  imder  section  55  of  the  Public  Service  Commissions 
Law  for  authority  to  issue  $30,000  in  bonds  of  the  denomination  of  $1000 
each,  secured  by  its  general  mortgage  dated  July  1,  1890,  the  said  bonds  being 
payable  July  1,  1920,  and  bearing  interest  at  the  rate  of  five  per  cent,  per 
annum,  and  $161,000  in  debenture  bonds  of  the  denomination  of  $1000  each 
authorized  by  its  board  of  directors  November  1,  1906,  the  debenture  agree- 
ment being  dated  May  10,  1907,  said  debenture  bonds  being  payable  July  1, 
1920,  and  bearing  interest  at  the  rate  of  four  per  cent,  per  annum;  and  it 
appearing  that  the  proceeds  of  said  general  mortgage  bonds  and  said  debenture 
bonds  proposed  to  be  issued  are  to  be  used  by  the  petitioner  for  the  im- 
provement of  its  service,  discharge  of  certain  of  its  obligations,  and  the  ex- 
tension and  improvement  of  its  facilities,  as  described  in  the  petition  and 
accompanying  papers  herein;  now,  upon  the  aforesaid  petition  and  accompany- 
ing papers,  and  after  hearing  John  J,  Beattie,  counsel  for  said  petitioner,  it  is 

Ordered:  1.  That  under  section  56  of  the  Public  Service  Commissions  Law 
this  Commission  hereby  authorizes  The  Lehigh  and  Hudson  River  Railway 
Company  to  issue  $30,000  in  bonds  of  the  denomination  of  $1000  each, 
secured  by  the  general  mortgage  dated  July  1,  1890,  of  said  company,  said 
bonds  being  payable  July  1,  1920,  and  bearing  interest  at  the  rate  of  five 
per  cent,  per  annum;  and  hereby  authorizes  said  company  to  issue  $161,000 
in  its  debenture  bonds  of  the  denomination  of  $1000  each,  under  a  debenture 
Agreement  dated  May  10,  1907,  said  debenture  bonds  being  payable  July  1, 
1920,  and  bearing  interest  at  the  rate  of  four  per  cent,  per  annum;  the 
use  of  the  capital  to  be  secured  by  the  issue  of  said  $30,000  in  general 
mortgage  bonds  and  said  $161,000  in  debenture  bonds  being  in  the  opinion 
of  this  Commission  reasonably  required  for  the  said  purposes  of  the 
corporation. 

Ordered:  2.  That  said  $30,000  in  general  mortgage  bonds  shall  not  be  sold 
for  less  than  par,  and  that  said  $161,000  in  debenture  bonds  shall  be  sold  at 
a  price  equivalent  to  a  five  and  one-quarter  per  cent,  interest  basis  on  the 
amount  to  be  paid  by  the  purchaser  thereof. 

Ordered:  3.  That  the  proceeds  of  said  $30,000  in  general  mortgage  bonds 
and  said  $161,000  in  debenture  bonds  shall  be  devoted  to  and  used  for  the 
following  purposes  and  no  other,  to  wit:  the  improvement  of  its  service,  the 
discharge  of  certain  of  its  obligations,  and  the  extension  and  improvement 
of  its  facilities,  as  described  in  the  petition  and  accompanying  papers  herein. 

Ordered:  4.  That  The  Lehigh  and  Hudson  River  Railway  Company  shall 
make  verified  reports  to  this  Commission,  as  follows:  (a)  Upon  the  sale  of 
8aid  $30,000  in  general  mortgage  bonds  and  said  $161,000  in  debenture  bonds, 
the  fact  of  such  sale,  the  terms  and  conditions  of  sale  as  limited  herein,  and 
the  amounts  realized  therefrom;  (6)  at  the  termination  of  each  and  every 
period  of  six  months  from  the  date  of  this  order,  the  disposition  and  use 
made  of  the  proceeds  of  said  general  mortgage  bonds  and  said  debenture 
lx>nds,  until  all  the  said  proceeds  have  been  expended  pursuant  to  the  pro- 
▼isions  of  this  order. 
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[Case  No.  348]  State  of  New  York, 

Public  Sebvicb  Ck>MMissioN,  Second  District. 

At  a  session  of  the  Public  Service  Commission,  Second 
District,  held  at  the  Capitol,  Albany,  on  the  7th  day 
of  December,  1908. 

Present : 

Frank  W.  Stevens,  Chairman, 
Thomas  M.  Osborne, 
Martin  S.  Decker^ 
James  E.  Sague, 
John  B.  Olmsted, 

Commissioners. 

In  the  matter  of  the  Application  of  The  Delaware 
AND  Hudson  Company,  under  subdivision  10  of  sec- 
tion 4  of  the  Railroad  Law  for  consent  to  the  execu- 
tion of  a  first  and  refunding  mortgage  upon  its 
property,  rights,  and  franchises  covering  $50,000,000 
coupon  or  registered  gold  bonds  maturing  May  1, 
1943,  and  for  authority  under  section  66  of  the  Public 
Service  Commissions  Law  to  issue  bonds  under  said 
mortgage  to  the  amount  of  $26,600,000. 

The  Delaware  and  Hudson  Company  having  on  June  3,  1908,  filed  an 
application  under  subdivision  10  of  section  4  of  the  Eailroad  Law  for  con- 
sent of  the  Commission'  to  the  execution  by  it  to  the  Farmers  Loan  and 
Trust  Company  as  trustee,  of  a  first  and  refunding  mortgage  upon  its 
railroad  property,  railroad  rights,  and  railroad  franchises,  securing  gold 
bonds  to  the  amount  of  fifty  million  dollars  ($50,000,000)  maturing  May  1, 
1943,  bearing  not  to  exceed  four  per  cent,  interest  annually;  and  for  authority 
under  section  55  of  the  Public  Service  Commissions  Law  to  issue  twenty 
million  dollars  ($20,000,000)  of  such  bonds  for  the  purpose  of  paying  off 
certain  note  obligations  amounting  to  nineteen  million  one  hundred  and 
thirty-seven  thousand  five  hundred  dollars  ($19,137,500),  and  in  addition 
to  set  aside  and  use  six  million  five  hundred  thousand  dollars  ($6,500,000) 
of  such  bonds  to  retire  or  pay  off  at  or  before  maturity  outstanding  bonds 
under  three  existing  mortgages;  and  the  Commission  having  on  the  7th  day 
of  July,  1908,  entered  an  order  upon  said  application  consenting  to  the 
execution  of  the  said  first  and  refunding  mortgajze  subject  to  certain  stated 
limitations  as  to  the  issue  and  sale  of  bonds  thereunder,  and  authorizing 
the  issue  of  bonds  under  said  mortgage  of  the  par  value  of  six  million  five 
hundred  thousand  dollars  ($6,500,000)  to  retire  or  pay  off  at  or  before 
maturity  the  bonds  outstanding  under  said  three  existing  mortgages,  and  the 
further  issue  of  bonds  under  said  first  and  refunding  mortgage  of  the  par 
value  of  thirteen  million  three  hundred  and  nine  thousand  dollars 
($13,309,000),  the  sale  thereof  limited  to  not  less  than  ninety-five  per  cent, 
of  the  par  value,  for  the  purpose  of  paying  off  outstanding  note  obligations 
of  the  applicant  to  the  amount  of  twelve  million  six  hundred  and  forty-four 
thousand  and  eighty  dollars  and  twenty-two  cents  ($12,644,080.22) ;  and 
three  remaining  matters  set  forth  in  said  application  having  been  reserved 
by  the  Commission  for  the  submission  of  additional  proofs  at  a  further 
hearing,  such  remaining  matters  are  as  follows,  to  wit: 

1.  An  issue  of  bonds  under  said  first  and  refunding  mortgage  to  be  used 
in  refunding  or  discharging  specified  outstanding  note  obligations  of  the 
applicant  amounting  to  two  hundred  and  thirty  thousand  eight  hundred 
and  sixty-eight  dollars  and  forty-two  cents  ($230,868.42),  the  proceeds  of 
which  were  used  by  the  applicant  to  the  purchase  by  and  through  the 
Northern  New  York  Development  Company  of  the  stock  and  bonds  and  other 
evidences  of  indebtedness  of  the  Troy  and  New  England  Railway  Company. 

2.  An  issue  of  bonds  under  said  first  and  refunding  mortgage  to  be  used 
in  refunding  or  discharging  s\)ecified  outstanding  note  obligations  of  the 
applicant  the  proceeds  of  which  to  the  amount  of  four  million  six  hundred 
and  sixty- five  thousand  two  hundred  and  ninety-five  dollars  and  eighty-fivo 
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cents  ($4,065,295.85)  were  loaned  by  the  applicant  to  the  Northern  New 
York  Development  Company,  and  for  which  the  Northern  New  York  Develop- 
ment Company  thereafter  transferred  and  delivered  to  the  applicant  a  cer- 
tificate of  indebtedness  of  the  United  Traction  Company  for  the  sum  oi 
seven  million  five  hundred  thousand  dollars  ($7,500,000)  in  payment  of  its 
indebtedness  for  the  moneys  so  loaned,  and  which  certificate  of  indebtedness 
the  applicant  thereup<m  surrendered  to  said  United  Traction  Ompany  in 
consideration  of  the  issuance  to  it  of  seventy-five  thousand  (75,000)  shares 
of  the  capital  stock  of  the  said  United  Traction  Company  of  the  par  value 
of  seven  million  five  hundred  thousand  dollars  ($7,500,000). 

3.  An  issue  of  bonds  under  said  first  and  refunding  mort^;age  to  be  used 
in  refunding  or  discharging  specified  outstanding  note  obligations  of  the 
applicant  the  proceeds  of  which  were  loaned  to  Uie  Hudson  Coal  Company 
and  applied  b^  said  Hudson  Coal  Company  on  the  purchase  of  coal  lands 
in  Pennsylvania  by  the  Shanferoke  Coal  Company  and  the  Schuylkill  Coal 
and  Iron  Company,  and  for  which  money  and  other  moneys  loaned  the  said 
Shanferoke  Coal  Company  and  the  Schuylkill  Coal  and  Iron  Company 
delivered  their  certificates  of  indebtedness  to  the  said  Hudson  Coal  Company 
in  the  amount  of  three  million  three  hundred  and  twenty-eight  thousand 
seven  hundred  and  thirty-eight  dollars  and  twenty-eight  cents  (^,328,738.28) 
by  the  Shanferoke  Coal  0>mpany,  and  in  the  ampunt  of  two  million  three 
hundred  and  fifty-eight  thousand  five  hundred  and  twenty-two  dollars  and 
twenty-five  cents  ($2,358,622.25)  by  the  Schuylkill  CJoal  and  Iron  Company, 
which  said  certificates  of  indebtedness  were  thereafter  transferred  and 
delivered  by  said  Hudson  Coal  Company  to  the  applicant. 

And  further  proofs  as  to  said  three  matters  remaining  undisposed  of  by 
the  Commission  upon  said  application  having  been  submitted  to  the  Com- 
mission on  the  6th  day  of  August,  1908,  at  a  hearing  dulv  fixed  for  that 
purpose;  and  as  to  said  matters  the  Ommission  having  also  heard  arguments 
of  counsel  for  the  applicant  on  the  31st  day  of  August,  1908,  and  counsel 
havinff  thereafter  filed  briefs  in  relation  to  said  matters,  and  the  case  having 
been  finally  submitted  upon  such  filiiig  of  briefs  which  was  concluded  on 
the  5th  day  of  September,  1908;  and  the  case  as  to  said  matters  having 
been  thereupon  taken  under  advisement  by  the  Ommission,  and  all  matters 
and  things  remaining  to  be  determined  upon  said  application  having  been 
fully  considered,  now,  after  due  deliberation  by  the  Ommission, 

Ordertd:  1.  That  in  addition  to  the  consent  to  said  first  and  refunding 
mortgage  and  authority  for  an  issue  of  bonds  thereunder  to  the  amount  of 
nineteen  million  eight  hundred  and  nine  thousand  dollars  ($19,809,000) 
granted  by  the  ordo*  of  the  Commission  entered  herein  on  the  7th  day  of 
July,  1908,  this  Commission  does  now,  upon  further  hearing  and  argument 
im  this  matter,  approve  and  authorise  a  further  issue  of  bonds  by  the 
applicant,  The  Delaware  and  Hudson  Company,  under  the  said  first  and 
refunding  mortgage,  to  the  amount  of  two  hundred  and  thirty  thousand 
dollars  ($230,000)  according  to  the  terms  and  conditions  of  subdivision  3 
of  said  order  of  the  7th  day  of  July,  1908,  for  the  purpose  of  refunding 
or  discharging  certain  note  obligations  of  the  applicant  for  a  similar  amount 
the  proceeds  of  which  were  used  to  purchase  Troy  and  New  England  Railway 
Company  securities  to  the  amount  of  two  hundred  and  thirty  thousand  eight 
himcured  and  sixty-eight  dollars  and  forty-two  cents  ($230,868.42),  it  appear- 
ing to  the  Commission  that  the  capital  to  be  derived  from  the  said  issue  of 
bonds  is  reasonably  required  for  the  purposes  of  the  applicant  corporation 
as  described  in  section  55  of  the  Public  Service  Commissions  Law; 

Ordered:  2.  That  so  much  of  the  application  herein  as  prays  for  author- 
ization of  an  issue  of  bonds  maturing  May  1,  1943,  bearing  not  to  exceed 
four  per  cent,  interest,  the  said  bonds  to  be  issued  pursuant  to  the  terms 
of  and  secured  by  the  first  and  refunding  mortgage  executed  by  the  applicant, 
The  Delaware  and  Hudson  Company,  to  the  Farmers  Loan  and  Trust  Com- 
pany as  trustee,  said  mortgage  covering  only  the  steam  railroad  properties 
of  the  applicant,  the  capital  to  be  secured  by  the  issue  of  said  bonds  to  be 
used  in  the  refunding  or  discharging  of  certain  obligations  of  the  applicant 
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to  the  amount  of  four  million  six  hundred  and  sixty-five  thousand  two  hun- 
dred and  ninety-five  dollars  and  eighty-five  cents  ($4,665,295.85),  which  said 
obligations  are  evidenced  by  certain  promissory  notea  of  the  applicant  aggre- 
gating the  sum  aforesaid,  the  moneys  for  which  said  notes,  or  notes  of 
which  the  outstanding  notes  are  renewals,  were  given,  having  been  loaned 
by  the  applicant  to  the  Northern  New  York  Development  Company,  and 
for  which  the  said  Northern  New  York  Development  Company  there- 
after transferred  and  delivered  to  the  applicant  a  certificate  of  indebtedness 
of  the  United  Traction  Company  for  the  sum  of  seven  million  five  hundred 
thousand  dollars  ($7,500,000)  in  payment  of  its  indebtedness  for  the  moneys 
BO  loaned,  and  which  certificate  of  indebtedness  the  applicant  surrendered 
to  the  said  United  Traction  Company  in  consideration  of  the  issuance  to  it 
of  seventy-five  thousand  (75,000)  shares  of  the  capital  stock  of  said  United 
Traction  Company  of  the  par  value  of  seven  million  five  hundred  thousand 
dollars  ($7,500,000),  be,  in  the  exercise  of  and  pursuant  to  the  discretion 
of  the  Commission,  upon  all  the  facts  and  circumstances  as  disclosed  by  all 
the  evidence  adduced  oy  the  applicant  in  support  of  the  application,  denied; 
and  that  in  the  exercise  of  such  discretion,  upon  all  the  facts  and  circum- 
stances of  the  case,  an  order  authorizing  said  proposed  issue  of  said  bonds 
be  and  the  same  is  hereby  refused. 

Ordered:  3.  That  so  much  of  the  application  herein  as  prays  for  author- 
ization of  an  issue  of  bonds  maturing  May  1,  1943^  bearing  not  to  exceed 
four  per  cent,  interest,  the  said  bonds  to  be  issued  pursuant  to  the  terms 
of  and  secured  by  the  first  and  refunding  mortgage  executed  by  the  applicant^ 
The  Delaware  and  Hudson  Company,  to  the  Farmers  Loan  and  Trust  Com- 
pany as  trustee,  said  mortgage  covering  only  the  steam  railroad  properties 
of  the  applicant,  the  capital  to  be  secured  by  the  issue  of  said  bonds  to  bs 
used  in  the  refunding  or  discharge  of  certain  obligations  of  the  applicant 
to  the  amount  of  two  million  five  hundred  thousand  dollars  ($2,500,000), 
which  said  obligations  are  evidenced  by  certain  promissory  notes  of  the 
applicant  aggregating  the  sum  aforesaid,  the  moneys  for  which  said  notes, 
or  notes  of  which  the  outstanding  notes  are  renewals,  were  given,  having 
been  loaned  by  the  applicant  to  the  Hudson  Coal  Company  and  applied  by 
said  Hudson  Coal  Company  on  the  purchase  of  coal  lands  in  Pennsylvania 
by  the  Shanferoke  Coal  Company  and  the  Schuylkill  Coal  and  Iron  Com- 
pany, and  for  which  money  and  other  moneys  the  said  Shanferoke  Coal 
Company  and  the  Schuylkill  Coal  and  Iron  Company  delivered  their  cer- 
tificates of  indebtedness  to  the  said  Hudson  Coal  Company  in  the  amount 
of  three  million  three  hundred  and  twenty-eight  thousand  seven  hundred 
and  thirty-eight  dollars  and  twenty-eight  cents  ($3,328,738.28)  by  the 
Shanferoke  Coal  Company,  and  in  the  amount  of  two  million  three  hundred 
and  fifty-eight  thousand  five  hundred  and  twenty-two  dollars  and  twenty-five 
cents  ($2,358,522.25)  by  the  Schuylkill  Coal  and  Iron  Company,  which  said 
certificates  of  indebtedness  were  thereafter  transferred  and  delivered  by  said 
Hudson  Coal  Company  to  the  applicant,  be,  in  the  exercise  of  and  pursuant 
to  the  discretion  of  the  Commission,  upon  all  the  facts  and  circumstances 
as  disclosed  by  all  the  evidence  adduced  by  the  applicant  in  support  of  the 
application,  denied;  and  that  in  the  exercise  of  such  discretion,  upon  all 
the  facts  and  circumstances  of  the  case,  an  order  authorizing  said  proposed 
issue  of  said  bonds  be  and  the  same  is  hereby  refused. 

[See  Case  No.  348,  July  7,  1908;  page  171;  Case  No.  348,  July  21,  1908, 
page  175;  and  case  next  following.] 
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[Case  No.  348]  State  of  New  York, 

PUBUO  SEBVICB  COMMISSIOI7,  6£C0ND  DlSTBICfT. 

At  a  sesaion  <^  the  Public  Service  Commission,  Second 
District,  held  at  the  Capitol^  Albany,  on  the  29tih 
day  of  December,  1908. 

Present: 
Frank  W.  Stevens,  Chairman, 
Mabtin  6.  Deckeb, 
James  £.  Saoue, 
John  B.  Olmsted, 

Cimimissionerft. 

In  the  matter  of  the  Application  of  The  Delaware  and 
Hudson  Company,  under  subdivision  10  of  section  4 
of  the  Railroad  Law  for  consent  to  the  execution  of 
a  first  and  refunding  mortgage  upon  its  property, 
rights,  and  franchises  covering  $50,000,000  coupon  or 
registered  gold  bonds  maturing  May  1,  1943,  and 
for  authority  under  section  55  of  the  Public  Service 
Commissions  Law  to  issue  bonds  under  said  mortgage 
to  the  amount  of  $26,500,000. 

The  Commission  having  heretofore  and  on  the  7th  day  of  December,  1908, 
made  an  order  in  the  above  entitled  matter  denying  the  application  of  The 
Delaware  and  Hudson  Company  for  permission,  under  secticm  55  of  the  Pub- 
lic Service  Commissoons  Law,  to  issue  bonds  secured  by  its  first  and  refund- 
ing  mortgage  previously  authorized  by  the  Commission:  to  refund  obligations 
of  the  Company  theretofore  given  to  the  amount  of  $4,065,295.83,  the  proceeds 
of  Which  were  used  in  the  purchase,  in  the  name  of  the  United  Traction 
Company,  of  securities  of  the  Hudson  Valley  Railway  Company;  and  to  dis- 
charge  or  refund  other  obligations  of  that  company,  theretofore  given,  to  the 
amount  of  $2,500,000,  the  proceeds  of  which  were  used  to  aid  the  Hudson 
Coal  Company  in  purchasing  coal  lands  in  the  State  of  Pennsylvania;  on 
reading  and  filing  the  petition  of  The  Delaware  and  Hudson  Company  for 
a  rehearing  of  said  order,  and  of  the  matter  in  which  it  was  made,  in  so  far 
as  it  denied  the  application  of  said  company,  verified  December  28,  1908, 
for  certain  alleged  errors  in  the  decision  so  rendered,  which  are  set  forth  in 
said  petition,  as  appearing  in  and  from  the  record  before  the  Commission 
in  this  matter;  after  hearing  Letois  E,  Carr,  counsel  for  the  petitioner,  in. 
support  of  said  petition,  and  due  consideration  of  the  same,  no  sufiicient 
reasons  appearing  for  granting  a  rehearing  of  the  order  and  decision  of  the 
Commission  in  this  matter;  it  is 

Ordered:    That  a  rehearing  of  the  order  and  decision  of  the  Commission 
in  this  matter  be  and  the  same  hereby  is  denied. 

[See  Case  No.  348,  July  7,  1908,  page  171;  Case  No.  348,  July  21,  1908, 
page  175;  and  case  next  preceding.] 
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[Case  No.  179]  State  of  New  Yobk, 

Public  Service  Commission,  Second  District. 

At  a  session  of  the  Public  Service  Cominission,  Second 
District,  held  at  the  Oapitol,  Albany,  on  the  Slst  day 
of  December,  1907. 

Present: 
Frank  W.  Stevens,  Chairman. 
Charles  H.  Keep, 
Martin  S.  Decker, 
James  E.  Saoue, 

Commissioners. 

In  the  matter  of  the  Petition  of  the  Glenfielo  and 
Western  Railroad  Company,  under  section  55  of  the 
Railroad  Law,  for  permission  to  cease  the  operation 
of  its  railroad  from  February  1,  1908,  to  April  30, 
1908,  both  inclusive. 

The  Glenfield  and  Western  Railroad  Company  on  December  31,  1907,  filed 
with  this  Commission  its  petition,  imder  section  55  of  the  Railroad  Law,  for 
permission  to  cease  the  operation  of  its  railroad  from  February  1,  1908,  to 
April  30,  1908,  both  inclusive;  and  it  appearing  that  the  facts  are  such  that 
euch  permission  should  be  given,  it  is 

Ordered:  1.  That  under  section  5<6  of  the  Railroad  Law  permission  be  and 
it  is  hereby  given  to  the  Glenfield  and  Western  Railroad  Oompanv  to  cease 
operation  of  its  railroad  from  February  1,  1908,  to  April  30,  1908,  both 
inclusive;  such  operation  to  be  resumed  May  1,  1908. 

Ordered:  2.  That  a  certified  copy  of  this  order  shall  be  posted  in  all  the 
depots  and  at  the  termini  of  such  railroad,  and  published  in  every  newspaper 
in  each  town  in  any  part  of  which  such  road  shall  be  constructed  at  least 
four  weeks  prior  to  the  date  of  such  su^msion  of  operation. 


[Case  No.  169]  State  of  New  York, 

PuBUO  Service  Commission,  Second  District. 

At  a  eession  of  the  Public  Service  Commission,  Second 
District,  held  at  the  Capitol,  Albany,  on  the  18th  day 
oi  February,  1908. 
Present : 

Frank  W.  Stevens,  Chairman, 
Charles  H.  Keep, 
Thomas  M.  Osborne, 
Martin  S.  Decker, 
James  £.  Saoue, 

Commissioners. 

In  the  matter  of  the  Application  of  the  Western  New 

York  and  Pennsylvania  Traction  Company  for  the 

approval  of  a  declaration  of  abandonment  of  a  portion 

of  its  route. 

On  reading  and  filing  the  application  of  the  Western  New  York  and  Penn- 
sylvania Traction  Company  for  the  approval  of  a  declaration  of  abandonment 
of  that  portion  of  the  route  of  the  Rock  City  division  of  the  said  Western 
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N«w  York  And  -Pennsjlvajiia  Traction  Company's  railroad,  extending  from 
the  northerly  bounds  of  Irving  street  in  the  town  of  CMean,  through  the  towns 
of  Olean  and  Allegany  to  a  point  in  the  town  of  Allegany,  Cattaraugus 
county,  New  York,  which  point  is  at  the  intereection  of  the  center  line  of 
said  route  with  the  northerly  bounds  of  the  highway  eictending  from  the 
Olean-Rock  City  highway  to  the  Four-Mile  Valley,  imder  section  103  of  the 
Bailroad  Law;  and  the  petitioner  having  filed  with  this  Commission  due 
proofs  of  publication  of  notice  of  the  hearing  in  the  Olean  Herald,  and  Glean 
Morning  Times,  newspapers  published  in  the  city  of  Olean,  New  York,  and 
in  the  Allegany  Citizen,  a  newspaper  published  in  the  village  of  Allegany, 
Cattaraugus  county.  New  York;  and  said  hearing  having  been  brought  on 
and  heard  on  the  let  day  of  February,  1908,  at  46  Fenton  Building,  in  the 
city  of  Jamestown,  New  York,  at  the  time  and  place  stated  in  said  notice, 
the  Western  New  York  and  Pennsylvania  Traction  Company  appearing  by 
Joseph  L,  Page  its  attorney,  and  no  one  appearing  in  opposition;  and  after 
hearing  the  proofs  and  allegations  of  said  petitioner,  it  is 

Ordered:  That  said  application  be  and  is  hereby  granted,  and  that  the 
approval  of  this  Commiasion  of  the  declaration  of  abandonment  of  that  portion 
of  the  route  of  the  Bock  City  division  of  the  railway  of  the  Western  New 
York  and  Pennsylvania  Traction  Company,  extending  from  the  northerly 
bounds  of  Irving  street  in  the  town  of  Olean,  through  the  towns  of  Olean  and 
Allegany  to  a  point  in  the  town  of  Allegany,  Cattaraugus  county.  New  York, 
which  point  is  at  the  intersection  of  the  center  line  of  said  route  with  the 
northerly  bounds  of  the  highway  extending  from  the  Olean-Rock  City  highway 
to  the  Four-Mile  Valley,  shall  be  indors^  upon  the  declaration  of  abandon- 
ment adopted  by  the  directors  and  stockholders  of  said  company  9a  provided 
by  section  IDS  of  the  Railroad  Law. 


[Case  No.  228]  State  op  New  York, 

PuBuo  Sebviob  (Ooiocissioif,  Second  Distbigt. 

At  a  session  of  the  Public  Service  Commission,  Second 
District,  held  at  the  Capitol,  Albany,  on  the  18th  day 
of  February,  1908. 
Present: 

Frank  W.  Stevenb,  Chairman. 
Chab^xs  H.  Keep, 
Thomas  M.  OSBomNB, 
Maetin  S.  Deokeb, 
James  £.  Sagtje, 

Commissioners. 

In  the  matter  of  the  Discontinuance  of  Oration  of  a 
portion  of  the  High  Street  Line,  in  the  city  of  Water- 
town,  of  the  Black  River  Traction  Company. 

The  Black  River  Traction  Company,  owning  a  street  railroad  in  the  city 
of  Watertown,  including  a  line  on  High  street  in  said  dty,  having  discon- 
tinued operating  a  portion  of  said  High  Street  line  on  or  about  February  9, 
1908,  it  is 

Ordered:  1.  That  the  Blade  River  Traction  Company  resume  operation 
forthwith  of  said  part  of  its  High  Street  line  in  the  same  manner  and 
according  to  the  schedule  in  force  on  or  about  February  9,  1908. 

Ordered:  2.  That  this  order  shall  take  effect  forthwith  upon  its  being 
served  on  said  company,  and  shall  continue  in  force  pending  the  hearing  and 
determination  of  a  petition  to  this  Commission,  of  eaid  company,  for  consent 
to  the  discontinuance  of  the  said  portion  of  said  company's  High  Street  line. 

[See  two  cases  next  following;  and  Case  No.  228,  July  16,  1908,  page  200; 
Case  No.  228,  July  30,  1908,  page  202;  Case  No.  228,  November  10,  1908, 
page  204.] 
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[Caae  No.  224]  State  of  New  Yobk, 

.PuBUC  Service  Commission,  Second  Dibtbict. 

At  a  session  of  the  Public  Service  Commission,  Second 
Dietrict,  held  at  the  Capitol,  Albany,  on  the  27th  daj 
of  Febmary,  1908. 
Present : 

Fbank  W.  Ste\^en8,  Chairman, 
Chables  H.  Keep, 
Thomas  M.  Osbobns, 
Mabtin  S.  Deckeb, 
James  E.  Saoxte, 

Commissioners. 

In  the  matter  of  the  Petition  of  the  Black  Riveb  Tbac- 
TION  Company  under  section  108  of  the  Railroad  Law. 

The  Black  River  Traction  ComiMinj  of  Watertown  on  February  20,  1908, 
filed  with  this  Commission  ita  petition,  under  section  103  of  the  Railroad  Law, 
for  approval  of  «  declaration  of  abandonment  of  the  portk>n  of  the  petitioner's 
constructed  railroad  in  the  city  of  Watertown  known  as  the  High  Street  line, 
be^nning  at  the  intersection  of  State  and  High  streets  and  extending  through 
High  street  to  Factory  street,  along  Factory  street  to  Pearl  street^  along 
Pearl  atreet  to  Water  street.  A  hearing  on  said  petition  was  held  by  this 
Commission  in  the  Capitol,  Albany,  on  February  24th;  D,  M,  Coagrtwe  ap- 
peared for  the  applicant;  laaac  R.  Breen  appeared  for  the  city  of  Water- 
town,  in  opposition;  F,  H,  Boyer  appeared  for  the  New  York  Air  Brake  Com- 
pany, and  others,  in  opposition.  On  the  evidence  taken  at  the  hearing,  and 
after  due  deliberation,  it  is 

Ordered:   That  eaid  petition  be  and  it  is  hereby  denied. 

[See  preceding  case,  and  case  next  following;  and  Case  No.  228,  July  16, 
1908,  page  200;  Case  No.  228,  July  30,  1908,  page  202^  Case  No.  228, 
November  10,  1908,  page  204.] 

[Case  No.  228]  State  of  New  Yobk, 

PuBUO  Sebvicb  Commission,  Second  Distbict. 

At  a  session  of  the  Public  Service  Commission,  Second 
District,  held  at  the  Capitol,  Albany,  on  the  27th  day 
of  February,  1908. 
Present: 
Frank  W.  Stevens,  Chairman, 
Charles  H.  Keep, 
Thomas  M.  Osborne, 
Mabtin  S.  Deckeb, 
James  E.  Sague, 

Commissioners. 

In  the  matter  of  the  Discontinuance  of  Operation  of 

the  High  Street  Line  of  the  Black  River  Traction 

Company  in  the  city  of  Watertown. 

The  Black  River  Traction  Company,  owning  a  street  railroad  in  the  city 
of  Watertown,  including  what  as  known  as  de  High  Street  line,  beginning 
at  the  interesection  of  State  and  High  streets  and  extending  through  High 
street  to  Factory  street,  along  Factory  street  to  Pearl  street,  along  Pearl 
street  to  Water  street,  having  discontinued  operating  said  High  Street  line 
on  or  about  February  9,  1908,  and  this  Commission,  by  order  d[ated  February 
18,  1908,  having  ordered  the  resumption  of  operation  on  said  line;  now, 
after  due  deliberation,  it  is 

Ordered:  1.  That  the  said  Black  River  Traction  Company  be  required 
forthwith  to  operate  its  cars  upon  that  portion  of  its  said  road  extending 
from  State  street  along  High  street  to  Factory  Square,  but  that  it  be  not 
required  to  operate  its  cars  on  that  portion  of  its  road  extending  northerly 
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from  Factory  Square  to  the  terminus  of  said  branch  until  the  following  con- 
ditions are  complied  with:  The  city  of  Watertown  shall  cause  the  iron 
bridge  across  Black  river  to  be  examined  by  a  competent  engineer,  and  the 
report  of  said  engineer  shall  be  submitted  to  this  Commission.  Whenever 
any  such  report  shall  show  that  the  said  bridge  is  in  a  safe  condition  to 
operate  the  cars  of  said  Traction  company  upon  and  across  the  same,  this 
Commission  will  then  take  further  action.  The  said  company  will  not  be 
required  to  operate  its  cars  north  of  the  said  bridge  until  the  city  of 
Watertown  shall  have  granted  to  it  the  right  to  place  its  track  in  the  center 
of  the  street  across  the  island  in  Black  river.  Whenever  such  right  shall 
have  been  granted  it,  the  company  shall  forthwith  change  its  track  to  the 
center  of  the  street,  and  in  case  the  precise  location  thereof  can  not  be 
agreed  upon  by  the  company  and  the  city  engineer  of  said  city  of  Water- 
town,  this  Commission  will  determine  the  location  upon  proper  application 
made.  Until  the  report  of  the  engineer  upon  the  condition  of  the  bridge,  and 
until  the  change  of  track  to  the  center  of  the  street,  as  herein  required,  the 
Black  River  Traction  Company  shall  not  be  required  to  operate  its  cars 
north  of  Factory  Square  along  said  route. 

Ordered:  2.  That  the  said  Black  River  Traction  Company  be  and  it  is 
hereby  directed  to  place  derailers  at  all  steam  railroad  crossings  upon  that 
part  of  its  road  extending  along  Hi^h  street,  and  also  suitable  troughs  under 
the  trolley  wires  extending  over  said  railroad  crossings,  in  conformity  with 
plans  to  be  submitted  to  and  approved  by  this  Commission  therefor. 

Ordered:  3.  Tliat  the  order  of  this  Commission  dated  February  18,  1908, 
hereinabove  noted,  be  and  it  is  hereby  abrogated. 

Ordered:  4.  That  this  order  shall  take  effect  forthwith  upon  its  being 
served  on  said  company,  and  shall  continue  in  force  until  modified  or 
abrogated. 

[See  two  preceding  cases;  Case  No.  228,  July  10,  1908,  page  200;  Case  No. 
228,  July  30,  1908,  page  202;  Case  No.  228,  November  10,  1908,  page  204.] 


[Case  No.  331]  State  op  New  York, 

Public  Sebvicb  Commission,  Second  District. 

At  a  session  of  the  Public  Service  Commission,  Second 
District,   held  at  the  Capitol,  Albany,  on   the   18th 
day  of  June,  1908. 
Present : 
Frank  W.  Stevens,  Chairman, 
Thomas  M.  Osborne, 
Martin  S.  Decker, 
James  £.  Saoue, 
John  B.  Olmsted, 

Commissioners. 

In  the  matter  of  the  Petition  of  The  New  York  Cen- 
tral AND  Hudson  River  Railroad  Company  for  per- 
mission to  discontinue  the  operation  of  passenger 
trains  on  the  Rome,  Watertown  and  Ogdenaburg  rail- 
road (lessor)  between  Rochester  and  Windsor  Beach, 
and  under  section  34  of  the  Railroad  Law  for  consent 
to  the  discontinuance  of  the  Rome,  Watertown  and 
Ogdensburg  railroad  State  Street  passenger  station 
in  Rochester. 

The  New  York  Central  and  Hudson  River  Railroad  Company  having  on 
May  7,  1908,  filed  with  this  Commission  its  petition  for  consent  to  the  discon- 
tinuance of  operation  of  passenger  trains  on  the  Rome,  Watertown  and 
Ogdensburg  railroad  (leased  to  and  operated  by  said  petitioner)  between 
Rochester  and  Windsor  Beach,  it  being  proposed  that  the  passenger  trains 
be  operated  between  Rochester  and  Windsor  Beach  on  the  Charlotte  branch 
of  the  New  York  Central  and  Hudson  River  railroad;  and  under  section  34  of 
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the  Railroad  Law  for  conBent  to  the  discontinuance  of  the  Rome,  Water- 
town  and  OgdenAburg  railroad  State  Street  passenger  station  in  Rochester 
because  of  said  proposed  discontinuance  of  passenger  trains;  and  a  hearing 
on  said  petition  having  been  held  in  the  city  of  Rochester,  June  5,  1908, 
D,  H,  Beach  and  E.  U.  Boles  appearing  for  the  petitioner,  Herbert  Leary 
appearing  for  the  town  of  Irondequoit  in  opposition,  and  J,  P.  B,  Duffy 
appearing  for  the  Business  Men's  Asisociation  of  Rochester  in  opposition;  and 
this  petitioner  having  stipulated  that  in  the  event  of  the  granting  of  this 
petition  it  would  comply  with  the  conditions  hereinafter  named;  now,  upon 
the  aforesaid  petition  and  accompanying  papers  and  evidence  at  the  hearing, 
and  after  due  deliberation,  it  is 

Ordered:  1.  That  this  petition  be  and  it  is  hereby  granted,  and  this 
Commission  hereby  consents  to  the  discontinuance  of  operation  of  passenger 
trains  on  the  Rome,  Watertown  and  Ogdensburg  railroad  (leased  to  and 
operated  by  The  New  York  Central  and  Hudson  River  Railroad  Company) 
between  Rochester  and  Windsor  Beach  on  the  following  conditions,  which  are 
made  a  part  of  this  order:  (a)  That  at  each  highway  grade  crossing  of  said 
Rome,  Watertown  and  Ogdensburg  railroad  between  Rochester  and  Windsor 
Beach,  a  flagman  shall  be  maintained  on  week  days  between  the  hours  of 
7  a.  m.  and  10  p.  m.;  (b)  that  from  and  after  the  taking  effect  of  this 
order  this  petitioner  shall  operate,  in  both  directions,  during  the  summer 
months,  on  its  Charlotte  branch  to  and  between  Rochester  and  Windsor  Beach 
as  many  passenger  trains  as  on  this  date  are  being  operated,  in  both  direc- 
tions, on  the  £>me,  Watertown  and  Ogdensburg  railroad  to  and  between 
Rochester  and  Windsor  Beach,  one  of  which  trains  shall  leave  Rochester  daily 
on  week  days  during  the  summer  months  at  or  about  4  p.  m.,  and  be  operated 
as  far  east  as  Wolcott;  and  that  during  the  winter  months  the  number  of 
passenger  trains  operated  in  both  directions  on  said  Charlotte  branch  shall 
not  be  less  than  the  number  which  have  been  customarily  operated,  in  both 
directions,  during  the  winter  months  in  the  past  on  said  Charlotte  branch, 
and  on  the  Rome,  Watertown  and  Ogdensburg  railroad  between  Rochester  and 
Windsor  Beach;  (o)  that  this  petitioner  shall  not  charge  a  greater  rate  of 
passenger  fare  to  and  from  the  Central  Avenue  station  and  the  Center  Park 
station  on  its  said  Charlotte  branch  than  the  rate  of  passenger  fare  charged 
on  this  date  on  the  said  Rome,  Watertown  and  Ogdensburg  railroad  between 
Windsor  Beach  and  its  State  Street  passenger  station  in  Rochester;  {d) 
that  this  petitioner  shall  establish,  maintain,  and  operate  a  parcel  check  room 
at  its  Center  Park  station  on  said  Charlotte  branch,  and  that  all  trains  on 
said  Charlotte  branch  shall  stop  at  said  Center  Park  station;  (e)  that  the 
schedule  time  for  passenger  trains  on  the  Rome,  Watertown  and  Ogdensburg 
railroad  from  any  point  on  said  railroad  east  of  Windsor  Beach  to  Rochester 
shall  not  be  greater  than  ten  minutes  more  than  the  scheduled  time  of 
similarly  operated  passenger  trains  on  said  Rome,  Watertown  and 
Ogdensburg  railroad  on  this  date. 

Ordered:  2.  That  under  section  34  of  the  Railroad  Law  this  Commission 
hereby  consents  to  the  discontinuance  of  the  passenger  stations  on  the  Rome, 
Watertown  and  Ogdensburg  railroad  in  Rochester  and  between  Rochester  and 
Windsor  Beach,  at  State  street,  Brinker  place,  Clifford  street,  and  Rifle 
Range,  on  condition  that  appropriate  notice  of  the  proposed  discontinuance  of 
said  stations  shall  be  published  prior  thereto  by  this  petitioner  once  a  week 
for  three  successive  weeks  in  a  newspaper  most  likely  to  reach  persons 
interested,  said  newspaper  to  be  determined  by  this  petitioner ;  and  by  the 
posting  prior  thereto  by  this  petitioner,  in  conspicuous  places  at  said  sta- 
tions, of  a  similar  notice  for  a  period  of  three  successive  weeks. 

Ordered:  3.  That  this  order  shall  take  effect  upon  the  service  of  a  cer- 
tified copy  thereof  upon  this  petitioner,  and  shall  continue  in  force  until 
modified  or  abrogated  by  this  Commission. 
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[Case  No.  343]  State  op  New  York, 

Public  Sebvice  Commission,  iSecond  District. 
At  a  session  of  the  Public  Service  Commission,  Second 
District,  held    at   the    Capitol,   Albany,    on   the    7  th 
day  of  July,  1908. 
Present : 

Frank  W.  Stevens,  Chairman, 
Thomas  M.  Osborne, 
Martin  S.  Decker, 
James  £.  Sague, 
John  B.  Olmsted, 

Commissioners. 
In  the  matter  of  the  Petition  of  The  New  York  Cen- 
tral AND  Hudson  Biver  Railroad  Company  (lessee 
West  Shore  railroad),  joined  in  by  the  West  Shore 
Railroad  Company,  under  section  34  of  the  Railroad 
Law,  for  consent  to  the  discontinuance  of  the  West 
Shore  railroad  passenger  station  in  the  city  of 
Syracuse. 

The  New  York  Central  and  Hudson  River  Railroad  Company  (lessee  West 
Shore  railroad)  on  May  20,  1908,  filed  with  this  Commission  its  petition, 
under  section  34  of  the  Railroad  Law,  for  consent  to  the  discontinuance  of 
the  passenger  station  of  the  West  Shore  railroad  in  the  city  of  Syracuse. 
A  hearing  on  said  petition,  after  public  notice,  was  held  in  the  city  of 
Syracuse  by  Commissioner  Osborne  of  this  Commission  on  July  1,  1908; 
E.  H.  Boles  and  A.  H.  Cowie  appeared  for  the  petitioner;  Daniel  Oray 
appeared  for  the  Northside  Business  Men;  E.  L.  Weston  appeared  in  person. 
After  hearing  arguments  the  hearing  was  closed.  Subsequently  there  was 
filed  with  this  Commission  a  petition  by  the  West  Shore  Railroad  dbmpany, 
joining  in  the  said  petition  of  the  New  York  Ontral  company. 

It  appears  from  the  petitions  and  evidence  at  the  hearing  that  on  January 
19,  1908,  the  New  York  Central  company  discontinued  the  use  of  the  West 
Shore  station  for  West  Shore  passen^r  trains,  which  trains  now  arrive  and 
depart  from  the  New  York  Central  main  station  in  Syracuse;  that  this 
results  in  better  accommodations  to  the  public;  that  certain  passenger  trains 
on  the  Rome,  Watertown  and  Ogdensburg  division  of  the  New  York  Central 
railroad  continue  to  stop  at  the  West  Shore  station.  Upon  the  aforesaid 
petition  and  evidence  at  the  hearing,  and  after  due  deliberation,  it  is 

Ordered:  That  these  petitions  of  The  New  York  Central  and  Hudson  River 
Railroad  Company  and  the  West  Shore  Railroad  Company  be  and  they  are 
hereby  granted,  and  this  Commission  hereby  consents  to  the  discontinuance 
of  the  passenger  station  of  the  West  Shore  railroad  (leased  to  and  operated 
by  The  New  York  Central  and  Hudson  River  Railroad  Company)  in  the 
city  of  Syracuse. 

[Case  No.  228]  State  of  New  York, 

Public  Service  Ck)MMissioN,  Second  District. 
At  a  session  of  the  Public  Service  Commission,  Second 
District,   held  at  the  Capitol,  Albany,  on  the    16th 
day  of  July,   1908, 
Present  : 

Frank  W.  Stevens,  Chairman, 
Thomas  M.  Osborne, 
Martin  S.  Decker, 
James  E.  Sague, 
John  B.  Olmsted, 

Commissioners. 
In  the  matter  of  the  Discontinuance  of  Operation  of 
the  High  Street  Line  of  the  Black   River  Traction 
Company  in  the  city  of  Watertown. 

On  the  27th  day  of  February,  1908,  the  Commission  entered  an  order  in 
this  proceeding  containing  the  following  provision: 
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"That  the  said  Black  River  Traction  Company  be  required  forthwith  to  operate 
Its  cars  upon  that  portion  of  its  said  road  extendluK  from  State  street  along  High 
street  to  Factory  Square,  but  that  it  be  not  required  to  operate  Its  cars  on  that 
portion  of  its  road  extending  northerly  from  Factory  Square  to  the  terminus  of 
said  branch  until  the  following  conditions  are  complied  with:  The  city  of  Water- 
town  shall  cause  the  iron  bridge  across  Black  river  to  be  examined  by  a  competent 
engineer,  and  the  report  of  said  engineer  shall  be  submitted  to  this  Commission. 
Wheneyer  any  such  report  shall  show  that  the  said  bridge  is  in  a  safe  condition 
to  operate  the  cars  of  said  Traction  Company  upon  and  across  the  same,  this  Com- 
mission will  then  take  further  action.  The  said  company  will  not  be  required  to 
operate  Its  cars  north  of  the  said  bridge  until  the  city  of  Watertown  shall  have 
granted  to  it  the  right  to  place  Its  track  In  the  center  of  the  street  across  the 
Island  in  Black  river.  Whenever  such  right  shall  have  been  granted  It,  the  com- 
pany shall  forthwith  change  its  track  to  the  center  of  the  street,  and  in  case  the 
precise  location  thereof  can  not  be  agreed  upon  by  the  company  and  the  city 
engineer  of  said  city  of  Watertown,  this  Commission  will  determine  the  location 
upon  proper  application  made.  Until  the  report  of  the  engineer  upon  the  con- 
dition of  the  bridge,  and  until  the  change  of  track  to  the  center  of  the  street. 
as  herein  required,  the  Black  River  Traction  Company  shall  not  be  required  to 
operate  its  cars  north  of  Factory  Square  along  said  route." 

It  appearing  to  the  Ck>minis8ion  that  the  city  of  Watertown  has  caused  the 
bridge  across  Black  river  to  be  examined  by  bridge  engineers,  and  the  reports 
of  Henry  E.  Baker,  city  engineer  of  Watertown,  and  Charles  E.  Buckholz. 
civil  engineer,  acting  for  the  city  of  Watertown,  as  to  the  condition  of  the 
bridge  in  question  having  been  filed;  and  it  appearing  that  the  said  bridge, 
known  as  the  "  Factory  Street  bridge,"  has  been  put  in  proper  and  safe 
condition  for  use  by  the  Black  River  Traction  Company,  and  a  copy  of  a 
resolution  of  the  common  council  of  the  city  of  Watertown  having  been  filed, 
which  reads  as  follows: 

"  Now  therefore  it  Is  resolved,  that  It  Is  the  sense  of  the  common  council  of  the 
city  of  Watertown  that  the  suggestions  of  the  Public  Service  Commission  in 
regard  to  putting  the  Factory  Street  bridge  in  good  and  proper  repair  have  been 
fully  complied  with  by  the  city  of  Watertown,  and  that  the  said  Factory  Street 
bridge  has  been  put  in  proper  and  safe  condition  for  use  by  the  Black  River 
Traction  Company  for  any  traffic  which  they  may  desire  to  carry  on  over  the 
said  bridge.** 

That  the  common  council  of  the  city  of  Watertown  has  also  granted  to  the 
Black  River  Traction  Company  the  right  to  place  its  street  car  tracks  in 
the  center  of  Pearl  street  upon  the  island  known  as  "  Sewall's  Island";  that 
a  communication  filed  by  the  corporation  counsel  of  the  city  of  Watertown 
shows  that  the  owners  of  abutting  property  have  no  objection  to  the  laying 
of  the  said  tracks  in  the  center  of  Pearl  street  on  Sewall's  Island  aforesaid, 
and  that  the  city  has  obtained  the  consents  of  said  owners;  and  that  the 
conditions  set  forth  in  said  order  of  February  27,  1908^  have  been  fully 
complied  with; 

It  M  Ordered:  That  the  Black  River  Traction  Company  be  and  is  hereby 
required  to  change  the  location  of  its  track  or  tracks  in  Pearl  street  on 
Sewall's  Island  within  the  city  of  Watertown  from  the  side  of  said  street 
to  the  center  thereof,  such  change  of  location  to  be  completed  on  or  before 
the  1st  day  of  August,  1908,  and  that  immediately  upon  the  change  of  track 
location  on  or  before  the  Ist  day  of  August,  1908,  the  company  shall  resume 
the  operation  of  its  line  in  passenger  service  northerly  from  Factory  Square 
to  the  terminus  of  that  portion  of  its  railroad. 

It  is  further  Ordered:  That  this  order  shall  continue  in  force  until  modi- 
fied, superseded,  or  abrogated  by  the  further  order  of  this  Commission. 

[See  Case  No.  224,  February  27,  1908,  page  197;  Case  No.  228,  February 
18.  1908,  page  196;  Case  No.  228,  February  27,  1908,  page  197;  case  next 
following;  Case  No.  228,  November  10,  1908,  page  204.1 
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[Case  No.  228]  State  of  New  York, 

Public  Sebvicb  Commission,  Second  District. 
At  a  session  of  the  Public  Service  Conunission,  Second 
District,  beld  at  the  Capitol,  Albany,  on  the  30th  day 
of  July,  1908. 
Present : 
Fbank  W.  Stevens,  Chairman, 
Thomas  M.  Osbobne, 
James  £.  Saoue, 
John  B.  Olmsted, 

Commisaioners. 
In  the  matter  of  the  Discontinuance  of  Operation  of  Modified 

the  High  Street  Line  of  the  Black  River  Traction  Order. 

Company  in  the  city  of  Watertown. 

After  due  deliberation,  it  is 

Ordered:  That  the  order  of  this  Commission  dated  July  16,  1908,  in  the 
above  entitled  matter  be  and  it  is  hereby  modified  so  as  to  read  as  follows : 

It  ia  Ordered:  That  the  Black  River  Traction  Company  he  and  Is  hereby  re- 
quired to  change  the  location  of  its  track  or  tracks  In  Pearl  street  on  Sewair&- 
Island  within  the  city  of  Watertown  from  the  side  of  said  street  to  the  center 
thereof,  such  change  of  location  to  be  completed  on  or  before  September  1,  1908, 
and  that  immediately  upon  the  change  of  track  location  on  or  baore  the  Ist  day 
of  September,  1908,  the  company  shall  resume  the  operation  of  its  line  in  passenger 
service  northerly  from  Factory  Square  to  the  terminus  of  that  portion  of  its 
railroad. 

Jt  is  further  Ordered:  That  this  order  shall  continue  In  force  until  modified, 
superseded,  or  abrogated  by  the  further  order  of  this  Commission. 

The  reason  for  this  modification  being  that  the  special  work  necessary  for 
the  crossing  in  Factory  Square  can  not  be  obtained  and  installed  by  the  com- 
pany prior  to  September  1,  1908,  as  shown  by  a  letter  dated  July  14,  1908, 
to  the  c<»npany,  from  William  Wharton,  jr.,  &  Company  of  Philadelphia,  Pa. 
[See  Case  No.  224,  February  27,  1908,  page  197;  Case  No.  228,  February  18, 
1908,  page  196;  Case  No.  228,  February  27,  1908,  page  197;  case  preceding; 
Case  No.  228,  November  10,  1908,  page  204.] 


[Case  No.  392]  State  of  New  York, 

Public  Service  Commission,  Second  Distbict. 
At  a  session  of  the  Public  Service  Commission,  Second 
District,  held  at  the  Capitol,  Albany,  on  the  30th 
day  of  July,  1908. 
Present : 
Fbank  W.  Stevens,  Chairman, 
Thomas  M.  Osbobne, 
James  £.  Saoue, 
John  B.  Olmsted, 

Commissioners. 

In  the  matter  of  the  Petition,  under  section  103  of 
the  Railroad  Law,  of  the  Wallkill  Transit  Com- 
pany, for  approval  of  a  declaration  of  abandonment 
of  a  portion  of  the  petitioner's  railroad  in  the  city 
of  Middletown. 

The  Wallkill  Transit  Company  having  on  July  8,  1908,  filed  with  this 
Commission  its  petition  under  section  103  of  the  Railroad  Law  for  approval 
of  a  declaration  of  abandonment  of  a  portion  of  the  petitioner's  railroad 
on  Academy  avenue,  between  Benton  avenue  and  Genung  street,  in  the  city 
of  Middletown;  and  a  hearing,  after  due  notice,  having  been  held  on  said 
petition  by  Commissioner  Sague  of  this  Commission,  in  the  city  of  laddie- 
town  on  July  24,  1908,  Taylor,  Royce  d  Royce  appearing  for  the  petitioner, 
RiMsell  Wiggins,  corporation  counsel,  appearing  for  the  city  of  Middletown 
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in  opposition,  and  ThomcLS  Watts  appearing  for  property  owners i  now,  upon 
the  aforesaid  petition  and  accompanying  papers  and  the  evidence  at  the 
hearing,  and  after  due  deliberation,  it  is 

(h'dered:   That  said  petition  be  and  it  is  hereby  denied. 


[Case  No.  469]  State  of  New  Yobk, 

Public  Sebvice  Commission,  Second  District. 

At  a  session  of  the  Public  Service  Commission,  Second 
District,   held  at  the  Capitol,  Albany,  on  the   14tli 
day  of  October,  1908. 
Present : 
Frank  W.  Stevens,  Chairman, 
Thomas  M.  Osborne, 
Martin  S.  Decker, 
James  E.  Saoue, 
John  B.  Olmsted, 

Commissioners. 

In  the  matter  of  the  Petition  of  The  Delaware  and 
Hudson  Company  under  section  34  of  the  Railroad 
Law  for  consent  to  the  discontinuance  of  its  Liv- 
in^ton  Avenue  passenger  station  in  the  city  of 
Albany. 

The  Delaware  and  Hudson  Company  having  on  September  15,  1908,  filed 
with  this  Commission  its  petition  under  section  34  of  the  Railroad  Law  for 
consent  to  the  discontinuance  of  its  Livingston  Avenue  passenger  station 
in  the  city  of  Albany;  and  public  hearings  on  said  petition  after  due  notice 
having  been  held  by  this  Commission  in  the  city  of  Albany  on  September 
29th  and  October  13th,  L.  E.  Carr  appearing  for  the  petitioner  and  W.  V. 
Cooke  appearing  in  opposition;  now,  upon  the  aforesaid  petition  and  evi- 
dence at  the  hearings,  and  after  due  deliberation,  it  is 

Ordered:    1.  That  this  petition  be  and  it  is  hereby  denied. 

Ordered:  2.  That  this  Commission  hereby  consents  that  said  company  may 
discontinue  the  services  of  a  ticket  seller  at  said  Livingston  Avenue  station, 
on  condition  that  passen^rs  entering  the  cars  of  the  company  at  said  station 
and  paying  cash  fares  shall  be  charged  and  required  to  pay  only  the  same 
as  they  would  have  been  re(juired  to  pay  for  a  ticket  at  said  station  for  the 
same  ride;  and  upon  condition  that  said  company  keep  said  station  building 
open,  warmed,  lighted,  and  cleaned  the  same  as  heretofore. 

In  the  opinion  of  this  Commission  the  evidence  submitted  to  it  in  this 
matter  shows  that  it  is  unnecessary  for  the  company  to  stop  at  said  station 
the  following  northbound  belt-line  trains:  No.  611,  due  11  a.  m. ;  No.  613, 
due  12  m.;  No.  625,  due  4  p.  m.;  No.  637,  due  10  p.  m.;  No.  639,  due  11 
p.  m.;  and  the  following  southbound  belt-line  trains;  No.  602,  due  7:01 
a.  m.;  No.  608,  due  9  a.  m.;  No.  642,  due  10  p.  m.;  No.  646,  due  11  p.  m. 
If  any  of  said  stops  shall  be  discontinued,  conspicuous  notice  thereof  must 
be  posted  at  said  station  for  at  least  one  week  prior  to  such  discontinuance 
and  in  the  event  of  any  substantial  public  demand  for  their  restoration  they 
should  be  promptly  restored. 
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[Case  No.  228]  State  of  New  Yobk, 

PuBUc  Sebvice  Commission,  Secx>i7d  Distbict. 

At  a  session  of  the  Public  Service  Commission,  Second 
District,  held   at  the   Capitol,   Albany,   on   the   lOtli 
day  of  November,  1908. 
PreBent : 
Fbank  W.  Stevens,  Chairman, 
Mabtin  S.  Deckeb, 
James  E.  Sague, 
John  B.  Olmsted, 

Commissioners. 

In  the  matter  of  the  Discontinuance  of  Operation  of 
the  High  Street  Line  of  the  Black  River  Traction 
Company  in  the  city  of  Watertown. 

Upon  the  application  and  statement  of  A.  H.  Lefebvre,  secretary  and  treas- 
urer of  the  respondent,  filed  October  9,  1908,  it  is 

Ordered:  That  the  time  for  compliance  by  the  respondent,  the  Black 
River  Traction  Company,  with  the  second  provision  of  the  order  of  this 
Commission  dated  February  27,  1908,  in  the  above  entitled  matter,  to  wit: 

"  Ordered:  2.  That  the  said  Black  River  Traction  Company  be  and  it  Is  hereby 
directed  to  place  derailers  at  all  steam  railroad  crossing  upon  that  part  of  Its 
road  extendlDfc  along  High  street,  and  also  suitable  troughs  under  the  trollev  wires 
extending  over  said  railroad  crossings.  In  conformity  with  plans  to  be  submitted 
to  and  approved  by  this  Commission  therefor  " ; 

Be  and   is  hereby  further  extended,   and  that  said  respondent  have   until 
December  15,  1908,  to  comply  with  said  provision  of  said  order. 

[f^ee  Case  No.  224,  February  27,  1908,  page  197;  Case  No.  228,  February 
18,  1908,  page  196;  Case  No.  228,  February  27,  1908,  page  197;  Case  No.  228, 
July  16,  1908,  page  200;  Case  No.  228,  July  30,  1908,  page  202.1 


[Case  No.  6381  State  of  New  Yobk, 

PuBUc  Sebvice  Commission,  Second  Distbict. 

At  a  session  of  the  Public  Service  Commission,  Second 
District,   held  at   the   Capitol,   Albany,   on   the    10th 
day  of  November,  1908. 
Pre$ent : 
Fbank  W.  Stevens,  Chairman, 
Mabtin  8.  Deckeb, 
J'ames  E.  Sague, 
John  B.  Olmsted, 

Commissioners. 

In  the  matter  of  the  Petition  of  The  New  Yobk  Cen- 

tbal  and  Hudson  Riveb  Railboad  Company  under 

section  34  of  the  Railroad  Law  for  consent  to  the 

discontinuance  of  freight  station  on  the  West  Shore 

Railroad,  its  lessee,  at  Pittsford,  Monroe  county. 

The  New  York  Central  and  Hudson  River  Railroad  Company  having  or. 
October  24,  1908,  filed  with  this  Commission  a  petition  under  section  34  of 
the  Railroad  Law  for  consent  to  the  discontinuance  of  the  freight  station 
on  the  West  Shore  railroad,  its  lessee,  at  Pittsford,  Monroe  county;  and  a 
public  hearing  on  said  petition,  after  due  notice,  having  been  held  by  thi^ 
Commission  in  the  city  of  Rochester  on  November  5,  1908,  Daniel  M,  Beach 
appearing  for  the  petitioner,  and  no  one  appearing  in  opposition;  and  the 
petitioner  having  stipulated  upon  the  hearii^  that  it  will,  in  case  a  sub- 
stantial demand  arises  for  the  reopening  of  said  freight  station,  reopen  the 
same  without  formal  proceedings  upon  the  part  of  this  Commission;  now, 
upon  the  aforesaid  petition,  evidence  at  the  hearing,  and  said  stipulation, 
and  after  due  deliberation,  it  is 
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Ordered:  1.  That  under  section  34  of  the  Railroad  Law  this  Ck>nmus8ion 
hereby  consents  to  the  discontinuance  of  the  freight  station  on  the  West 
Shore  railroad  (leased  to  and  oprated  by  The  New  York  Central  and  Hudson 
River  Railroad  Ck>mpany)  at  Pittsford,  Monroe  county. 

Ordered:  2.  That  this  order  shall  take  effect  November  14,  1908,  and 
shall  continue  in  force  until  modified  or  abrogated  by  this  Commission. 


[Case  No.  467]  State  of  New  Yobk, 

Public  Service  Commission,  Second  District. 

At  a  session  of  the  Public  Service  Commission,  Second 
District,  held  at  the  Capitol,  AlbMiy,  on  the   17th 
day  of  November,  1908. 
Present : 
Frank  W.  Stevens,  Chairman, 
Martin  S.  Decker, 
James  £.  Saoite, 
John  B.  Olmsted, 

Commissioners. 

In  the  matter  of  the  Petition  of  the  Rutland  Railroad 
Company  under  section  34  of  the  Railroad  Law  for 
consent  to  the  discontinuance  of  the  services  of  an 
agent  at  its  Forest  station. 

The  Rutland  Railroad  Company  having  on  September  2,  1908,  filed  with 
this  Commission  its  petition  under  section  34  of  the  Railroad  Law  for  con- 
sent to  the  discontinuance  of  the  services  of  an  agent  at  the  Forest  station 
on  said  company's  railroad  in  the  town  of  Altona,  Clinton  county;  and  a 
public  hearing  on  said  petition,  after  due  notice,  having  been  held  by  Com- 
missioner Dedcer  of  this  Commission  in  the  village  of  Malone  on  October 
2nd,  Oanttoell  d  Oanttoell  appearing  for  the  petitioner,  and  Main  d  Oooney 
appearing  for  residcRts  in  opposition;  now,  upon  the  evidence  at  the  hearing, 
and  after  reading  and  filing  briefs  of  counsel,  and  after  due  deliberation,  it  is 

Ordered:    That  this  petition  be  and  it  is  hereby  dismissed. 


[Case  No.  550]  State  of  New  York, 

Public  Service  Commission,  Second  District. 

At  a  session  of  the  Public  Service  Commission,  Second 
District,  held  at  the  Capitol,  Albany,  on  the  25tb 
day  of  November,  1908. 
Present : 
Frank  W.  Stevens,  Chairman, 
Thomas  M.  Osborne, 
Martin  S.  Decker, 
James  E.  Saoue, 
John  B.  Olmsted, 

Commissioners. 

In  the  matter  of  the  Complaint  of  J.  Warren  Pond 
of  Mountain  View,  Franklin  county,  N.  Y.,  against 
St.  Lawrence  and  Adirondack  Railway,  operated 
by  The  New  York  Central  and  Hudson  River  Railroad 
Company,  as  to  the  discontinuance  during  the  winter 
months  of  the  services  of  an  agent  at  the  Mountain 
View  station. 

After  due  deliberation,  it  is 

Ordered:  That  the  matter  of  this  complaint  be  closed  on  the  records  of 
this  Commission,  the  company  having  notified  the  Commission  that  it  will 
not  discontinue  this  station  during  the  winter  months. 
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[Case  No.  610]  State  of  New  Yobk, 

PuBUo  Service  Commission,  fcJEOOND  Distbict. 

At  a  session  of  the  Public  Service  Commission,  Second 
District,    held   at   the    Capitol,   Albany,   on   the    Ist 
day  of  December,  1908. 
Present  : 
Fbank  W.  Stevens,  Chairman, 
Thomas  M.  Osbobne, 
Mabtin  S.  Deckeb, 
James  E.  Saoue, 
John  B.  Olmsted, 

Commissioners. 

In  the  matter  of  the  Petition  of  the  Glenfield  and 
Western  Railroad  Company  under  section  65  of 
the  Railroad  Law  for  permission  to  cease  the  opera- 
tion of  its  railroad  from  January  10,  1909,  to  April 
30,  1909,  both  inclusive. 

The  Glenfield  and  Western  Railroad  Company  having  on  December  1,  1908, 
filed  with  this  Commission  its  petition  under  section  65  of  the  Railroad  Law 
for  permission  to  cease  the  operation  of  its  railroad  from  January  10,  1909, 
to  April  30,  1909,  both  inclusive;  and  it  appearing  that  the  facts  are  such 
that  such  permission  should  be  given,  it  is 

Ordered:  1.  That  under  section  65  of  the  Railroad  Law  permission  be  cund 
it  is  herebv  given  to  Glenfield  and  Western  Railroad  Company  to  cease 
operation  of  its  railroad  from  January  10,  1909,  to  April  30,  1909,  both  in- 
clusive; such  operation  to  be  resumed  May  1,  1909. 

Ordered:  2.  That  a  certified  copy  of  this  order  shall  be  posted  in  all  the 
depots  and  at  the  termini  of  such  railroad,  and  published  in  every  news- 
paper (if  any)  in  each  town  in  any  part  of  which  such  road  is  constructed  at 
least  four  weeks  prior  to  the  date  of  such  suspension  of  operation. 


[Case  No.  497]  State  of  New  York, 

PuBuc  Service  Commission,  Second  District. 

At  a  session  of  the  Public  Service  Commission,  Second 
District,   held   at   the   Capitol,   Albany,  on  the   7th 
day  of  December,  1908. 
Present : 
Frank  W.  Stevens,  Chairman, 
Thomas  M.  Osborne, 
Mabtin  S.  Deckeb, 
James  E.  Sague, 
John  B.  Olmsted, 

Commissioners. 

In  the  matter  of  the  Petition  of  The  New  Yobk  Cen- 
tbal  and  Hudson  Rivkb  Railroad  Company  under 
section  34  of  the  Railroad  Law  for  consent  to  the 
discontinuance  of  the  freight  station  on  the  Rome, 
Watertown  and  Ogdensburg  railroad,  its  lessor,  at 
Windsor  Beach,  Monroe  county. 

A  petition  under  section  34  of  the  Railroad  Law  having  on  October  2, 
1908,  been  filed  with  this  Commission  by  The  New  York  Central  and  Hudson 
River  Railroad  Company,  asking  consent  to  the  discontinuance  of  the  freight 
station  at  Windsor  Beach  on  the  Rome,  Watertown  and  Ogdensburg  railr<Mtd, 
leased  to  and  operated  by  The  New  York  Central  and  Hudson  River  Railroad 
Company;  and  a  hearing  on  said  petition,  after  due  notice,  having  been  held 
by  this  Commission  in  the  city  of  Rochester  on  November  5,  1908;  and  it 
appearing  that  there  is  no  freight  station  building  at  the  point  in  question, 
and  that  the  o)>ject  cf  this  application  is  to  enable  the  discontinuance  of 


Appendix  D:  Ordebs  207 

frei^^ht  rates  to  Windsor  Beach  station  «a  such;   now,  upon  the  aforesaid 
petition  and  evidence  at  the  hearing,  and  after  due  deliberation,  it  is 

Ordered:  That  this  petition  be  and  it  is  hereby  granted,  and  this  Gom- 
misfiion  hereby  consents,  under  section  34  of  the  Railroad  Law,  to  the  dis- 
continuance of  the  freight  station  at  Windsor  Beach,  Monroe  county,  on  the 
Rome,  Watertown  and  Ogdensburg  railroad,  leased  to  and  operatea  by  The 
New  York  Central  and  Hudson  River  Railroad  Company. 


[Case  No.  380]  State  of  New  York, 

PUBUO  SeBVICE  COliMISSION,  Seoond  Distbiot. 

At  a  session  of  the  Public  Service  Commission,  Second 
District,  held  at  the  Capitol,  Albany,  on  the   16th 
day  of  December,  1908. 
Present: 
Fbake  W.  &rKVKN8,  Chairman, 
Thomas  M.  OsBOBinB, 
Mabtxh  8.  Deokcb, 
James  £.  Saoue, 
John  B.  Olmsted, 

Commissioners. 

In  the  matter  of  the  Petition  of  the  Nobthebn  Centbal 
Railway  Compant,  under  section  34  of  the  Railroad 
Law,  for  consent  to  the  discontinuance  of  the  Enner- 
dale  station  on  the  railroad  operated  by  said  com- 
pany in  the  town  of  Hopewell,  Ontario  county. 

A  petition  under  section  34  of  the  Railroad  Law  having  been  filed  with 
this  Commission  on  June  25,  1908,  by  the  Northern  Central  Railway  Com- 
pany, for  consent  to  the  discontinuance  of  the  Ennerdale  station  on  the 
railroad  operated  by  said  petitioner  in  the  town  of  Hopewell,  Onatrio  county; 
and  a  hearing  on  said  petition,  after  due  notice,  having  been  held  by  Com- 
missioner Olmsted  of  tnis  Commission  in  the  village  of  Canandaigua  on 
August  7,  1908,  Diven  d  Diven  appearing  for  the  petitioner,  and  Knapp  d 
Prance  appearing  for  residents  in  the  vicinity  of  the  station,  in  opposition; 
and  said  petitioner  having  filed  with  this  Commission  a  stipulation  to  the 
effect  that  it  will  re^.4tablish  and  re5pen  said  station  upon  direction  of 
this  Commission  if  the  Commission  shall  hereafter  be  satisfied  that  there  is 
a  reasonable  public  need  for  such  reopening;  now,  upon  the  aforesaid  peti- 
tion, the  evidence  at  the  hearing,  and  said  stipulation,  and  after  due  delibera- 
tion, it  is 

Ordered:  That  said  petition  be  and  it  is  hereby  panted,  and  this  Com- 
mission hereby  consents,  under  section  34  of  the  Railroad  Law,  to  the  dis- 
continuance of  the  Ennerdale  station  on  the  railroad  operated  by  the  Northern 
Central  Railway  Company  in  the  town  of  Hopewell,  Ontario  county. 


^     r 
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[Case  No.  307]  State  of  New  York, 

PuBUo  Sebyice  Commission,  Second  Distbict. 

At  a  session  of  the  Public  Service  Commission,  Second 
District,  held  at  the  Capitol,  Albany,  on  the  10th 
day  of  July,  1908. 

Prta9fU: 
Feank  W.  Stsvbns,  Chairman, 
Thomas  M.  Osbosne, 
Mabtin  S.  Decksb, 

Commissioners. 
In  the  matter  of  Marking  Less  than  Carload  Shipments 
of  Freight. 

Whereas,  The  New  York  Central  and  Hudson  River  Railroad  Company, 
Erie  Railroad  Company;  The  Delaware,  Lackawanna  and  Western  Railroad 
Company,  The  Delaware  and  Hudson  Company;  New  York,  Ontario  and 
Western  Railway  Company,  Lehigh  Valley  Railroad  Company,  Pennsylvania 
Railroad  Company,  Buffalo  and  Susquehanna  Railroad  Company;  Buffalo, 
Rochester  and  Pittsburgh  Railway  Company,  and  the  Boston  and  Maine  Rail- 
road, with  other  common  carriers  operating  within  this  State,  have  adopted, 
and  put  into  effect  on  July  1,  1908,  Rule  3,  as  shown  in  Supplement  No.  1 
to  the  current  Official  Classification,  which  reads  as  follows: 

Rale  3.  Bach  package,  bundle,  or  piece  of  less  than  carload  freight  must  be 
plainly  marked  by  brush,  stencil,  pasted  label  or  securely  fastened  tag,  showing 
the  name  of  consignee,  and  the  name  of  the  station,  town,  or  city,  and  the  State 
to  which  destined.     (See  note.) 

The  marks  on  packages,  bundles,  or  pieces  must  be  compared  with  the  shipping 
order  and  bill  of  lading,  and  corrections,  if  necessary,  made  by  the  consignor  or 
his  representative  before  receipt  is  signed ;  old  marks  must  be  removed  or  effaced 
before  packages,  bundles,  or  pieces  will  be  accepted  for  transportation. 

Freight  consigned  to  a  place  of  which  there  are  two  or  more  of  the  same  name 
In  the  same  State,  must  nave  the  name  of  the  county  marked  on  each  package, 
bundle,  or  piece,  and  also  shown  on  the  shipping  receipt. 

When  freight  Is  consigned  to  a  place  not  located  on  the  line  of  a  railroad,  each 
package,  bundle,  or  piece  must  be  marked  with  the  name  of  the  station  at  which 
the  consignee  will  accept  delivery,  or  If  routed  In  connection  with  a  water  line 
with  which  there  are  no  Joint  rates  In  effect,  the  name  of  the  place  at  which 
delivery  Is  to  be  made  to  such  water  line  must  be  marked  on  each  package,  bundle, 
or  piece. 

Freight  not  marked  in  accordance  with  the  foregoing  rules  will  not  be  accepted 
for  transportation. 

Note:  Pasted  labels  or  securely  fastened  tags  should  be  used  only  when  the 
character  of  the  freight  prevents  marking  by  brush  or  stencil. 

And  Whereas,  Complaints  have  been  submitted  to  this  Commission  alleg- 
ing that  under  the  provisions  and  requirements  of  said  rule,  shippers  are  sub- 
jected to  great  hardship,  expense,  and  injustice  in  the  shipment  of  com- 
modities, such  expense  often  amounting  to  more  than  the  profit  upon  the 
article  shipped,  and  that  imjust,  unreasonable,  and  unnecessary  delays  are 
thereby  caused  to  both  shippers  and  carriers,  and  that  in  some  instances 
compliance  with  such  rule  is  impracticable; 

And  Whereas,  It  appears  to  the  Commission  that  an  inquiry  and  investi- 
gation into  and  concerning  the  legality  of  such  rule  and  regulation  and  of 
practices  of  carriers  thereimder  should  be  forthwith  instituted,  and  that 
the  said  carriers  should  be  made  the  respondents  In  such  inquiry  and 
investigation ; 

It  is  Ordered:  That  a  proceeding  be  and  is  hereby  instituted  for  the  pur- 
pose of  inquiry  and  investigation  into  and  concerning  the  legality  of  the  said 

[211] 
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rule  or  regulation  known  as  Rule  3  as  set  forth  in  Supplement  No.  1  to  the 
current  Official  Classification,  which  said  rule  or  regulation  has  been  estab- 
lished and  enforced  since  July  1,  1008,  in  respect  of  less  than  carload  freight 
by  The  New  York  Central  and  Hudson  River  Railroad  Company,  Erie  Rail- 
road Company;  The  Delaware,  Lackawanna  and  Western  Railroad  Company, 
The  Delaware  and  Hudson  Company;  New  York,  Ontario  and  Western  Rail- 
way Company,  Lehigh  Valley  Railroad  Company,  Pennsylvania  Railroad 
Company,  Buiffalo  and  Susquehanna  Railroad  Company;  Buffalo,  Rochester 
and  Pittsburgh  Railway  Company,  and  the  Boston  and  Maine  Railroad. 

It  is  further  Ordered:  That  each  of  said  carriers  file  answer  herein  on 
or  before  the  16th  day  of  July,  1908,  and  that  each  of  said  carriers  be  and  is 
hereby  notified  and  required  to  appear  before  the  Commission  at  its  office 
in  Albany  on  said  16th  day  of  July,  1908,  at  2  o'clock  p.  m.,  then  and  there 
prepared  by  suitable  representatives  to  make  full  and  complete  disclosure 
concerning  the  establishment  of  said  rule  or  regulation  and  its  operation  and 
practices  thereunder. 

And  it  is  further  Ordered:  That  all  shippers  or  other  persons  affected 
by  the  operation  of  said  rule  shall  have  leave  to  appear  and  present  testi- 
mony and  be  heard  in  person  or  by  counsel  in  this  proceeding  at  the  time 
and  place  above  specified. 


[Oa«e  No.  397]  State  of  New  Yobk, 

PXTBUO  SEBVIOK  CoMMISSIOK,  SKCX)Zn>  DiSTBIOT. 

At  a  session  of  the  Public  Service  Commission,  Second 
District,  held  at  the  Capitol,  Albany,  on  the  6th  day 
of  August,   1908. 
Present: 
Fbajtk  W.  Stevens,  Chairmaiif 
Thomas  M.  Osbobne, 
Mabtin  S.  Deceeb, 
James  E.  Sague, 
John  B.  Olmsted, 

Commissioners. 

Resolved,  In  the  matter  of  marking  less  than  carload  shipments  of  froij?ht, 
after  due  hearing  and  considering  the  evidence  and  statements  of  complain- 
ing shippers  and  the  respondent  railroad  companies,  that  the  following  rule 
or  regulation  should  in  tne  judgment  of  the  Commission  be  adopted  and  put 
in  force  by  the  respondent  railroad  companies  in  the  place  and  stead  of 
Rule  3  of  the  Official  Classification,  as  applying  to  traffic  transported  within 
this  State: 

Rnle  8 :  Each  package,  bundle,  or  piece  of  less  than  carload  freight  when  tendered 
for  transportation  by  shipper  mast  be  plainly  marked  by  brush,  stencil,  marking 
crayon,  marking  pencil,  rubber  stamp,  pasted  label  or  tag  securely  fastened  or 
attached,  or  other  legible  method  of  marking,  showing  the  name  of  the  consignee, 
the  name  of  the  station,  town,  or  city,  and  the  name  or  abbreviation  of  the  State 
to  which  destined,  with  the  following  exceptions: 

(a)  Upon  less  than  carload  shipments  of  the  following  named  articles  only  one 
marking  will  be  required:  Tile:  drain,  fire,  locomotiye,  and  roofing,  loose;  roofing 
slate,  loose;  lumber:  plain  or  rough,  loose;  brick:  building,  fire,  paving,  hollow, 
or  chimney,  loose;  fireprooflng.  clay,  loose;  flue  lining,  loose;  terra  cotta,  loose; 
blocks :  building,  cement,  or  concrete,  loose ;  conduits :  clay  or  terra  cotta.  loose : 
sewer  pipe :  cement  or  clay,  loose ;  ice ;  culvert  castings ;  grapes.  In  lots  of  10,000 
pounds  or  over,  loaded  to  car  directly  by  shipper,  from  one  consignor  to  one 
consignee  and  destination. 

(&)  Slour  or  food  in  sacks  bearing  brand,  if  any,  and  name  and  address  of 
shipper  printed,  stamped,  stenciled,  or  written :  at  least  one  sack  shall  be  marked 
in  accordance  with  the  foregoing  rule,  showing  the  number  of  sacks  shipped;  and 
when  the  number  of  sacks  shipped  exceeds  twentv.  at  least  one  such  marking  for 
every  twenty  sacks  or  fraction  thereof  in  addition  thereto.  Cement,  lime,  or 
plaster  in  sacks:  at  least  one  sack  shall  be  marked  in  accordance  with  the  fore- 
going rule,  showing  the  number  of  sacks  shipped;  and  when  the  number  of  sacks 
shipped  exceeds  twenty,  at  least  one  such  marking  for  every  twenty  sacks  or  frac- 
tion thereof  in  addition  thereto. 

(c)  When  articles  other  than  those  above  specified  ire  not  boxed,  barreled, 
crated,  or  sacked,  and  are  shipped  loose  in  bulk  or  pieees,  or  when  pieces  are 
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wired  or  otherwise  fastened  together  in  lots  or  bundles,  at  least  one  piece,  lot,  or 
bundle  in  every  ten  or  fraction  thereof  shall  be  marked  in  accordance  with  the 
forej?oing  rule.  If  shipments  described  in  this  exception  are  shipped  In  iots  of 
10,000  pounds  or  over,  or  occupying  one-half  the  cubic  capacity  ot  the  car,  and 
are  loaded  to  car  direct  by  shipper  and  shipped  from  one  consif^or  to  one  con- 
signee and  destination,  but  one  marking  in  accordance  with  the  foregoing  rule  will 
be  required. 

(d)  Articles  which  are  not  classified  or  rated  in  carloads  and  are  subject  to  less 
than  carload  rates,  in  any  quantity,  and  which  are  shipped  loose  or  in  pieces  or 
packages  from  one  consignor  to  one  consignee  and  destination,  and  are  loaded  by 
shipper  In  cars  to  30.000  pounds  or  the  car  capacity,  will  be  accepted  without 
marking. 

The  marks  on  packages,  bundles,  or  pieces  which  are  required  to  be  marked  must 
be  compared  with  the  shipping  order  and  bill  of  lading,  and  corrections,  if  neces- 
sary, made  by  the  consignor  or  his  representative  before  receipt  is  signed.  Old 
consignment  marks  must  oe  canceled,  removed,  or  effaced  before  packages,  bundles, 
or  pieces  will  be  accepted  for  transportation. 

height  consigned  to  a  place  of  the  same  name  as  another  place  In  the  same 
State  must  have  the  name  of  the  county  marked  on  each  package,  bundle,  or  piece 
required  to  be  marked  by  the  foregoing  rule  or  exceptions  thereto,  and  the  name 
of  the  county  must  also  be  shown  on  the  shipping  receipt. 

When  freight  is  consigned  to  a  place  not  located  on  the  line  of  a  railroad,  each 
package,  bundle,  or  piece  required  to  be  marked  by  the  foregoing  rule  or  exceptions 
thereto  must  be  marked  with  the  name  of  the  station  at  which  the  consignee  will 
accept  delivery,  or  if  routed  in  connection  with  a  water  line  on  which  there  are 
no  Joint  rates  in  effect,  the  name  of  the  place  at  which  delivery  is  to  be  made  to 
such  water  line  must  be  marked  on  each  package,  bundle,  or  piece  required  to  be 
marked  by  this  rule. 

Freight  not  marked  In  accordance  with  the  foregoing  rule  or  according  to  ex- 
ceptions thereto  specifying  marking  will  not  be  accepted  for  transportation. 

Resolved,  further,  that  the  respondent  railroad  companies  should  have 
opportunity  to  consider  the  foregoing  stated  rule  and  to  propose  additions 
thereto  or  modifications  thereof  as  to  language  or  minor  provisions  and 
which  do  not  affect  the  scope  or  purpose  of  such  rule,  and  that  said  respond- 
ent railroad  companies  have  leave  to  propose  such  additions  or  modifications 
in  writing  on  or  before  Wednesday,  the  12th  day  of  August,  iDOS. 

Resolved,  further,  that  a  copy  of  this  resolution  be  forthwith  sent  to  each 
of  the  respondent  railroad  companies. 


[Case  No.  397 J  State  of  New  York, 

PiTBLio  Service  Commission,  Second  District. 

At  a  session  of  the  Public  Service  Commission,  Second 
District,  held  at  the  Capitol,  Albany,  on  the  19th 
day  of  August,  1908. 

Present : 

Frank  W.  Stevens,  Chairman, 
TuoMAS  M.  Osborne, 
Martin  S.  Decker, 

Commissioners. 

In  the  matter  of  Marking  Less  than  Carload  Shipments 
of  Freight. 

This  proceeding  having  been  instituted  by  order  of  this  Commission  entered 
on  the  10th  day  of  July,  1908,  and  copies  thereof  having  been  duly  served 
upon  The  New  York  Central  and  Hudson  River  Railroad  Company,  Erie  Rail- 
road Company;  The  Delaware,  Lackawanna  and  Western  Railroad  Company, 
The  Delaware  and  Hudson  Company;  New  York,  Ontario  and  Western  Rail- 
way Company,  Lehigh  Valley  Railroad  Company,  Pennsylvania  Railroad  Com- 
pany, Buffalo  and  Susquehanna  Railway  Company;  Buffalo,  Rochester  and 
Pittsburgh  Railway  Company,  and  Boston  and  Maine  Railroad,  as  respond- 
ents herein;  and  it  appearing  to  the  Commission,  after  due  hearing  and 
investigation,  that  Rule  3  of  the  Official  Classification  as  applied  to  ship- 
ments of  freight  over  the  lines  of  said  respondents  within  this  State  consti- 
tutes an  unjust  and  unreasonable  regulation  or  practice;  and  the  Commis- 
sion having  determined  the  just  and  reasonable  regulation  or  practice  which 
should  be  substituted  therefor. 
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It  is  Ordered:  That  the  respondents,  The  New  York  Central  and  Hudson 
River  Railroad  Company,  Erie  Railroad  Company;  The  Delaware,  Lacka- 
wanna and  Western  Railroad  Company,  The  Delaware  and  Hudson  Company; 
New  York,  Ontario  and  Weetem  Railway  Company,  Lehigh  Valley  Railroad 
Company,  Pennsylvania  Railroad  Company,  Buffalo  and  Susquehanna  Rail- 
way Company;  Buffalo,  Rochester  and  Pittsburgh  Railway  Company,  and 
Boston  and  Maine  Railroad,  be  and  they  severally  are  hereby  required  to  sub- 
stitute for  their  present  established  regulation  or  practice  known  as  Rule  3 
of  the  Official  Classification  as  the  same  applies  to  shipments  of  freight  over 
their  several  lines  within  this  State  the  following  regulation  or  practice: 

Rule  3 :  Each  package,  bundle,  or  piece  of  less  than  carload  freight  when  tendered 
for  transportation  by  shipper  must  be  plainly  marked  by  brush,  stencil,  marking 
crayon,  marking  pencil,  rubber  stamp,  paste<)  label  or  tag  securely  fastened  or 
attached,  or  other  legible  method  of  marking,  showing  the  name  of  the  consignee, 
the  name  of  the  station,  town,  or  city,  and  the  name  or  abbreviation  of  the  State 
to  which  destined,  with  the  following  exceptions : 

(a)  When  articles  are  not  boxed,  barreled,  crated,  or  sacked,  and  are  shipped 
loose  in  pieces,  or  when  pieces  are  wired  or  otherwise  fastened  together  in  lots  or 
bundles,  and  the  shipment  consists  of  not  more  than  ten  pieces,  lots,  or  bundles, 
at  least  two  pieces,  lots,  or  bundles  in  each  shipment  shall  be  marked  in  accordance 
with  this  rule;  and  when  the  shipment  consists  of  more  than  ten  pieces,  lots,  or 
bundles,  one  for  every  ten  or  additional  part  thereof  shall  be  so  marked,  but  not 
more  than  ten  such  markings  shall  be  required  for  any  shipment  from  one  con- 
signor to  one  consignee  and  destination.  Each  marking  under  this  exception  must 
show  the  total  number  of  pieces,  lots,  or  bundles  in  the  entire  consignment. 

(b)  Flour,  feed,  cement,  lime,  or  plaster,  in  sacks,  bearing  upon  the  package 
or  shipping  tag  the  name  and  address  of  shipper,  printed,  stamped,  stenciled,  or 
plainly  written,  when  the  shipment  consists  of  not  more  than  ten  sacks,  at  least 
two  sacks  in  each  shipment  shall  be  marked  in  accordance  with  this  rule;  and 
when  the  shipment  consists  of  more  than  ten  sacks,  one  for  every  ten  or  additional 
part  thereof  shall  be  so  marked,  but  not  more  than  ten  such  markings  shall  be 
required  for  any  shipment  from  one  consignor  to  one  consignee  and  destination. 
Each  marking  under  this  exception  must  show  the  total  number  of  sacks  in  the 
entire  consignment. 

(c)  Grapes,  when  shipped  in  lots  of  10,000  pounds  or  more  by  one  consignor 
to  one  consignee  and  destination,  will  be  accepted  without  marking  of  packages. 

(d)  Articles  which  are  not  classified  or  rated  in  carloads  and  are  subject  to  less 
than  carload  rates  for  shipment  in  any  quantity,  and  which  are  shipped  l(<ose  In 
pieces  or  in  packages  from  one  consignor  to  one  consignee  and  destination,  and 
are  loaded  by  shippers  in  cars  to  30,000  pounds  or  the  cubic  capacity  of  the  car, 
will  be  accepted  without  marking. 

The  marks  on  packages,  bundles,  or  pieces  which  are  required  to  be  marked  must 
be  compared  with  the  shipping  order  and  bill  of  lading,  and  corrections,  if  neces- 
sary, made  by  the  consignor  or  his  representative  before  receipt  Is  signed.  Old 
consignment  marks  must  be  canceled,  removed,  or  effaced  before  packages,  bundles, 
or  pieces  will  be  accepted  for  transportation. 

Freight  consigned  to  a  place  of  the  same  name  as  another  place  in  the  same 
State  must  have  the  name  of  the  county  marked  on  each  package,  bundle,  or  piece 
required  to  be  marked  by  the  foregoing  rule  or  exceptions  thereto,  and  the  name 
of  the  county  must  also  be  shown  on  the  shipping  receipt. 

When  freight  is  consigned  to  a  place  not  loon  ted  on  the  line  of  a  railroad  each 
package,  bundle,  or  piece  required  to  be  marked  l>y  the  foregoing  rule  or  exceptions 
thereto  must  be  marked  with  the  name  of  the  station  at  which  the  consignee  will 
accept  delivery ;  or  if  routed  In  connection  with  a  water  line  on  which  there  are 
no  Joint  rates  in  effect,  the  name  of  the  place  at  which  delivery  is  to  be  made  to 
such  water  line  must  be  marked  on  each  package,  bundle,  or  piece  required  to  be 
marked  by  this  rule. 

Freight  not  marked  In  accordance  with  the  foregoing  rule  or  according  to  ex- 
ceptions thereto  specifying  marking  will  not  be  accepted  for  transportation. 

It  is  further  Ordered:  That  this  order  shall  take  effect  on  the  25th  day 
of  August,  1908,  and  remain  in  force  until  abrogated,  superseded,  changed,  or 
modified  by  further  order  of  this  Commission,  and  that  said  respondents 
or  either  of  them  shall  have  leave  to  apply  to  this  Commission  for  such 
further  order  at  any  time. 

It  is  further  Ordered:  That  the  respondents  or  either  of  them  may  at  any 
time,  without  previous  application  to  this  Commission,  subject  to  regulation 
under  the  Public  Service  Commissions  Law,  add  exceptions  or  other  pro- 
visions to  the  foregoing  rule  not  in  conflict  with  any  of  the  exceptions  or 
other  provisions  therein  set  forth. 


Appendix  E:  Ordebs  215 

[Case  No.  397]  State  of  New  York, 

Public  Service  Commission,  Second  Distbict. 

At  a  session  of  the  Public  Service  Commission,  Second 
District,  held  at  the  Capitol,  Albany,  on  the  Itt  day 
September,  1908. 
Present  : 

Frank  W.  Stevens,  Chairman, 
Martin  S.  Decker, 
James  E.  Sague, 
John  B.  Olmsted, 

Commissioners. 

In   the  matter   of   Marking   Less   than    Carload   Ship- 
ments of  Freight. 

After  due  deliberation,  it  is 

Ordered:  That  a  copy  of  the  order  entered  herein  on  the  19th  day  of 
August,  1908,  be  served  upon  each  and  every  railroad  corporation  and  street 
railroad  corporation  engaged  in  the  carriage  of  freight  articles  within  this 
State,  except  the  respondents  herein,  all  of  whom  have  complied  with  said 
order;  and  that  each  of  said  corporations  shall  on  or  before  the  10th  day  of 
September,  1909,  file  with  this  Commission  a  statement  in  writing  showing 
that  it  has  adopted  and  is  conforming  to  the  provisions  of  said  order,  or 
appear  before  the  Commission  at  its  office  in  the  Capitol,  Albany,  at  2  o'clock 
p.  m.  on  said  10th  day  of  September,  1908,  and  then  and  there  show  cause 
why  it  should  not  be  required  to  comply  with  the  provisions  of  said  order. 


[Case  No.  397]  State  of  New  York, 

Public  Service  Commission,  Second  District. 

At  a  session  of  the  Public  Service  Commission,  Second 
District,  held   at  the  Capitol,  Albany,  on  the   17th 
day  of  September,  1908. 
Present  : 
Frank  W.  Ste\ens,  Chairman, 
Thomas  M.  Osborne, 
Martin  8.  Decker^ 
James  E.  Sague, 
John  B.  Olmsted, 

Commissioners. 

In   the   matter   of   Marking  Less   than    Carload    Ship- 
ments of  Freight. 

The  Commission  having  on  the  19th  day  of  August,  1908,  entered  its  order 
herein  directed  to  the  respondents.  The  New  York  Central  and  Hudson  River 
Railroad  Company,  Erie  Railroad  Company;  The  Delaware,  Lackawanna  and 
Western  Railroad  Company,  The  Delaware  and  Hudson  Company;  New  York, 
Ontario  and  Western  Railway  Company,  Lehigh  Valley  Railroad  Company, 
Pennsylvania  Railroad  Company,  Buffalo  and  Susquehanna  Railway  Com- 
pany; Buffalo,  Rochester  and  Pittsburgh  Railway  Company,  and  Boston  and 
Maine  Railroad,  wherein  and  whereby  the  Commission  found  and  declared 
that  Rule  3  of  the  Official  Classification  as  applied  to  shipments  of  freight 
over  the  lines  of  said  respondents  withia  this  State  constituted  an  unjust 
and  unreasonable  regulation  or  practice,  and  ordered  a  just  and  reasonable 
r^ulation  or  practice  to  be  substituted  therefor,  which  said  new  regulation 
or  practice  is  described  in  the  said  order;  and  the  Commission  having  on  the 
Ist  day  of  September,  1908,  entered  a  further  order  herein  directing  that  a 
copy  of  said  order  of  the  19th  day  of  August,  1908,  be  served  upon  each  and 
every  railroad  corporatipn  and  street  railroad  corporation  engaged  in  the 
carriage  of  freight  articles  within  this  State,  excerpt  said  above  named  re- 
spondents all  of  whom  have  complied  with  the  said  order,  requiring  each  of 
said  corporations  to  file  with  this  Commission  on  or  before  the  10th  day  of 
September,  1908,  a  statement  in  writing  showing  it  has  adopted  and  is  con- 
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forming  to  the  provisions  of  said  order,  or  appear  before  the  Commission  at 
its  office  in  the  Capitol,  Albany,  at  2  o'clock  p.  m.  on  said  10th  day  of  Sep- 
tember, 1908,  and  then  and  there  show  cause  why  it  should  not  be  required 
to  comply  with  the  provisions  of  said  order;  and  hearing  herein  having  been 
duly  held  at  the  time  and  place  aforesaid,  at  which  hearing  only  The  Long 
Island  Railroad  Company  appeared  and  presented  argument  against  com- 
pliance with  said  order  of  the  19th  day  of  August,  1908;  and  it  appearing 
to  the  Commission  from  statements  in  writing  so  tiled  by  railroad  corporations 
and  street  railroad  corporations  on  or  before  the  10th  day  of  September, 
1908,  that  the  following  carriers  in  addition  to  said  above  named  respondents 
have  adopted  and  are  conforming  to  the  provisions  of  said  order: 

Bath  and  Hammondsport  Railroad  Com- 

Pdny, 
Bulfalo,     Attica    and    Arcade    Railroad 

i^ompiny. 
Central  New  England  Railway  Company. 
Delaware    and    Eastern    Uuiiroad    Com- 


pany. 

The  Dunkirk,  Allegheny  Valley  and 
i*lttsburgh    Railroad   Company. 

Fonda,  Johnstown  and  Glorersville  Rail- 
road Company, 

Genesee  and  \\>oming:  Railroad  Com- 
pany, 

The  Grand  Trunk  Railway  Company  of 
Canada, 

Greenwich  and  JohnsonvUle  Railway 
Company, 


International    Railway    Company, 

The  Lake  Shore  and  Michigan  Southern 

itaiiwuy   company. 
The  Lehigh  and  Hudson  River  Railway 

Company. 
Little     Fails    and     DoIgevlUe    Railroad 

Company, 
New    Jersey    and    New    York    Railroad 

Company, 
The   New  York.  Chicago  and   St.  Louis 

Railroad  Company, 
The  New  York,  New   Haven  and  Hart- 
ford Railroad  Company, 
New    York.    Susquehanna    and    Western 

Railway  Company, 
Rutland  Railroad  Company; 


and   Ottawa   Railway    Com- 
and    Pennsylvania    Railway 


And  it  further  appearing  to  the  Commission  that  the  following  other 
common  carriers,  railroad  corporations,  or  street  railroad  corporations,  using 
said  Official  Classification  in  the  transportation  of  freight  articles  over  their 
respective  lines  within  this  State  have  not  adopted  and  are  not  conforming 
to  the  provisions  of  said  order  of  the  Conunission  of  the  19th  day  of  August, 
1908,  and  that  the  provisions  of  said  order  should  be  extended  to  and  made 
to  apply  to  said  corporations: 

Albany  and  Hudson  Railroad  Company, 

Auburn  and  Syracuse  Electric  Railroad 
Company, 

Baltimore  and  Ohio  Railroad  Conipany, 

Bennington    and    North    Adams    Street 
Railway  Company. 

Buffalo   and    Lake    Erie   Traction    Com- 
pany, 

Catskill  Mountain  Railway  Company, 

CatskiU  and  Tannersvllle  Railway  Com 
puny. 

Cooperstown  and  Charlotte  Valley  Rail 
road  Company, 

Cranberry  Lake  Railroad  Company, 

Dansvllle  and  Mt.  Morris  Railroad  Com 
pany, 

Hudson  Valley  Railway  Company, 

Jamestown,  Chautauqua  and  Lake  Erie 
Railway  Company. 

Kanona  and  Prattsburgh  Railway  Com- 
pany. 

Keeseville.    Ausable    Chasm    and     Lake 
Champlain   Railroad   Company. 

Lake    Champlain    and    Morlah    Railroad 
Company, 

Lehigh  and  New  England  Railroad  Com- 
pany, 

The  Long  Island  Railroad  Company, 

The    New    York.    Auburn    and    Lansing 
Railroad  Company. 

It  is  Ordered:  That  the  Albany  and  Hudson  Railroad  Company,  Auburn 
and  Syracuse  Electric  Railroad  Company,  Baltimore  and  Ohio  Railroad 
Company,  Bennington  and  North  Adams  Street  Railway  Company,  Buffalo 
and  Lake  Erie  Traction  Company,  Catskill  Mountain  Railway  Company, 
Catskill  and  Tannersville  Railway  Company,  Cooperstown  and  Charlotte  Val- 
ley Railroad  Company,  Cranberry  Lake  Railroad  Company,  Dansvllle  and 
Mt.  Morris  Railroad  Company,  Hudson  Valley  Railway   Company;   James> 


New    York 

pany. 
New    York 

Company, 
Norwood    and    St.    Lawrence    Railroad 

Compary, 
Oneonta   and   Mohawk   Valley    Railroad 

Company, 
Otis  Railway  Company, 
Paul  Smith's  Electric  Light  and  Power 

and   Railroad   Company, 
Penn  Yan,  Keuka  Park  and  Branchport 

Railway, 
The  Pittsburg,   Shawmut  and   Northern 

Railroad  Company. 
Schoharie   Valley   Railway  Company, 
Silver  Lake  Railway  Company, 
South   Brooklyn  Railway   Company, 
South  Buffalo  Railway  Company, 
Staten  Island  Rapid  Transit  Company, 
Syracuse.     Lake     Shore    and    Northern 

Railroad  Company. 
The  Ulster  and  Delaware  Railroad  Com- 
pany. 
Unadilla  Valley  Railroad  Company. 
United  Traction  Company, 
Western    New    York    and    Pennsylvania 

Traction  Company; 
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town,  Chautauqua  and  Lake  Erie  Kailway  Company,  Kanona  and  Pratts- 
buTffh  Railway  Company;  Keeseville,  Ausable  Chasm  and  Lake  Champlain 
Railroad  Company,  Lake  Champlain  and  Moriah  Railroad  Company,  Lehigh 
and  New  England  Railroad  Company,  The  Long  Island  Railroad  Company; 
The  New  York,  Auburn  and  Lansing  Railroad  Company,  New  York  and 
Ottawa  Railway  Company,  New  York  and  Pennsylvania  Railway  Company, 
Norwood  and  St  Lawrence  Railroad  Company,  Oneonta  and  Mohawk  Valley 
Railroad  Company,  Otis  Railway  Company,  Paul  Smith's  Electric  Light  and 
Power  and  Railroad  Company;  Penn  Yan,  Keuka  Park  and  Branchport 
Railway,  The  Pittsburg,  Shawmut  and  Northern  Railroad  Company,  Schoharie 
Valley  Railway  Company,  Silver  Lake  Railway  Company,  South  Brooklyn 
Railway  Company,  South  Buffalo  Railway  Company,  Staten  Island  Rapid 
Transit  Company;  Syracuse,  Lake  Shore  and  Northern  Railroad  Company, 
The  Ulster  and  Delaware  Railroad  Company,  Unadilla  Valley  Railroad  Com- 
pany, United  Traction  Company,  and  Western  New  York  and  Pennsylvania 
Traction  Company,  be  and  they  severally  are  hereby  required  to  substitute 
for  their  present  established  regulation  or  practice  known  as  Rule  3  of  the 
Official  Classification,  as  the  same  applies  to  shipments  of  freight  over  their 
several  lines  within  this  State,  the  following  regulation  or  practice: 

Rule  8 :  Each  package,  bundle,  or  piece  of  less  than  carload  freight  when 
tendered  for  transportation  by  shipper  must  be  plainly  marked  by  brush,  stencil, 
marking  crayon,  marking  pencil,  rubber  stamp,  pasted  label  or  tag  securely  fastened 
or  attached,  or  other  legible  method  of  marking,  showing  the  name  of  the  con- 
signee, the  name  of  the  station,  town,  or  city,  and  the  name  or  abbreviation  of 
the  State  to  which  destined,  with  the  following  exceptions: 

(a)  When  articles  are  not  boxed,  barreled,  crated,  or  sacked,  and  are  shipped 
loose  In  pieces,  or  when  pieces  are  wired  or  otherwise  fastened  together  in 
lots  or  bundles,  and  the  shipment  consists  of  not  more  than  ten  pieces,  lots  or 
bundles,  at  least  two  pieces,  lots,  or  bundles  in  each  shipment  shall  be  marked  In 
accordance  with  this  rule:  and  when  the  shipment  consists  of  more  than  ten 
pieces,  lots,  or  bundles,  one  for  every  ten  or  additional  part  thereof  shall  be  so 
marked,  bnt  not  more  than  ten  such  markings  shall  be  required  for  any  shipment 
from  one  consignor  to  one  consignee  and  destination.  Each  marking  under  this 
exception  must  show  the  total  number  of  pieces,  lots,  or  bundles  in  the  entire 
consignment. 

(b)  Floor,  feed,  cement,  lime,  or  plaster.  In  sacks,  bearing  upon  the  package 
or  shipping  tag  the  name  and  address  of  shipper,  printed,  stamped,  stenciled  or 
plainly  written,  when  the  shipment  consists  of  not  more  than  ten  sacks,  at  least 
two  sacks  in  each  shipment  shall  be  marked  in  accordance  with  this  rule;  and 
when  the  shipment  consists  of  more  than  ten  sacks,  one  for  every  ten  or  additional 
part  thereof  shall  be  so  marked,  but  not  more  than  ten  such  markings  shall  be 
required  for  any  shipment  from  one  consignor  to  one  consignee  and  destination. 
Each  marking  under  this  exception  must  show  the  total  number  of  sacks  in  the 
entire  consignment. 

(c)  Grapes,  when  shipped  In  lots  of  10,000  pounds  or  more  by  one  consignor 
to  one  consignee  and  destination,  will  be  accepted  without  marking  of  packages. 

(d)  Articles  which  are  not  classified  or  rated  in  carloads  and  are  subject  to  less 
than  carload  rates  for  shipment  in  any  quantity,  and  which  are  shipped  loose  in 
pieces  or  in  packages  from  one  consignor  to  one  consignee  and  destination,  and 
are  loaded  by  shippers  In  cars  to  30.000  pounds  or  the  cubic  capacity  of  the  car, 
will  be  accepted  without  marking. 

The  marks  on  packages,  bundles,  or  pieces  which  are  required  to  be  marked  roust 
be  compared  with  the  shipping  order  and  bill  of  lading,  and  corrections,  if  neces- 
sary, made  by  ti^e  consignor  or  his  representative  before  receipt  Is  signed.  Old 
c<mslgnment  marks  must  be  canceled,  removed,  or  eftaced  before  packages,  bundles, 
or  pieces  will  be  accepted  for  transportation. 

Freight  consigned  to  a  place  of  the  same  name  as  another  place  in  the  same 
State  mnst  have  the  name  of  the  county  marked  on  each  package,  bundle,  or  piece 
required  to  be  marked  by  the  foregoing  rule  or  exceptions  thereto,  and  the  name 
ot  the  county  must  also  be  shown  on  the  shipping  receipt. 

When  freight  is  consigned  to  a  place  not  located  on  the  line  of  a  railroad,  each 
package,  bundle,  or  piece  required  to  be  marked  by  the  foregoing  rule  or  exceptions 
thereto,  must  be  marked  with  the  name  of  the  station  at  which  the  consignee  will 
accept  delivery:  or  if  routed  In  connection  with  a  water  line  on  which  there  are 
no  Joint  rates  in  effect,  the  name  of  the  place  at  which  delivery  is  to  be  made  to 
such  water  line  must  be  marked  on  each  package,  bundle,  or  piece  required  to  be 
marked  by  this  rule. 

Freight  not  marked  in  accordance  with  the  foregoing  rule  or  according  to  ex- 
ceptions thereto  specifying  marking  will  not  be  accepted  for  transportation. 

It  ia  further  Ordered:  That  the  provisions  of  the  order  of  the  Commission 
entered  herein  on  the  10th  day  of  August,  1908,  prescribing  the  aforesaid 
regulation  or  practice  and  renuiring  it  to  be  substituted  for  said  Rule  3  of 
the  Official  Classification,  having  been  adopted  and  conformed  to  by  the  fol- 
lowing named  carriers,  in  addition  to  the  original  resposdents  herein:    Bath 


218       Public  Service  Commission,  Second  District 

and  Hammondsport  Railroad  Company;  Buffalo,  Attica  and  Arcade  Railroad 
Company;  Central  New  England  Railway  Company,  Delaware  and  Eastern 
Railroad  Company;  The  Dunkirk,  Allegheny  Valley  and  Pittsburgh  Railroad 
Company;  Fonda,  Johnstown  and  Gloversville  Railroad  Company;  Genesee 
and  Wyoming  Railroad  Company,  The  Grand  Trunk  Railway  Company  of 
Canada,  Greenwich  and  Johnsonville  Railway  Company,  International  Rail- 
way Company,  The  Lake  Shore  and  Michigan  Southern  Railway  Company, 
The  Lehigh  and  Hudson  River  Railway  Company,  Little  Falls  and  Dolgeville 
Railroad  Company,  New  Jersey  and  New  York  Railroad  Company;  The  New 
York,  Chicago  and  St.  Louis  Railroad  Company;  The  New  York,  New  Haven 
and  Hartford  Railroad  Company;  New  York,  Susquehanna  and  Western  Rail- 
way Company,  and  Rutland  Railroad  Company;  that  said  carriers  and  each 
of  them  snail  continue  to  keep  in  force  and  apply  the  aforesaid  regulation  or 
practice  as  prescribed  in  said  order  and  fully  set  forth  herein. 

It  is  further  Ordered:  That  this  order  shall  take  effect  on  the  1st  day  of 
October,  1908,  and  remain  in  force  until  abrogated,  superseded,  changed,  or 
modified  by  further  order  of  this  Commission,  and  that  said  carriers  or  either 
of  them  shall  have  leave  to  apply  to  this  Commission  for  such  further  order 
at  any  time. 

It  is  further  Ordered:  That  said  carriers  or  either  of  them  may  at  any 
time,  without  previous  application  to  this  Commission,  subject  to  regulation 
under  the  Public  Service  Commissions  Law,  add  exceptions  or  other  pro- 
visions to  the  foregoing  rule  not  in  conflict  with  any  of  the  exceptions  or 
other  provisions  therein  set  forth. 
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[Case  No.  141]  State  of  New  York, 

PuBUo  Sebtice  Commission,  Second  District. 

At  a  session  of  the  Public  Service  Commission,  Second 
District,  held  at  the  Capitol,  Albany,  on  the   13th 
day  of  January,  1^08. 
Present : 
Frank  W.  Stevens,  Chairman, 
Charles  H.  Keep, 
Thomas  M.  Osborne, 
Martin  S.  Decker, 
James  £.  Saque« 

Commissioners. 

In  the  matter  of  the  Petition,  under  section  6S  of  the 
Railroad  Law,  of  Buffalo,  Lockport  and  Rochester 
Railway  Company  as  to  its  railway  crossing  over- 
head the  Niagara  Falls  branch  of  The  New  York 
Central  and  Hudson  Rivier  Railroad  Company  in  the 
town  of  Royalton,  Niagara  county. 

The  Buffalo,  Lockport  and  Rochester  Railway  Company  on  the  3rd  day  of 
December,  1907,  filed  with  this  Commission  its  petition  under  section  68  of 
the  Railroad  Law  for  an  order  determining  whether  a  crossing  by  its  railway 
of  the  said  New  York  Central  and  Hudson  River  railroad  at  a  point  in  the 
town  of  Royalton,  Niagara  county,  shall  be  above,  below,  or  at  the  grade 
of  the  said  New  York  Central  and  Hudson  River  railroad,  the  petition  pro- 
posing that  the  petitioner's  railway  shall  cross  aboYe  the  grade  of  the  New 
York  Central  and  Hudson  River  railroad.  The  petition  is  indorsed  with  the 
consent  of  The  New  York  Central  and  Hudson  River  Railroad  Company,  and 
there  is  attached  a  copy  of  an  agreement  between  the  petitioner  and  The  New 
York  Central  and  Hudson  River  Railroad  Company  bearing  date  February 
21,  1907,  to  the  effect  that  the  petitioner's  railway  shall  cross  the  New 
York  Central  and  Hudson  River  railroad  at  the  point  in  question  above  the 
grade,  and  as  to  the  proportion  of  expense  of  such  crossing  to  be  paid  by 
each  company. 

It  appears  from  the  petition  and  accompanying  papers  that  at  the  point  in 
question  the  New  York  Central  and  Hudson  River  railroad  is  at  grade,  and 
for  th€"  purposes  of  this  crossing  a  double-track  bridge  is  to  be  constructed 
t«>  carry  the  petitioner's  railway  over  the  said  New  York  Central  and 
Hudson  River  railroad,  and  that  the  entire  cost  of  the  work  involved  is  to  be 
borne  by  the  petitioner;  and  that  in  case  of  future  alterations  to  the  grade 
or  alignment  of  the  New  York  Central  railroad  tracks,  or  the  laying  of  ad- 
ditional tracks  by  The  New  York  Central  and  Hudson  River  Railroad  Com- 
pany, the  petitioner  is  to  alter  the  said  bridge  to  meet  the  requirements  of 
such  changes  or  additional  tracks. 

Upon  fiUng  proof  of  publication  of  notice  of  this  hearing  in  the  Lockport 
Union  Sun,  and  in  the  Lockport  Review,  and  in  the  Lockport  Daily  Journal, 
and  notice  thereof  having  been  served  by  mail  on  William  F.  Cramer,  highway 
commissioner  of  said  town  of  Royalton,  and  upon  the  aforesaid  petition  and 
accompanying  papers,  counsel  for  said  respective  railroad  companies  appear- 
ing and  consenting,  and  no  one  opposing,  and  after  due  deliberation,  it  is 

Ordered:  1.  That  under  section  68  of  the  Railroad  Law  the  single-  or 
double-track  railway  of  the  Buffalo,  Lockport  and  Rochester  Railway  Com- 
pany shall  cross  the  present  tracks  of  The  New  York  Central  and  Hudson 
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River  Railroad  Company  at  a  point  in  the  town  of  Royalton,  Niagara  county, 
described  in  the  petition,  above  the  grade  of  the  New  York  Central  and 
Hudson  River  railroad,  and  that  the  laying  of  additional  tracks  in  the 
future  by  either  company  at  the  same  grades,  respectively,  as  the  then 
existing  tracks  of  either  of  said  companies,  to  wit:  the  petitioner's  additional 
tracks  to  be  above  the  grade  of  the  New  "iork  Central  and  Hudson  River 
railroad,  and  additional  tracks  of  the  New  York  Central  and  Hudson 
River  railroad  to  be  at  grade,  shall  be  governed  by  the  agreement  aforesaid. 

Ordered:  2.  That  the  proportion  of  expense  of  such  crossing  to  be  paid 
by  said  respective  railroad  companies  shall  be  as  set  forth  in  tne  agreement 
above  referred  to  made  the  2l8t  day  of  February,  1907,  between  said  com- 
panies, a  copy  of  which  is  attached  to  the  petition  in  this  proceeding. 

Ordered:  3.  That  this  order  shall  take  efifect  on  January  13,  1908,  and 
shall  continue  in  force  until  modified  or  abrogated. 


[Case  No.   142]  State  of  New  York, 

Public  Service  Commissioit,  Second  District. 

At  a  session  of  the  Public  Service  Commission,  Second 
District,  held  at  the  Capitol,  Albany,  on  the  13th  day 
of  January,  1908. 
Present : 
Frank  W.  Stevens,  Chairman, 
Charles  H.  Keep, 
Martin  S.  Decker, 
James  E.  Sague, 

Commissioners. 

In  the  matter  of  the  Application,  under  section  68  of 
the  Railroad  Law,  of  the  Buffalo,  Lockport  and 
Rochester  Railway  Company  as  to  its  railway 
crossing  the  spur  track  of  the  New  York  Central 
and  Hudson  River  railroad  on  State  street  or  East 
State  street  in  the  village  of  Brockport,  Monroe 
county,  and  as  to  the  proportion  of  expense  which 
shall  be  paid  by  each  road. 

The  Buffalo,  Lockport  and  Rochester  Railway  Company  on  the  3rd  day  of 
December,  1907,  filed  with  this  Commission  its  petition  under  section  6S  of 
the  Railroad  liiw  for  an  order  determining  whether  a  crossing  by  its  rail- 
way of  a  spur  track  of  the  New  York  Central  and  Hudson  River  railroad 
on  State  street  or  East  State  street  in  the  village  of  Brockport,  Monroe 
county,  shall  be  above,  below,  or  at  the  grade  of  such  spur  track. 

The  petition  proposes  that  the  petitioner's  railway  shall  cross  at  the  grade 
of  such  spur  track.  The  petition  is  indorsed  with  the  consent  of  The  New 
York  Central  and  Hudson  River  Railroad  Company,  and  there  is  attached 
a  copy  of  an  agreement  between  the  petitioner  and  said  The  New  York 
Central  and  Hudson  River  Railroad  Company  to  the  efifect  that  the  peti- 
tioner's railway  shall  cross  said  spur  track  at  the  point  in  question  at 
grade,  and  as  to  the  proportion  of  expense  of  such  crossing  to  be  paid  by 
each  company.  It  appears  from  the  petition  and  accompanying  papers  that 
at  the  point  in  question  the  single  track  of  the  petitioner's  railway  runs 
through  said  State  street  or  East  State  street  at  the  grade  of  said  street, 
and  that  such  spur  track  crosses  said  street  at  grade;  that  said  spur  track 
is  used  exclusively  for  freight  purposes  for  the  transportation  of  freight 
cars  to  manufactories  which  lie  north  of  State  street,  and  that  the  total 
number  of  freight  cars  passing  across  said  State  street  each  year  upon  said 
spur  track  is  approximately  five  hundred  and  twenty,  counting  each  car  each 
way;  that  the  petitioner  has  secured  the  proper  statutory  consent  of  the 
village  authorities  to  the  construction  of  said  railroad,  and  a  determination 
of  the  Appellate  Division  of  the  Supreme  Court  authorizing  such  construc- 
tion pursuant  to  section  04  of  the  Railroad  Law,  and  that  the  petitioner's 
road  IS  to  be  operated  by  the  overhead  trolley  system. 
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Upon  filing  proof  of  publication  of  notice  of  this  hearins  in  the  Brockport 
Democrat,  and  upon  the  aforesaid  petition  and  accompanying  papers,  counsel 
for  said  respective  railroad  companies  appearing  and  consenting,  and  no  one 
opposing,  and  after  due  deliberation,  it  is 

Ordered:  1.  That  under  section  68  of  the  Railroad  Law  the  single-track 
railway  of  the  petitioner  shall  cross  th«  above  mentioned  spur  track  of  The  Neiw 
York  Central  and  Hudson  River  Railroad  Ck)mpany  on  State  street  or  East 
State  street  in  said  village  of  Brockport,  at  |^ade,  and  that  the  proportion  of 
expense  of  such  crossing  to  be  paid  by  said  respective  railroad  companies 
shall  be  as  set  forth  in  an  agreement  made  the  2  let  of  February,  1907,  between 
said  companies,  a  copy  of  which  is  attached  to  the  petition  in  this  matter. 

Ordered:  2.  That  this  order  shall  take  effect  on  January  13,  1908,  and 
shall  continue  in  force  until  modified  or  abrogated. 


[Case  No.  113]  State  of  New  Yobk, 

PuBUo  Service  Commission,  Second  Distbiot. 
At  a  session  of  the  Public  Service  Commission,  Second 
District,  held  at  the  Capitol,  Albany,  on  the  30th 
day  of  January,  1908. 
Present: 
Frank  W.  Stevens,  Chairman, 
Charles  H.  Keep, 
Thomas  M.  Osborne, 
Martin  S.  Decker, 
James  E.  Sague, 

Commissioners. 

In  the  matter  of  the  Petition  of  the  Central  New 
England  Railway  Company,  under  section  62  of  the 
Railroad  Law,  as  to  the  closing  and  discontinuance 
of  a  highwav  grade  crossing  of  the  petitioner's  rail- 
way east  of  its  St.  Elmo  station. 

The  Central  New  England  Railway  Company  on  October  28,  1907,  filed 
with  this  Commission  its  petition,  under  section  62  of  the  Railroad  Law, 
alleging  that  public  safety  required  the  closing  and  discontinuance  of  the 
highway  grade  crossing  of  the  petitioner's  railway  located  immediately  east 
of  the  St.  Elmo  station  on  said  railway  in  the  town  of  Shawangunk,  Ulster 
county,  and  the  diversion  of  the  travel  from  said  grade  crossing  to  another 
highway  which  crosses  the  railway  at  grade  imm^iately  west  of  said  sta< 
tion,  by  the  construction  of  a  new  piece  of  highway  parallel  to  and  south 
of  the  railway  from  said  highway  east  of  the  station  to  the  said  highway 
west  of  the  station. 

Hearings  were  had  in  this  matter  before  this  Commission  in  the  city  of 
Albany  on  November  26  and  December  19,  1907.  William  Oreenough  ap- 
peared for  the  petitioner;  J.  N.  Vanderlyn  appeared  for  the  town  of 
Shawangunk  and  for  a  property  owner,  in  opposition. 

It  appears  from  the  petition  and  evidence  at  the  hearing  that  the  crossing 
proposed  to  be  closed  is  known  as  the  King's  Hill  Road  crossing,  and  that  to 
which  the  travel  is  proposed  to  be  diverted  is  known  as  the  Plain  Road 
crossing,  and  that  these  highways  intersect  a  short  distance  north  of  the 
railroad;  that  if  the  prajrer  of  this  petitioner  were  granted,  a  person  ap- 
proaching the  railroad  from  the  soutn  on  the  King's  Hill  Road  would  be 
compelled  to  travel  a  distance  of  from  626  to  875  feet  farther  than  at  present 
to  reach  the  intersection  of  the  two  highways  north  of  the  railroad;  that  the 
view  of  the  railway,  approaching  both  crossings,  is  somewhat  obstructed, 
there  being  but  little  to  choose  oetween  them  in  this  respect.  Upon  the 
aforesaid  petition  and  accompanying  papers,  and  after  consideration  of  the 
evidence,  this  Commission  does  not  believe  that  public  safety  would  be  en- 
hanced by  the  closing  of  the  King's  Hill  Road  crossing  and  the  diversion 
of  the  travel  to  the  Plain  Road  crossing.    It  is,  therefore. 

Ordered:    That  the  prayer  of  the  petitioner  be  and  it  is  hereby  denied. 
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[Gate  No.  107]  State  of  Nkw  Tobk, 

PuBUC  Service  Commission,  Secoxd  Distbict. 

At  a  session  of  the  Public  Service  Commiftsion,  Second 
District,   held   at   the   Capitol,   Albany,   on  the    18th 
day  of  February,  1908. 
Present: 

Frank  W.  Stevens,  Chairman, 
Chables  H.  Keep, 
Thomas  ^L  Osbobxe, 
Mabtin  S.  Decker, 
James  £.  Saoue, 

Commissioners. 

In  the  matter  of  the  Erie  and  Jersey  Railroad  cross- 
ing a  highway  in  the  town  of  Cornwall,  Orange 
county,  the  crossing  being  known  as  A-19. 

On  October  30,  1906,  the  former  Board  of  Railroad  Commissioners  de- 
termined, under  section  60  of  the  Railroad  Law,  that  the  Erie  and  Jersey 
railroad  should  cross,  in  the  town  of  Cornwall,  Orange  county,  a  highway 
called  A-19. 

In  March,  1907,  a  petition  was  received  by  said  Board  from  the  town  board 
of  the  town  of  Cornwall,  in  relation  to  changing  the  determination  as  to  this 
crossing.  Said  petition  was  not  finally  disposed  of  by  said  Board,  and  came 
before  this  Commission  by  operation  of  statute. 

A  hearing  in  the  matter  was  held  by  this  Ck>minlssion  at  its  office  in  the 
Capitol,  Albany,  on  November  12,  1907.  A.  H,  F.  Seeger,  attorney,  and 
H.  W,  Chadeayne,  supervisor  of  the  town,  appeared  for  the  petiUoner. 
George  P.  Brownell  appeared  for  the  Erie  and  Jersey  Railroad  Company. 

There  was  subsequently  filed  with  this  Commission  by  the  Erie  and  Jersey 
Railroad  Company  a  stipulation  to  the  following  effect: 

"Now.  therefore,  for  that  purpose  and  to  that  end  it  hereby  stlpalates  that  it 
will  bear  the  entire  expense  of  changrinfr  the  hij^hway  on  the  east  side  of  the  new 
undercrossiDK  to  the  location  shown  on  Erie  and  Jersey  map  dated  April  2,  1907, 
and  as  covered  in  a  letter  of  F.  L.  Stnart,  Chief  Engineer,  dated  June  12,  1907.*' 

Upon  the  above  state  of  facts,  and  after  due  deliberation,  it  is 
Ordered:    That  this  petition  is  hereby  dismissed. 


[Case  No.  39]  State  of  New  Yobk, 

PuBUO  Service  CoMMissioif,  Second  Distbict. 

At  a  session  of  the  Public  Service  Commission,  Second 
District,  held  at  the  Capitol,  Albany,  on  the   19th 
day  of  February,  1908. 
Present: 
Fbank  W.  Stevens,  Chairman, 
Chables  H.  Keep, 
Thomas  M.  Osbobne, 
Mabtin  S.  Deceeb, 
James  E.  Saoue, 

Commissioners. 
In  the  matter  of  the  Petition  of  the  Raymondville 
AND  Waddington  Railboad  Compant,  under  section 
60  of  the  Railroad  Law,  for  an  order  determining  the 
manner  in  which  its  single-track  railroad  shall  cross 
streets  and  highways  in  the  county  of  St.  Lawrence. 

The  Raymondville  and  Waddington  Railroad  Company  having  on  Septem- 
ber 19,  1907,  filed  with  this  Commission  its  petition,  under  section  60  of 
the  Railroad  Law,  asking  for  an  order  determining  the  manner  in  which  its 
single-track  railroad  shall  cross  streets  and  highways  in  the  towns  of  Nor- 
folk, Louisville,  Madrid,  and  Waddington,  and  in  the  village  of  Waddington, 
in  the  county  of  St.  Lawrence;  and  a  public  hearing  on  said  petition  having 
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been  held  by  this  Commission  in  the  Capitol,  Albany,  on  January  3,  1908, 
•and  an  inspection  at  the  points  of  the  proposed  crossings  having  been  made 
by  the  steam  railroad  inspector  for  this  Commission;  and  it  appearing  from 
the  evidence  at  the  hearing  that  it  would  be  impracticable  for  this  petitioner's 
railroad  to  cross  otherwise  than  at  grade  certain  of  the  streets  and  highways 
in  question;  now,  therefore,  it  is 

Ordered:  Under  section  60  of  the  Railroad  Law,  that  the  manner  in 
which  the  single-track  railroad  of  the  Raymondville  and  Waddington  Rail- 
road Company  shall  cross  the  following  streets  and  highways  in  the  county  of 
St.  Lawrence  shall  be  as  hereinafter  stated,  to  wit: 

Town  of  Norfolk:  Crossing  No.  1  at  station  20  of  the  railroad  survey: 
Over  the  grade  of  the  highway  from  Raymondville  to  Norwood;  the  minimiim 
clearance  between  the  highway  and  the  bridge  carrying  the  railroad  shall 
be  twelve  feet.  Crossing  No.  2,  at  station  46  of  the  railroad  survey:  At 
grade  the  highway,  being  a  crossroad,  leading  from  Rajrmondville  to  Madrid. 
Crossing  No.  3,  at  station  123  of  the  railroad  survey:  Under  the  grade  of 
the  highway  known  as  the  Tieman  Ridge  or  Sand  Ridge  road;  the  minimiim 
clearance  between  the  bridge  carrying  the  highway  and  top  of  rail  of  the 
railroad  shall  be  twenty-one  feet. 

Town  of  Louisville:  Crossing  No.  4,  at  station  183  of  the  railroad  survey: 
At  grade  the  highway  leading  from  Raymondville  to  Chase  Mills. 

Towns  of  Louisville  and  Madrid:  Crossing  No.  5,  at  station  266  of  the 
railroad  survey:  At  grade  the  highway  known  as  the  Town  Line  road,  which 
runs  southerly  from  Chase  Mills. 

Town  of  Madrid:  Crossing  No.  6,  at  station  295+50  of  the  railroad  sur- 
vey: At  grade  the  highway  leading  from  Chase  Mills  west,  intersecting  the 
main  road  from  Norfolk  to  Waddington. 

Town  of  Waddington:  Crossing  No.  7,  at  station  307  of  the  railroad  sur- 
vey: At  grade  the  highway  leading  from  Chase  Mills  to  Madrid.  Crossing 
No.  8,  at  station  391  of  the  railroad  survey:  At  ^ade  the  highway  leading 
from  Lrish  Settlement  westerly  to  highway  leading  from  Chase  Mills  to 
Madrid,  crossing  No.  7.  Crossing  No.  9,  at  station  402+50  of  the  railroad 
survey:  At  grade  the  highway  known  as  Irish  Settlement  road,  leading 
from  Chase  Mills  to  Waddingjbon.  Crossing  No.  10,  at  station  530  of  the 
railroad  survey:  At  grade  the  highway  leading  from  the  Norfolk- Wadding- 
ton highway  to  the  St.  Lavrrence  river. 

Village  of  Waddington:  Crossing  No.  11,  station  No.  612  of  the  railroad 
survey:  At  grade  the  street  known  as  the  River  road  or  St.  Lawrence 
avenue. 


[Case  No.  213]  State  op  New  Yobk, 

PuBiJo  Service  Commission,  Second  District. 

At  a  session  of  the  Public  Service  Commission,  Second 
District,  held  at  the   Capitol,  Albany,  on  the  24th 
day  of  February,  1908. 
Present: 

Frank  W.  Stevens,  Chairman, 
Martin  S.  Decker, 
Jambs  E.  Saoue, 

Commissioners. 
In  the  matter  of  the  Application  of  The  New  York 
Central  and  Hudson  River  Railroad  Company  for 
the  elimination  of  Buffalo  Road  crossing.  Field  Street 
crossing,  and  Kossuth  Street  crossing,  in  the  town  of 
Gates,  Monroe  county. 

On  the  application  of  The  New  York  Central  and  Hudson  River  Railroad 
Company,  in  which  application  the  Buffalo,  Rochester  and  Pittsburgh  Rail- 
way Company  joins,  an  order  having  been  duly  made  by  the  Board  of  Rail- 
road Commissioners  of  the  State  of  New  York  on  the  3d  day  of  June,  1902, 
for  the  elimination  of  the  crossings  above  named,  and  thereafter  plans  and 
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specifications  for  the  work  of  eliminating  such  crossings  having  been  duly 
made  and  approved  by  ail  parties  in  interest  and  by  the  Board  of  Railroad 
Commissioners; 

Now,  on  application  of  the  Buffalo,  Rochester  and  Pittsburgh  Railway 
OompanV  for  the  modification  of  such  plans  by  the  construction  of  a  retain- 
ing wall  two  hundred  and  ten  feet  (210')  long,  from  the  westerly  abutment 
of  the  Buffalo  Road  subway  under  the  tracks  of  the  said  two  railroad  com- 
panies; and  it  appearing  that  in  addition  to  the  work  provided  for  by  the 
said  plan  so  heretofore  approved,  a  sidewalk  has  been  constructed  along  said 
new  Buffalo  Road,  and  that  certain  catch  basins  not  included  in  said  plan 
have  also  been  constructed;  and  it  appearing  that  said  retaining  wall  and 
said  sidewalk  and  caich  basins  are  necessary;  and  a  new  map  and  plan  hav- 
ing been  this  day  filed  with  this  Commission,  showing  the  entire  construction 
for  the  elimination  of  said  several  railroad  crossings,  including  the  said 
sidewalk,  catch  basins,  and  retaining  wall;  now,  after  hearing  the  petitioner, 
the  Buffalo,  Rochester  and  Pittsburgh  Railway  Company,  by  its  attorney 
John  8.  Rockwell;  The  New  York  C^tral  and  Hudson  River  Railroad  Com- 
pany by  J,  W,  Pfau;  and  the  town  of  Gates  by  its  attorney  George  P.  Decker, 
and  its  supervisor  Frank  W,  Wright;  it  is 

Ordered  and  Determined:  That  the  plans  heretofore  approved  be  and  the 
same  are  hereby  modified  and  amended  by  including  and  providing  for  the 
construction  of  said  sidewalk,  said  catch  basins,  and  said  retaining  wall,  in 
accordance  with  said  plan  this  day  filed,  which  said  plan  is  also  hereby 
in  all  respects  approved.  The  said  Bufililo,  Rochester  and  Pittsburgh  Rail- 
way Company,  beiore  this  Commission,  as  a  condition  for  the  construction 
of  said  retaining  wall,  waives  all  claim  to  any  land  damages  by  reason  of 
the  construction  of  said  new  rotLd  along  the  boundary  of  the  lands  of  said 
railway  company. 

It  is  hereby  further  Ordered:  That  the  detailed  estimate  of  said  work  of 
constructing  sidewalks  and  catch  basins,  which  has  already  been  done,  and 
of  the  cost  of  constructing  said  retaining  wall,  which  has  this  day  been 
filed,  showing  a  total  cost  of  eight  thousand  dollars  ($8000),  is  hereby 
approved. 

[Case  No.  9]  State  of  New  Yobk, 

PuBUo  Service  Commission,  Second  Distbict. 

At  a  session  of  the  Public  Service  Commission,  Second 
District,  held  at  the  Capitol,  Albany,  on  the   10th 
day  of  March,  1908. 
Present: 
Frank  W.  Stevens,  Ghairman, 
Charles  H.  Keep, 
Thomas  M.  Osborne, 
Martin  S.  Deokeb, 
James  £.  Saque, 

Commissioners. 

Fietition  of  the  Mayor  and  Common  Council  of  the 
CiTT  OF  Utica  as  to  changing  Genesee  Street  and 
Park  Avenue  crossings  of  the  New  York  Central  and 
Hudson  River  Railroad  from  grade  to  overhead  cross- 
ings. 

Resolved,  That  The  New  York  Central  and  Hudson  River  Railroad  Com- 
pany be  requested  to  prepare  as  speedily  as  practicable,  and  submit  to  this 
Commission,  plans  and  specifications  for  the  elimination  of  the  grade  cross- 
ing  at  Genesee  street  in  the  city  of  Utica,  in  accordance  with  Scheme  ten, 
approved  as  to  its  general  features  by  the  Commission  in  its  opinion.  That 
•whea  such  plans  and  specifications  are  prepared  it  be  requested  to  file  the 
tame  witii  the  Commission,  together  with  at  least  six  blue-print  copies  thereof. 
That  when  the  same  are  so  filed  the  Secretary  transmit  two  copies  of  sueh 
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blue  printa  to  the  mayor  of  the  city  of  Utica,  one  copy  to  the  chamber  of 
commerce,  and  one  copy  to  the  citizens'  committee,  for  examination  and  sug- 
gestions as  to  details.  That  the  final  order  for  such  elimination  will  be  made 
after  a  reasonable  opportunity  for  the  making  of  such  suggestions  has  been 
afforded. 

Resolved,  That  the  said  railroad  company  be  requested  to  prepare  and 
submit  to  this  Commiflsion  as  speedily  as  practicable  plans  for  the  elimina- 
tion of  the  grade  crossing  over  its  tracks  at  Park  avenue  in  said  city  of 
Utica,  to  the  end  that  a  hearing  upon  the  question  of  such  elimination  may 
be  appointed. 

18€€  Case  No.  9,  June  27,  1908,  page  234.] 


[Case  No.  94]  8tatb  of  New  Yobk, 

PuBLio  Sebyicb  Commission,  Second  Distbiot. 

At  a  session  of  the  Public  Service  Commission,  Second 
District,  held  at  the  Capitol,  Albany,  on  the  11th 
day  of  March,  1908. 

Pre$ent: 
Frank  W.  Stevens,  Chairman, 
Thomas  M.  Osborne, 
Martin  S.  Decker, 
James  £.  Sagxte, 

Commissioners. 

In  the  matter  of  the  Application  of  the  Western  New 
York  and  Pennsylvania  Traction  Company  for  a 
crossing  of  the  main  line  of  the  Erie  Railroad  Com- 
pany in  the  township  of  Carrollton,  Cattaraugus 
county,  New  York. 

On  reading  and  filing  the  application  of  the  Western  New  York  and  Penn- 
sylvania Traction  Company  for  a  determination  of  the  manner  of  crossing 
by  the  single-track  railway  of  said  petitioner  of  the  main  line  of  the  Erie 
Railroad  Company  in  the  township  of  Carrollton,  Cattaraugus  county,  N.  Y., 
under  section  68  of  the  Railroad  Law;  and  the  petitioner  having  filed  with 
this  Commission  due  proofs  of  publication  of  notice  of  this  hearing  in  the 
Republican  Press,  a  newspaper  published  in  the  village  of  Salamanca,  Cat- 
taraugus county,  N.  Y. ;  and  said  matter  having  been  brought  on  for  a  hearing 
on  the  16th  day  of  November,  1907,  in  the  city  of  Jamestown,  N.  Y.,  and 
the  defeiklant  appearing  and  filing  an  answer  to  said  petition;  and  said 
proceedings  thereupon  having  been  neld  imtil  the  determination  of  the  point 
of  crossing  and  the  compensation  to  be  paid  therefor,  under  a  proceeding 
instituted  in  the  Supreme  Court,  Cattaraugus  coun^,  under  section  12  of  the 
RaUroeul  Law;  and  it  appearing  that  since  the  filing  of  the  petition  and 
answer  herein  a  proceeding  has  been  instituted  by  the  petitioner  herein  in 
the  Supreme  Court  of  this  State,  under  section  12  of  the  Railroad  Law,  for 
the  appointment  of  commissioners  to  determine  the  location  or  point  of  the 
crossing  described  in  the  petition  herein  and  the  compensation  to  be  paid 
therefor,  in  which  proceeding  the  above  named  defendant  interposed  aa 
answer,  raising  the  same  issues  raised  by  the  answer  in  this  proceeding; 
and  that  in  said  proceeding  in  the  Supreme  Court  all  said  issues  were  &- 
termined  in  favor  of  the  plaintiff,  and  judgment  entered  accordingly  in  the 
office  of  the  clerk  of  Cattaraugus  county  on  or  about  the  20th  day  of  Febru- 
ary, 1908;  and  that  pursuant  to  sdid  judgment  commissioners  were  ap- 
pointed, and  that  said  commissioners  duly  filed  their  report,  fixing  and 
determining  the  point  and  location  of  said  crossing  and  tne  compensation 
to  be  paid  therefor;  and  that  a  final  order  confirming  the  report  of  said 
commissioners  was  entered  in  the  office  of  the  clerk  of  Cattaraugus  county 
on  or  about  the  Srd  day  of  March,  1908;  and  this  proceeding  coming  on  to 
be  heard,  and  the  petitioner  herein  having  made  proof  before  the  Commis- 
sion of  the  aforesaid  proceedings  in  the  Supreme  Court  and  of  the  judgment 
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and  order  aforesaid;  and  having  appeared  by  Joseph  L.  Page,  esq,,  its  attor- 
ney, and  asked  that  this  Board  determine  the  manner  of  said  crossing  pur- 
suant to  the  provisions  of  section  68  of  the  Railroad  Law;  and  the  above 
named  defendant  having  appeared  by  Messrs,  Orcutt,  Rohhins  d  Broum,  its 
attorneys,  in  opposition  thereto;  it  is 

Ordered:  That  the  crossing  of  the  tracks  and  roadbed  of  the  defendant, 
Erie  Railroad  Company,  by  petitioner's  single-track  railroad,  at  the  point 
described  in  the  petition  and  shown  on  a  map  thereto  attached,  shall  be  by 
means  of  an  overhead  structure  of  one  ispan  at  least  the  length  of  the  width 
of  defendant's  right  of  way,  said  bridge  to  be  so  located  that  the  same  shall 
entirely  clear  the  defendant's  right  of  way,  and  the  clearance  of  the  overhead 
structure  shall  be  at  least  twenty-two  feet  above  the  top  of  the  rail  of  the 
defendant's  tracks  as  now  located  and  laid,  and  the  operation  of  said  Ih'ie 
railroad  shall  not  be  interfered  with  during  the  construction  of  said  bridge. 

It  is  further  Ordered:  That  the  expense  of  installing  and  maintaining 
said  bridge  structure  shall  be  paid  and  borne  by  the  plaintiff,  the  Western 
New  York  and  Pennsylvania  Traction  Company. 


[sCase  No.  96]  State  of  New  York, 

PuBUO  Sebvicb  Commission,  Second  Distbiot. 

At  a  session  of  the  Public  Service  Commission,  Second 
District,   held  at  the  Capitol,  Albany,  on  the  lltli 
day  of  March^  1908. 
Present : 
Frank  W.  Stevens,  Chairman, 
Thomas  M.  Osborne, 
Martin  &  Decker, 
James  K  Saqxts, 

Commissioners. 

In  the  matter  of  the  Application  of  the  Western  New 
York  and  Pennsylvania  Traction  Oompant  for 
crossings  of  switehes  of  the  Buffalo,  Bradford  and 
Pitteburgh  Railroad  Company,  leased  to  and  operated 
by  the  iScie  Railroad  Company,  in  liain  street  in  the 
village  of  Ldmestone,  New  York. 

On  reading  and  filing  the  application  of  the  Western  New  York  and 
Pennsylvania  Traction  Company  for  a  determination  of  the  manner  of  cross- 
mg  by  the' single-track  railway  of  said  petitioner  of  switehes  of  the  Buffalo, 
Bradford  and  Pitteburgh  Railroad  Company,  leased  to  and  operated  by  the 
Erie  Railroad  Company,  in  Main  street  in  the  village  of  Limestone,  Cat^ 
taraugus  county,  N.  Y.,  under  section  68  of  the  Railroad  Law;  and  the  peti- 
tioner having  filed  with  this  Commission  due  proofs  of  publication  of  notice 
of  this  hearing  in  the  Republican  Press,  a  newspaper  published  in  the  village 
of  Salamanca,  Catteraugus  county,  N.  Y.;  and  the  said  matter  having  been 
brought  on  for  a  hearing  on  the  16th  day  of  November,  1907,  in  the  city  of 
Jamestown,  N.  Y.,  and  the  defendant  appearing  and  filing  an  answer  to  said 
petition;  and  said  proceedings  thereupon  having  been  held  until  the  determi- 
nation of  the  points  of  crossing  and  the  compensation  to  be  paid  therefor, 
under  a  proceeding  instituted  in  the  Supreme  Court,  Cattaraugus  coimty, 
under  section  12  of  the  Railroad  Law;  and  it  appearing  that  since  the  filing 
of  the  petition  and  answer  herein  a  proceeding  has  l^n  instituted  by  the 
petitioner  herein  in  the  Supreme  Court  of  this  State,  under  section  12  of  the 
Railroad  Law,  for  the  appointment  of  commissioners  to  determine  the  loca- 
tion or  points  of  the  crossings  described  in  the  petition  herein  and  the  com- 
pensation to  be  paid  therefor,  in  which  proceeding  the  above  named  defend- 
ante,  Buffalo,  Bradford  and  Pitteburgh  Railroad  Company,  and  Erie  Rail- 
road Company,  interposed  an  answer  raising  the  same  issues  raised  by  the 
answer  in  this  proceeding;  and  that  in  said  proceeding  in  the  Supreme 
Court  all  of  said  issues  were  determined  in  favor  of  the  plaintiff,  and  judg- 
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ment  entered  accordingly  in  the  office  of  the  clerk  of  Cattaraugus  count/ 
on  or  about  the  20th  day  of  February,  1908;  and  that  pursuant  to  flaii 
judffment  eommijssioners  were  appointed,  and  that  said  commissioners  duly 
filed  their  report,  fixing  and  determining  the  points  and  locations  of  said 
crossings  and  the  compensation  to  be  paid  therefor;  and  that  a  final  order 
ccmfirmmg  the  report  of  said  commissioners  was  entered  in  the  office  of  the 
clerk  of  Cattaraugus  county  on  or  about  the  3d  day  of  March,  1908;  and 
this  proceeding  coming  on  to  be  heard,  and  the  petitioner  herein  having  made 
prooi  before  the  Commission  of  the  aforesaid  proceedings  in  the  Supreme 
Court  and  of  the  judgment  and  order  aforesaid;  and  living  appeared  by 
Joseph  L,  Page,  eeq,,  its  attorney,  and  asked  that  this  Board  determine  the 
manner  of  said  crossings  pursuant  to  the  provisions  of  section  68  of  the 
Railroad  Law;  and  the  above  named  defendants,  Bufi'alo,  Bradford  and  Pitts- 
burgh Hailroad  Company,  and  Erie  Railroad  Company,  having  appeared  by 
Meeere,  Orcutt,  Rohhine  d  Broton,  their  attorneys,  in  opposition  thereto; 
it  is 

Ordered:  That  the  crossing  of  the  tracks  and  roadbed  of  the  defendant^ 
Erie  Railroad  Company,  and  Buffalo,  Bradford  and  Pittsburgh  Railroad  Com- 
pany, at  the  points  described  in  the  petition  and  shown  on  a  map  theret* 
attached,  shall  be  at  grade,  and  shall  be  standard  cut  crossings. 

And  it  %8  further  Ordered:  That  the  expense  of  installing  and  maintain- 
ing said  crossings  shall  be  paid  and  borne  by  the  plaintiff,  the  Western  New 
York  and  Pennsylvania  Traction  Company. 

It  is  further  Ordered:  That  all  of  petitioner's  cars  shall  come  to  a  stop 
before  crossing  said  tracks,  and  the  conductor  on  said  cars  shall  go  to  the 
front  platform  and  see  that  no  trains  or  cars  are  approaching  on  said  defend- 
ants' tracks  before  giving  the  signal  for  the  car  to  proceed  over  the  croift- 
ings,  and  the  car  shall  not  proceed  until  such  signal  is  received  by  the 
motonnan. 


[Case  No.  101  State  of  New  York, 

Public  Sebvioe  Commission,  Second  Distbiot. 

At  a  session  of  the  Public  Service  Commission,  Second 
District,  held  at  the  Capitol,  Albany,  on  the  1st  day 
of  April,  1908. 
Present: 
Fbank  W.  Stevens,  Chairman, 
Mabtin  S.  Deckeb, 
James  E.  Saoue, 

Commissioners. 

In  the  matter  of  the  Petition  of  the  Intebnational 
Railway  Company,  under  section  68  of  the  Railroad 
Law,  for  a  determination  as  to  whether  a  single- 
track  extension  of  the  petitioner's  street  surface  rail- 
road in  the  Lewiston  road  highway  in  the  town  of 
Lewiston,  Niagara  county,  shall  cross  the  Rome, 
Watertown  and  Ogdensburg  railroad,  single  track, 
steam  (leased  to  and  operated  by  The  New  York 
Central  and  Hudson  River  Railroad  Company),  above, 
below,  or  at  the  grade  of  the  steam  railroad,  the  point 
of  crossing  proposed  being  in  lote  Nos.  26  and  27  of 
the  mile  reserve  of  the  town  of  Lewiston. 

After  due  deliberation,  it  is 

Ordered:  That  the  matter  of  this  petition  be  closed  on  the  records  of  this 
Commission,  and  permission  is  hereby  given  the  International  Railway  Com- 
pany to  withdraw  the  proceedings  now  pending,  with  leave  to  renew  at  soms 
future  date. 
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[Caae  No.  132]  State  of  New  York, 

Public  Sebvioe  Commission,  Second  Distbict. 

At  a  session  of  the  Public  Service  Oommissioii,  Second 
District,  held  at  the  Capitol,  Albany,  on  the  1st  day 
of  April,  1908. 
Present : 
Fbank  W.  Stevens,  Chairman, 
Martin  S.  Decker, 
James  E.  Saoue, 

Commissioners. 

In  the  matter  of  the  Application  of  the  Rochester 
Railway  Company  for  the  determination  of  the  man- 
ner in  which  its  railroad  shall  cross  the  tracks  of 
The  New  York  Central  and  Hudson  River  Railroad 
Company  on  LyeU  avenue  in  the  city  of  Rochester, 
New  York. 

Resolvedf  That  the  crossing  of  the  tracks  of  the  New  York  Central  and 
Hudson  River  railroad  at  Lyell  avenue  in  the  city  of  Rochester  by  the  tracks 
of  the  Rochester  Railway  Company  may  be  made  temporarily  at  the  grade 
of  the  existing  tracks  of  the  said  New  York  Central  and  Hudson  River  rail- 
road, and  that  an  order  be  entered  to  that  effect  which  shall  contain  in 
appropriate  form  the  following  provisions  and  conditions: 

1.  That  the  said  order  shall  not  be  in  force  or  take  effect  until  the  said 
Rochester  Railway  Company  shall  have  filed  with  this  Commission  a  written 
stipulation  under  its  corporate  seal  executed  by  its  president  and  duly  aclmowl- 
edged  pursuant  to  a  resolution  of  itd  board  of  directors,  a  certified  copy  of 
which  resolution  shall  also  be  filed  with  the  Commission,  to  the  effect  that 
it  will  at  any  time  in  the  future  when  so  ordered  and  directed  by  the  Com- 
mission construct  said  crossing  either  above  or  below  the  grade  of  the  New 
York  Central  and  Hudson  River  railroad  pursuant  to  the  order  of  the  Com- 
mission, and  that  any  order  making  such  direction  and  requirement  shall 
have  the  same  force,  validity,  and  effect  as  though  now  made  upon  the  present 
application  for  the  determination  by  this  Commission  pursuant  to  section  68 
of  the  Railroad  Law.  Such  stipulation  to  be'  in  form  and  substance  satis- 
factory to  the  Commission. 

2.  The  expense  of  such  temporaiy  crossing  shall  be  paid  by  the  Rochester 
Railway  Company. 

3.  The  construction  of  such  temporary  crossing  shall  be  made  subject  to 
the  supervision  and  approval  of  the  proper  officials  of  The  New  York  Central 
and  Hudson  River  Railroad  Company. 

4.  That  the  said  Rochester  Railway  Company  shall  keep  a  watchman  at 
said  crossing  from  the  hour  of  6  a.  m.  to  the  hour  of  10  p.  m.;  that  no  car 
of  said  company  or  any  other  company  using  its  tracks  shall  pass  over  said 
crossing  without  coming  to  a  full  stop,  nor  without  a  signal  from  the  watch- 
man during  the  hours  he  is  on  duty,  nor  during  other  hours  without  a  signal 
to  the  motorman  from  the  conductor  of  the  car  who  shall  have  gone  upon  the 
crossing  and  looked  for  approaching  trains  upon  the  steam  railroad. 

Resolved,  That  the  said  Rochester  Railway  Company  be  directed  to  prepare 
plans  and  specifications  for  an  undererossing  at  said  point  and  present  the 
same  to  the  Commission  before  May  1st  next  for  its  consideration,  it  being 
the  intent  to  direct  an  imder-  or  overcrossing  as  soon  as  the  same  can  be  done. 
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(Case  No.  194]  State  of  New  York, 

PuBuc  Sebvice  Commission,  Second  District. 

At  a  session  of  the  Public  Service  Commissioii,  Second 
District,  held  at  the  Capitol,  Albany,  on  the  Ist  day 
of  April,  1908. 
Present : 

Frank  W.  Stevens,  Chairman, 
Martin  S.  Decker, 
James  £.  Sague, 

Commissioners. 

In  the  matter  of  the  Petition  of  the  Dolobville  and 
Salisbury  Railway  Company,  under  section  60  of 
the  Railroad  Law,  for  an  order  determining  the  man- 
ner in  which  its  single-track  railroad  shall  cross 
highways  in  the  town  of  Salisbury,  Herkimer  county. 

The  Dolgeville  and  Salisbury  Railway  Company  on  Januaiy  25,  1908,  filed 
with  this  Commission  its  petition,  under  section  60  of  the  Railroad  Law,  for 
an  order  determining  the  manner  in  which  its  single-track  standard-gause 
flteam  railroad,  to  be  constructed  from  a  connection  with  the  existing  Little 
Falls  and  Dolgeville  steam  railroad,  in  Dolgeville,  to  the  mine  of  the  Salis- 
bury Steel  and  Iron  Company  in  the  town  of  Salisbury,  a  distance  of  about 
four  and  a-half  miles,  all  in  the  county  of  Herkimer,  shall  cross  five  highways 
in  said  town  of  Salisbury. 

A  public  hearing  on  this  petition,  after  notice  as  required  by  the  statute, 
was  held  by  this  Commission  in  the  Capitol  in  the  city  of  Albany  on  the 
11th  day  of  February,  1908;  William  H.  Swiizer  appeared  for  the  petitioner; 
no  one  else  appeared. 

This  Commission,  by  order  dated  October  3,  1907,  granted  to  this  petitioner 
a  certificate  tinder  section  59  of  the  Railroad  Law,  and  permission  to  construct 
its  railroad  and  exercise  franchises  therefor  under  section  53  of  the  Public 
Service  Commissions  Law. 

After  due  deliberation,  this  Commission  hereby  determines,  under  section 
60  of  the  Railroad  Law,  that  it  would  be  impracticable  for  the  single-track 
railroad  of  the  Dolgeville  and  Salisbury  Railway  Company  to  cross  <^herwise 
than  at  grade  the  highways  in  the  town  of  Salisbury,  Herkimer  county,  here- 
inafter named,  at  the  points  hereinafter  named,  and  it  is  hereby 

Ordered:  1.  That  the  said  single-track  railroad  of  the  Dolgeville  and  Salis- 
bury Railway  Company  shall  cross  at  grade  the  Shedd  ros^  highway,  near 
the  dwelling  house  of  G.  A.  Shedd. 

Ordered:  2.  That  the  said  single-track  railroad  of  the  Dolgeville  and  Salis- 
bury Railway  Company  shall  cross  at  grade  the  Corey  road  highway,  near  the 
lands  of  Will  Gorey  and  Amos  Cramer. 

Ordered :  3.  That  the  said  single-track  railroad  of  the  Dolgeville  and  Salis- 
bury Railway  Company  shall  cross  at  grade  the  Salisbury  road  highway,  near 
the  lands  of  Amos  Cramer  and  Willis  Woolever. 

Ordered :  4.  That  the  said  single-track  railroad  of  the  Dolgeville  and  Salis- 
bury Railway  Company  shall  cross  at  grade  the  Plummerville  road  highway, 
near  the  dwelling  house  of  Burrell  Rice  and  near  the  lands  of  Amos  Cramer. 

Ordered:  5.  That  the  said  single-track  railroad  of  the  Dolgeville  and  Salis- 
4>ury  Railway  Company  shall  cross  at  grade  the  PlummerviUe  road  highway, 
near  the  crossing  referred  to  in  order  number  four. 
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[Case  No.  105]  State  of  New  Yobk, 

PuBuc  Sebyice  Commission,  Second  District. 

At  a  session  of  the  Public  Seryice  Commiaeion,  Second 
District,  held  at  the  Capitol,  Albany,  on  the  28th  day 
of  April,  1908. 
Present: 

Fbank  W.  Stevens,  Chairman, 
Mabtin  S.  Decker, 
James  E.  Sagtte, 

Commiseioners. 

In  the  matter  of  the  Petition  under  section  62  of  the 
Railroad  Law  of  the  Town  Board  of  the  Town  of 
Sangerfield,  Oi^eida  county,  as  to  chanc:ing  the  San- 
ger road  highway  grade  crossing  of  the  Delaware, 
Lackawanna  and  Western  railroad  (Utica,  Chenango 
and  Susquehanna  Valley  railway)  from  grade  to  an 
undercrossing  of  the  railroad. 

After  due  deliberation,  it  is 

Ordered:    That  the  matter  of  this  petition  be  closed  on  the  records  of  thla 
Commission. 


[Case  No.  101]  State  of  New  York, 

PuBUc  Service  Commission,  Second  District. 

At  a  session  of  the  Public  Service  Commission,  Second 
District,  hold  at  the  Capitol,  Albany,  on  the  Idth  day 
of  May,  1908. 
Present : 
Frank  W.  Stevens,  Chairman, 
Thomas  M.  Osborne, 
Martin  S.  Decker, 
James  £.  Sague, 

Commissioners. 

In  the  matter  of  the  Petition  of  the  Village  of  Wat- 
land,  Steuben  county,  under  section  61  of  the  Rail- 
road Law,  for  an  order  determining  whether  a  new 
street  laid  out  by  said  village  to  connect  Pine  and 
Park  streets  shall  cross  the  Erie  railroad  over,  under, 
or  at  the  grade  of  said  railroad. 

This  petition,  under  section  61  of  the  Railroad  Law,  by  the  village  of  Way^ 
land,  Steuben  county,  was  filed  with  the  former  Board  of  Railroad  Commis- 
sioners on  June  17,  1907.  The  petition  asks  for  an  order  determining  whether 
a  new  street  laid  out  by  said  village  to  connect  Pine  and  Park  streets  shall 
pass  over  or  under  the  Erie  railroad  or  at  the  grade  of  said  railroad,  there 
being  a  main  track  and  a  side  track  of  the  railroad  at  the  point  of  proposed 
crossing. 

A  public  hearing  on  this  petition,  after  notice  as  required  by  statute,  was 
held  by  this  Commission  in  the  Capitol,  Albany,  on  November  7,  1907.  H.  V. 
Pratt  appeared  for  the  petitioner;  no  one  else  appeared.  Upon  the  aforesaid 
petition  and  the  statements  at  the  hearing,  and  after  due  deliberation,  it  i» 

Ordered:  That  this  Commission  hereby  determines,  under  section  61  of  the 
Railroad  Law,  that  a  new  street  in  the  village  of  Wayland,  Steuben  county, 
laid  out  by  said  village  to  connect  Pine  and  Park  streets,  shall  be  constructed 
across  the  Erie  railroad  at  the  grade  of  said  railroad;  that  the  said  grade 
crossing  shall  be  properly  planked,  and  that  a  crossing  alarm  bell  shall  be 
maintained  thereat  by  the  Erie  Railroad  Company. 
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[Case  No.  314]  State  of  New  York, 

Public  Service  ComfissioN,  Second  District. 

At  a  session  of  the  Public  Service  Commission,  Second 
District,  held  at  the  Capitol,  Albany,  on  the  13th  day 
of  May,  1908. 
Present: 

Frank  W.  Stevens,  Chairman, 
Thomas  M.  Osborne, 
Kabtin  S.  Decker, 
James  £.  Saoue, 

Commissioners. 

In  the  matter  of  the  Petition  of  The  Lake  Shore  and 
MicmoAN  Southern  Railway  Company,  under  sec- 
tion 62  of  the  Railroad  Law,  as  to  the  North  Evans 
highway  grade  crossing  of  said  company's  railway 
near  its  North  Evans  station,  in  the  town  of  Evans, 
Brie  county. 

Appearances:  Hoyt  d  Spratt  (Thomas  D.  Powell  appearing)  for  the  peti- 
tioner; Julius  M,  Schwert,  supervisor,  and  Charles  Bromley,  highway  com- 
missioner, for  the  town  of  ifvans;  Frederic  Almy^  a  property  owner,  in 
person;  J.  8.  Roberts,  attorney,  and  W,  T.  Covert,  assistant  engineer,  for  the 
Pennsylvania  Railroad  Company;  W.  J,  Bergen,  engineer,  for  The  New  York, 
Chicago  and  St.  Louis  Railroad  Company;  J.  C.  Calisch,  general  manager, 
Buffalo  and  Lake  Erie  Traction  Company. 

This  petition,  under  section  62  of  the  Railroad  Law,  by  The  Lake  Shore 
and  Michigan  Southern  Railway  Company,  was  filed  with  the  former  Board 
of  Railroad  Commissioners  on  June  19,  1907.  It  alleges  that  public  safety 
requires  that  the  North  £}vans  highway  grade  crossing  of  said  company^ 
railway  near  it«  North  Evans  station,  in  the  town  of  Evans,  Erie  coimty, 
be  closed  and  discontinued,  and  that  the  travel  thereon  be  diverted  there- 
from by  the  construction  of  a  new  piece  of  highway  and  an  undercrossinff 
of  said  railway,  the  undercrossing  to  be  located  approximately  at  the  poii^ 
of  present  grade  crossing,  and  asks  this  Commission  for  an  order  so 
determining.  The  company  has  stipulated  that  the  entire  cost  of  the  worlg 
whether  of  construction  or  damages,  will  be  paid  by  it.  A  public  hearing 
on  this  petition,  after  notice  as  required  by  tne  statute,  was  held  by  Com- 
missioners Stevens  and  Olmsted  in  the  city  of  Buffalo  on  May  8,  1908. 
After  hearing  evidence  and  arguments  the  hearing  was  closed  on  that  date. 
Upon  the  aforesaid  petition  and  blue-print  map  attached  thereto,  and  after 
consideration  of  the  evidence  at  the  hearing,  this  Commission  believes  that 
public  safety  requires  that  the  changes  proposed  by  the  petition  be  made; 
and  therefore,  under  section  62  of  the  Railroad  Law,  it  is 

Ordered:  1.  That  the  North  Evans  highway  grade  crossing  of  the  Lake 
Shore  and  Michigan  Southern  railway,  near  the  North  Evans  station  on  said 
railway,  in  the  town  of  Evans,  Erie  county,  be  closed  and  discontinued,  and 
that  the  travel  thereon  be  diverted  therefrom  by  the  construction  of  a  new 
piece  of  highway  and  an  undercrossing  of  said  railway,  which  undercrossing 
shall  be  located  approximately  at  the  point  of  the  present  grade  crossing, 
as  shown  by  the  blue-print  map  attached  to  the  petition  herein,  and  which 
new  piece  of  highway  and  undercrossing  this  Commission  hereby  orders  shall 
be  conetructed. 

Ordered:  2.  That  the  clear  headroom  of  said  undercrossing  over  the  crown 
of  the  highway  shall  be  thirteen  feet. 

Ordered:  3.  That  the  width  of  said  undercrossing  between  the  neat  linee 
of  masonry  shall  be  twenty  feet. 

Ordered:  4.  That  the  said  work  shall  be  done  substantially  as  shown 
by  a  blue-print  map  attached  to  the  petition  in  this  matter  entitled : 

"  L.  S.  &  M.  S.  Ry. 
"  Proposed   separation   of  ^ade  for   highway 
"at  North  Evans,   N.   Y. 
"Scale:     l^'^SO'  Cleveland.    O.,   Jane.    1905." 
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Ordered:  5.  That  no  part  of  tho  cost  of  said  work,  whether  of  construc- 
tion or  dama^iies,  shall  be  paid  by  the  State  of  New  York  or  the  town  of 
EyaoB,  Erie  county,  but  that  the  entire  coat  of  said  work,  whether  of  con- 
struction or  dama^ros,  shall  be  borne  by  The  Lako  Shore  and  Michigan 
Southern  Bailway  Company. 

Ordered:  6.  That  the  said  existing  grade  crossing  shall  not  be  closed  until 
the  new  piece  of  highway  and  undercrossing  are  constructed  and  ready  for 
use  by  the  public;  or,  if  it  is  necessary  to  close  the  existing  grade  crossing 
before  such  time,  that  a  proper  way  for  the  public  to  cross  the  railway 
at  grade  be  provided  nearby  until  the  new  piece  of  highway  and  undercrossing 
axe  constructed  and  ready  for  u^e  by  the  public. 


[Case  No.  9]  State  op  New  York, 

Public  Service  Commission,  Second  District. 

At  a  session  of  the  Public  Service  Commission,  Second 
District,   held  at  the  Capitol,  Albany,  on  the  27th 
day  of  June,  1908. 
Present : 

Frank  W.  Stevens,  Chairman, 
Martin  S.  Decker, 
James  E.  Saox7e« 
John  B.  Olmsted, 

Commissioners. 

In  the  matter  of  the  Petition  of  the  Mayor  and  Com- 
mon Council  of  the  Citt  of  Utica,  under  chap- 
ter 335  of  the  laws  of  1907,  and  section  62  of  the 
Bail  road  Law,  as  to  the  Genesee  Street  and  Park 
Avenue  grade  crossings  of  the  New  York  Central 
and  Hudson  River  railroad  in  said  city. 

Appearances : 

Richard  W,  Sherman,  mayor;  William  Townsend,  corporation  counsel; 
Joaiah  Perry,  corporation  counsel;  Michael  J.  Burke,  president  of  the  com- 
mon coimcil;  City  Engineer  O'Brien;  for  the  city. 

Mertoin  K,  Hart,  in  person  and  for  committee  of  Chamber  of  Commerce 
and  Joint  Committee. 

H,  Iratorence  White  as  a  citizen. 

W.  Pierpont  White  as  a  citizen. 

Theodore  L.  Cross  for  Fanny  G.  Kinney,  Mohawk  Valley  Packing  Con> 
pany.  Central  New  York  Varnish  Company,  Henry  Boberts  estate,  and  Henry 
O.  Ballon,  property  owners. 

M,  B,  Hastings  and  James  Coupe  for  John  Dehs,  property  owner. 

Pratt  G.  Smith  for  property  owners  on  east  side  of  Genesee  street. 

George  W,  Weaver  for  Emma  T.  Pratt  and  Henry  C.  Ballou,  property 
owners. 

WUmot  T.  Cox  for  Maria  D.  B.  Cox  and  Cornelia  J.  Chadwick,  property 
owners. 

Charles  B,  Mason  for  Catharine  N.  Miller,  Maria  B.  Wheaton,  Elizabeth 
B.  Nichols,  and  Rutger  B.  Miller,  property  owners. 

Charles  H,  Searle  for  M.  L.  Holmes,  property  owner. 

(George  W,  Oatley,  president  Utica  Chamber  of  Commerce. 

Smith  M.  Lindsley,  John  E.  McLaughlin,  John  H.  Jones,  Fred  J,  Bowne, 
and  O.  8.  Foster,  composing  a  Citizens'  Committee,  and  for  Joint  Committee. 

Ira  A,  Place  and  Thomas  D.  Watkins  for  The  New  York  Central  and  Hud- 
son River  Railroad  Company. 

John  B.  Kerr  and  L.  E.  Carr  for  New  York,  Ontario  and  Western  Railwav 
Company;  Mr.  Carr  also  appears  for  the  Utica,  Clinton  and  Binghamton  Rail- 
road Company. 

Walter  N,  Keman  for  The  Delaware,  Lackawanna  and  Western  Railroad 
Company. 
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Dunmore  d  Ferris  for  Rathbun  &  Co. 
Edwin  H.  Risley  for  a  Citizens'  Committee. 
J,  F,  Oongdon  for  Echter  &  Dehs. 
Richard  A.  Mtmley  for  residents  of  Utica,  by  letter. 
Butger  Bleecker  Miller  by  letter. 

Lodge  No.  164,  Brotherhood  of  Railroad  Trainmen,  by  preambles  and  reso- 
lutions. 
Lodge  No.  44,  Switchmen's  Union  of  North  America,  by  letter. 
J,  Wurz,  property  owner. 

This  petition  by  the  mayor  and  common  council  of  the  city  of  Utica  warn 
filed  with  this  Commission  on  August  1,  1907.    Its  prayer  is  as  follows : 

"  The  znaTor  and  common  council  of  the  city  of  Utica,  N.  Y.,  ander  chapter 
835  of  the  laws  of  1907,  and  section  62  of  the  Railroad  Law,  allege  that  public 
safety  requires  an  alteration  in  the  manner  in  which  the  streets  Icnown  as  Genesee 
street  and  Park  avenue  in  said  city  cross  the  New  York  Central  and  Hudson  Riyer 
railroad,  and  petition  you  to  determine  that  said  crossings  of  said  railroad  shall 
be  changed  from  grade  to  overhead  crossings  either  on  the  present  lines  of  said 
streets  or  in  new  locations  near  the  present  locations,  to  be  determined  by  your 
Board." 

A  public  hearing  thereon,  after  notice  as  required  by  statute,  was  held  by 
thJA  Commission  in  the  city  of  Albany  on  September  10,  1907,  and  further 
hearings  were  held  in  Utica  on  November  8,  1907,  and  February  7,  1908. 
On  March  10,  1908,  this  Commission  decided  that  a  plan  known  as  scheme  tea 
should  be  the  one  adopted  for  the  changing  of  the  Genesee  Street  grade 
crossing  to  an  overhead  crossing.  Subsequently,  the  city  filed  with  the  Com- 
mission a  petition  and  amended  petition  asking  the  Commission  to  recon- 
sider its  decision  as  to  scheme  ten,  and  to  determine  that  a  new  plan  known 
as  the  Broad  Street  plan,  and  which  provides  for  an  overhead  crossing  of  the 
railroad  east  of  Genesee  street  and  starting  from  Broad  street,  should  be 
adopted  in  place  of  scheme  ten. 

1^  matter  of  this  petition  and  amended  petition  was  considered  at  a 
hearing  held  by  this  Commission  in  the  city  of  Albany  on  June  22,  190& 
There  was  nothing  presented  at  the  hearing  which  the  Commission  deemed 
sufficient  to  induce  it  to  substitute  the  Broad  Street  plan  for  scheme  ten. 

During  the  progress  of  this  matter  it  became  apparent  that  should  an  over- 
head crossing  be  constructed  at  Genesee  street,  the  Division  Street  grade  cross- 
ing of  said  railroad^  located  a  short  distance  west  of  Genesee  street,  should 
be  closed  and  discontinued,  and  this  Commission  hereinafter  so  orders. 

The  matter  of  the  elimination  of  the  grade  crossing  at  Park  avenue  is 
reserved  for  further  hearing  and  determination,  the  hearing  to  be  on  some 
future  day  to  be  determined  by  this  Commission,  and  this  proceeding  being 
continued  until  an  order  is  made  as  to  the  Park  Avenue  crossing. 

Upon  the  aforesaid  petition  and  the  evidence  at  the  various  hearings,  and 
after  due  deliberation,  this  Commission  hereby  determines  that  public  safety 
requires  that  the  said  Genesee  Street  grade  crossing  of  said  New  York  Central 
and  Hudson  River  railroad  shall  be  changed  from  grade  to  an  overhead  cross- 
ing of  the  railroad,  and  under  chapter  3^  of  the  laws  of  1907,  and  section  02 
of  the  Railroad  Law,  it  is 

Ordered:  1.  That  the  Genesee  street  crossing  of  the  New  York  Central 
and  Hudson  River  railroad  in  the  city  of  Utica  shall  be  changed  from  grade 
to  an  overhead  crossing  of  said  railroad,  and  that  said  street  shall  be  carried 
over  the  tracks  upon  a  metal  viaduct,  with  suitable  approaches,  along:  the 
line  of  the  present  location  of  Genesee  street,  North  Genesee  street,  and  Bagg's 
Square,  and  upon  substantially  the  following  plan:  The  street  shall  be  car- 
ried over  the  tracks  of  the  railroad  upon  a  paved  solid-floor  metal  viaduct 
of  the  width  of  00  feet  between  hand-rails,  the  viaduct  terminating  upon  the 
northerly  end  about  60  feet  northerly  of  the  proposed  tracks  of  the  New  York 
Central  and  Hudson  River  railroad,  and  from  the  northerly  termination  of 
this  viaduct  the  street  shall  be  carried  upon  an  earth  fill  along  North  Genesee 
street  on  a  descending  grade  of  four  per  cent,  until  it  terminates  at  the 
present  grade  of  the  street.  The  surface  of  this  fill  shall  be  paved;  UpoE 
the  westerly  side  this  earth  fill  shall  be  supported  by  a  retainin-of  walL 
On  the  easterly  side  there  shall  be  an  earth  slope.     Southerly  from  the  soutk 
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€nd  oi  the  viaduct,  which  shall  extend  a  distance  of  about  73  feet  southerly 
from  the  track  of  the  railroad  as  at  present  located,  Bagg's  Square  is  to  be 
filled  from  the  curb  at  the  south  line  of  Main  street,  leaving  the  curb  at  its 
present  elevation,  the  slope  being  carried  to  the  viaduct  so  as  to  produce  the 
clearances  hereinafter  specified.  This  earth  fill  is  to  be  supported  upon  both 
sides  at  the  street  line  by  a  retaining  wall,  and  is  to  be  paved.  Concrete 
sidewalks  shall  be  constructed  upon  each  side  of  both  embankments.  The 
viaduct  shall  have  two  roadways,  and  a  sidewalk  upon  each  side.  The  clear- 
ances of  the  viaducts  over  the  tracks  of  the  railroad  shall  be  twenty-one 
feet,  except  those  upon  the  southerly  side  of  track  No.  1,  the  clearance  over 
which  shall  be  as  shown  upon  what  is  known  as  scheme  ten,  heretofore 
adopted  by  the  Commission.  The  kind  of  paving  and  of  retaining  walls 
to  be  determined  upon  final  approval  of  the  specifications. 

Ordered:  2.  That  The  New  York  Central  and  Hudson  River  Railroad 
Companv  submit  to  this  Commission  and  the  city  engineer  of  Utica,  with 
all  possible  dispatch,  plans  and  specifications  for  the  construction  of  the  said 
viaduct  and  approaches,  in  accordance  with  the  general  directions  herein 
given,  to  the  end  that  the  said  plans  and  specifications,  when  submitted,  may 
be  approved  or  modified  according  to  the  direction  of  the  Commission;  that 
as  soon  as  said  plans  and  specifications  are  fully  adopted  by  the  Commis- 
sion, the  work  of  eliminating  said  crossing  by  making  such  construction 
shall  proceed  with  all  reasonable  dispatch. 

Ordered:  3.  That  although  the  proceedings  for  the  elimination  of  the 
aforesaid  grade  crossing  were  instituted  under  and  pursuant  to  chapter  336 
of  the  laws  of  1907j  at  the  time  of  making  this  final  determination  in  said 
proceedings  a  sufficient  sum  has  been  appropriated  by  the  legislature  to  pay 
that  proportion  of  the  expense  of  such  elimination  which  is  chargeable  to  tl^ 
State,  and  a  sufiicient  portion  of  the  appropriation  heretofore  made  by  the 
legislature  for  the  elimination  of  grade  crossings  is  set  apart  for  the  pur- 
pose  of  the  work  herein  ordered. 

Ordered:  4.  That  as  a  part  of  such  elimination  of  said  grade  crossing, 
Division  street  in  the  said  city  of  Utica  lying  just  westerly  of  Genesee  street 
shall  be  closed  as  a  public  street  over  and  across  the  right  of  way  of  The  New 
York  Central  and  Hudson  River  Railroad  Company;  such  closing  to  become 
eflfective  when  the  viaduct  in  Genesee  street  is  completed  and  opened  for 
public  use. 

[See  Case  No.  9,  March  10,  1908,  page  226.] 

[August  27,  1908,  the  city  of  Utica  appealed  from  above  order  to  the 
Appellate  Division  of  the  Supreme  Court,  Fourth  Department.  November  10, 
1908,  appeal  was  dismissed,  on  stipulation.] 
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[Case  No.  133]  State  of  New  Yobk, 

Public  Service  Commission,  Second  District. 

At  a  session  of  the  Public  Service  Commission,  Second 
District,    held    at    the    Capitol,    Albany,    on   the    7th 
day  of  July,  1908. 
Present: 
Frank  W.  Stevens,  Chairman, 
Thomas  M.  Osborne, 
Martin  S.  Decker, 
James  E.  Sague, 
John  B.  Olmsted, 

Commissioners. 

In  the  matter  of  the  Petition  of  the  President  and 
Trustees  of  the  Village  of  La  Salle,  Niagara 
county,  under  section  dl  of  the  Railroad  Law,  for 
an  order  detemining  whether  Hamilton  street  in  said 
village  shall  cross  the  New  York  Central  and  Hudson 
River  railroad,  the  Erie  railroad,  and  the  right  of  wav 
of  the  Buffalo,  Thousand  Islands  and  Portland  Rail- 
road Company,  over,  under,  or  at  the  grade  of  said 
railroads  and  said  right  of  way. 

The  president  and  trustees  of  the  village  of  La  Salle,  Niagara  county,  om 
March  16,  1905,  filed  with  the  former  Board  of  Railroad  CommissionerB  their 
petition,  under  section  €1  of  the  Railroad  Law,  for  an  order  determining 
whether  Hamilton  street  in  said  village  should  be  carried  across  the  New 
York  Central  and  Hudson  River  railroad,  the  Erie  railroad,  and  the  right 
of  way  of  the  Buffalo,  Thousand  Islands  and  Portland  Railroad  Company, 
over,  under,  or  at  the  grade  of  said  railroads  and  said  right  of  way. 

A  public  hearing  on  said  petition,  after  notice  as  required  by  the  statute^ 
was  held  by  said  Board  in  the  city  of  Buffalo  on  April  12,  1905,  at  which 
the  petitioners  and  the  railroad  companies  involved  were  represented.  It 
appeared  at  that  time  that  the  railroad  companies  had  appealed  to  the 
courts  from  the  determination  of  the  village  laying  out  the  street  across  said 
railroads  and  said  right  of  way.  Under  these  circumstances,  that  Board 
determined  not  to  proceed  with  the  matter  until  after  the  determination 
of  the  appeal.  The  appeal  was  determined  in  favor  of  the  village,  and  the 
matter  came  before  this  Commission  by  operation  of  the  Pt:d)lic  Service 
Commissions  Law,  chapter  429  of  the  laws  of  1907,  and  a  hearing,  after 
notice  as  required  by  the  statute,  was  called  by  this  Commission  inNiagara 
Falls  on  December  12,  1907,  but  without  the  taking  of  evidence  this  hearing 
was  postponed  at  the  re<^uest  of  the  attorney  for  one  of  the  railroad  com- 
panies who  was  engaged  in  court. 

On  June  30,  1908^  the  matter  was  heard  in  Buffalo  by  Commissioners 
Stevens  and  Olmsted  of  this  Commission.  At  this  hearing,  Arthur  W,  Oray 
appeared  for "  the  petitioners ;  M,  G.  Spratt  appeared  for  The  New  York 
Central  and  Hudson  River  Railroad  Company;  Moot^  Sprague,  Brownell  d 
Marcy  appeared  for  the  Erie  Railroad  Company;  KeneficJc,  Cooke  d  Mitchell 
appeared  for  the  Buffalo,  Thousand  Islands  and  Portland  Railroad  Company. 
Aiter  hearing  evidence  and  arguments  the  hearing  was  closed.  From  the 
petition  and  the  evidence  at  the  hearing  on  June  30th,  and  alter  due  delibera- 
tion, it  is 

Ordered:  Under  section  61  of  the  Railroad  Law  that  Hamilton  street  in 
the  village  of  La  Salle,  Niagara  county,  shall  cross  the  New  York  Central 
and  Hudson  River  railroad,  the  Erie  railroad,  and  the  right  of  way  of 
the  Buffalo,  Thousand  Islands  and  Portland  Railroad  Company,  above 
the  grade  of  said  railroads  and  said  right  of  way  on  an  overhead  metal 
viaduct,  with  earth  approaches,  and  that  whenever  the  village  of  La  Salle 
shall  submit  to  this  Commission  plans  for  such  viaduct  the  Commission  will 
then  determine  the  grade  of  such  approaches. 
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ICaae  No.  337]  State  of  New  Tobk, 

PoBLio  Sebvioe  Commission,  Second  Distbictt. 

At  a  session  of  th«  Public  Service  Commission,  Second 
District,   held   at  the  Capitol,  Albany,  on  the   13th 
day  of  July,  1908. 
Present : 

Fbank  W.  Stevens,  Chairman, 
Mabtin  S.  Decker, 
James  E.  Saque, 
John  B.  Olmsted, 

Commissioners. 

In  the  matter  of  the  Joint  Petition  and  Joint  Supple- 
mental Petition  of  the  Town  Boabd  of  the  Town  of 
Vebona,  Oneida  coimty.  The  Lehigh  Valley  Rail- 
way Company,  and  the  Lehigh  Valley  Railroad 
Company,  under  section  G2  of  the  Railroad  Law. 

This  joint  petition  and  joint  supplemental  petition,  under  section  62  of 
the  Railroad  Law,  by  the  town  board  of  the  town  of  Verona,  Oneida  county, 
The  Lehigh  Valley  Railway  Company,  and  the  Lehigh  Valley  Railroad 
Company,  were  filed  with  this  Commdssion  on  May  IB,  1908.  The  petition 
asks  for  an  order  determining  that  the  Creek  Road  highway  grade  crossing 
of  the  Lehigh  Valley  railway  (lessor),  situated  at  a  point  immediately  north 
(east)  of  the  Sylvan  Beach  station  on  said  railway,  in  the  town  of  Verona, 
Oneida  county,  shall  be  closed  and  discontinued;  that  a  new  piece  of  highway 
about  four  hundred  and  forty  feet  long,  and  connecting  the  Creek  Road  high- 
way and  the  Lake  Road  highway,  ^all  be  constructed  about  ninety  feet 
west  of  said  station;  and  that  the  Lake  Road  highway  shall  be  constructed 
at  grade  across  said  railway  at  a  point  immediately  south  of  said  station. 

A  public  hearing  on  this  petition,  after  notice  as  required  by  the  statute, 
was  held  by  this  Commission  in  the  city  of  Albany  on  May  8,  1908 ;  Kenefick, 
Cooke  d  Mitchell  appeared  for  The  Lehigh  Valley  Railway  Ck>mpany  (lessor) 
and  the  Lehigh  Valley  Railroad  Company.  A  further  hearing  m  the  matter 
was  held  by  this  Commission  in  Albany  on  July  8,  1908,  at  which  Howard  (7. 
Wiggins  appeared  for  the  town  board  of  Verona,  and  the  railroad  companies 
were  represented  as  before.  The  hearing  was  closed  on  July  8,  1908.  Upon 
the  aforesaid  petition  and  supplemental  petition,  and  the  evidence  at  the 
hearings,  this  Commission  believes  that  public  CMiie^  reauiree  that  the  changes 
proposed  by  the  petition  be  made,  and  therefore  nnaer  section  02  of  the 
Railroad  Law  it  is 

Ordered:  1.  That  the  Creek  Road  highway  grade  crossing  of  the  Lehigh 
Valley  railway  (leased  to  and  operate  by  the  Lehigh  Valley  Railroad 
Company)  situated  at  a  point  immediately  north  (east)  of  the  Sylvan 
Beach  station  on  said  railway,  in  the  town  of  Verona,  Oneida  county,  shall 
\fe  closed  and  discontinued;  that  a  new  piece  of  highway  about^four  hundred 
and  forty  feet  long,  and  connecting  the  Creek  Road  highway  and  the  Lake 
Road  highway,  shall  be  constructed  about  ninety  feet  west  of  said  station; 
that  the  Lake  Road  highway  shall  be  constructed  at  grade  across  «aid  rail- 
way at  a  point  immediately  south  of  said  station. 

Ordered:  2.  That  no  part  of  the  cost  of  said  work,  whether  of  construc- 
tion or  damages,  shall  be  paid  by  the  State  of  New  York. 

Ordered:  S.  That  the  said  Creek  Road  highway  grade  crossing  of  said 
railway  shall  not  be  closed  until  the  new  piece  of  highway  and  crossing  at 
grade  of  said  railway  by  the  Lake  Road  highway  are  constructed  and  ready  for 
use  by  the  public. 

[See  Case  No.  337,  November  9,  1908,  page  261.] 
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{Gaee  No.  26]  State  of  New  Yobk, 

Public  Service  Commission,  Second  District. 

At  a  session  of  the  Public  Service  (Coinmission,  Second 
District,  held  at  the  Capitol,  Albany,  on  the  30th  day 
of  July,  1908. 
Present: 

Frank  W.  Stevens,  Chairman, 
Thomas  M.  Osborne, 
James  E.  Sague, 

John  B.  Olmsted,  ; 

Commissioners. 

In  the  matter  of  the  Petition  of  the  Cortland  and 
Auburn  Railroad  Company,  under  section  60  of  the 
Railroad  Law,  for  an  order  determining  the  manner 
in  which  its  single-track  railroad  ahall  cross  streets, 
avenues,  and  highways. 

The  Cortland  and  Auburn  Railroad  Company  having  on  September  7,  1907, 
filed  with  this  Commission  its  petition,  under  section  60  of  the  Railroad  Law, 
for  an  order  determining  the  manner  in  which  its  single-track  standard-gauge, 
steam  railroad,  to  be  constructed  from  the  city  of  Cortland  to  the  city  of 
Auburn,  and  to  be  located  in  the  counties  of  Cortland,  Onondaga,  and 
Cayuga,  shall  cross  streets,  avenues,  and  highways;  and  hearings  having  been 
held  on  said  petition  in  the  city  of  Auburn  on  November  15,  1907,  and  in  the 
city  of  Albany  on  July  9,  1908;  JSTtn^,  Waters  d  Page  and  Nathan  A,  Bundy 
appearing  for  the  petitioner,  and  Eon.  E,  C.  Aiken,  mayor,  appearing  for  the 
city  of  Auburn;  now,  upon  the  aforesaid  petition  and  accompanying  papers 
and  maps  and  evidence  at  the  hearings,  and  after  due  deliberation,  this  Com- 
mission hereby  determines,  under  section  60  of  the  Railroad  Law,  that  it 
would  be  impracticable  for  the  single-track  railroad  of  the  Cortland  and 
Auburn  Railroad  Company  to  cross  otherwise  than  at  grade  the  streets, 
avenues,  and  highways  in  the  counties  of  Cortland,  Onondaga,  and  Cayuga, 
hereinafter  namSi,  at  the  points  hereinafter  named,  except  w&re  a  method  of 
crossing  otherwise  than  at  grade  is  hereinafter  named,  and  in  such  cases 
this  Commission  hereby  determines  that  said  crossings  by  said  company's 
single-track  railroad  shall  be  otherwise  than  at  grade  as  hereinafter  stated; 
and  it  therefore  is  hereby 

Ordered:  1.  That  in  the  city  of  Cortland  said  single-track  railroad  of  said 
company  shall  cross  at  grade:  1,  Main  street;  2,  Owego  street;  3,  Delaware 
avenue;  6,  Groton  avenue;  6,  Madison  street;  7,  Fitts  avenue  or  Evei^reen 
street. 

Ordered:  2.  That  in  the  town  of  Cortlandville,  Cortland  county,  eaid  single- 
track  railroad  of  said  company  shall  cross  at  grade :    8,  Fisher  avenue. 

Ordered:  3.  That  in  the  village  of  Homer,  Cortland  county,  said  single- 
track  railroad  of  said  company  shall  cross  at  grade:  9,  Copeland  avenue; 
10,  Center  street;   11,  Cayuga  street;   12,  West  street. 

Ordered :  4.  That  in  the  town  of  Homer,  Cortland  county,  said  single-track 
railroad  of  said  company  shall  cross  at  grade:  13,  Crouse  farm  crossing; 
14,  Ranney  farm  crossing;  16,  Larrison  farm  crossing;  16,  Scott  road  crossing, 
near  Grange. 

Ordered:  5.  That  in  the  town  of  Scott,  Cortland  county,  said  single-track 
railroad  of  said  company  shall  cross  at  grade:  20,  Scott  road  at  the  C.  S. 
Clark  farm;  21,  Scott  road  at  the  Bowen  farm;  22,  Scott  road  at  the  £.  K 
Clark  farm. 

Ordered:  6.  That  in  the  town  of  Niles,  Cayuga  county,  said  single-track 
railroad  of  said  company  shall  cross  at  grade:  23,  Highway  at  the  Hooker 
farm;  24,  Highway  at  the  Calvin  Wood  farm;  25,  Highway  at  the  Robertson 
farm. 
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Ordered:  7.  That  in  the  town  of  Skaneateles,  Onondaga  county,  said  single- 
track  railroad  of  said  company  shall  cross  at  grade:  26,  Highway  at  the 
Edwards  farm;  27,  Highway  at  the  Edick  farm;  28,  Highway  at  the  Prentice 
farm. 

Ordered:  8.  That  in  the  town  of  Owasco,  Cayuga  county,  said  single-track 
railroad  of  said  company  shall  cross  at  grade:  29,  North  street;  30,  Highway 
at  LeFevre  farm;  33,  DeGraflf  road;  34,  Highway  at  Smiley  farm. 

Ordered:  9.  That  in  the  city  of  Cortland  said  single-track  railroad  of  said 
company  shall  cross  under  the  grade  of:     4,  Tompkins  street. 

Ordered:  10.  That  in  the  town  of  Owasco,  Cayuga  county,  said  single- 
track  railroad  of  said  company  shall  cross  under  the  grade  of:  35,  Owasco 
vtreet. 

Ordered:  11.  That  in  the  town  of  Scott,  Cortland  county,  said  single-track 
railroad  of  said  company  shall  cross  over  the  grade  of:  19,  Soott  road  highway 
at  the  Jones  farm. 

Ordered:  12.  That  detailed  plans  for  the  under-  and  overcrossings  named 
in  this  order,  to  wit,  Nos.  4,  19,  and  35,  shall  be  submitted  to  this  Commis- 
sion for  approval  before  the  crossings  are  constructed. 

Ordered:  13.  That  action  by  this  Commission  on  crossing  No.  17,  at  the 
6pringer  farm  in  the  town  of  Homer;  and  crossing  No.  18,  at  the  Brown  farm 
in  the  town  of  Soott;  be  withheld  pending  the  construction  of  a  new  state 
road  under  the  direction  of  the  State  Engineer  and  Surveyor. 

Ordered:  14.  That  action  by  this  Commission  on  crossing  No.  31,  highway 
at  Lewis  farm;  and  crossing  No.  32,  highway  at  the  Martin  estate,  town 
of  Owasoo;  be  withheld  pending  the  submission  of  plans  showing  proposed 
manner  of  crossing. 

[Case  No.  93]  State  op  New  York, 

Public  Service  Commission,  Second  District. 

At  a  session  of  the  Public  Service  Commission,  Second 
District,  held  at  the  Capitol,  Albany,  on  the  14th  day 
of  September,  1908. 

Present : 

Frank  W.  Stevens,  Chairman, 
Thomas  M.  Osborne, 
Martin  S.  Decker, 
James  E.  Sagxts, 

ConunissionerA. 

In  the  matter  of  the  Application  of  the  Western  New 
York  and  Pennsylvania  Traction  Company  for  a 
crossing  of  the  Dunkirk  branch  of  the  Erie  railroad 
in  the  town  of  Little  Valley,  New  York. 

On  reading  and  filing  the  application  of  the  Western  New  York  and  Penn- 
sylvania Traction  Company  for  a  determination  of  the  manner  of  crossing 
hy  tl^  single-track  railway  of  said  petitioner  of  the  Dunkirk  branch  of  the 
Erie  railroad,  in  the  town  of  Little  Valley,  Cattaraugus  county.  New  York, 
under  section  68  of  the  Railroad  Law ;  and  the  petitioner  having  filed  with  this 
Commission  due  proofs  of  publication  of  notice  of  this  hearing  in  the  Bepub- 
lican  Press,  a  newspaper  published  in  the  village  of  Salamanca,  Cattaraugus 
county,  New  York,  and  due  proofs  of  service  of  the  copy  of  said  notice  on 
the  town  derk  of  the  town  of  Little  Valley;  and  said  matter  having  been 
brought  on  for  hearing  on  the  16th  day  of  November,  1907,  in  the  city  of 
Jamestown,  New  York,  and  the  defendant  appearing  and  filing  an  answer  to 
said  petition;  and  said  proceedings  thereupon  having  been  held  until  the 
determination  of  the  point  of  crossing  and  the  compensation  to  be  paid 
therefor,  under  a  proceeding  instituted  in  the  Supreme  Court,  Cattaraugus 
eounly,  under  section  12  of  the  Railroad  Law;  and  it  appearing  that  since 
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tbe  filing  of  the  petition  and  answer  herein  a  proceeding  has  been  instituted 
by  the  petitioner  herein  in  the  Supreme  Court  of  this  SU>te,  under  section  12 
ol  the  Railroad  Law,  for  the  appointment  of  commissioners  to  determine  the 
location  or  point  of  the  crossing  described  in  the  petition  herein  and  tbe 
compensation  to  be  paid  therefor,  in  which  proceeding  the  above  named 
defendant  interposed  an  answer,  raising  the  same  issues  raised  by  the  answer 
in  this  proceeding;  and  that  in  said  proceeding  in  the  Supreme  Court  all  said 
issues  were  determined  in  favor  of  the  plaintiff,  and  judgment  entered  accord- 
ingly in  the  office  of  the  clerk  of  Cattaraugus  county  on  or  about  the  9th. 
day  of  September,  1908;  and  that  pursuant  to  said  judgment  commissioners 
were  appointed,  auad  that  said  commiseioners  duly  filed  their  report,  fixing 
and  determining  the  point  and  location  of  said  crossing -and  the  compensation 
to  be  paid  therefor;  and  that  a  final  order  confirming  the  report  of  said  com- 
missioners was  entered  in  the  office  of  the  clerk  of  (^tarauguo  county  on  or 
about  the  10th  day  of  September,  1908;  and  this  proceeding  coming  on  to 
be  beard,  and  the  petitioner  herein  having  made  proof  before  the  Commission 
of  the  aforesaid  proceedings  in  the  Supreme  Court  and  of  the  judgment  and 
order  aforesaid,  and  having  appeared  oy  Joseph  L,  Page,  esq.,  its  attorney, 
and  asked  that  this  Board  determine  the  manner  of  said  crossing  pursuant  to 
the  provisions  of  section  68  of  the  Railroad  Law;  and  the  above  named 
defeiklant  having  ai^peared  by  Messrs,  Oreuii,  Rohhins  d  Brown,  its  attorns^rs, 
in  opposition  t^reto;  it  is 

Ordered:  That  the  crossing  of  the  tracks  and  roadbed  of  the  defendant, 
Erie  Railroad  Company,  by  petitioner's  single-track  railroad,  at  the  point 
described  in  the  petition  and  shown  on  a  map  thereto  attached,  shall  be 
by  means  of  an  overhead  structure  of  one  span  at  least  the  length  of  the 
width  of  defendant's  right  of  way,  said  bridge  to  be  so  located  that  the  same 
slukll  entirely  clear  the  defendant's  right  of  way,  and  the  clearance  of  the 
overhead  structure  shall  be  at  least  twenty-two  feet  aJbove  the  top  of  the  rail 
of  the  defendant's  tracks  as  now  located  and  laid,  and  the  operation  of  said 
Erie  railroad  shall  not  be  interfered  with  during  the  construction  of  said 
bridge. 

It  is  further  Ordered:  That  the  expense  of  installing  and  maintaining  said 
bridge  structure  shall  be  paid  and  borne  by  the  plaintiff,  the  Western  New 
York  and  Pennsylvania  Traction  Company. 


[Case  Na  273]  State  of  New  Yobk, 

Public  Sebvice  Comhissioit,  Second  Distbiot. 

At  a  session  of  tbe  Public  Service  Commission,  Second 
District,  held  at  the  Capitol,  Albany,  on  the  22nd  day 
of  September,  1908. 
Present : 

Fbank  W.  Stevens,  Chairman, 
Thomas  M.  Osborne, 
Mabtin  S.  Deckeb, 
James  E.  Saoue, 
John  B.  Olmsted, 

Commissioners. 

In  the  matter  of  the  Petition  of  the  Mayob  and  Com- 
mon Council  op  the  City  op  Tboy,  under  section 
62  of  the  Railroad  Law,  as  to  the  Tarbell's  grade 
crossing  of  the  Boston  and  Maine  Railroad  in  said 
city. 

Appearances :  Oeorge  B.  Wellington  and  Pierce  E.  Russell  for  petitioners; 
Ja/rvis  P,  O'Brien  for  the  Boston  and  Maine  Railroad;  Frederick  C.  FiUey 
for  property  owners  and  users  of  the  crossing;  Edward  J.  Donahue  for  tb» 
Augustine  Society;  Edward  W.  Arms  (by  letter) ;  Edward  AUen  Reed  and 
JDoind  Allen  Reed  (by  petition). 
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This  petition  under  section  62  of  the  Railroad  Law,  by  the  mayor  and 
-common  council  of  the  city  of  Troy,  was  filed  with  this  Commission  on  March 
23,  1908.  It  alleges  that  public  safety  requires  an  alteration  in  the  manner 
in  which  a  street  in  said  city  running  from  about  Nineteenth  street  (Lansing- 
burgh)  crosses  the  Boston  and  Maine  double- track  railroad,  the  crossing  being 
known  as  Tar  bell's  crossing,  and  asks  this  Commission  for  an  order  deter- 
mining that  the  said  crossing,  which  is  now  at  grade,  shall  be  changed  to  an 
over-  or  undercrossing,  at  its  present  location  or  at  another  .point. 

A  public  hearing  on  said  petition,  after  notice  as  required  by  the  statute, 
was  held  by  this  Commission  in  Albany  on  July  28,  1908.  Evidence  as  to 
the  danger  of  the  crossing  was  taken,  and  engineers  representing  this  Com- 
'mission,  the  city,  and  the  company,  were  directed  to  meet  at  the  crossing  and 
consider  a  method  for  its  elimination.  A  plan  for  changing  the  crossing  to 
an  undercrossing,  approximately  at  the  present  location,  was  submitted  to 
the  Commission  by  the  city;  and  a  plan  providing  for  the  closing  of  the 
present  crossing  and  the  construction  of  a  new  piece  of  highway  and  an 
-overhead  crossing  at  a  point  about  three  hundred  and  fifty  feet  north  of  the 
g^ade  crossing  was  submitted  by  the  company.  The  Commission  believes  that 
the  plan  submitted  by  the  company  is  preferable  to  the  undercrossing  pro- 
posed, because  of  the  cost,  difficulties  in  construction,  and  obstruction  to  view 
of  approaching  vehicles  in  the  undercrossing,  which  obstructions  can  not  be 
avoided  because  of  the  location  of  the  street  and  the  contour  of  the  land. 
Upon  the  evidence  at  the  hearing,  and  after  careful  consideration  of  the  plans 
submitted,  the  Commission  finds  that  public  safety  requires  that  the  changes 
at  this  point  hereinafter  described  shall  be  made;  and  therefore  under  section 
62  of  the  Railroad  Law  it  is 

Ordered:  1.  That  the  crossing  at  grade  of  the  Boston  and  Maine  railroad 
by  a  street  nmning  from  Nineteenth  street  at  a  point  known  as  Tarbell's 
crossing  shall  be  closed  and  discontinued,  and  that  a  new  piece  of  street  shall 
be  constructed  through  private  property  west  of  said  railroad  and  extending 
^rom  the  closed  crossing  to  a  point  about  three  hundred  and  fifty  feet  north 
thereof,  and  that  approaches  to  and  an  overhead  bridge  crossing  of  said 
double-track  railroad  shall  be  constructed  as  a  continuation  of  said  new  piece 
of  street  from  said  point  about  three  hundred  and  fifty  feet  north  of  the 
proposed  crossing  diagonally  across  the  railroad  to  (partly  also  through 
private  property)  a  connection  on  the  east  of  said  railroad  with  the  existing 
street  which  now  crosses  said  railroad  at  grade  at  Tarbell's  crossing. 

Ordered:  2.  That  said  new  piece  of  street  and  overhead  bridge  and  ap- 
proaches shall  be  constructed  substantially  as  shown  by  a  blue-print  plan 
filed  with  this  Commission  and  entitled  "  Boston  and  Maine  Railroad,  Fitch- 
burg  Div.  Troy  Br.  Grade  Crossing  3/10  mile  East  of  Lansingburg  Station, 
Troy,  N.  Y.  Scale  50'-10'-8"  equal  1  in.  Aug.  1908,"  except  (1)  that  the 
width  of  the  westerly  approach  where  a  turn  is  made  at  the  end  of  the  bridge 
shall  be  thirty  feet  between  railings  instead  of  twenty-five  feet  as  shown  by 
said  plan,  and  (2)  the  width  of  the  bridge  shall  be  twenty-five  feet  between 
wheelguards. 

Ordered:  3.  That  detail  plans  and  specifications  for  said  work  shall  be 
submitted  to  this  Commission  by  the  company  as  soon  as  practicable  from 
-the  date  of  this  order. 

Ordered:  4.  That  the  clear  headroom  of  said  bridge  from  top  of  rails  of 
the  railroad  shall  be  twenty-one  feet. 

Ordered:  5.  That  the  said  existing  grade  crossing  of  said  railroad  known  as 
Tarbell's  crossing  shall  not  be  closed  and  discontinued  until  the  said  new 
pieces  of  highway  and  overhead  bridge  crossing  of  said  railroad  are  con- 
rstructed  and  ready  for  use  by  the  public. 
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(Case  No.  253]  State  of  New  Yobk, 

Public  Sebvice  Commission,  Secx)nd  Distbict. 

At  a  session  of  the  Public  Service  Commission^  Second 
District,   held  at  the   Capitol,  Albany,  on  the   12th 
day  of  September,  1907. 
Present : 
Fbank  W.  Stevens,  Chairman, 
CuABLES  n.  Keep, 
Mabtin  S.  Deckeb, 
James  £.  Saque, 

Commissioners. 

In  the  matter  of  the  Petition  of  The  New  Yobk 
Centbal  and  Hudson  Riveb  Railroad  Company,  as 
lessee  of  the  New  York  and  Harlem  railroad,  under 
section  62  of  the  Railroad  Law,  as  to  the  Main  Street 
crossing  of  the  New  York  and  Harlem  railroad  in  the 
village  of  Tuckahoe,  Westchester  county. 

Appearances: 

C,  C.  Paulding  for  the  petitioner; 

H.  D,  Lent  for  the  village  of  Tuckahoe  and  for  property  owners; 
WilUam  Ruhly,  president  of  the  village  of  Tuckahoe; 
Palmer  CooUdge  for  a  property  owner. 

This  petition  by  The  New  York  Central  and  Hudson  River  Railroad  Com- 
pany, as  lessee  of  the  New  York  and  Harlem  railroad,  under  section  62  of 
the  Railroad  Law,  was  filed  with  the  former  Board  of  Railroad  Commissioners 
on  June  24,  1905.  It  allef^es  that  in  the  village  of  Tuckahoe,  Westchester 
county,  public  safety  requires  the  closing  and  discontinuance  of  the  Main 
Street  grade  crossing  of  the  New  York  and  Harlem  railroad  (leased  to  and 
operated  by  The  New  York  Central  and  Hudson  River  Railroad  Company), 
the  construction  of  an  overhead  crossing  of  said  railroad  about  two  hundred 
and  fifty  feet  south  of  the  present  grade  crossing  at  Main  street,  the  con- 
struction of  new  pieces  of  streets  leading  to  the  proposed  overhead  crossing, 
and  the  construction  of  an  overhead  foot-bridge  at  the  present  location  of  the 
Main  Street  grade  crossing. 

Public  hearings  on  this  petition,  after  notice  as  required  by  statute,  were 
held  by  the  Bofurd  of  Railroad  Commissioners  in  the  village  of  Tuckahoe  on 
August  3,  1905,  and  in  the  city  of  New  York  on  NovenAer  15,  1905.  On 
November  15,  1905,  the  evidence  was  closed  ibut  final  hearing  was  not  had, 
the  matter  being  held  open;  and  on  August  7,  1907,  this  Commission  inspected 
each  of  the  crossings  named  as  a  part  of  this  proceeding.  At  the  hearing  on 
August  3,  1905,  representatives  of  the  village  and  property  owners  opposed 
the  proposed  plan,  and  at  the  hearing  on  November  15,  1905,  another  plan 
was  submitted,  to  which  both  the  village  and  company  agreed,  which  plan 
provides  for  carrying  Main  street  over  the  railroad  at  the  present  location 
of  the  grade  crossing.  There  are  now  two  tracks,  which  are  main  tracks, 
at  this  crossing,  and  the  company  proposes  to  lay  two  additional  main  tracks 
and  to  bear  all  of  the  added  cost  of  the  change  of  the  crossing  from  grade  due 
to  the  additional  tracks.  An  estimate  of  the  net  cost  of  the  changes  pro- 
posed in  the  plan  agreed  upon  November  15th  (two  main  tracks),  which 
estimate  was  filed  by  the  company  with  this  Commission  on  July  26,  1907, 
is  $130,200,  one-quarter  of  which  is  $32,550. 

The  village  desires  that  the  Main  Street  approach  to  the  bridge  on  the 
east  side  shall  be  carried  out  so  that  there  shall  be  no  grade  in  said  approach, 
the  topographv  lending  itself  to  this.  To  do  this  would  injure  abutting 
property.  It  is  proposed  by  the  plan,  hereinbefore  referred  to,  that  a  new 
station  be  constructed  on  a  level  with  and  adjoining  the  bridge.  It  was 
formerly  proposed  that  the  present  station  be,  at  its  present  location,  raised 
to  the  new  track  level,  which  if  done  would  result  in  a  saving  of  about 
two  thousand  dollars  as  compared  with  the  cost  of  the  new  station.  It  is 
suggested  by  the  village  that  this  two  thousand  dollars  be  saved  and  applied 
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to  the  increased  cost  due  to  extending  the  east  approach.  It  is  suggested 
by  the  company  that  if  on  further  examination  it  is  found  that  releases 
from  claims  for  damages  may  be  obtained  from  property  owners,  and  that 
tne  cost  therefore  of  lengthening  this  east  side  approach  will  not  exceed 
two  thousand  dollars  which  can  be  saved  by  the  suggested  change  as  to  the 
station,  that  this  Commission  can  make  a  modified  order  in  this  matter  to 
cover  these  points.  We  agree  with  the  suggestion  of  the  company,  and 
therefore  hereinafter  determine  this  matter  without  reference  to  extending 
the  grade  on  the  east  approach  on  Main  street  further  than  is  shown  by 
the  plan.  If  in  the  future  it  is  found  that  the  cost  of  extending  this  grade 
can  be  taken  care  of  as  outlined,  a  modified  order  in  this  matter  can  be  made 
by  this  Commission.  After  careful  consideration  of  the  evidence  and  the 
various  maps  and  papers  £led  in  this  proceeding,  and  upon  the  personal 
inspection  by  this  Commission,  this  Commission  believes  that  public  safety 
requires  that  this  crossing  of  the  railroad  be  changed  from  grade,  and 
under  section  62  of  the  Railroad  Law  it  is 

Ordered:  1.  That  the  Main  Street  grade  crossing  of  the  New  York  and 
Harlem  railroad  (leased  to  and  operated  by  The  New  York  Central  and 
Hudson  River  Railroad  Company)  in  the  village  of  Tuckahoe,  Westchester 
county,  shall  be  changed  from  grade,  and  that  said  street  shall  be  carried  over 
said  railroad  on  a  steel  bridge  in  the  present  line  of  the  street,  with 
approaches  to  said  overhead  bridge  on  Main  street  and  on  the  Bronxville  road 
highway.  2.  That  the  width  of  the  bridge  between  centers  of  girders  shall 
be  thirty  feet,  and  there  shall  be  a  sidewalk  ten  feet  wide  on  the  outside 
of  each  girder,  the  portion  of  the  bridge  between  the  girders  to  have  a  solid 
floor.  3.  That  the  Main  Street  approaches  to  the  bridge  shall  be  fifty  feet 
wide  on  the  east  side  and  fifty  feet  wide  on  the  west  side,  and  the  road- 
way on  said  approaches  shall  be  thirty  feet  wide,  with  a  sidewalk  ten  feet 
wide  on  eaeh  side  of  the  roadway  on  said  approaches.  4.  That  the  grades 
on  Main  street  shall  be,  beginning  at  a  point  about  eighty  feet  east  of  the 
east  line  of  Breckenridge  street,  according  to  the  following  consecutive  order : 
6  per  cent,  for  a  distance  of  about  eighty  feet;  0.00  per  cent,  for  a  dis- 
tance of  fifty  feet;  5  per  cent,  for  a  distance  of  about  forty-seven  feet; 
0.00  per  cent,  for  a  distance  of  about  one  hundred  and  fifty-seven  feet  to  the 
westerly  side  of  the  bridge;  and  5  per  cent,  to  an  intersection  with  the 
existing  ground  surface.  5.  That  the  Bronxville  road  approach  to  the  bridge 
shall  1^  forty-five  feet  wide,  and  the  roadway  on  said  approach  shall  be 
twenty-nine  feet  wide,  with  a  sidewalk  eight  feet  wide  on  each  side  of  the 
roadway  on  said  approach.  6.  That  the  grade  of  the  Bronxville  road  shall 
be  0.00  per  cent,  from  the  square  to  an  intersection  with  the  existing  ground 
surface.  7.  That  the  grade  of  Breckenridge  street  shall  be  chan^sd  to  a 
uniformly  descending  1  per  cent,  grade  from  Main  street  to  the  south  line  of 
Underbill  street.  8.  That  these  changes,  except  as  to  the  grade  of  the 
Bronxville  road,  shall  be  made  substantially  as  shown  on  a  blue-print  plan 
attached  to  this  order  as  on  file  in  the  office  of  this  Commission,  the  same 
being  marked  **  N.  Y.  C.  &  H.  R.  R.  R.  Leased  and  operated  lines,  Harlem 
division,  new  main  tracks,  middle  siding,  station  layout  and  elimination  of 
grade  crossing.  Main  Street,  Tuckahoe.  Scales  indicated.  Issue  No.  3, 
revised  1-29-06,  New  York,  May  1,  1905.  H.  Fernstrom,  Chief  Engineer. 
Approved,  W.  J.  Wilgus,  Vice-President." 

At  a  session  of  the  Commission  held  at  the  Capitol,  Albany,  on  the  25th 
day  of  February,  1908,  all  the  Commissioners  being  present,  the  following 
resolution  was  adopted: 

Resolved,  That  the  determination  of  this  Commission  in  the  matter  of 
grade  crossing  elimination  at  Mount  Vernon  and  Tuckahoe  be  reconsidered. 

At  a  session  of  the  Commission  held  at  the  Capitol,  Albany,  on  the  24th 
day  of  September,  1908,  Commissioners  Stevens,  Itecker,  Sague,  and  Olmsted 
being  present,  the  following  resolution  was  adopted: 

Resolved:  That  the  resolution  of  this  Commission  on  the  minutes  of 
Fefbruary  25,  1908,  as  follows:  "Resolved,  That  the  determination  of  this 
Commission  in  the  matter  of  grade  crossing  elimination  at  Mount  Vernon 
and  Tuckahoe  be  reconsidered,*'  be  and  it  is  hereby  annulled. 
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[Case  No.  264]  State  of  New  Yobk, 

Public  Sebyige  Commission,  Second  District. 

At  a  session  of  the  Public  Service  Commission,  Second 
District,  held  at  the  Capitol,  Albany,  on  the   12th 
day  of  September,  1907. 
Present : 
Frank  W.  Stevens,  Chairman, 
Chabus  H.  Keep, 
Martin  S.  Decker, 
James  E.  Saoue, 

Commissioners. 

In  the  matter  of  the  Petition  of  the  Matob  and  Com- 
mon Council  of  the  Citt  of  Mount  Vebnon  and 
The  New  Yobk  Centbal  and  Hudson  Riveb  Rail- 
road Company,  joined,  under  section  62  of  the  Rail- 
road Law,  as  to  crossings  by  streets  and  avenues  of 
the  New  York  and  Harlem  railroad  (leased  to  and 
operated  by  The  New  York  Central  and  Hudson  River 
Railroad  Company)  in  said  city. 

Appearances: 

C.  C.  Paiulding  for  The  New  York  Central  and  Hudson  River  Railroad 
Company ; 

Roger  M.  Sherman,  corporation  counsel,  Isaae  N,  MillSf  and  William  A, 
Miles,  commissioner  of  public  works,  for  the  city  of  Moimt  Vernon; 

John  C  Hume  for  the  city  of  New  York; 

F.  A,  Stratton  for  the  Westchester  Lighting  Company; 

Sidney  A.  Byrne  for  Wilhelmine  Voss; 

Herbert  0.  Lent  for  Mary  S.  Behrmann,  Frederick  W.  Behrmann,  and  Henry 
Palm,  jr.,  property  owners; 

F.  A.  Oaynor  for  the  Union  Railway  Company; 

Joseph  S,  Wood  for  himself  and  other  property  owners; 

C,  D.  Mandeville  for  Aaron  Weinberger,  William  J.  R.  Patterson,  and 
Charles  L.  Fulton; 

0.  C  McKinney  appeared  in  person; 

Charles  H.  Farrington  appeared  in  person; 

O.  Buf eland  for  the  Fourth  Ward  Taxpayers  Association  of  Mount  Vernon; 

Oscar  Mayer  for  the  Bronx  Company; 

Francis  A.  Winslow,  corporation  counsel,  and  Samuel  L.  Cooper,  commia- 
«ioner  of  public  works,  for  the  city  of  Yonkers. 

This  petition  by  the  mayor  and  common  council  of  the  city  of  Mount 
Vernon  and  The  New  York  Central  and  Hudson  River  Railroad  Company 
(lessee  of  the  New  York  and  Harlem  railroad),  joined,  under  section  62 
of  the  Railroad  Law,  as  to  highway  crossings  of  the  New  York  and  Harlem 
railroad  in  the  city  of  Mount  Vernon,  was  filed  with  the  former  Board  of 
Railroad  Commissioners  on  June  10,  1906.    It  is  as  follows: 

"  The  petition  of  the  mayor  and  common  coancil  of  the  city  of  Mount  VemoD 
and  of  The  New  York  Central  and  Hudson  River  Railroad  Company  respectfully 
■hows :     . 

'*  That  the  public  safety  requires  that  the  crossings  at  grade  of  the  New  York 
and  Harlem  railroad  (leased  by  The  New  York  Central  and  Hudson  River  Rail- 
road Company)  at  Mount  Vernon  avenue.  Oak  street,  and  Fleetwood  avenue  should 
be  eliminated.  A  plan  showing  the  proposed  method  of  elimination,  which  has 
been  agreed  upon  by  your  petitioners.  Is  hereby  submitted,  as  part  of  this  petition. 

"  Wherefore,  your  petitioners  pray  that  an  order  may  be  made  for  the  elimination 
of  said  grade  crossings  and  for  the  changes  in  streets  Incidental  to  or  made  neces- 
sary thereby." 

It  is  proposed  that  Mount  Vernon  avenue  and  Oak  street  shall  be  changed 
from  grade  to  undercrossings  of  the  railroad,  and  that  Fleetwood  avenue 
flhall  be  changed  from  grade  to  an  overcrossing  of  the  railroad.  The  com- 
pany proposes  to  change  its  line  so  that  the  crossings  by  the  changed  line 
will  not  be  at  the  present  points  of  crossing  at  Mount  Vernon  avenue  and 
Oak  street,  but  will  be  made,  in  the  case  of  Mount  Vernon  avenue,  at  a  point 
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about  three  hundred  and  fifty  feet  west  of  the  present  crossing;  and  in  the 
case  of  Oak  street,  at  a  point  about  three  hundred  and  fifty  feet  west  of  the 
present  crossing.  The  location  of  the  tracks  at  Fleetwood  avenue  is  not  to 
be  changed,  but  the  overgrade  crossing  is  to  be  located  about  five  hundred 
and  fifty  feet  south  of  the  present  grade  crossing. 

Public  hearings  on  this  petition,  after  notice  as  required  by  the  statute, 
were  held  by  the  Board  of  Railroad  Commissioners  in  Mount  Vernon  on 
August  3,  and  in  New  York  city  on  October  31,  1905.  On  October  31,  1906, 
the  evidence  was  closed  but  final  hearing  was  not  had,  the  matter  being  held 
open;  and  on  August  7,  1907,  this  Commission  inspected  each  of  the  crossings 
named  as  a  part  of  this  proceeding.  There  was  no  opposition  at  the  hearings 
except  so  far  as  damages  to  property  and  other  incidental  matters  were 
concerned,  these  other  incidental  matters  being: 

1.  A  desire  on  the  part  of  the  Taxpayers  Association  of  the  Fourth  Ward  of 
Mount  Vernon  that  an  additional  andercrossing  of  the  railroad  be  established  at 
Howard  street,  or  some  other  point  between  Oak  street  and  Fleetwood  avenue,  no 
crossing  now   existing  between   these  streets. 

2.  The  desire  of  the  city  of  New  York  that  the  grade  of  the  railroad  be  raised 
in  order  to  provide  what  the  city  considers  proper  undercrossings  of  the  railroad 
by  DeMilt  avenue  and  Bradley  street,  New  York  city.  It  appeared  at  the  hear- 
ing (although  the  petition  does  not  refer  to  it)  that  the  railroad  proposes  to 
cross  overhead  South  or  Mechanic  street  (herein  called  Bradley  street,  which 
is  its  new  name),  and  notice  of  the  first  hearing  was  given  to  property  owners,  and 
the  mayor  of  New  York  city  in  relation  to  the  Bradley  Street  proposition.  There  is 
now  no  crossing  by  the  railroad  of  Bradley  street,  the  crossing  being  made  neces- 
sary by  the  proposed  change  of  line.  DeMUt  avenue  now  crosses  the  railroad  in 
a  low  undercrossing. 

3.  There  was  also  a  question  raised  by  the  city  of  Yonkers  as  to  a  bridge 
proposed  to  be  constructea  over  a  changed  channel  of  the  Bronx  river,  the  city 
desiring  that  this  bridge,  which  carries  the  railroad  over  the  river,  shall  be 
fifty-five  feet  wide  instead  of  forty-five  feet  wide  as  provided  by  the  plan. 

There  is  a  highway  bridge  to  be  provided  over  the  Bronx  river  at  the  entrance 
to  the  Oak  "Street  undercrossing,  which  highway  bridge  is  partly  in  the  city  of 
Yonkers.     The  city  of  Yonkers  aeslres  that  ihis  bridge  shall  have  a  solid  floor. 

Crossings  within  the  city  of  New  York  are  not  within  the  jurisdiction  of  this 
Conuniseion.  As  to  the  other  incidental  matters  above  specified,  action  will  not 
be  taken  except  as  they  may  be  properly  presented  in  any  future  application. 
At  the  existing  grade  crossings  the  company  now  has  two  main  tracks;  in 
the  changed  location  of  its  railroad  there  will  be  four  main  tracks.  Neither 
the  city  nor  the  State  is  to  bear  any  part  of  the  cost  of  changing  these 
crossings  from  grade  in  excess  of  that  which  would  involve  two  main  tracks, 
the  cost  involved  in  the  two  additional  main  tracks  being  borne  entirely  by 
the  company.  An  estimate  of  the  net  cost  of  the  changes  proposed  (two 
main  tracks),  which  estimate  was  filed  by  the  company  with  this  Commis- 
sion on  July  26,  1907,  is  $357,000,  one-quarter  of  which  is  $89,260.  Small 
portions  of  the  work  involved  in  the  changed  line  of  the  railroad  will  be  in 
Yonkers.  The  city  of  Yonkers,  however,  does  not  participate  in  the  cost  of 
any  of  the  work  under  this  determination.  After  careful  consideration  of  the 
evidence  and  the  various  maps  and  papers  filed  in  this  proceeding,  and 
from  such  personal  inspection,  this  Commission  believes  that  public  safety 
requires  the  changing  from  grade  of  these  Mount  Vernon  Avenue,  Oak 
Street,  and  Fleetwood  Avenue  grade  crossings  of  the  railroad,  and  under 
section  62  of  the  Railroad  Law  it  is 

Ordered:  1.  That  the  Mount  Vernon  Avenue  grade  crossing  of  the  New 
York  and  Harlem  railroad  (leased  to  and  operated  by  The  New  York  Central 
and  Hudson  River  Railroad  Company)  in  tne  city  of  Mount  Vernon  shall  be 
changed  from  grade,  and  that  said  avenue  shall  be  carried  under  said  rail- 
road in  an  undercrossing  to  be  constructed  under  a  changed  line  of  said 
railroad,  the  center  line  of  said  undercrossing  of  said  changed  line  of  said 
railroad  to  coincide  with  the  present  center  line  of  said  avenue,  and  the 
undercrossing  to  be  located  at  a  point  about  three  hundred  and  fifty  feet 
west  of  the  existing  grade  crossing  of  the  existing  line  of  railroad.  Said 
undercrossing  shall  be  seventy-five  feet  in  width  between  abutments,  and  the 
clear  headroom  from  the  paved  portion  of  the  street  to  the  lowest  part  of 
the  bridge  carrying  the  railroad  shall  be  at  least  fourteen  feet.  The  grades 
on  the  approaches  to  said  undercrossing  for  a  distance  of  one  hundred  and 
thirty  feet  on  the  east  side  shall  be  4.65  per  cent.,  and  for  a  distance  of  eighty 
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feet  on  the  west  side  shall  be  1.98  per  cent.  The  undercrossing  and  the 
approaches  thereto  shall  be  paved  in  accordance  with  the  data  shown  on 
the  general  plan,  Applicant's  Exhibit  No.  2. 

Ordered:  2.  That  the  Oak  Street  grade  crossing  of  the  New  York  and 
Harlem  railroad  (leased  to  and  operated  by  The  New  York  Central  and 
Hudson  River  Kailroad  Company)  in  the  city  of  Mount  Vernon  shall  be- 
changed  from  grade,  and  that  said  street  shall  be  carried  under  said  railroad 
in  an  undercrossing  to  be  constructed  under  a  changed  line  of  said  railroad, 
said  undercrossing  of  said  changed  line  of  said  railroad  to  be  not  in  the- 

E resent  line  of  the  street  but  at  a  point  a  short  distance  north  of  the  present 
ne  of  said  street,  as  shown  on  blue-print  plan,  Applicant's  Exhibit  No.  2; 
the  object  being  that  Oak  street  shall  be  carried  under  said  changed  line  of 
said  railroad  in  a  practically  straight  line  to  meet  Sherwood  avenue,  Yonkers ;. 
the  said  point  of  imdercrossing  of  said  changed  line  of  railroad  to  be  located* 
about  three  hundred  and  fifty  feet  west  of  the  existing  grade  crossing  by 
Oak  street  of  the  existing  line  of  railroad.  Said  imdercrossing  shall  be  fifty 
feet  in  width  between  abutments,  and  the  clear  headroom  from  the  paved 
portion  of  the  street  to  the  lowest  part  of  the  bridge  carrying  the  railroad 
shall  be  at  least  fourteen  feet.  The  grades  on  Oak  street,  beginning  on  the 
west  line  of  Railroad  avenue,  shall  be  as  given  in  the  following  consecutive 
order:  12.702  per  cent,  to  a  point  near  the  west  line  of  West  avenue;  0.30^ 
per  cent,  to  the  west  end  of  the  proposed  new  Bronx  river  bridge;  and  2.50 
per  cent,  to  an  intersection  with  the  present  street  surface,  all  as  shown  upon 
the  general  plan.  Applicant's  Exhibit  No.  2.  The  undercrossing  and  the^ 
approaches  thereto  shall  be  paved  in  accordance  with  the  data  shown  on  the 
general  plan.  Applicant's  Exhibit  No.  2. 

Ordered:  3.  That  the  Fleetwood  Avenue  grade  crossing  of  the  New  York 
and  Harlem  railroad  (leased  to  and  operated  by  The  New  York  Central  and 
Hudson  River  Railroad  Company)  in  the  city  of  Mount  Vernon  shall  be 
changed  from  grade,  and  that  said  avenue  shall  be  carried  over  said  railroad 
on  a  steel  bridge  at  a  point  about  five  himdred  and  fifty  feet  south  of  the 
existing  grade  crossing  of  said  railroad  by  said  Fleetwood  avenue.  The 
clear  width  of  the  roadway  of  the  bridge  shall  be  twenty  feet,  and  the  dis- 
tance between  railings  on  its  approaches  shall  be  thirty  feet.  The  grades 
on  Fleetwood  avenue  shall  be,  beginning  at  station  3+30  on  the  street  on  the 
east  side  of  the  tracks,  as  given  in  the  following  consecutive  order:  0.00 
per  cent,  for  two  himdred  and  forty-seven  feet;  7  per  cent,  to  east  end  of 
bridge;  0.00  per  cent,  for  about  one  hundred  and  thirty-two  feet;  7  per 
cent,  to  station  4-|-85  on  the  west  side  of  the  tracks;  and  0.6  per  cent,  to 
station  7+05  on  the  west  side  of  the  tracks,  all  as  shown  upon  the  general 
plan,  Applicant's  Exhibit  No.  4.  At  this  point  the  line  of  railroad  is  not 
changed,  out  there  will  be  four  tracks  instead  of  the  existing  two  tracks. 

Ordered:  4.  That  the  railroad  company  having  formally  consented  thereto, 
the  bridge  to  be  constructed  over  the  changed  channel  of  the  Bronx  river  shall 
be  fifty-five  feet  instead  of  forty-five  feet  wide. 

Ordered:  5.  That  the  highway  bridge  to  be  provided  over  the  Bronx  river 
at  the  entrance  to  the  Oak  Street  undercrossing  shall  have  a  solid  fioor. 

Ordered:  6.  That  the  above  changes  and  other  changes  in  connection  there- 
with not  epecifically  described  above,  but  to  be  made  imder  this  order,  shall 
be  made  substantially  as  shown  on  four  blue-print  plans  which  are  attached 
to  this  order  on  file  in  the  office  of  this  Conmiission,  and  which  are  marked  in 
this  proceeding: 

"  Applicant's  Ex.  No.  1,  Aug.  8,  1905.  G.  C.  Case  No.  645-K.  F.  C* 

"Applicant*8  Ex.  No.  2,  Aug.  3,  1905,  G.  C.  Case  No.  545-K.  F.  C." 

"Applicant's  Ex.  No.  8,  Aug.  8,  1905,  G.  C.  Case  No.  545-K.  F.  C." 

"Applicant's  Ex.  No.  4,  Aug.  3,  1905,  G.  C.  Case  No.  546-K.  F.  C." 

Except  that,  as  hereinbefore  stated,  this  Commission  orders  nothing  in  rela- 
tion to  the  Bradley  Street  or  DeMilt  Avenue  crossings  in  New  York  city, 
Bradley  street  being  marked  "Mechanic"  and  "South"  street  on  the  plan 
and  shown  thereon  as  in  Moimt  Vernon,  whereas  it  is  in  the  city  of  New 
York. 

[See  resolutions  following  Case  No.  253,  next  preceding.] 
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[Caee  No.  441]  State  of  New  York, 

Public  Sebvicb  Commission,  Second  Distbict. 

At  a  session  of  the  Public  Service  Commission,  Second 
District,  held  at  the  Capitol,  Albany,  on  the  29th  day 
of  September,  1908. 
Present : 

Fbank  W.  Stevens,  Chairman, 
Thomas  M.  Osbobne, 
Mabtin  S.  Deckeb, 
James  £.  Sagtje, 
John  B.  Olmsted, 

Commissioners. 

In  the  matter  of  the  Petition  of  The  Long  Island  Rail- 
road  Company  under  section  62  of  the  Railroad  Law, 
as  to  changing  the  Broad  Hollow  road  highway  grade 
crossing  of  said  company's  railroad  in  the  town  of 
Babylon,  Suffolk  county,  to  an  undercrossing. 

Appearances: 

James  F,  Keany  for  The  Long  Island  Railroad  Company. 

A.  P.  Whitson,  highway  commissioner  of  town  of  Huntington. 

Chnrles  E,  Smith,  former  highway  commissioner  town  of  Babylon. 

€r,  P.  Williams,  John  Grieble,  highway  commissioners  town  of  Babylon,  ap- 
peared in  person. 

Edward  Daily,  supervisor  town  of  Babylon,  in  person. 

Daniel  J.  Conlon,  J.  B.  Cooper,  jr.,  William  O.  W,  Irmisch,  Henry  A,  Brown, 
and  Frank  T.  Wells,  members  of  town  board  of  Babylon,  appeared  in  person. 

Samuel  P,  Hildreth  and  Frank  T.  Wells  appeared  as  attorneys  for  town 
board  and  highway  commissioners. 

This  petition,  under  section  62  of  the  Railroad  Law,  by  The  Long  leland 
Railroad  Company,  was  filed  with  the  former  Board  of  Railroad  Conunissionert 
on  November  12,  1906,  and  came  to  this  Commission  by  operation  of  statute. 
It  alleges  that  public  safety  requires  that  the  Broad  Hollow  rood  highway 
grade  crossing  of  the  petitioner's  single-track  railroad  in  the  town  of  Babylon, 
Suffolk  county,  situated  at  a  point  about  five  thousand  four  hundred  feei 
easterly  from  the  Farmingdale  station  on  said  railroad,  shall  be  changed 
from  grade  to  an  undercrossing  to  be  located  substantially  at  the  point  of 
the  present  grade  crossing.  A  public  hearing  on  the  petition,  after  notice  as 
required  by  the  statute,  was  held  by  Commissioner  Sague  in  Babylon  on  Sep- 
tember 11,  1908.  Evidence  as  to  the  danger  of  the  grade  crossing  and  the 
construction  of  an  undercrossing  instead  was  presented.  There  was  eome  oppo- 
sition on  the  score  of  cost  to  the  work  being  done  at  the  present  time.  It 
appeared  that  the  highway  in  question  may  be  improved  under  the  state  aid 
act.  It  was  suggest^  at  the  hearing  that  the  width  of  the  undercrossing  be 
made  forty  feet  instead  of  the  thirty  feet  provided  by  the  plan  submitted  by 
the  petitioner,  and  the  petitioner  subsequently  notified  the  Commission  that 
if  the  extra  width  is  provided  it  would  bear  the  extra  cost,  which  is  estimated 
to  be  about  one  thousand  dollars.  Upon  the  evidence,  and  after  due  delibera- 
tion, the  Commission  finds  that  public  safety  requires  that  this  crossing  shall 
be  changed  from  grade  to  an  undercrossing  of  the  railroad;  and  therefore 
under  section  62  of  the  Railroad  Law  it  is 

Ordered:  1.  That  the  crossing  at  grade  of  the  Long  Island  sin<»le-track  rail- 
road by  the  Broad  Hollow  road  highway  in  the  town  of  Babylon,  Suffolk 
county,  at  a  point  about  five  thousand  four  hundred  feet  easterly  from  the 
Farmingdale  station  on  said  railroad,  shall  be  changed  from  grade  to  an  under- 
crossing  of  said  railroad,  said  undercrossing  to  be  located  substantially  at  the 
point  of  the  present  grade  crossing. 

Ordered:  2.  That  said  undercrossing  shall  be  forty  feet  wide  between  abut- 
ments of  the  bridge  carrying  the  railroad,  and  that  the  clearance  from  the 
highway  to  the  lowest  part  of  said  bridge  shall  be  fourteen  feet;  that  the 
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diffeorenoe  in  ooet  due  to  making  the  imdercroflsing  forty  feet  wide  instead  of 
thirty  feet  ehall  be  borne  entirely  by  The  Long  Island  R&ilroed  Company. 

Ordered:  3.  That  detail  plans  and  speciftcations  for  said  work  shall  be 
vubmitted  to  this  Commission  by  the  company  as  soon  as  practicable  from  the 
date  of  this  order. 

Ordered:  4.  That  during  the  construction  of  said  undercrossing  a  temporary 
way  to  cross  the  railroad  at  grade  shall  be  provided  nearby. 


[Case  No.  96]  State  of  New  Yobk, 

PuBLio  Sebviob  Commission,  Sfiooin)  Distbict. 

At  a  session  of  the  Public  Service  Commission,  Second 
District,  held  at  the  Capitol,  Albany,  on  the  6th  day 
of  October,  1908. 
PreMnt: 
Frank  W.  Stevens,  Chairman, 
TnoMAS  M.  Osborne, 
James  £.  Sague, 

Commissioners. 

In  the  matter  of  the  Application  of  Western  New 
York  and  Pennsylvania  TRAcrioN  Company  for  a 
crossing  of  the  railroad  of  the  Erie  Railroad  Com- 
pany, and  the  Nypano  Railroad  Company,  leased  to 
and  operated  by  the  Erie  Railroad  Company,  in  the 
village  of  Salamanca,  Cattaraugus  county,  N.  Y. 

After  due  deliberation,  it  is 

Oi'dered:  That  the  application  of  the  Western  New  York  and  Pennsyl- 
vania Traction  Company  for  a  crossing  of  the  railroads  of  the  Erie  Rail- 
road Company  and  Nypano  Railroad  Company,  in  the  village  of  Salamanca, 
be  discontinued  on  the  records  of  this  Commission,  attorn^s  in  interest 
having  stipulated  that  the  selection  of  another  route  renders  this  proceeding 
tttmeccssaiy. 

[Case  No.  98]  State  of  New  York, 

PuBUC  Sesviob  Commission,  Second  District. 

At  a  session  of  the  Public  Service  Commission,  Second 
District,  held  at  the  Capitol,  Albany,  on  the  12th  day 
of  October,  1908. 
Present : 
Frank  W.  Stevens,  Chairman, 
Thomas  M.  Osborne, 
Martin  S.  Decker, 

Commissioners. 

In  the  matter  of  the  Petition  of  The  Lake  Shore  and 
Michigan  Southern  Railway  Company  and  the 
Town  Board  of  the  Town  of  Hamburg,  Erie 
county,  HS  to  changing  the  Big  Tree  highway  grade 
crossing  of  said  company's  railroad  in  said  town  to 
an  undercrossing. 

Appearances: 

Jloyi  <C*  Bttratt  for  The  Lake  Shore  and  Michigan  Southern  Railway  Com- 
pany; 

John^Schoepflin,  supervisor,  for  the  town  of  Hamburg; 

W.  J,  Bergen  for  The  New  York,  Chicago  and  St.  Louis  Railroad  Company. 

This  petition,  imder  section  62  of  the  Railroad  Law,  by  The  Lake  Shore 
and  Michigan  Southern  Railway  Company,  and  the  town  board  of  the  town 
of  Hamburg,  Erie  county,  was  filed  with  this  Commission  on  July  22,  1907. 
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It  all^pes  that  public  safety  requiroB  that  the  Big  Tree  highway  grade  crossing 
of  said  company's  four-track  railroad,  about  one  mile  east  of  Al£ol  Springs  in 
said  town,  shall  be  changed  from  grade  to  an  undercrossing  to  be  located 
substantially  at  the  point  of  present  grade  crossing. 

A  public  hearing  on  the  petition,  after  notice  as  required  by  the  statute, 
was  held  by  Commissioners  Stevens  and  Olmsted  in  the  city  of  Buffalo  on 
August  7,  1908,  at  which  evidence  as  to  the  danger  of  the  grade  crossing 
and  the  propo»ed  change  was  hoard.  Upon  the  evidence,  and  after  due 
deliberation,  this  Commission  finds  that  public  safety  requires  that  this 
crossing  shall  be  changed  from  grade  to  an  undercrossing  of  the  railroad; 
and  therefore  under  section  62  of  the  Railroad  Law  it  is 

Ordered:  1.  Tliat  the  crossing  at  grade  of  the  l^ke  Shore  and  Michigan 
Southern  four-track  railroad  by  the  Big  Tree  highway,  about  one  mile  east 
of  Athol  Springs,  in  the  town  of  Hamburg,  Erie  county,  shall  be  changed 
from  grade  to  an  undercrossing  of  said  railroad,  which  undercrossing  shall 
be  located  substantially  at  the  point  of  present  grade  crossing,  and  shall  be 
constructed  substantially  as  shown  by  plans  in  three  sheets  and  specifications 
submitted  to  this  Commission  by  said  company  and  approved  by  this  Com- 
mission  October  7,  1908. 

Ordered:  2.  That  during  the  construction  of  said  undercrossing  a  tempo- 
i*ary  way  to  cross  the  railroad  at  grade  shall  be  provided  nearby. 


[Case  No.  4911  State  op  New  York, 

PuBLio  Sebvice  Commission,  Second  Distbict. 

At  a  session  of  the  Public  Service  Commission,  Second 
District,  held  at  the  Capitol,  Albany,  on  the  27th  day 
of  October,  1908. 
Prfsent: 

FraiXK  W.  Stevens,  Chairman, 
Thomas  M.  Osborne, 
Martin  S.  Decker, 
James  E.  Sacue, 
John  B.  Olmsted, 

Commissioners. 

In  the  matter  of  the  Petition  of  the  Town  Board  and 
Highway  Commissioners  of  the  Town  or  Wall- 
rill,  Orange  county,  under  section  60  of  the  Rail- 
load  Law,  as  to  the  Eric  and  Jersey  Railroad  cross- 
sing  a  highway  in  said  town  at  a  point  known  as 
crossing  B-13. 

Appearances  for  petitioners:  Wm,  B.  Royce,  attorney  for  Erie  and  Jersey 
Railroad;  F.  L.  Stuart,  chief  engineer  Erie  and  Jersey  Railroad;  O,  K» 
Conardf  division  engineer  Erie  and  Jersey  Railroad;  W,  T.  Shaw,  attorney 
for  the  town  of  Wallkill,  Orange  county;  Town  Board:  John  J,  Crane,  town 
clerk;  Willard  M,  Clark,  supervisor;  justices:  William  Bull,  W.  Hallow, 
Charles  R.  Clawson,  and  Erving  A.  Dunham;  highway  commissioners:  Seely 
Oreen,  William  H.  Puff;  and  a  number  of  citizens  favoring  the  petition; 
O,  N,  Orcutt,  general  attorney  for  Erie  Railroad  Company. 

For  contestants:  George  W.  Ackerly,  Crystal  Run,  N.  Y.;  Dr.  A,  C,  San* 
tee,  Scotchtown,  N.  Y.;  William  F.  Brown,  Crystal  Run,  N.  Y.;  Charles 
Mackinson,  Middletown,  N.  Y.,  R.  F.  D.  No.  2;  Emmet  Spears,  Middletown, 
N.  Y.,  R.  F.  D.  No.  3;  Peter  Osborne,  Middletown,  N.  Y.,  R.  F.  D.  No.  2; 
Denton  White,  Crystal  Run,  N.  Y. 

On  November  8,  1906,  the  former  Board  of  Railroad  Commissioners  deter- 
mined, under  section  60  of  the  Railroad  Law,  that  the  Erie  and  Jersey  Rail- 
road, now  under  construction,  should  cross  the  highway  leading  from  Goshen 
to  Bloomingburg,  i^  the  town  of  Widlkill,  Orange  coimty,  at  a  point  near 
station  1020  pliis  55  on  the  profile  map  of  said  railroad  filed  with  said 
Board,  the  crossing  being  known  in  the  case  as  B-13,  below  the  grade  of 
said  highway. 
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On  Julj  27,  1908,  there  wms  filed  with  this  Commission  a  petition  bj 
the  town  board  and  highway  commissioners  of  said  town  reciting  thit 
'*  the  crossing  in  such  order  referred  to  and  to  which  this  petition  applies 
was  and  is  for  convenience  designated  as  B-13.  At  the  time  the  application 
was  made  to  the  Board  of  i^ilroad  Commissioners  by  Erie  and  Jersey 
Hail  road  Company,  that  company  proposed  an  undercrossing:  that  is,  to 
carry  the  highway  under  the  railroad  at  the  point  in  question,  which  point 
is  the  place  where  the  highway  from  Goshen  to  Bloomingburg  crosses  the 
filed  center  line  of  Erie  and  Jersey  Railroad  near  station  1020  plus  56. 
At  that  time  the  sentiment  of  the  citizens  of  the  town  of  Wallkill  generally, 
and  of  its  town  officers,  was  opposed  to  the  carrying  of  the  highway  under 
the  railroad,  and  favor^  the  carrying  of  the  highway  over  the  railroad  sub* 
stantially  in  the  manner  directed  in  the  order  above  set  forth.  A  further 
consideration  of  the  matter  has  lead  your  petitioners  to  believe  that  it  is 
for  the  best  interests  of  the  town  and  of  the  traveling  public  that  the 
highway  should  be  carried  under  the  railroad  and  that  the  order  made 
by  the  Board  of  Railroad  Commissioners  and  above  set  forth  should  be 
modified  so  as  to  provide  for  the  carrying  of  the  highway  under  the  rail- 
road in  accordance  with  the  plan  hereto  annexed  and  made  a  part  hereof, 
which  plan  is  dated  March  13th,  1906.*' 

A  hearing  on  this  petition  was  held  by  Commissioner  Sague  of  this  Com- 
mission in  Middletown  on  October  15,  1908.  After  consideration  of  the  evi- 
dence at  the  hearing,  this  Commission  is  convinced  that  it  should  modify 
the  said  determinaUcm  of  the  Board  of  Railroad  Commissioners;  and 
therefore  it  is 

Ordered:  That  the  determination  of  the  Board  of  Railroad  Commissioners, 
under  section  00  of  the  Railroad  Law,  dated  November  8,  1906,  in  reference 
to  the  above  described  proposed  crossing  by  the  Erie  and  Jersey  Railroad 
of  the  highway  leading  from  Qoshen  to  Bloomingburg  in  the  town  of  Wall- 
kill,  Orance  county,  the  point  of  crossing  being  near  station  1020  plus  55 
on  a  prome  map  of  said  railroad  filed  vtiih  this  Commission,  the  crossing 
being  known  in  this  proceeding  as  B-13,  be  and  it  is  hereby  modified  so  that 
said  railroad  shall  not  cross  said  highway  at  said  point  below  the  grade 
of  the  highway,  but  shall  cross  said  highway  at  said  point  above  the  ffrade 
of  the  highway,  and  that  the  highway  shall  be  carried  under  said  railroad 
at  said  point;  that  said  undercrossing  shall  have  a  clear  width  between 
abutments  of  twenty  feet;  that  the  headroom  shall  be  square,  and  that  the 
clearance  from  surface  of  highway  to  the  lowest  part  of  the  bridge  carrying 
the  railroad  shall  be  twelve  feet;  that  the  grades  of  the  highway  approach- 
ing said  undercrossing  shall  be  as  may  be  agreed  upon  between  the  highway 
commissioners  of  said  town  and  said  railroad  company;  such  grades,  however, 
to  he  such  that  the  vertical  clearance  in  the  undercrossing  shall  be  that 
fixed  hereinabove. 

(Case  No.  337]  State  of  New  York, 

PuBUC  Service  Commission,  Second  District. 

At  a  session  of  the  Public  Service  Commission,  Second 
District,  held  at  the  Capitol,  Albany,  on  the  9th  day 
of  November,  1908. 
Present : 

Frank  W.  Stevens,  Cltairman, 
Thomas  M.  Osborne, 
Martin  S.  Decker, 
John  B.  Olmsted, 

Commissioners. 
In  the  matter  of  the  Joint  Petition  and  Joint  Supple- 
mental Petition  of  the  Town  Board  op  the  Town  or 
Verona,  Oneida  county.  The  Lehigh  Valley  Rail-      Modified  Order. 
way  Company,  and  the  Lehigh  Valley  Rauaoad 
Company,  under  section  62  of  the  Railroad  Law. 

On  July  13,  1908,  an  order  of  this  Commission  in  the  above  entitled  matter 
was  entered,  the  first  provision  of  which  order  is: 
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"  Ordered;  1.  That  the  Creek  Road  highway  srrade  crossing  of  the  Lehigh  Valley 
railway  (leased  to  and  operated  by  the  Lehigh  Valley  Railroad  Company)  situated 
at  a  point  Immediately  north  (east)  of  the  Sylran  Beach  station  on  said  railway, 
in  the  town  of  Verona,  Oneida  county,  shall  be  closed  and  discontinued ;  that  a 
new  piece  of  highway  about  four  hundred  and  forty  feet  long,  and  connecting  the 
Creek  Road  highway  and  the  Lake  Road  highway,  shall  be  constructed  about 
ninety  feet  west  of  said  station ;  that  the  Lake  Road  highway  shall  be  constructed 
at  grade  across  said  railway  at  a  point  immediately  south  of  said  station/* 

On  November  9,  1908,  there  was  filed  with  this  Commissiofi  a  joint  petition 
by  the  said  petitioners,  asking  for  a  modification  of  said  order  and  ei^timg 
forth: 

**  Third :  That  through  inadvertence  on  the  part  of  your  petitioners  the  course 
of  said  proposed  new  highway  as  laid  out  and  authorized  by  said  order,  included 
in  its  bounds  a  shed  and  barn  which  it  would  be  necessary  to  remove  if  said  high- 
way is  laid  along  said  course." 

*'  Fourth :  That  your  petitioners  have  entered  into  a  supplemental  agreement 
modifying  the  original  agreement  so  as  to  provide  that  this  new  highway  shall 
deviate  toward  the  west  as  it  runs  north  and  avoid  the  shed  and  bam,  making 
its  northerly  end  some  275  feet  north  of  the  point  indicated  in  the  original  agree- 
ment and  on  the  blue  print  thereto  annexed,  and  making  said  new  road  about 
700  feet  long  instead  of  440  feet  long,  and  that  a  copy  of  said  supplemental 
agreement  Is  hereto  annexed.'* 

Upon  this  state  of  facts,  and  after  due  deliberation,  it  is 

Ordered:  That  this  Commission  under  section  62  of  the  Railroad  Law 
hereby  modifies  its  said  order  of  July  13,  1908,  so  that  the  first  provision 
thereof  shall  read  as  follows: 

Ordered:  1.  That  the  Creek  Road  highway  grade  crossing  of  the  Lehigh 
Valley  railway  (leased  to  and  operated  by  the  Lehigh  Valley  Railroad  Ck>m- 
pany)  situated  at  a  point  immediately  north  (east)  of  the  Sylvan  Beach 
station  on  said  railway,  in  the  town  of  Verona,  Oneida  county,  shall  be  closed 
and  discontinued;  that  a  new  piece  of  highway  about  seven  hundred  feet 
long,  and  connecting  the  Creek  Road  highway  and  the  Lake  Road  highway, 
shall  be  constructed  west  of  said  station,  and  that  the  course  of  said  new 
piece  of  highway  be  changed  from  that  shown  on  the  blue-print  plan  on  file 
with  this  Commission  in  this  matter  dated  January,  1908,  so  that  said  new 
piece  of  highway  shall  deviate  from  its  course  as  shown  on  said  plan,  toward 
the  west  as  it  nms  north  and  avoid  the  shed  and  bam  indicated  by  parallelo- 
grams on  said  blue-print  plan,  and  that  the  northerly  end  of  said  new  piece 
of  highway,  in  consequence  of  said  deviation,  shall  be  about  two  hundred  ukd 
seventy-five  feet  north  of  its  end  as  shown  on  said  blue- print  plan;  that  the 
Lake  Road  highway  shall  be  constructed  at  grade  across  said  railway  at  a 
point  immediately  south  of  said  station. 

[See  Case  No.  337,  Jidy  13,  1908,  page  238.] 


[Caee  No.  263]  State  op  New  York, 

Public  Sebvice  Commission,  Second  District. 

At  a  session  of  the  Public  Service  Commission,  Second 
District,  held  at  the  Capitol,  Albany,  on  the  10th  day 
of  November,  1908. 
Present : 

Frank  W.  Stevens,  Chairman, 
Martin  S.  Decker, 
James  E.  Sague, 
John  B.  Olmsted, 

Comndssioners. 

In  the  matter  of  the  Petition  of  the  Village  op  Depew, 
Erie  county,  under  section  61  of  the  Railroad  Law, 
as  to  Penora  street  in  said  village  crossing  the  Erie 
railroad. 

Appearances:  8.  Jay  Ohart  for  the  petitioner;  J.  R.  Benton  for  the  Lands 
Company  of  Depew;  Emmet  Dioorsnoicski,  Frank  Rosin^iy  and  Mrs,  WaM- 
howskiy  property  owners,  appeared  in  person;  Levant  D.  Lester  for  Joseph 
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Wisniewflki,  a  properhr  owner;  Moot,  Sprague,  Broumell  d  Marcy  (Mr,  Marcy 
appearing)  for  the  Erie  Railroad  Company;  Willio/m  JET.  Hotchkies  for  the 
Lands  Company  of  Depew. 

This  petition,  under  seotion  61  of  the  Kailroad  Law,  by  the  village  of  Depew, 
Erie  county,  was  filed  with  this  Commission  on  March  16,  1908.  It  asks  for 
an  order  (Urecting  whether  Penora  street  in  said  village  shall  cross  the  Erie 
railroad  over,  under,  or  at  the  grade  of  said  railroad,  which  at  this  point 
consists  of  two  main  tracks.  Pi^lic  hearings  in  the  matter,  after  notice  as 
required  by  the  statute,  were  held  by  this  Commission  in  the  city  of  Buffalo 
on  April  3,  24,  and  30,  and  October  30,  1908.  Upon  the  aforesaid  petition  and 
accompanying  jmpers,  and  statements  and  exhibits  at  the  hearings,  and  after 
due  deliberation,  it  is 

Ordered:  1.  That  this  Commission  hereby  directs,  under  section  61  of  the 
Railroad  Law,  that  the  new  portion  of  Penora  street  in  the  village  of  Depew, 
Erie  county,  to  wit:  that  portion  thereof  crossing  the  tracks  and  right  of 
way  of  the  Erie  Railroad  Company  and  described  in  the  petition  herein,  shall 
pass  under  said  tracks  and  right  of  way  of  said  Erie  Railroad  Company. 

Ordered:  2.  That  the  said  Erie  Railroad  Company  be  and  it  is  hereby 
directed,  within  thirty  days  from  the  date  of  the  service  upon  it  of  a  certified 
copy  of  this  order,  to  make  and  file  with  this  Commission  plans  and  specifica- 
tions for  constructing  the  said  street  under  said  tracks  and  right  of  way 
of  said  railroad. 

Upon  receipt  of  such  plans  and  specifications  this  Commission  will  then 
proceed  to  determine  the  manner  and  method  in  which  the  said  street  shall  be 
carried  under  the  said  railroad  and  the  grade  or  grades  of  ouch  under  crossing. 


(Case  No.  549]  State  of  New  York, 

Public  Sebtioe  Commission,  Second  District. 

At  a  session  of  the  Public  Service  Commission,  Second 
District,  held  at  the  Capitol,  Albany,  on  the  13th  day 
of  November,  1908. 
Present: 

Fbank  W.  Stevens,  Chairman, 
Martin  S.  Decker, 
James  E.  Sague, 

Commissioners. 

In  the  matter  of  the  Petition  of  the  Erie  and  Jersey 
Railroad  Company  under  section  60  of  the  Railroad      Modified  Order. 
Law  as  to  its  railroad  crossing  a  highway  in  the  town 
of  Wallkill,  Orange  county. 

Appearances : 

William  R,  Royce,  attorney  for  the  Erie  and  Jersey  Railroad  Company, 
petitioner. 

J.  Floyd  Halstead,  attorney  for  the  good  roads  committee  of  the  board  ol 
supervisors. 

A,  C,  N.  Thompson,  attorney  for  Mr.  and  Mrs.  Charles  Lawrence. 

Town  Board:  Supervisor  Willard  M.  Clark;  Town  Clerk  John  J,  Crane; 
Justices  of  the  Peace  William  Bull,  C.  W.  Harlow,  C,  R.  Clawson,  and  Erving 
A.  Dunham. 

Highway  Commissioners:  Seely  Green,  Wm.  H.  Puff,  and  Charles  Winfield 
Hoyt. 

The  former  Board  of  Railroad  Commissioners  having  on  the  11th  September, 
1906,  determined  under  section  60  of  the  Railroad  Law  that  the  Erie  and 
Jersey  railroad  now  under  construction  should  cross  under  the  highway  called 
the  Middletown  and  Montgomery  turnpike  in  the  town  of  Wallkill,  Orange 
county,  at  a  point  near  station  012  plus  88  on  the  map  of  said  railroad  filed 
with  said  Board  and  now  on  file  with  this  Commission,  the  crossing  being 
known  in  the  case  as  B-U;  and  the  determination  of  said  Board  being  that 
**  the  highway  to  be  carried  over  the  tracks  of  the  Erie  and  Jersey  railroad 
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upon  a  steel  structure,  twenty  feet  wide,  of  solid  floor  construction,  of  the 
same  character  as  adopted  by  the  State  Engineer  in  the  case  of  state  roads, 
in  accordance  with  plan  filed  with  the  Board,  dated  March  9,  1906,  and  now 
on  file  with  the  Board.  In  this  connection,  we  think  possible  that  the  rail- 
road may  agree  with  the  State  Engineer  on  some  change  which  will  make 
the  grade  better;  but  thi:i  determination  is  made  now  according  to  this 
petition,  and  with  the  understanding  that  the  railroad  company  shall  file  with 
the  Board  any  additional  plan  that  may  be  agreed  upon  between  the  State 
Engineer  and  the  company";  and  the  Erie  and  Jersey  Railroad  Company 
having  filed  its  petition  with  this  Commission  on  the  17th  October,  19Q8, 
reciting  among  other  things  as  follows: 

"  Third,  Erie  and  Jersey  Railroad  Company  has  aj^reed  with  the  State  Engineer 
upon  a  change  in  the  manner  of  the  crossing  of  said  Middletown  and  Montgomery 
turnpike  by  the  railroad  of  Erie  and  Jersey  Railroad  Company,  which  will  im- 
prove the  grade  of  said  turnpike  at  said  crossing.  Said  change  in  the  manner  of 
the  crossing  of  said  turnpike  by  said  railroad,  agreed  upon  as  aforesaid,  necessi- 
tates the  abandonment  of  a  portion  of  the  present  highway,  including  that  portion 
thereof  which,  under  the  aforesaid  determination  of  the  Board  of  Railroad  Com- 
missioners, was  to  be  crossed  by  the  railroad  of  Erie  and  Jersey  Railroad  Com- 
pany near  station  912  plus  88  of  its  filed  center  line,  and  the  construction  of  a 
new  portion  of  highway  which  will  be  croflsed  by  said  railroad  near  station  921  of 
its  filed  center  line,  said  highway  to  be  carried  over  said  railroad  by  an  overhead 
bridge. 

"  Fourth,  the  change  in  the  manner  of  the  crossing  of  said  turnpike  by  said 
railroad  agreed  upon  as  aforesaid  by  Erie  and  Jersey  Railroad  Company  and  the 
State  Engineer  is  satisfactory  to  the  board  of  supervisors  of  Orange  county  and 
has  been  duly  authorized  by  said  board.  Said  board  of  supervisors  is  willing  to 
construct  the  new  portion  of  highway  made  necessary  by  said  change  In  the 
manner  of  crossing  and  Erie  and  Jersey  Railroad  Company  is  willing  to  furnish 
the  right  of  way  for  such  portion  thereof  as  passes  over  the  lands  of  Erie  and 
Jersey  Railroad  Company  and  Brie  Land  and  Improvement  Company,  to  construct 
the  bridge  which  will  carry  said  highway  over  its  railroad,  and  to  pay  to  said 
board  of  supervisors  of  Orange  coimty  the  sum  of  seven  thousand  dollars  ($7000) 
as  its  contribution  to  the  cost  of  the  constructfoh  of  said  new  portion  of  highway. 

**  Fifth,  the  plan  of  the  aforesaid  change  in  the  manner  of  tne  crossing  of  said 
turnpike  by  said  railroad  is  approved  in  writing  by  the  town  board  and  the 
highway  commissioners  of  the  town  of  Wallkill.  Orange  county,  and  by  the  State 
Engineer,  is  hereto  attached,  and  is  hereby  filed  with  the  Public  Service  Commis- 
sion in  accordance  with  the  understanding  recited  in  the  determination  of  the 
Board  of  Railroad  Commissioners,  hereinbefore  referred-  to.*' 

And  a  public  hearing  on  said  petition,  after  due  notice,  having  been  held  by 
Commissioner  Sague  of  this  Commission  at  Middletown  on  the  9th  November, 
1908,  at  which  the  persons  above  named  appeared;  now,  upon  the  «tfore8cud 
petition  and  the  evidence  taken  at  the  hearing,  and  after  due  deliberation, 
it  is 

Ordered:  1.  That  the  determination  of  the  Board  of  Railroad  Commission- 
ers, dated  September  11,  1906,  in  relation  to  the  above  described  proposed 
crossing  by  the  Erie  and  Jersey  Railroad  of  the  Middletown  and  Montgomery 
turnpike  highway  be  and  it  is  hereby  modified  so  that  said  railroad  shall  not 
cross  said  highway  at  the  point  hereinbefore  described,  but  shall  cross  under 
a  changed  line  of  said  highway  at  a  point  near  station  921  of  the  filed  center 
line  of  said  railroad. 

Ordered:  2.  That  said  highway  shall  be  carried  over  said  railroad  at  said 
point  near  said  station  921  upon  a  steel  bridge  twenty  feet  wide  and  of  solid 
floor  construction  of  the  same  character  as  adopted  by  the  State  Engineer  and 
Surveyor  in  the  case  of  state  roads. 

Ordered:  3.  That  said  Middletown  and  Montgomery  turnpike  shall  be 
changed  in  location  to  the  extent  and  on  the  lines  shown  on  a  blue-print  plan 
attached  to  the  petition  in  this  matter  and  on  file  with  this  Commission,  said 
plan  being  entitled :  **  E.  &  J.  R.  R,  Plan  and  Profile  Proposed  Change  of 
Line,  Montgomery  Turnpike,  Town  of  Wallkill,  Orange  Co.,  N.  Y.  Scale;  1  in. 
equals  200  ft.  Jan.  3,  1906.  C.  K.  Conard,  Asst.  Engr.";  and  bearing  the 
following  indorsements:  "Approved  by  W.  M.  Clark,  supervisor;  John  J. 
Crone,  town  clerk;  E.  A.  Dunham,  William  Bull,  C.  W.  Harlow,  Chas.  R. 
Clawson,  Justices  of  the  Peace;  Seely  Green,  C.  W.  Hoyt,  Wm.  H.  Puff,  High- 
way Commissioners.  Approved,  F.  L.  Stuart,  Chf.  Engr.  E.  &  J.  R.  R.  Co. 
Oct.  16th,  1908.  Approved  Oct.  2nd,  H)8,  Frederick  Skene,  State  Engineer  and 
Surveyor." 
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[Caae  No.  436]  State  of  Nbw  York, 

PxjBUO  Sebtxge  Commission,  Seoond  District. 
At  a  session  of  the  Public  Service  Commission,  Second 
District,  held  at  the  Capitol,  Albany,  on  the  1st  day 
of  December,  1908. 
Present: 

Frank  W.  Stevens,  Chairman, 
Thomas  M.  Osborne, 
Martin  S.  Decker, 
James  E.  Sague« 
John  B.  Olmsted, 

Commissioners. 

In  the  matter  of  the  Application  for  the  elimination 
of  highway  grade  crossings  State  road  and  Horseshoe 
Lake  road  on  the  main  line  of  the  New  York  Central 
and  Hudson  River  railroad  in  the  town  of  Stafford. 

A  hearing  in  the  above  entitled  action  having  been  held  at  Rochester,  N.  Y., 
on  the  14th  of  October,  1908,  and  the  proceeding  having  been  further  ad- 
journed at  that  time  to  enable  the  engineer  of  ^is  Conunission  to  inspect 
the  groimd  personally;  and  such  inspection  having  been  made  on  the  15th 
of  October,  1908,  at  which  A.  H.  Sutermeister,  the  engineer  of  grade  crossings 
of  this  Commission,  was  present,  also  members  of  the  town  board  of  the  town 
of  Stafford,  and  J.  W.  Pfau,  engineer  of  the  New  York  Central  and  Huds<»i 
River  railroad ;  and  the  matter  having  been  further  adjourned  to  enable  the 
railroad  company  to  present  and  file  its  modified  plan  for  the  elimination  of 
said  grade  crossings,  and  to  file  descriptions  of  the  new  highways  to  be  laid 
out,  etc.,  and  the  same  having  been  filed  with  this  Commission  on  the  27th 
of  November,  1908;  now,  therefore, 

Ordered:  That  the  application  of  the  town  board  of  the  town  of  Stafford, 
Genesee  county,  be  granted,  and  that  said  elimination  be  carried  out  in  the 
following  manner: 

1.  That  the  highway  known  as  the  Horseshoe  Lake  road  be  closed  and 
discontinued  as  a  public  hi^way  across  the  right  of  way  of  The  New  York 
Central  and  Hudson  River  Railroad  Company,  but  not  to  be  closed  or  dis^ 
continued  as  such  public  highway  elsewhere  than  over  and  across  such 
right  of  way;  such  discontinuance  to  take  effect  when  the  overhead  bridge 
hereinafter  provided  for  is  completed  and  ready  for  use. 

2.  That  the  highway  known  as  the  State  road  be  closed  and  discontinued 
as  a  public  highway  from  the  northerly  line  of  the  right  of  way  of  The 
New  York  Central  and  Hudson  River  Railroad  Company  southerly  across 
said  right  of  way  to  a  point  about  three  hundred  and  twenty  feet  southerly 
from  the  said  right  of  way,  measuring  in  the  center  of  the  highway  to  the 
northerly  line  of  the  highway  hereinafter  directed  to  be  laid  out  and  opened 
in  lieu  of  said  crossings  herein  closed. 

3.  That  a  new  highway  be  opened  and  laid  out,  the  lands  therefor  being 
bounded  and  descril^d  as  follows: 

South  of  the  New  York  Central  and  Hudson  River  railroad,  beginning  at 
a  point  in  the  southerly  line  of  the  highway  known  as  the  Old  State  road 
distant  southeasterly  161.5  feet  at  right  angles  from  the  line  of  stone 
monuments  set  midway  between  the  inner  rails  of  the  two  main  west- 
bound passenger  and  freight  tracks  of  the  New  York  Central  and  Hudson 
River  railroad:  (1)  and  running  thence  easterly  alon^  the  southerly  line 
of  said  highway  263  feet  more  or  less  to  a  point  distant  261.5  feet  at 
right  angles  from  said  line  of  monuments;  (2)  thence  southwesterly 
parallel  with  said  line  of  monuments  623  feet  more  or  less  to  the  division 
line  between  lands  of  Mrs.  Sarah  Vallett  and  Mrs.  Alexina  Noel;  (3)  thence 
southerly  along  said  division  line  36  feet  more  or  less;  (4)  thence  westerly 
along  a  division  line  between  the  lands  of  Mrs.  Sarah  Vallett  and  Mrs. 
Alexina  Noel  25  feet  more  or  less;  (5)  thence  westerly  along  the  last 
named  division  line  20  feet  more  or  less;   (6)   thence  south  43*  15'  west  74 


256       Public  Service  Commission,  Second  Distmot 

feet;  (7)  thence  south  O""  east  138  feet;  (8)  thenoe  south  d""  50'  west 
403  feet  more  or  less  to  the  division  line  between  the  lands  of  Mrs.  Sarah 
Vallett  and  G.  Douglas;  (9)  thence  north  83"  50*  west  along  said  last  above 
mentioned  division  line  25.8  feet  more  or  less  to  the  easterly  line  of  the 
highway  known  as  the  Horseshoe  Lake  road;  (10)  thenoe  north  3°  50'  east 
Srlong  the  easterly  line  of  said  highway  24.8  feet  more  or  less  to  an  angle 
therein;  (11)  thence  north  83''  50*  west  along  the  northerly  line  of  said 
highway  74.5  feet  more  or  less  to  a  point  distant  westerly  100  feet  at  right 
angles  from  the  eighth  described  course;  (12)  thenoe  north  3''  50'  east 
parallel  with  the  eighth  described  course  365  feet  more  or  less  to  a  point 
distant  westerly  100  feet  at  right  angles  from  the  7th  described  course; 
(13)  thence  north  6*^  west  parallel  with  the  7th  described  course  121  feet 
more  or  less;  (14)  thenoe  north  46°  50'  west  83  feet  more  or  less  to  the 
boundary  between  the  lands  of  Mrs.  Sarah  Vallett  and  Mrs.  Alexina  Noel; 
(15)  thence  westerly  along  said  last  above  mentioned  dividing  line  117  feet 
more  or  less  to  the  southeasterly  exterior  line  of  land  of  The  New  York  Central 
and  Hudson  River  Railroad  Company;  (16)  thence  northeasterly  along  said 
exterior  line  parallel  with  a  line  of  stone  monuments  hereinbefore  mentioned 
184  feet  more  or  less;  (17)  thence  southeasterly  at  right  angles  with  said  line 
of  monuments  118  feet;  (18)  thence  northeasterly  parallel  with  said  line  of 
monuments  492  feet  to  the  place  of  beginning. 

yorth  of  the  New  York  Central  and  Huc^on  River  railroad,  beginning  at 
a  point  in  the  northwesterly  exterior  line  of  land  of  The  New  York  Central 
and  Hudson  River  Railroad  Company  and  in  the  southerly  line  of  the 
highway  known  as  the  Old  State  road,  said  point  being  distant  56.5  feet 
at  right  angles  from  the  line  of  stone  monuments  set  midway  between  the 
inner  rails  of  the  two  main  westbound  passenger  and  freight  tracks  of  The 
New  York  Central  and  Hudson  River  Railroad  (Ik>mpany:  (1)  and  running 
thenoe  southwesterly  along  said  exterior  line  parallel  with  said  center  line 
66  feet;  (2)  thence  westerly  223  feet  to  the  southerly  line  of  said  highway; 
(3)  thence  easterly  along  the  southerly  line  of  said  highway  281  feet  more  or 
less  to  the  place  of  beginning;  also  beginning  at  a  point  in  the  northerly 
line  of  the  highway  known  as  the  Old  State  road  distant  westerly  86.5  feet 
as  measured  along  said  northerly  line  from  the  northwesterly  exterior  line 
of  land  of  The  New  York  Central  and  Hudson  River  Railroad  Company  said 
exterior  line  being  parallel  with  and  distant  56.5  feet  at  right  aneles  from 
the  line  of  stone  monuments  set  midway  between  the  inner  rails  of  the  two 
westbound  passenger  and  freight  tracks  of  the  New  York  Central  and  Hudson 
River  Railroad:  (1)  and  running  thence  westerly  and  along  the  northerly 
line  of  said  highway  306  feet;  (2)  thence  easterly  295  feet;  (3)  thence 
southeasterly  and  at  right  angles  to  the  exterior  line  of  the  lands  of  The  New 
York  Central  and  Hudson  River  Railroad  (Ik>mpany  31.5  feet  to  the  point 
of  beginning. 

4.  That  said  new  highway  be  carried  over  the  right  of  way  of  the  New  York 
Central  and  Hudson  River  railroad  upon  a  through  plate  girder  metal  viaduct 
in  three  spans  with  a  timber  floor,  the  lowest  point  of  such  part  oif  the 
superstructure  as  is  over  the  tracks  to  be  at  a  height  of  twenty-one  feet 
from  the  top  of  the  rails;  the  clear  width  between  insides  of  wheelguards  to 
be  twenty  feet ;  the  surfaces  of  the  new  approaches  shall  be  paved  with  gravel, 
and  a  substantial  timber  railing  shall  be  built  where  the  embankments 
are  two  feet  or  more  in  height,  the  general  layout  to  be  followed  being 
substantially  as  shown  upon  a  general  plan  submitted  in  this  proceeding 
and  on  flle  in  this  office,  said  plan  being  entitled  **  ESimination  of  grade 
crossings,  Horseshoe  Lake  and  Old  State  roads,  town  of  Stafford  (Batavia), 
elated  August  22,  1907,  issue  No.  2,  Revised  October  19,  1908." 
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[Case  No.  437]  State  of  New  York, 

PxjBLio  Service  Commission,  Sscoin)  District. 

At  a  flession  of  the  Public  Sendee  Commission,  Second 
District,    held   at  the    Capitol,   Albany,   on   the    Ist 
day  of  December,   1908. 
Present : 

Frank  W.  Stevens,  Chairman, 
Thomas  M.  Osborne, 
Martin  S.  Decker^ 
James  E.  Sague, 
John  B.  Olmsted, 

Commissioners. 

In  the  matter  of  the  Application  of  the  Town  Board 
OF  THE  Town  of  Caneadea  as  to  the  closing  and 
discontinuance  of  the  River  Road  and  Mill  Road  grade 
crossings  of  the  Western  New  York  and  Pennsyl- 
vania railway  and  the  construction  of  an  overhead 
bridge,  section  62,  Railroad  Law. 

The  petitioner  in  this  proceeding  having  filed  with  tliis  Commission  a  copy 
of  resolution  of  the  town  board  of  Caneadea  under  date  of  November  17, 
1908,  certified  to  by  C.  B.  Franklin,  town  clerk,  reading  as  follows:  "At  a 
meeting  of  the  town  board  of  Caneadea  it  was  decided  to  postpone  indefi- 
nitely the  elimination  of  the  two  grade  crossings  in  this  town  now  under 
consideration'*; 

Ordered:    That  the  case  be  closed  on  the  records  of  the  Commission. 


[Case  No.  172]  State  of  New  York, 

Public  Service  Commission,  Second  District. 

At  a  session  of  the  Public  Service  Commission,  Second 
District,  held  at  the  Capitol,  Albany,  on  the  2d  day 
of  December,  1908. 
Present : 

t^RANK  W.  Stevens,  Chairman, 
Thomas  M.  Osborne, 
Martin  S.  Decker, 
James  E.  Sague, 
John  B.  Olmsted, 

Commissioners. 

In  the  matter  of  the  Petition  of  the  Town  Board  of 
the  Town  of  Brighton,  Monroe  county,  under  section 
62  of  the  Railroad  Law,  as  to  changing  the  Clover 
Street  extension  highway  grade  crossing  of  the  New 
York  Central  and  Hudson  River  railroad  in  said  town 
to  an  overhead  bridge  crossing  of  the  railroad. 

After  due  deliberation,  it  is 

Ordered:  That  upon  the  opinion  of  Ledyard  P.  Hale,  Counsel  for  this 
Commission,  and  all  the  papers  and  proceedings  in  this  case,  the  petition 
herein  is  hereby  denied  and  the  proceeding  dismissed  on  the  ground  that 
the  same  should  have  been  brought  under  section  61  of  the  Railroad  Law. 

9 
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[Case  No.  480]  State  of  New  Yobk, 

Public  Sebyiob  Commission,  Second  Distbict. 

At  a  sefifilan  of  the  Public  Service  Commission,  Second 
District,  held  at  the  Capitol,  Albany,  on  the  7th  day 
of  December,  1908. 
Present : 

Fbank  W.  Stevens,  Chairman, 

Thomas  M.  Osbobne, 

Mabtin  S.  Deckeb, 

James  £.  Sague, 

John  B.  Olmsted, 

Commissioners. 
In  the  matter  of  the  Petition  of  the  Genesee  Riveb 

Railboad  Company  for  modification  of  an  order  of  the 

Board  of  Railroad  Commissioners  of  the  State  of  New 

York  dated  Oct.  10,  1906,  determining  the  manner  in 

which    said   company's    railroad    shall   cross   streets, 

avenues,  and  highways   in  Livingston  and  Allegany 

counties. 

The  petitioner  in  the  above  proceedings  having  at  the  hearing  held  herein 
on  the  6th  day  of  November,  1908,  agreed  that  in  case  of  favorable  action 
upon  the  petition  by  this  Commission,  permitting  it  to  construct  an  under- 
grade crossing  or  subway  where  its  railroad  crosses  the  highway  leading  from 
Cuba  to  Belfast,  it  would  install  a  sheet-iron  or  other  suitable  and  adequate 
covering  to  protect  the  roadway  from  the  droppings  of  trains,  and  maintain 
the  drainage  of  the  subway  and  the  drainage  system  for  one  yeai*  after  the 
completion  of  construction  of  said  subway,  and  if  by  such  test  the  said  drain- 
age system  was  found  to  be  insufficient  to  carry  off  the  water  from  the  sub- 
way, it  would  reconstruct  the  said  drainage  system  so  as  to  make  it  sufficient 
and  adequate;  and  having  filed  with  this  Commission  a  stipulation  to  said 
effect;  now,  upon  the  aforesaid  petition,  the  evidence  at  the  hearing  and  sai'l 
stipulation,  and  after  due  deliberation,  it  is 

Ordered:  That  the  order  of  the  Board  of  Railroad  Commissioners  of  the 
State  of  New  York  made  under  date  of  October  10,  1906,  directing  that  the 
highway  in  the  town  of  Cuba  leading  from  Cuba  to  Belfast  near  station  1628 
plus  1  be  carried  over  the  grade  of  the  railroad,  be  and  hereby  is  modified  so 
as  to  read  as  follows: 

31.  (Exhibit  AD.)  Town  of  Cuba:  Highway  from  Cuba  to  Belfast' near 
station  1628  plus  1  of  the  filed  center  line  of  Genesee  River  Railroad. 

The  highway  shall  b^  carried  under  said  railroad  by  an  undergrade  crossing 
with  a  clear  width  of  30  feet,  having  a  roadway  of  24  feet  in  width  and  a 
sidewalk  on  one  side  6  feet  in  width,  and  a  vertical  clearance  above  the  crown 
of  the  highway,  under  the  bridge  structure,  of  12  feet,  substantially  as  shown 
on  a  plan  offered  in  evidence  on  the  hearing  herein  and  filed  with  this  Com- 
mission, marked  Exhibit  No.  1,  which  plan  is  dated  July  30,  1907,  corrected 
September  6,  1907,  revised  May,  1908. 
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[Case  No.  6fi2]  State  of  New  Yobk, 

PuBUO  Service  Ck)MMissioN,  Second  District. 

At  a  session  of  the  Public  Service  Commission,  Second 
District,   held  at  the   Capitol,   Albany,  on   the   8th 
day  of  December,  1908. 
Present: 
Frank  W.  Stevens,  Chairman, 
Thomas  M.  Osborne, 
Martin  S.  Decker, 
James  £.  Sagub, 
John  B.  Olmsted, 

Commissionen. 

In  the  matter  of  the  Petition  of  The  Buffalo  Southern 

Railway  Company,  under  section  68  of  the  Railroad 

Law,  as  to  petitioner's  railroad  crossing  the  railroad 

of  the  Western  New  York  and  Pennsylvania  Railroad 

Company   and   Pennsylvania   Railroad    Company    in 

Seneca    street    in   the   town   of   West   Seneca,   Erie 

county. 

The  Buffalo  Southern  Railway  Company  having  on  November  20,  1908, 
filed  with  this  Commission  its  petition,  under  section  68  of  the  Railroad  Law, 
for  an  order  determining  whether  petitioner's  street  surface  railroad  shall 
cross  the  steam  railroad  of  the  Western  New  York  and  Pennsylvania  Railway 
Company  and  Pennsylvania  Railroad  Company  in  Seneca  street  in  the  town 
of  West  Seneca,  Erie  county,  above,  below,  or  at  grade  of  said  steam  railroad, 
and  determining  the  proportion  of  expense  of  such  crossing  to  be  paid  by 
each  railroad;  and  a  hearing  on  said  petition  having  been  held  by  Commis- 
sioners Stevens  and  Olmsted  of  this  Commission  in  the  city  of  Buffalo  on 
November  27,  1908,  Moot,  Sprague,  Brownell  d  Marcy  appearing  for  the  pe- 
titioner; WiUiam  J.  Evcma  appearing  for  the  town  of  West  Seneca;  and 
Frank  Rumsey  appearing  for  the  Western  New  York  and  Pennsylvania  Rail- 
way Company  and  the  Pennsylvania  Railroad  Company;  now,  upon  the  afore- 
said petition  and  accompanying  papers  and  evidence  at  the  hearing,  and  after 
due  deliberation,  it  is 

Ordered:  1.  That  imder  and  pursuant  to  section  68  of  the  Railroad  Law 
the  street  surface  railroad  of  The  Buffalo  Southern  Railway  Company  shall 
cross  the  steam  railroad  of  the  Western  New  York  and  Pennsylvania  Railway 
Company  and  the  Pennsylvania  Railroad  Company  in  Seneca  street  in  the 
town  of  West  Seneca,  Erie  county,  above  the  grade  of  the  said  steam  railroad. 

Ordered:  2.  That  The  Buffalo  Southern  Railway  Company  be  and  it  is 
hereby  authorized  and  permitted  te  lay,  maintain,  and  operate  ite  street  sur- 
face railroad  across  the  present  wooden  highway  bridge  carrying  Seneca 
street  over  the  steam  railroad  of  the  Western  New  York  and  Pennsylvania 
Railway  Company  and  the  Pennsylvania  Railroad  Company,  until  said  bridge 
shall  be  rebuilt  or  superseded  by  a  new  structure:  upon  the  express  condition, 
however,  that  The  Buffalo  Southern  Railway  Company  shall  not  operate  cars 
over  said  wooden  bridge  which  shall  impose  thereon  a  greater  weight,  including 
both  car  and  load,  than  sixteen  tons,  said  load  to  be  distributed  on  two  trucks, 
distance  between  truck  axles  being  not  less  than  four  feet  and  distance  between 
truck  centers  being  not  less  than  nineteen  feet. 

Ordered:  3.  That  the  expense  of  such  crossing  shall  be  borne  as  follows: 
Such  work  as  should  be  done  to  put  said  wooden  bridge  in  proper  condition 
to  carry  the  load  herein  authorized  shall  be  done  by  the  said  The  Buffalo 
Southern  Railway  Company  at  its  own  expense,  and  in  a  manner  satisfactory 
to  the  Pennsylvania  Railroad  Company;  provided  that  such  strengthening  or 
rebuilding  as  may  be  deemed  nec^sary  at  any  future  time  by  the  Pennsyl- 
vania Railroad  Company  shall  be  done  solely  at  the  cost  and  expense  of  the 
Pennsylvania  Railroad  Company  to  such  extent  and  as  required  by  the  fran- 
chise granted  to  said  Pennsylvania  Railroad  Company  by  the  town  of  West 
Seneca. 
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Ordered:  4.  That  the  matter  of  providing  for  a  permanent  crossing  by 
The  Buffalo  Southern  Railway  Company  above  the  grade  of  the  tracks  of  the 
steam  railroad  upon  the  rebuilding  of  the  present  wooden  bridge,  shall  be  left 
open  for  determination  by  this  Commission  at  the  time  of  the  construction  of 
the  new  and  permanent  bridge. 


[Case  No.  583]  State  of  New  Yobk, 

Public  Service  Commission,  Second  District. 

At  a  session  of  the  Public  Service  Commission,  Second 
District,    held    at   the   Capitol,   Albany,   on   the   8th 
day  of  December,  1908. 
Present : 

Frank  W.  Stevens,  Chairman, 
Thomas  M.  Osborne, 
Martin  S.  Decker, 
James  E.  Saoue, 
John  B.  Olmsted, 

Commissioners. 

In  the  matter  of  the  Petition  of  The  Butfalo  Southern 
Railway  Company,  under  section  68  of  the  Railroad 
Law,  as  to  petitioner's  railroad  crossing  The  Terminal 
Railway  of  Buffalo  in  Seneca  street  in  the  town  of 
West  Seneca,  Erie  county. 

The  Buffalo  Southern  Railway  Company  having  on  November  20,  1908, 
filed  with  this  Commission  its  petition,  under  section  68  of  the  Railroad  Law, 
for  an  order  determining  whether  petitioner's  street  surface  railroad  shall 
cross  the  steam  railroad  of  the  Terminal  railway  company  of  Buffalo  in 
Seneca  street  in  the  town  of  West  Seneca,  Erie  county,  above,  below,  or  at 
grade  of  said  steam  railroad,  and  determining  the  proportion  of  expense  of 
Buch  crossing  to  be  paid  by  each  of  said  railroads;  and  a  hearing  on  said  pe- 
tition having  been  held  by  Commissioners  Stevens  and  Olmsted  of  this  Com- 
mission in  the  city  of  Buffalo  on  November  27,  1908,  Moot,  Sprague,  Brovonell 
d  Marcy  appearing  for  petitioner;  William  J.  Evans  appearing  for  the  town 
of  West  Seneca;  and  Hoyt  d  Spratt  appearing  for  The  Terminal  Railway  of 
Buffalo;  now,  upon  the  aforesaid  petition  and  accompanying  papers  and  evi- 
dence at  the  hearing,  and  after  due  deliberation,  it  is 

Ordered:  L  That  under  and  pursuant  to  section  68  of  the  Railroad  Law 
the  street  surface  railroad  of  The  Buffalo  Southern  Railway  Company  shall 
cross  the  steam  railroad  of  The  Terminal  Railway  of  Buffalo  in  Seneca  street 
in  the  town  of  West  Seneca,  Erie  county,  above  the  grade  of  said  steam 
railroad. 

Ordered:  2.  That  the  said  The  Buffalo  Southern  Railway  Company  be  and 
it  IB  hereby  authorized  and  permitted,  upon  the  comj^etion  of  the  work  for  the 
alteration  and  strengthening  of  the  highway  bridge  now  existing  over  and 
across  the  tracks  of  the  said  Terminal  railway  in  said  highway,  as  provided 
for  in  the  plans  agreed  upon  by  the  engineers  of  said  The  Buffalo  Southern 
Railway  Company  and  said  the  Terminal  railway  company  of  Buffalo,  and 
submitted  to  this  Commission,  to  lay.  maintain,  and  operate  its  street  surface 
railroad  across  the  said  present  highway  bridge  carrying  Seneca  street  over 
the  steam  railroad  of  The  Terminal  Railway  of  Buffalo. 

Ordered:  3.  That  the  permission  given  by  number  two  of  this  order  is 
upon  the  following  express  conditions:  (a)  Until  the  rebuilding  of  the  exist- 
ing wooden  highway  bridge  in  said  Seneca  street  over  the  tracks  of  the 
Western  New  York  and  Pennsylvania  railroad,  no  car  shall  be  operated  by 
the  said  The  Buffalo  Southern  Railway  Company  over  the  said  highway 
brid^  over  the  tracks  of  the  Terminal  railway  with  a  greater  weight,  in- 
dvdmg  both  car  and  load,  than  sixteen  tons,  said  load  being  distributed  on 
two  trucks,  distance  between  the  truck  axles  being  not  less  than  four  feet  and 
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distance  between  truck  centers  being  not  less  than  nineteen  feet;  (6)  that 
after  the  rebuilding  of  the  said  wooden  highway  bridge  over  the  tracks  of  the 
Western  New  York  and  Pennsylvania  railroad,  the  said  The  Buffalo  Southern 
Railway  Company  shall  not  in  any  event  operate  cars  over  said  bridge  across 
the  tracks  of  the  Terminal  railway  oompany  which  shall  impose  thereon  a 
greater  weight,  including  botii  car  and  load,  than  twsnty-four  tons,  said 
weight  to  be  distributed  on  two  trucks,  distance  between  truck  axles  being 
not  less  than  four  and  one-^half  feet  and  distance  between  truck  centers  being 
not  less  than  nineteen  and  one-half  feet. 

Ordered:  4.  That  the  expense  of  said  crossing  shall  be  borne  in  accord- 
ance with  the  terms  of  the  contract  between  The  Buffalo  Southern  Railway 
Company  and  the  Terminal  railway  company  of  Buffalo. 

Ordered:  6.  That  the  matter  of  providing  for  the  permanent  crossing  by 
The  Buffalo  Southern  Railway  Company  above  the  grade  of  the  Terminal 
railway  upon  the  rebuilding  of  the  present  bridge,  shall  be  left  for  the 
determination  of  this  Commission  at  the  time  of  the  construction  of  the  new 
and  permanent  bridge. 

[Ca«e  No.  102]  State  of  New  York, 

PuBUC  Service  Commission,  Second  District. 

At  a  seasion  of  the  Public  Service  Commission,  Second 
District,  beld  at  the  Capitol,  Albany,  on  the  9th  day 
of  December,  1908. 
Present : 
Frank  W.  Stevens,  Chairman, 
Thomas  M.  Osborne, 
Martin  S.  Decker, 
James  E.  Sague, 
John  B.  Olmsted, 

Commissioners. 

In  the  matter  of  Applications  for  the  elimination  of 
grade  crossings  in  the  village  of  Ossining. 

Wherects,  There  are  now  pending,  or  will  come  before  this  Commission,  appli- 
cations for  the  elimination  of  grade  crossings  on  the  Hudson  and  Harlem 
divisions  of  the  New  York  Central  and  Hudson  River  railroad  within  the  so 
called  electric  zone,  at  the  following  places: 

Harlem  Division:    Bronxville,  S(».rsdale,  Hartedale,  White  Plains; 

Hudson  Division:    Yonkers,  Hastings,  Irvington,  Tarrytown,  Ossining;  and 

Whereas^  A  personal  inspection  b^  the  Conmiission  has  shown  that  in  many 
of  such  eliminations  the  only  practicable  way  of  accomplishing  the  same  is  by 
carrying  the  highway  over  the  railroad  upon  a  bridge  or  viaduct;  that  in 
some  of  such  eliminations  it  is  desirable  in  order  to  avoid  heavy  grades  to 
have  tiie  vertical  clearance  as  little  as  may  be ;  that  the  expense  will  be  very 
largely  increased  by  such  clearances  being  made  twenty-one  feet  or  more;  and 

Whereas,  This  Commission  has  at  all  times  been  opposed  to  vertical  clear- 
ances which  would  endanger  trainmen  required  to  be  upon  the  tops  of  cars, 
but  is  now  advised  that  under  the  conditions  prevailing  in  said  electric  zone 
it  may  be  possible  to  have  vertical  clearances  less  than  twenty-one  feet  without 
adding  appreciably  to  the  existing  and  unavoidable  danger ;  and 

Whereas,  It  appears  to  be  desirable  to  have  a  general  hearing  upon  the 
subject  of  vertical  clearances  before  determining  any  of  the  above  recited  ap- 
plications ; 

Resolved,  That  a  general  hearing  be  had  at  the  hearing  room  in  the  Engi- 
neering Societies  Building,  No.  29  West  Thirty-ninth  street,  in  the  city  of  New 
York,  on  the  18th  day  of  January,  1909,  at  10  o'clock  in  the  forenoon,  for 
the  consideration  of  the  subject  of  vertical  clearances  in  all  of  the  aforesaid 
cases;  that  the  said  railroad  company,  the  municipal  authorities  in  the  several 
towns  and  villages,  the  citizens  generally,  the  Brotherhood  of  Railroad  Train- 
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men,  and  all  othere  interested,  be  requested  to  appear  at  said  hearing  and 
give  such  evidence  and  make  sueh  suggestions  as  they  deem  pertinent; 

That  a  copy  of  this  resolution  be  served  upon  the  railroad  company,  which 
is  hereby  requested  to'give  full  and  complete  evidence  regarding  the  actual 
handling  of  freight  trains  within  the  territory  named,  so  far  as  relates  to 
the  actual  or  reqiiired  presence  of  trainmen  and  brakemen  on  the  tope  of  cars; 

That  copies  of  this  resolution  be  forwarded  to  the  local  authoriti^,  and 
offered  to  the  local  press  for  publicaticm;  and  that  the  Brotherhood  of  Rail- 
road Trainmen  be  requested  to  have  representatives  present  at  said  hearing. 


APPENDIX  G. 


In  the  Matter  of  Repaeatiox  for  Excess  Charges  by 
Railroad  Corporations. 
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{Cas€  No.  462]  State  of  New  York, 

PuBUc  Service  Commission,  Second  District. 

At  a  session  of  the  Public  Service  Commission,  Second 
District,  held  at  the  Capitol,  Albany,  on  the  1  at  day 
of  September,  1908. 

Present: 

I-'RANK  W.  Stevens,  Chairman, 

Martin  S.  Decker, 

James  E.  Sague, 

John  B.  Olmsted, 

Commissioners. 
W .  P.  Hamilton,  Complainant,  against  Erie  Railroad  Authority  to 

Company,  Defendant.  refund  $17.30. 

Upon  a  shipment  made  on  October  5,  1907,  of  one  carload  of  manure  over 
the  Erie  railroad  from  Monroe  to  Sterlington  within  this  State,  the  defendant, 
Erie  Railroad  Company,  exacted  from  complainant,  W.  P.  Hamilton,  for  the 
transportation  of  said  carload  of  manure  the  sum  of  $29.30,  the  same  being 
four  cents  per  hundred  pounds  upon  a  weight  of  73,240  pounds.  Such  rate  of 
four  cents  per  hundred  pounds  was  in  effect  under  defendant's  tariff  P.  S.  C, 
2  N.  Y.,  No.  750,  filed  with  this  Commission  September  27,  1907.  Prior  to 
July  1,  1907,  shipments  of  manure  moved  over  defendant's  line  from  Monroe 
to  Sterlington  at  the  rate  of  $12.00  per  car.  Effective  December  9,  1907,  the 
said  rate  of  $12.00  per  car  was  again  put  in  force  by  defend&nt,  and  on 
January  9,  1908,  said  rate  was  superseded  in  defendant's  tariffs  by  a  rate 
of  thirty  cent«  per  net  ton  on  a  minimum  carload  of  forty  tons.  Complainant 
claims,  and  defendant  admits,  that  the  rate  of  four  cents  per  hundred  pounds 
was  excessive,  and  defendant  further  admits  that  the  rate  of  thirty  cents  per 
net  ton  on  minimum  carload  of  forty  tons  which  was  made  effective  January 
9,  1908,  and  is  equal  on  a  minimum  carload  to  the  rate  of  $12.00  per  car 
put  in  effect  December  9,  1907,  would  be  a  just  and  reasonable  charge  applied 
to  the  shipment  in  question.  It  appearing  to  the  Commission  that  reparation 
to  the  extent  of  the  difference  between  $29.30,  the  amount  collected  upon  aaid 
shipment,  and  $12.00,  the  sum  produced  by  a  rate  of  thirty  cents  per  net  ton 
upon  a  minimum  carload  of  forty  tons,  that  is  to  say  $17.30,  should  be  allowed 
to  complainant  upon  the  said  shipment;  it  is 

Ordered:  That  the  complainant,  W.  P.  Hamilton,  is  entitled  to  recover  from 
the  defendant,  Erie  Railroad  Company,  the  sum  of  $17.30  as  reparation  for 
and  on  account  of  exaction  by  defendant  of  said  unjust  and  unreasonable 
charge  of  $29.30  for  transportation  of  the  shipment  aforesaid. 

[265] 
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[Case  No.  479]  State  of  New  York, 

PuBUC  Sebvice  Commission,  Second  Distric?t. 
At  a  session  of  the  Public  Service  Commission,  Second 
District,  held  at  the  Capitol,  Albany,  on  the  17th  day 
of  September,  1908. 
Present: 
Frank  W.  Stevens,  Chairman, 
Thomas  M.  Osborne, 
Martin  S.  Decker, 
Ja^ies  E.  Sague, 
John  B.  Olmsted, 

Commissioners. 
Washburn-Crosby     Company,     Complainant,     against  Authority  to 

Pennsylvania  Kailroad  Company,  Defendant.  refund  $5.36. 

Upon  a  shipment  made  on  July  22,  1908,  of  one  carload  of  flour  and 
feed  over  the  Pennsylvania  railroad  from  Buffalo  to  Franklinville  within 
this  State,  the  defendant,  Pennsylvania  Railroad  Company,  exacted  from 
complainant,  Washburn-Crosby  Company,  for  the  transportation  of  said  car- 
load of  flour  and  feed  the  sum  of  $40.14,  the  same  being  seven  and  one-half 
cents  per  hundred  pounds  upon  a  weight  of  53,528  pounds.  Such  rate  of 
seven  and  one-half  cents  per  hundred  pounds  was  in  effect  under  defendant's 
tariff  S.  S.,  P.  S.  C,  2  N.  Y.,  No.  401,  filed  with  this  Commission  June  1, 
1908.  On  the  date  on  which  the  shipment  moved,  defendant  had  in  effect 
a  rate  of  six  and  one-half  cents  per  hundred  pounds  on  grain  products  between 
Buffalo.  N.  Y.,  and  Clean,  N.  Y.,  Franklinville  being  intermediate  between 
said  points.  On  August  19,  1908,  defendant  filed  Supplement  No.  17  to  S.  S., 
P.  S.  C,  2  N.  Y.,  No.  179,  effective  September  20,  1908,  superseding  the  said 
rate  of  seven  and  one-half  cents  between  Buffalo  and  I'Vanklinville  by  a 
rate  of  six  and  one-half  cents  per  hundred  pounds.  Complainant  claims,  and 
defendant  admits,  that  the  rate  of  seven  and  one-half  cents  per  hundred 
pounds  was  excessive,  and  defendant  further  admits  that  the  rate  of  six 
and  one-half  cents  per  hundred  pounds  which  is  to  become  effective  September 
20,  1908,  would  be  a  just  and  reasonable  charge  applied  to  the  shipment  in 
ouestion.  It  appearing  to  the  Commission  that  reparation  to  the  extent  of 
nie  difference  between  $40.14,  the  amount  collected  upon  said  shipment,  and 
$34.79,  the  sum  produced  by  a  rate  of  six  and  one-half  cents  per  hundred 
pounds,  that  is  to  say,  $5.35,  should  be  allowed  to  complainant  upon  the  said 
shipment;  it  is 

Ordered:  That  the  complainant,  Washburn-Crosby  Company,  is  entitled  to 
recover  from  the  defendant,  Pennsylvania  Railroad  Company,  the  sum  of 
$5.35,  as  reparation  for  and  on  account  of  exaction  by  defendant  of  said 
unjust  and  unreasonable  charge  of  $40.14  for  transportation  of  the  ship- 
ment aforesaid. 


[Case  No.  502]  State  of  New  York, 

PuBiJC  Service  Commission,  Second  District. 

At  a  session  of  the  Public  Service  Commission,  Second 
District,  held  at  the  Capitol,  Albany,  on  the  29th  day 
of  September,  1908. 
Present: 
Frank  W.  Stevens,  Chairman, 
Thomas  M.  Osborne, 
Martin  S.  Decker, 
J\mes  E.  Sague, 
John  B.  Olmsted, 

Commissioners. 

James   Averill,   jr.,    Complainant,   against    Rutland  Authority  to 

Kailroad  Company,  Defendant.  refund  $98.46. 

Upon  a  shipment  made  on  December  6,  1907,  of  ten  carloads  of  anthracite 
coal  over  the  Rutland  railroad  from  Rouse  Point  to  Champlain  within  this 
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State,  the  defendant,  Rutland  Railroad  Company,  exacted  from  complainant, 
James  Averill,  jr.,  for  the  transportation  of  said  carloads  of  anthracite  coal 
the  sum  of  $190.77,  the  same  being  at  the  rate  of  sixty  cents  per  gross  ton 
upon  an  aggregate  carload  weight  of  734,400  pounds.  Such  rate  of  sixty 
cents  per  gross  ton  \ias  in  effect  under  defendant's  tariff  P.  S.  C,  2  N.  Y., 
No.  (M9  (New  York  Central  and  Hudson  River  Railroad  Company  issue), 
filed  with  this  Commission  October  1,  1907.  Prior  to  August  23,  1906, 
shipments  of  anthracite  coal  moved  over  the  Rutland  railroad  from  Rouse 
Point  to  Charaplain  at  the  rate  of  twenty-five  cents  per  gross  ton,  which 
rate  was  canceled  on  said  date,  and  complainant  up  to  the  time  of  said 
shipment  had  no  knowledge  of  such  cancellation.  Effective  April  14,  1908, 
defendant  established  a  rate  of  thirty  cents  per  gross  ton  on  the  same 
commodity  received  via  water  at  Rouse  Point  to  Champlain,  marked  capacity 
of  cars  to  govern  minimum  carload  weights,  as  appears  in  defendant's  tariff 
P.  S.  C,  2  N.  Y.,  No.  C-57  (New  York  Central  and  Hudson  River  Railroad 
Company  issue).  Complainant  claims,  and  defendant  admits,  that  the  rate 
of  sixty  cents  per  gross  ton  was  excessive,  and  defendant  further  admits 
that  the  rate  of  thirty  cents  per  gross  ton,  marked  capacity  of  cars  to 
govern  minimum  carload  weights,  which  was  made  effective  April  14,  1908, 
would  be  a  just  and  reasonable  charge  applied  to  the  shipment  in  (question. 
It  appearing  to  the  Commission  that  reparation  to  the  extent  of  the  difference 
between  $196.77,  the  amount  collected  upon  said  shipment,  and  $98.32,  the 
sum  produced  by  the  rate  of  thirty  cents  per  gross  ton  upon  an  aggregate 
weight  of  734,400  pounds,  that  is  to  say  $98.45,  should  be  allowed  to 
complainant  upon  the  said  shipment;  it  is 

Ordered:  That  the  complainant,  James  Averill,  jr.,  is  entitled  to  recover 
from  the  defendant,  Rutland  Railroad  Company,  the  sum  of  $98.45  as 
reparation  for  and  on  account  of  exaction  by  defendant  of  said  unjust 
and  unreasonable  charge  of  $196.77  for  transportation  of  the  shipment  afore- 
aaid. 


[Case  No.  503]  State  of  New  York, 

Public  Service  Commission,  Second  District. 

At  a  session  of  the  Public  Service  Commission,  Second 
District,   held  at  the   Capitol,  Albany,  on  the  29th 
day  of  September,  1908. 
Present : 
Frank  W.  Stkvfins,  Chairman, 
TiioMAB  M.  Osborne, 
Martin  S.  Decker, 
James  E.  Sague, 
John  B.  Olmsted, 

Commissioners. 

Charles  Wakeman,   Complainant,  against  The  New  Authority  to 

York  Central  and  Hudson  River  Railroad  Com-  refund  $56.10. 

PANT,  Defendant. 

Upon  shipments  made  on  February  25  and  26,  1908,  of  two  carloads  of 
scrap  borings  (iron  or  steel  borings  or  turnings)  over  the  New  York  Central 
and  Hudson  River  railroad  from  Watertown  to  Brownville  within  this  State, 
the  defendant.  The  New  York  Central  and  Hudson  River  Railroad  Company, 
charged  complainant,  Charles  Wakeman,  for  the  transportation  of  said  car- 
loads of  scrap  borings  the  sum  of  $71.40,  the  same  being  at  the  rate  of 
$1.40  per  gross  ton  upon  an  aggregate  weight  of  114,240  pounds.  Such 
rate  was  charged  in  accordance  with  fifth-class  rate  as  specified  in  Official 
Classification  No.  31  for  "borings,  iron  or  steel,"  filed  with  this  Commission 
on  Norember  30,  1907.  On  the  dates  on  which  said  shipments  moved,  defend- 
ant had  in  effect  between  the  points  mentioned  a  commodity  rate  of  thirty 
cents  per  gross  ton  on  carload  shipments  of  "  scrap  iron,"  minimum  weight 
twenty  gross  tons,  under  tariff  filed  with  this  Commission  on  January  21, 
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1908,  as  P.  S.  C,  2  N.  Y.,  No.  3217.  The  complaint  involved  the  use  and 
meaning  of  the  commercial  term  "  scrap  iron ".  Defendant  admits  that  iron 
or  steel  borings  are  used  only  for  re-melting  purposes  the  same  as  ordinary 
scrap  iron.  Subsequent  to  dates  of  shipments,  defendant  revised  its  tariffs, 
(Laming  rates  on  scrap  iron  so  as  to  include  therein  iron  or  steel  borings  and 
turnings,  and  on  May  14,  1908,  said  rate  of  $1.40  per  gross  ton  in  defendant's 
tariffs  was  superseded  by  a  rate  of  thirty  cents  per  gross  ton  on  minimum 
earlood  weight  of  twenty  gross  tons  as  appears  in  defendant's  tariff  P.  S.  C, 
2  N.  Y.,  No.  3730,  filed  with  the  Commission  April  13,  1908.  Complainant 
rlaims,  and  defendant  admits,  that  the  rate  of  $1.40  per  gross  ton  was  ex- 
tessive,  and  defendant  further  admits  that  the  rate  of  thirty  cents  per  gross 
ton  on  minimum  carload  weight  of  twenty  gross  tons,  which  was  made 
effective  on  May  14,  1908,  would  be  a  just  and  reasonable  charge  applied  to 
the  shipment  in  question.  It  appearing  to  the  Commission  that  reparation  to 
the  extent  of  the  difference  between  $71.40,  the  sum  charged  upon  said  ship- 
ment, and  $15.30,  the  sum  produced  by  a  rate  of  thirty  cents  per  gross  ton 
upon  an  aggregate  weight  of  114,240  pounds,  that  is  to  say,  $56.10,  should  be 
allowed  to  complainant  upon  said  shipment;  it  is 

Ordered:  That  the  complainant,  Charles  Wakeman,  is  entitled  to  have  the 
sum  of  $56.10  deducted  from  said  imjust  and  unreasonable  charge  of  $71.40 
imposed  by  defendant  for  transportation  of  the  shipment  aforesaid. 


[Case  No.  504]  State  of  New  York, 

PuBuc  Service  Commission,  Second  District. 

At  a  session  of  the  Public  Service  Commission,  Second 
District,  held  at  tlie  -Capitol,  Albany,  on  the  29th  day 
of  September,  1908. 
Present:  ■ 

Frank  W.  Stevens,  Chairman, 
Thomas  M.  Osborne, 
Martin  S.  Decker, 
James  E.  Sague, 
John  B.  Olmsted, 

Commissioners. 

Benjamin    Iron    and    Steei.    Company,    Complainant,  Authority  to 

against  The  Delaware,  Lackawanna  and  Western  refund  $21.84. 

Railroad  Company,  Defendant. 

Upon  a  shipment  made  on  January  31,  1908,  of  one  carload  of  mill  cinders 
over  the  Delaware,  Lackawanna  and  Western  railroad  from  Depcw  to  Buffalo 
within  this  State,  the  defendant.  The  Delaware,  Lackawanna  and  Western 
Railroad  Company,  exacted  from  complainant,  Benjamin  Iron  and  Steel  Com- 
pany, for  the  transportation  of  said  carload  of  mill  cinders,  the  sum  of  $35.38, 
the  same  being  at  the  rate  of  three  and  one-half  cents  per  hundred  pounds 
upon  a  carload  weight  of  101,100  pounds.  Such  rate  of  three  and  one-half 
cents  per  hundred  pounds  was  in  effect  under  defendant's  tariff  Supplement 
No.  4  to  P.  S.  C,  2  N.  Y.,  No.  1,  filed  with  this  Commission  December  17, 
1907.  Effective  January  19,  1908,  defendant  established  a  rate  of  thirty  cents 
per  gross  ton  on  the  same  commodity,  minimum  carload  weight  of  25  gross 
tons  from  Buffalo  to  Depew,  which  would  not  apply  in  the  opposite  direction 
from  Depew  to  Buffalo,  as  appears  by  defendant's  tariff  Supplement  No.  1  to 
P.  S.  C,  2  N.  Y.,  No.  205.  Effective  March  16,  1908,  defendant  established  a 
rate  of  thirty  cents  per  gross  ton  on  same  commodity,  minimum  carload 
weight  of  25  gross  tons,  between  Buffalo  and  Depew,  as  appears  by  defend- 
ant's tariff  Supplement  No.  2  to  P.  S.  C,  2  N.  Y.,  No.  205,  which  rate 
applies  on  shipments  in  both  directions  to  and  from  said  points.  Complainant 
claims,  and  defendant  admits,  that  the  rate  of  three  and  one-half  cents  per 
hundred  pounds  was  excessive,  and  defendant  further  admits  that  the  rate 
of  thirty  cents  per  gross  ton  on  minimum  carload  weight  of  25  gross  tons 
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which  was  made  effective  March  16,  1908,  between  said  points  would  be  a 
just  and  reasonable  charge  applied  to  the  shipment  in  question.  It  appearing 
to  the  Commission  that  reparation  to  the  extent  of  the  difference  between 
$35.38,  the  amount  collected  upon  said  shipment,  and  $13.54,  the  sum  pro- 
duced by  a  rate  of  thirty  cents  per  gross  ton  upon  a  carload  weight  of 
101,100  pounds,  that  is  to  say,  $21.84,  should  be  allowed  to  complainant  upon 
the  said  shipment;   it  is 

Ordered:  That  the  complainant,  Benjamin  Iron  and  Steel  Company,  is  en- 
titled to  recover  from  the  defendant,  The  Delaware,  Lackawanna  and  Western 
Railroad  Company,  the  sum  of  $21.84  as  reparation  for  and  on  accoimt  of 
exaction  by  defendant  of  said  unjust  and  unreasonable  charge  of  $35.38  for 
transportation  of  the  shipment  aforesaid. 


[Case  No.  533]  State  of  New  York, 

Public  Service  Commission,  Second  District. 

At  a  session  of  the  Public  Service  Commission,  Second 
District,  held  at  the  Capitol,  Albany,  on  the  20th  day 
of  October,  1908. 

Present: 

Frank  W.  Stevens,  Chairman, 

Thomas  M.  Osborne, 

Martin  S.  Decker, 

James  E.  Sague, 

John  B.  Olmsted, 

Commissioners. 
Michael    Loxtdis,    Complainant,    against    Boston    and  Authority  to 

Maine  Railroad  and  The  Delaware  and  Hudson  refund  $32.00. 

Company,  Defenxiants. 

Upon  a  shipment  made  on  July  20,  1908,  of  one  merry-gjo-round,  over  the 
Boston  and  Maine  railroad  from  Schuylerville  to  Mechanicville,  and  over  The 
Delaware  and  Hudson  Company's  railroad  from  Mechanicville  to  Corinth 
within  this  State,  the  defendants,  Boston  and  Maine  Railroad,  and  The  Dela- 
ware and  Hudson  Company,  exacted  from  complainant,  Michael  Loudis,  for 
the  transportation  of  said  merry-go-round  tlie  sum  of  $60.80,  the  same  being 
at  the  rate  of  thirty-eight  cents  per  100  pounds  upon  an  aggregate  weight  of 
16,000  pounds.  Such  rate  of  thirty-eight  cents  per  100  pounds  was  ofiirged 
in  accordance  with  third-class  rate  shown  in  Supplement  No.  9  to  Boston  and 
Maine  Railroad  joint  tariff  P.  S.  C,  2  N.  Y.,  No.  20,  which  supplement  was 
filed  with  the  Commission  May  15,  1908,  effective  June  16,  1908.  The  tariff 
itself,  P.  S.  C,  2  N.  Y.,  No.  20,  named  a  third-class  rate  of  eighteen  cents 
per  100  pounds.  It  was  not  intended  by  defendants  that  this  third-class  rate  of 
eighteen  cents  per  100  pounds  should  be  altered  in  said  supplement,  the 
change  being  due  to  clerical  error.  Effective  September  14,  1908,  defendants, 
on  special  permission  of  the  Commission,  reestablished  a  third-class  rate  of 
eighteen  cents  per  100  pounds  from  Schuylerville  to  Corinth  under  Supple- 
ment No.  11  to  Boston  and  Maine  Railroad  joint  tariff  P.  S.  C,  2  N.  Y., 
No.  20,  thereby  correcting  the  clerical  error  made  in  Supplement  No.  9 
hereinbefore  referred  to.  Complainant  claims,  and  defendants  admit,  that 
the  third-class  rate  of  thirty-eight  cents  per  100  pounds  was  excessive,  and 
defendants  further  admit  that  the  third-class  rate  of  eighteen  cents  per  100 
pounds,  which  was  made  effective  September  14,  1908,  would  be  a  just  and 
reasonable  charge  applied  to  the  shipment  in  question.  It  appearing  to  the 
Commission  tliat  reparation  to  the  extent  of  the  difference  between  $60.80, 
the  amount  collected  upon  said  shipment,  and  $28.80,  the  sum  produced  by 
the  rate  of  eighteen  cents  per  100  pounds  upon  an  aggregate  weight  of 
16,000  pounds,  that  is  to  say,  $32.00,  should  be  allowed  to  complainant  upon 
said  shipment;  it  is 
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Ordered:  That  the  complainant,  Michael  Loudis,  is  entitled  to  recover 
from  defendants,  Boston  and  Maine  Railroad  and  The  Delaware  and  Hudson 
Company,  the  sum  of  $32.00  as  reparation  for  and  on  account  of  exaction 
by  defendants  of  said  unjust  and  unreasonable  charge  of  $60.80  for  trans- 
portation of  the  shipment  aforesaid. 


[Case  No.  634 J  State  or  New  York, 

Public  Seevice  Commission,  Second  Distbict. 

At  a  session  of  the  Public  Service  Commission,  Second 
District,  held  at  the  Capitol,  Albany,  on  the  20th  day 
of  October,  1908. 

Present: 

Frank  W.  Stevens,  Chairman, 
Thomas  M.  Osbobne, 
Martin  S.  Decker, 
James  E.  Sague, 
John  B.  Olmsted, 

Commissioners. 

DeG basse  Paper  Company,  Complainant,  against  The  Authority  to 

New  York   Central  and  Hudson  River  Railroad        refund  $274.32. 
Company,  Defendant. 

Upon  shipments  made  on  May  21,  22,  23,  25,  and  26,  1908,  of  ten  carloads 
of  pulpwood  over  the  New  York  Central  and  Hudson  River  railroad  from 
Canton  to  Carthage  within  this  State,  the  defendant.  The  New  York  Central 
and  Hudson  River  Railroad  Company,  exacted  from  complainant,  DeGrasse 
Paper  Company,  for  the  transportation  of  said  ten  carloads  of  pulpwood  the 
sum  of  $411.48,  the  same  being  at  the  rate  of  nine  cents  per  100  pounds  upon 
an  aggregate  weight  of  457,200  pounds.  Such  rate  of  nine  cents  per  100 
pounds  was  in  effect  under  defendant's  Rome,  Watertown  and  Ogdensburg 
division  class  rate  tariff  P.  S.  C,  2  N.  Y.,  No.  2737,  filed  with  this  Com- 
mission October  31,  1907.  Carload  shipments  of  pulpwood  moved  over  de- 
fendant's line  from  Canton  to  Carthage  at  the  rate  of  three  and  one-half 
cents  per  100  pounds  under  defendant's  tariff  P.  S.  C,  2  N.  Y.,  No.  6,  filed 
with  this  Commission  August  22,  1907,  effective  August  24,  1907,  which  tariff 
rate  expired  in  accordance  with  notation  thereon  on  December  30,  1907;  and 
thereafter  imtil  May  29,  1908,  the  prevailing  rate  was  contained  in  de- 
fendant's Rome,  Watertown  and  Ogdensburg  division  class  rate  tariff 
P.  S.  C,  2  N.  Y.,  No.  2737,  hereinbefore  referred  to.  Effective  May  29,  1908, 
defendant  established  a  rate  of  three  cents  per  100  pounds  on  the  same 
commodity  from  the  points  mentioned,  minimum  carload  weight  of  40,000 
pounds,  under  its  tariff  P.  S.  C,  2  N.  Y.,  No.  3974,  filed  with  the  Commission 
May  25,  1908.  Complainant  claims,  and  defendant  admits,  that  the  rate  of 
nine  cents  per  100  pounds  was  excessive,  and  defendant  further  admits  that 
the  rate  of  three  cents  per  100  pounds,  minimum  carload  weight  of  40,000 
pounds,  which  was  made  effective  May  29,  1908,  would  be  a  just  and  reason- 
able charge  applied  to  the  shipments  in  question.  It  appearing  to  the  Com- 
mission that  reparation  to  the  extent  of  the  difference  between  $411.48,  the 
amount  collected  upon  said  shipments,  and  $137.16,  the  sum  produced  by 
the  rate  of  three  cents  per  100  pounds  upon  an  aggregate  weight  of  457,200 
pounds,  that  is  to  say,  $274.32,  should  be  allowed  to  complainant  upon  said 
shipments;  it  is 

Ordered:  That  the  complainant,  DeGrasse  Paper  Company,  is  entitled  to 
recover  from  defendant,  The  New  York  Central  and  Hudson  River  Railroad 
Company,  the  sum  of  $274.32  as  reparation  for  and  on  account  of  exaction 
by  defendant  of  said  unjust  and  unreasonable  charge  of  $411.48  for  trans- 
portation of  the  shipments  aforesaid. 
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[Case  No.  370]  State  or  New  York, 

PxjBLic  Sebyice  Commission,  Second  District. 

At  a  session  of  the  Public  Service  Commission,  Second 
District,  held  at  the  Capitol,  Albany,  on  the  17th 
day  of  November,  1908. 

Present: 

Frank  W.  Stevens,  Chairman, 
Martin  S.  Decker, 
James  E.  Sague, 
John  B.  Olmsted, 

Commissioners. 

Rock  Cut  Stone  Company,  Complainant,  against  The  Authority  to 

Delaware,    Lackawanna   and    Western    Railroad         refund  $127.20. 
Company,  Defendant. 

Formal  complaint  was  filed  with  the  Commission  by  the  Rock  Cut  Stone 
Company  of  Syracuse  against  The  Delaware,  Lackawanna  and  Western  Rail- 
road Company  as  to  an  alleged  unreasonable  and  unjust  rate  of  thirty  cents 
per  net  ton  charged  by  said  railroad  company  upon  crushed  stone  shipped 
from  complainant's  plant  at  Rock  Cut,  Onondaga  county,  to  Syracuse,  said 
rate  having  been  effective  from  June  1  to  July  1,  iyi)8.  A  hearing  was 
had  upon  said  complaint  in  the  city  of  Syracuse,  September  3,  1903,  and 
from  the  evidence  produced  at  the  hearing  and  the  papers  filed  with  the 
case  the  following  appears: 

For  about  fifteen  years  previous  and  up  to  and  including  May  6,  1907, 
defendant  charged  $4.25  per  car  for  said  service.  Subsequent  to  May  G,  1907, 
the  rate  was  increased  to  seventeen  cents  per  net  ton,  or  an  average  charge 
of  $5.60  per  car.  Under  tariff  P.  S.  C,  2  N.  Y.,  No.  442,  effective  April  20, 
1908,  defendant  established  a  rate  of  thirty  cents  per  net  ton  for  said  service; 
Supplement  No.  1  to  said  tariff,  also  effective  April  20,  1908,  reestablished 
the  seventeen  cent  rate;  Supplement  No.  2  to  said  tariff,  effective  June  1, 
1908,  canceled  the  seventeen  cent  rate  and  established  a  rate  of  thirty 
cents  per  net  ton;  and  Supplement  No.  3,  effective  July  1,  1908,  canceled  the 
thirty  cent  rate  and  established  a  rate  of  twenty  cents  per  net  ton  for 
the  service. 

It  also  appeared  at  the  hearing  that  complainant  desired  to  amend  its 
original  complaint  and  ask  for  reparation  for  charges  exacted  by  complainant 
on  shipments  of  crushed  stone  made  during  the  month  of  June,  1908,  which 
amended  complaint  was  subsequently  received  asking  for  reparation  on 
shipments  amounting  to  1272.05  tons  made  during  the  month  of  June,  the 
amount  being  the  difference  between  the  aggregate  charge  according  to  the 
seventeen  cent  rate  previously  in  force  and  the  thirty  cent  rate  which  was 
exacted  by  defendant  during  said  period.  A  copy  of  the  amended  complaint 
was  served  on  defendant.  Its  answer  concedes  that  said  thirty  cent  rate 
was  unjust  and  unreasonable  and  that  reparation  is  due  complainant  on  said 
number  of  tons  shipped  during  said  period,  but  alleges  that  reparation  should 
be  made  on  the  basis  of  the  rate  of  twenty  cents  per  net  ton  which  was  made 
effective  on  July  1,  1908,  and  is  still  in  force.  Subsequently,  complainant 
admitted  that  reparation  on  the  basis  of  the  twenty  cent  rate  would  be 
satisfactory. 

It  appearing  to  the  Commission  that  the  said  rate  of  thirty  cents  per  ton 
was  unreasonable  and  unjust,  and  that  reparation  to  the  extent  of  the 
difference  between  $381.61,  the  amount  collected  upon  said  shipments,  and 
$254.41,  the  sum  produced  by  a  rate  of  twenty  cents  per  net  ton  upon  1272.05 
tons,  that  is  to  say,  $127.20,  should  be  allowed  to  complainant  upon  the 
said  shipments; 

It  it  Ordered:  That  the  complainant.  Rock  Cut  Stone  Company,  is 
entitled  to  recover  from  the  defendant,  The  Delaware,  Lackawanna  and 
Western  Railroad  Company,  the  sum  of  $127.20  as  reparation  for  and  on 
account  of  exaction  by  defendant  of  said  unjust  and  unreasonable  charge 
of  $381^61  for  transportation  of  shipments  aforesaid. 
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rCase  No.  611]  State  or  New  York, 

Public  Sebvice  Commission,  Secx)nd  District. 

At  a  session  of  the  Public  Service  Commission,  Second 
District,   held   at   the   Capitol,   Albany,   on   the    2nd 
day   of   December^    1908. 
Present : 

Frank  W.  Stevens,  Chairman, 
Thomas  M.  Osborne, 
Martin  S.  Decker, 
James  £.  Sague, 
John  B.  Olmsted, 

Commissioners. 

E.  B.  Estes  &  Sons,  Complainants,  against  New  York,  Authority  to 

Ontario  and  Western  Railway  Company,  Defendant.  refund  $64.89. 

Upon  shipments  made  on  January  10  and  15,  1908,  of  two  carloads  of 
waste  lumber  over  the  New  York,  Ontario  and  Western  railway  from  Con- 
stantia  to  Oneida,  via  the  New  York  Central  and  Hudson  River  Railroad 
Oneida  to  Chatham,  and  the  Rutland  railroad  Chatham  to  Stephentown, 
within  this  State,  the  defendant.  New  York,  Ontario  and  Western  Railway 
Company,  exacted  from  complainants,  E.  B.  Estes  &  Sons,  for  the  transpor- 
tation of  said  carloads  of  waste  lumber,  the  sum  of  $267.61.  This  charge  was 
at  the  rate  of  nineteen  cents  per  hundred  poimds,  a  combination  of  sixth- 
class  rate  of  fifteen  cents  per  hundred  pounds  under  the  OflScial  Classification, 
Constantia  to  Chatham,  in  accordance  with  New  York,  Ontario  and  Western 
Railway  Company  tariflf  P.  S.  €.,  2  N.  Y.,  No.  553,  filed  with  the  Commission 
September  25,  1907,  and  a  commodity  rate  of  four  cents  per  hundred  pounds, 
Chatham  to  Stephentown,  in  accordance  with  Rutland  Railroad  Company 
tariff  P.  S.  C,  2  N.  Y.,  No.  30,  filed  with  the  Commission  September  17, 

1907,  and  applied  upon  the  shipment  which  moved  January  10,  on  a  carload 
weight  of  69,700  pounds;  the  shipment  which  moved  January  15  was  not 
charged  in  accordance  with  said  described  combination  rate,  an  eighteen 
cent  combination  rate  being  erroneously  applied  upon  a  carload  weight  of 
75,100  pounds.  The  aggregate  weight  of  said  shipments  amounted  to  144,800 
pounds.  Previous  to  dates  of  shipment  defendant  had  informed  complainants 
that  a  rate  of  fourteen  cents  per  hundred  pounds  would  be  regularly  put  in 
effect  and  made  to  apply  when  said  shipments  moved.  Through  inadvertence 
of  defendant  this  was  not  done,  and  shipments  were  necessarily  charged  at 
the  legally  eflfective  rate  and  as  hereinbefore  described.    EfTective  January  23, 

1908,  defendant  established  a  rate  of  fourteen  cents  per  hundred  pounds  on 
the  said  commodity,  30,000  pounds  minimum  carload  weight,  from  Constantia 
to  Stephentown,  as  appears  by  its  tariflf  R-406,  P.  S.  C,  2  N.  Y.,  No.  896. 
Complainants  claim,  and  defendant  admits,  that  the  rates  of  nineteen  and 
eighteen  cents  per  hundred  pounds  were  excessive,  and  defendant  further 
admits  that  the  rate  of  fourteen  cents  per  hundred  pounds,  minimum  carload 
weight  of  30,000  pounds,  which  was  made  effective  January  23,  1908,  would 
be  a  just  and  reasonable  charge  applied  to  the  shipments  in  question.  It  ap- 
pearing to  the  Commission  that  reparation  to  the  extent  of  the  difference 
between  $267.61,  the  amount  collected  upon  said  shipments,  and  $202.72,  the 
sum  produced  by  a  rate  of  fourteen  cents  per  hundred  pounds  upon  an  a^mre- 
gate  weight  of  144,800  pounds,  that  is  to  say,  $64.80,  should  be  allowed  to 
complainants  upon  the  said  shipments;  it  is 

Ordered:  That  the  complainants,  E.  B.  Estes  &  Sons,  are  entitled  to  re- 
cover from  the  defendant.  New  York,  Ontario  and  Western  Railway  Com- 
pany, the  sum  of  $64.89  as  reparation  for  and  on  account  of  exaction  by 
defendant  of  said  unjust  and  unreasonble  charge  of  $267.61  on  the  shipmenta 
aforesaid. 


Appendix  G:  Orders  273 

[Case  Xo.  612]  State  of  New  York, 

Public  Service  Commission,  Second  District. 
At  a  session  of  the  Public  Service  Commission,  Second 
District,   held   at   the   Capitol,   Albany,   on   the   2nd 
day  of  December,  1908. 
Present : 
Frank  W.  Stevens,  Chairman^ 
Thomas  M.  Osborne, 
Martin  S.  Decker, 
James  E.  Sague, 
John  B.  Olmsted, 

Commissioners. 

LowFiiL  M.   Palmer,   Complainant,   against   The  New  Authority  to 

York  Central  and  Hudson  River  Railroad  Com-  refund  $132.50. 

PANY,  Defendant. 

Upon  a  shipment  made  on  December  20,  1907,  of  three  carloads  of  lime- 
stone over  the  New  York  Central  and  Hudson  River  railroad  from  York- 
town  Heights  to  Port  Morris  within  this  State,  the  defendant.  The  New 
York  Central  and  Hudson  River  Railroad  Company,  exacted  from  com- 
plainant, Lowell  M.  Palmer,  for  the  transportation  of  said  carloads  of  lime- 
stone the  sum  of  $188.64,  the  same  being  at  the  rate  of  nine  cents  per  hun- 
dred pounds  upon  an  aggregate  weight  of  209,600  pounds.  There  was  no 
commodity  rate  which  could  be  applied  to  said  shipment  on  the  date  moved, 
and  said  rate  of  nine  cents  per  hundred  pounds  was  charged  in  accordance 
with  the  Official  Classification  at  a  combination  of  sLxth-class  rates:  five 
cents  per  hundred  pounds  applying  from  Yorktown  Heights  to  Kings  Bridge, 
and  four  cents  per  hundred  pounds  applying  from  Kings  Bridge  to  Port 
Morris,  as  shown  in  defendant's  tariffs  P.  S.  C.,  2  N.  Y.,  Nos.  1  and  4,  both 
effective  July  1,  1907,  and  both  filed  with  the  Commission  August  20,  1907. 
Effective  January  28,  1908,  defendant  established  a  commodity  rate  of  sixty 
cents  per  gross  ton  on  limestone,  in  carloads,  from  Yorktown  Heights  to 
Port  Morris,  as  appears  by  its  tariff  P.  S.  C,  2  N.  Y.,  No.  3074,  issued  on 
December  27,  1907,  which  rate  was  established  by  defendant  upon  request 
made  prior  to  date  of  shipment  by  complainant.  The  shipment  moved  be- 
fore the  commodity  rate  became  effective.  Complainant  claims,  and  de- 
fendant admits,  that  the  rate  of  nine  cents  per  hundred  pounds  was  ex- 
cessive, and  defendant  further  admits  that  the  rate  of  sixty  cents  per  gross 
ton  on  carload  shipments  which  was  made  effective  January  28,  1908,  from 
the  iK>int  of  shipment  to  destination,  would  be  a  just  and  reasonable  charge 
applied  to  the  shipment  in  question.  It  appearing  to  the  Commission  that 
reparation  to  the  extent  of  the  difference  between  $188.64,  the  amount  col- 
lected upon  said  shipment,  and  $56.14,  the  sum  produced  by  a  rate  of  sixty 
cents  per  gross  ton  upon  an  aggregate  weight  oi  209,600  pounds,  that  is  to 
say,  $132.50,  should  be  allowed  to  complainant  upon  said  shipment;  it  is 

Ordered:  That  the  complainant,  Lowell  M.  Palmer,  is  entitled  to  recover 
from  the  defendant,  Tho  New  York  Central  and  Hudson  River  Railroad  Com- 
pany, the  sum  of  $132.50  as  reparation  for  and  on  account  of  exaction  by 
defendant  of  said  unjust  and  unreasonable  charge  of  $188.64  tor  transporta- 
tion of  the  shipment  aforesaid. 
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[Case  No.  613]  State  of  New  York, 

Public  Service  Commission,  Second  District. 

At  a  session  of  the  Public  Service  Commission,  Second 
District,    held   at   the    Capitol,   Albany,   on   the   2nd 
day  of  December,   1908. 
Present  ; 

Frank  W.  Stevens,  Chairman, 
Thomas  M.  Osborne, 
Martin  S.  Decker, 
James  E.  Sague, 
John  B.  Olmsted, 

Commissioners. 

Clark  &   Wilkins,   Complainants,   against   The   New  Authority  to 

York  Central  and  Hudson  River  Railroad  Com-  refund  $34.10. 

PANY,  Defendant. 

Upon  shipments  made  on  May  5,  6,  and  7,  1908,  of  three  carloads  of  cord- 
wood  over  the  New  York  Central  and  Hudson  River  railroad  from  Dover 
Furnace  to  Melrose  Junction  within  this  State,  the  defendant.  The  New 
York  Central  and  Hudson  River  Railroad  Company,  exacted  from  complain- 
ants, Clark  &  Wilkins,  for  the  transportation  of  said  carloads  of  cordwood 
the  sum  of  $136.40,  the  same  being  at  the  rate  of  eight  cents  per  hundred 
pounds  upon  an  aggregate  weight  of  170,500  pounds.  Such  rate  of  eight 
cents  per  hundred  pounds  was  charged  in  accordance  with  defendant's  tariff 
P.  S.  C,  2  N.  Y.,  No.  5,  filed  with  the  Commission  August  20,  1907.  During 
the  period  said  shipments  were  transported  a  rate  of  six  cents  per  hundred 
pounds  was  effective  on  said  commodity  from  Colemans,  N.  Y.,  to  Melrose 
Junction,  in  accordance  with  defendant's  tariff  P.  S.  C,  2  N.  Y.,  No.  1847. 
Dover  Furnace  is  intermediate  to  Colemans  and  Melrose  Junction,  but  said 
last  named  tariff  did  not  apply  to  originating  point  of  shipment.  Effective 
May  23,  1908,  defendant  established  a  rate  of  six  cents  per  hundred  pounds 
on  cordwood,  carloads,  from  Dover  Furnace  to  Melrose  Junction,  as  appears 
by  its  tariff  P.  S.  C,  2  N.  Y.,  No.  3907.  Complainant  claims,  and  defendant 
admits,  that  the  rate  of  eight  cents  per  hundred  pounds  was  excessive,  and 
defendant  further  admits  that  the  rate  of  six  cents  per  hundred  pounds,  car- 
loads, which  was  made  effective  May  23,  1908,  from  point  of  shipment  to 
destination,  would  be  a  just  and  reasonable  charge  applied  to  the  shipments  in 
question.  It  appearing  to  the  Commission  that  reparation  to  the  extent  of 
the  difference  between  $136.40,  the  amount  collected  upon  said  shipments,  and 
$102.30,  the  sum  produced  by  a  rate  of  six  cents  per  hundred  pounds  upon 
an  aggregate  weight  of  170,500  pounds,  that  is  to  say,  $34.10,  should  be 
allowed  to  complainants  upon  the  said  shipment;  it  is 

Ordered:  That  the  complainants,  Clark  &  Wilkins,  are  entitled  to  recover 
from  the  defendant,  The  New  York  Central  and  Hudson  River  Railroad  Com- 
pany, the  sum  of  $34.10  as  reparation  for  and  on  account  of  exaction  by  de- 
fendant of  said  unjust  and  unreasonable  charge  of  $136.40  for  transportation 
of  the  shipment  aforesaid. 
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[Case  No.  014]  State  of  New  York, 

Public  Service  Commission,  Second  District. 
At  a  session  of  the  Public  Service  Commission,  Second 
District,  held  at  the  Capitol,  Albany,  on*  the  2nd  day 
of  December,  1908. 
Present: 

I<*RANK  W.  Stevens,  Chairman, 

Thomas  M.  Osborne, 

Martin  S.  Decker, 

James  £.  Sague, 

John  B.  Olmsted, 

Commissioners. 
Clark  &  Wilkins,  Complainants,  against  New  York,  Authority  to 

Ontario  and  Western  Railway  Company,  Defendant.  refund  $55.65. 

Upon  shipments  made  on  March  12  and  31,  1908,  of  two  carloads  of  cord- 
wcod  over  the  New  York,  Ontario  and  Western  railway  from  Summitville  to 
West  Point,  via  the  West  Shore  railroad,  within  this  State,  the  defendant. 
New  York,  Ontario  and  Western  Railway  Company,  charged  S.  A.  Adams  of 
Summitville,  agent  for  complainants  Clark  &  Wilkins,  for  the  transportation 
of  said  carloacU  of  cord  wood  the  sum  of  $122.43,  the  same  being  at  the  rate 
of  eleven  cents  per  hundred  pounds  upon  an  aggregate  weight  of  111,300 
pounds.  Such  rate  was  charged  in  accordance  with  Official  Classification  at 
sixth-class  rate  in  defendant's  tariff  P.  S.  C,  2  N.  Y.,  No.  555,  filed  with  this 
Commission  September  25,  1907.  Effective  April  17,  1908,  defendant  estab- 
lished a  commodity  rate  of  $1.20  per  net  ton  on  such  shipments,  carloads, 
minimum  weight  40,000  pounds,  applying  from  Summitville,  in  connection 
with  the  West  Shore  railroad,  to  West  Point,  as  appears  by  defendant's 
tariff  P.  S.  C,  2  N.  Y.,  No.  980,  filed  with  the  Commission  March  17,  1908. 
Complainants  claim,  and  defendant  admits,  that  the  rate  of  eleven  cents  per 
hundred  pounds  was  excessive,  and  defendant  further  admits  that  the  rate 
of  $1.20  per  net  ton  on  minimum  carload  weight  of  40,000  pounds,  which 
was  made  effective  April  17,  1908,  from  point  of  shipment  to  destination, 
would  be  a  just  and  reasonable  charge  applied  to  the  shipments  in  question. 
It  appearing  to  the  Commission  that  reparation  to  the  extent  of  the  difference 
between  $122.43,  the  amount  collected  upon  said  shipments,  and  $66.78,  the 
sum  produced  by  a  rate  of  $1.20  per  net  ton  upon  an  aggregate  weight  of 
111,300  pounds,  that  is  to  say,  $55.65,  should  be  allowed  to  complainants 
upon  said  shipments;  it  is 

Ordered:  That  the  complainants,  Clark  &  Wilkins,  are  entitled  to  recover 
from  the  defendant.  New  York,  Ontario  and  Western  Railway  Company,  the 
sum  of  $55.65  as  reparation  for  and  on  account  of  exaction  by  defendant  of 
said  unjust  and  unreasonable  charge  of  $122.43  on  the  shipment  aforesaid. 


[Case  No.  6151  State  of  New  York, 

Public  Service  Commission,  Second  District. 
At  a  session  of  the  Public  Service  Commission,  Second 
District,   held   at   the   Capitol,   Albany,   on   the   2nd 
day  of  December,  1908. 
Pre^efit: 
Frank  W.  Stevens,  Chairman, 
Thomas  M.  Osborne, 
Martin  S.  Decker, 
James  £.  Sague, 
John  B.  Olmsted, 

Commissioners. 
Buffalo  Sand   Company,   Complainant,   against   The  Authority  to 

Delaware,   Lackawanna    and   Western    Railroad  refund  $24.00. 

Company,  Defendant. 

Upon  a  shipment  made  on  May  12,  1908,  of  two  carloads  of  sand  over  the 
Delaware,  Lackawanna  and  Western  railroad  from  Black  Rock  to  Lancaster 
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within  this  State,  the  defendant,  The  Delaware,  Lackawanna  and  Western 
Railroad  Company,  charged  complainant,  Buflfalo  Sand  Company,  for  the 
transportation  of  said  carloads  of  sand  the  sum  of  $42.00,  the  same  being 
at  the  rate  of  three  and  one-half  cents  per  hundred  pjounds  upon  an  aggregate 
weight  of  120,000  pounds.  Such  rate  was  charged  in  accordance  with  tariff 
of  defendant,  P.  S.  C,  2  N.  Y.,  No.  1,  filed  with  this  Commission  on  September 
20,  1907.  Effective  May  30,  1908,  defendant,  by  special  permission  of  this 
Commission  and  as  shown  by  Supplement  No.  28  to  its  tariff  P.  S.  C,  2  N.  Y., 
No.  276,  established  a  rate  of  thirty  cents  per  net  ton  on  said  commodity 
between  Buffalo  and  Black  Rock,  and  Depew  and  Lancaster.  Complainant 
claims,  and  defendant  admits,  that  the  rate  of  three  and  one-half  cents  per 
hundred  pounds  was  excessive,  and  defendant  further  admits  that  the  rate 
of  thirty  cents  per  net  ton  which  was  made  effective  May  30,  1908,  would 
be  a  just  and  reasonable  charge  applied  to  the  shipment  in  question.  It 
appearing  to  the  Commission  that  reparation  to  the  extent  of  the  difference 
between  $42.00,  the  amount  collected  upon  said  shipment,  and  $18.00,  the  sum 
produced  by  a  rate  of  thirty  cents  per  net  ton  upon  an  aggregate  weight 
of  120,000  pounds,  that  is  to  say,  $24.00,  should  be  allowed  to  complainant 
upon  said  shipment;  it  is 

Ordered:  That  the  complainant,  Buffalo  Sand  Company,  is  entitled  to 
recover  from  the  defendant.  The  Delaware,  Lackawanna  and  Western  Railroad 
Company,  the  sum  of  $24.00  as  reparation  for  and  on  account  of  exaction 
by  defendant  of  said  unjust  and  unreasonable  charge  of  $42.00  for  trans- 
portation of  the  shipment  aforesaid. 


[Case  No.  6161  State  of  New  York, 

Public  Sebvice  Commission,  Second  Distbict. 

At  a  session  of  the  Public  Service  Commission,  Second 
District,   held   at   the    Capitol,   Albany,   on   the   2nd 
day  of  December,  1908. 
Present : 
Frank  W.  Stevens,  Chairman, 
Thomas  M.  Osborne, 
Mabtin  S.  Deckeb, 
James  £.  Sague, 
John  B.  Olmsted, 

Commissioners. 

Northern   Iron   Company,   Complainant,   against   The  Authority  to 

Dei^ware  and  Hudson  Company,  Defendant.  refund  $46.46. 

For  switching  service  rendered  during  the  period  from  June  21  to  July  15, 
1908,  in  the  transportation  of  twenty-two  carloads  of  limestone  over  the 
railroad  of  The  Delaware  and  Hudson  Company  within  the  village  of  Port 
Henry,  State  of  New  York,  the  defendant.  The  Delaware  and  Hudson  Company, 
exacted  from  complainant,  Northern  Iron  Company,  the  sum  of  $123.89,  the 
same  being  at  the  rate  of  $3.00  per  50,000  pounds  upon  an  aggregate  weight 
of  2,065,080  pounds.  Such  rate  of  $3.00  per  50,000  pounds  or  less,  excess 
in  proportion,  was  made  effective  June  13,  1908,  in  defendant's  tariff  P.  S.  C, 
2  N.  Y.,  No.  1558,  and  superseded  a  former  switching  rate  of  $3.00  per  car, 
capacity  of  car.  It  was  the  understanding  of  defendant  that  cars  used  in 
said  service  would  load  not  to  exceed  50,000  pounds,  but  it  subsequently 
appears  that  cars  of  greater  capacity  were  used.  It  was  the  intention  of 
defendant  to  charge  not  to  exceed  approximately  $3.00  for  each  car  handled^ 
and  under  special  permission  of  this  Commission,  and  as  shown  by  its  tariff 
P.  S.  C,  2  N.  Y.,  No.  1049,  effective  July  11,  1908,  defendant  established 
a  rate  of  $3.00  per  80,000  pounds  or  less,  excess  in  proportion.  Complainant 
claims,  and  defendant  admits,  that  the  rate  of  $3.00  per  car  of  50,000  pounds 
or  less,  excess  in  proportion,  was  excessive,  and  defendant  further  admits 
that  the  rate  of  $3.00  per  car  of  80,000  pounds  or  less,  excess  in  proportion, 
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which  was  made  effective  July  11,  1908,  would  be  a  just  and  reasonable 
charge  for  the  switching  service  rendered.  It  appearing  to  the  Commission 
that  reparation  to  the  extent  of  the  difference  betwen  $123.89,  the  amount 
collected  for  said  service,  and  $77.43,  the  sum  produced  by  the  rate  of  $3.00 
per  car  on  minimum  carload  weight  of  80,000  pounds,  excess  in  proportion, 
upon  an  aggregate  weight  of  2,005,080  pounds,  that  is  to  say,  $46.46,  should 
be  allowed  to  complainant;  it  is 

Ordered:  That  the  complainant,  Northern  Iron  Company,  is  entitled  to 
recover  from  the  defendant,  The  Delaware  and  Hudson  Company,  the  sum 
of  $46.46  as  reparation  for  and  on  account  of  exaction  by  defendant  of  said 
unjust  and  unreasonable  charge  of  $123.89  for  the  switching  service  aforesaid. 


[Case  No.  032]  State  of  New  York, 

Public  Service  Commission,  Second  District. 

At  a  session  of  the  Public  Service  Commission,  Second 
District,  held  at  the  Capitol,  Albany,  on  the  7th  day 
of  December,   1908. 
Present : 
Frank  W.  Stevens,  Chairman, 
Thomas  M.  Osbc«ne, 
Martin  S.  Decker, 
James  E.  Sague, 
John  B.  Olmsted, 

Commissioners. 

Fred   L.    McMullen,    Complainant,    against   Pennsyl-  Authority  to 

VANiA  Railroad  Company,  Defendant.  refund  $10.50. 

Upon  a  shipment  made  on  July  20,  1908,  of  one  carload  of  corn  over  the 
Pennsylvania  railroad  from  Buffalo  to  Ischua  within  this  State,  tiie  defendant, 
Pennsylvania  Railroad  Company,  exacted  from  complainant,  Fred  L.  Mc- 
Mullen, for  the  transportation  of  said  carload  of  corn  the  sum  of  $31.50, 
the  same  being  at  the  rate  of  seven  and  one-half  cent3  per  hundred  pounds 
upon  a  carload  weight  of  42,000  pounds.  Such  rate  of  seven  and  one-half 
cents  per  hundred  pounds  was  in  effect  under  defendant's  tariff  S.  S.  P.  S.  C, 
2  N.  Y.,  No.  401,  filed  with  the  Commission  June  1,  1908,  effective  July 
6,  1908.  Ischua  is  a  station  intermediate  to  Buffalo  and  Olean,  and  prior  to 
July  1,  1908,  under  defendant's  tariff  S.  S.  P.  S.  C,  2  N.  Y.,  No.  179,  filed 
with  the  Commission  October  12,  1907,  grain  was  charged  at  the  rate  of 
four  cents  per  hundred  pounds  from  point  of  shipment  to  destination,  and 
this  last  named  rate  was  withdrawn  on  July  1,  1908.  Effective  August  10, 
1908,  defendant  established  a  rate  of  five  cents  per  hundred  pounds  applying 
upon  said  commodity  from  Buffalo  to  various  points,  Ischua  being  included 
therein,  as  appears  by  defendant's  tariff  S.  S.  P.  S.  C,  2  N.  Y.,  No.  419, 
minimum  carload  weight  as  per  Official  Classification,  filed  with  the  Com- 
mission July  8,  1908.  Complainant  claims,  and  defendant  admits,  that  the 
rate  of  seven  and  one-half  cents  per  hundred  pounds  was  excessive,  and 
defendant  further  admits  that  the  rate  of  five  cents  per  hundred  pounds, 
minimum  carload  weight  as  per  Official  Classification,  which  was  made  effective 
August  10,  1908,  from  and  to  said  points  of  shipment  would  be  a  just  and 
reasonable  charge  applied  to  the  shipment  in  question.  It  appearing  to 
the  Conunission  that  reparation  to  the  extent  of  the  difference  between 
$31.50,  the  amount  exacted  upon  said  shipment,  and  $21.00,  the  sum  produced 
by  a  rate  of  five  cents  per  hundred  pounds  upon  a  carload  weight  of  42,000 
pounds,  that  is  to  say,  $10.50,  should  be  allowed  to  complainant  upon  the 
said  shipment;  it  is 

Ordered:  That  the  complainant,  Fred  L.  McMullen,  is  entitled  to  recover 
from  the  defendant,  Pennsylvania  Railroad  Company,  the  sum  of  $10.60  as 
reparation  for  and  on  account  of  exaction  by  defendant  of  said  unjust  and 
unreasonable  charge  of  $31^0  for  transportation  of  the  shipment  aforesaid. 
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[Case  No.  633 J  State  of  New  York, 

Public  Service  Commission,  Second  District. 

At  a  session  of  the  Public  Service  Commission,  Second 
District,    lield   at   the    Capitol,   Albany,   on   the    7th 
day  of  December,  1908. 
Present: 

Frank  W.  Stevens,  Chairman, 
Thomas  M.  Osborne, 
Martin  S.  Decker, 
James  E.  Sague, 
John  B.  Olmsted, 

Commissioners. 
T.  C.  Luther,  Complainant,  against  Boston  and  Maine  Authority  to 

Railroad,  Defendant.  refund  $21.82. 

Upon  a  shipment  made  on  October  31,  1907,  of  one  carload  of  lumber  over 
the  Boston  and  Maine  railroad  from  Schuylerville,  via  Troy  and  the  New 
York  Central  and  Hudson  River  railroad,  to  Poughkeepsie  within  this  State, 
the  defendant,  Boston  and  Maine  Railroad,  exacted  from  complainant,  T.  C. 
Luther,  for  the  transportation  of  said  carload  of  lumber  the  sum  of  $72.75, 
the  same  being  at  the  rate  of  fifteen  cents  per  hundred  pounds  upon  a 
carload  weight  of  48,500  pounds.  Such  rate  of  fifteen  cents  per  hundred 
pounds  was  charged  in  accordance  with  defendant's  tariff  P.  S.  C,  2  N.  Y., 
No.  25,  filed  with  the  Commission  September  12,  1907.  Effective  November  9, 
1907,  defendant  established  a  rate  of  ten  and  one-half  cents  per  hundred 
pounds  on  the  same  commodity,  carloads,  minimum  weight  as  per  Official 
Classification,  from  point  of  shipment  to  destination,  as  appears  by  defendant's 
tariff  P.  S.  C,  2  N.  Y.,  No.  107,  filed  with  the  Commission  October  8,  1907. 
Complainant  claims,  and  defendant  admits,  that  the  rate  of  fifteen  cents  per 
hundred  pounds  was  excessive,  and  defendant  further  admits  that  the  rate 
of  ten  and  one-half  cents  per  hundred  pounds,  minimum  carload  weight  as 
per  Official  Classification,  which  was  made  effective  November  9,  1907,  from 
point  of  shipment  te  destination,  would  be  a  just  and  reasonable  charge 
applied  to  the  shipment  in  question.  It  appearing  to  the  Commission  that 
reparation  to  the  extent  of  the  difference  between  $72.76,  the  amount  collected 
upon  said  shipment,  and  $50.93,  the  sum  produced  by  a  rate  of  ten  and 
one-half  cents  per  hundred  pounds  upon  a  carload  weight  of  48,500  pounds, 
that  is  to  say,  $21.82,  should  be  allowed  to  complainant  upon  the  said 
shipment;  it  is 

Ordered:  That  the  complainant,  T.  C.  Luther,  is  entitled  to  recover  from 
the  defendant,  Boston  and  Maine  Railroad,  the  sum  of  $21.82  as  reparation 
for  and  on  account  of  exaction  by  defendant  of  said  unjust  and  unreasonable 
charge  of  $72.75  for  transportation  of  the  shipment  aforesaid. 


[Case  No.  636]  State  of  New  York, 

Public  Service  Commission,  Second  District. 

At  a  session  of  the  Public  Service  Commission,  Second 
District,  held  at  the  Capitol,  Albany,  on  the  7th  day 
of  December,  1908. 
Present : 

Frank  W.  Stevens,  Chairman, 
Thomas  M.  Osbobne, 
Martin  S.  Decker, 
James  E.  Saoue, 
John  B.  Olmsted, 

Commissioners. 

Preston  Brick  Company,   Complainant,  against  Erie  Authority  to 

Railroad  Company,  Defendant.  refund  $31.50. 

Upon  shipmento  made  by  complainant  on  June  2,  July  14  and  20,  1908, 
of  three  carloads  of  paving  brick  over  the  Erie  railroad  from  Homell  to 
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Wellsville  within  this  State,  the  defendant,  Erie  Railroad  Company,  charged 
consignees,  McEwen  Brothers,  for  the  transportation  of  one  of  said  carloads, 
the  shipment  moving  on  June  2nd,  the  sum  of  $20.00  upon  a  carload  weight 
of  40,000  pounds;  and  exacted  from  consignee,  Oak  Duke  Lumber  Company, 
for  the  transportation  of  two  of  said  carloads,  the  shipments  moving  July 
14th  and  20th,  the  sum  of  $43.00  upon  an  aggregate  weight  of  86,000 
pounds,  the  respective  amounts  assessed  being  at  the  rate  of  five  cents  per 
hundred  pounds  in  accordance  with  Official  Classification,  at  sixth-class  rate,, 
as  shown  by  defendant's  tariff  P.  S.  C,  2  N.  Y.,  No.  703,  filed  with  the 
Commission  September  27,  1007,  in  effect  at  the  time  said  shipments  were 
forwarded.  Previous  to  dates  of  shipments  defendant  had  informed  com- 
plainant that  a  rate  of  fifty  cents  per  net  ton  would  be  regularly  put  in 
effect  and  made  to  apply  when  said  shipments  moved.  Through  inadvertence 
of  defendant  this  was  not  done,  and  shipments  were  necessarily  charged  at 
the  legally  effective  rate  hereinbefore  described.  Effective  September  28, 
1008,  defendant  established  a  rate  of  fifty  cents  per  net  ton  on  the  said 
commodity,  minimum  weight  40,000  pounds,  except  when  capacity  of  car  is 
less,  in  which  case  marked  capacity  of  car  will  govern,  but  in  no  case  shall 
the  minimum  weight  be  less  than  30,000  pounds,  from  said  point  of  shipment 
to  destination  as  appears  by  its  tariff  P.  S.  C,  2  N.  Y.,  No.  1012,  filed  with 
the  Commission  August  29,  1908.  Complainant  claims,  and  defendant  admits, 
that  the  rate  of  five  cents  per  hundred  pounds  was  excessive,  and  defendant 
further  admits  that  the  rate  of  fifty  cents  per  net  ton,  minimum  carload 
weight  as  above  specified,  which  was  made  effective  September  28,  1908, 
would  be  a  just  and  reasonable  charge  applied  to  the  shipments  in  question. 
It  appearing  to  the  Commission  that  reparation  to  the  extent  of  the  diifference, 
on  the  June  2nd  shipment,  between  $20.00,  the  amount  charged  consignees, 
McEwen  Brothers,  and  $10.00,  the  sum  produced  by  a  rate  of  fifty  cents 
per  net  ton  upon  a  carload  weight  of  40,000  pounds,  that  is  to  say,  $10.00; 
and  on  the  July  14th  and  20th  shipments,  between  $43.00,  the  amount 
exacted  from  consignee,  Oak  Duke  Lumber  Company,  and  $21.50,  the  sum 
produced  by  a  rate  of  fifty  cents  per  net  ton  upon  an  aggregate  weight  of 
86,000  pounds,  that  is  to  say,  $21.50,  should  be  allowed  to  said  consignee 
upon  said  shipments;  it  is 

Ordered:  That  said  consignees,  McEwen  Brothers,  are  entitled  to  have 
the  sum  of  $10.00  deducted  from  said  unjust  and  unreasonable  charge  of 
$20.00  imposed  by  defendant,  Erie  Railroad  Company,  for  transportation  of 
shipment  aforesaid;  and  it  is  further 

Ordered:  That  said  consignee.  Oak  Duke  Lumber  Company,  is  entitled 
to  recover  from  defendant,  Erie  Railroad  Company,  the  sum  of  $21.50  as 
reparation  for  and  on  account  of  exaction  by  defendant  of  said  unjust  and 
unreasonable  charge  of  $43.00  for  transportation  of  the  shipments  aforesaid. 


[Case  No.  6511  State  of  New  York, 

Public  Service  Commission,  Second  District. 

At  a  session  of  the  Public  Service  Commission,  Second 
District,   held   at  the  Capitol,  Albany,  on  the   18th 
day  of  December,  1908. 
Present : 
Frank  W.  Stevens,  Chairman, 
Martin  S.  Decker, 
James  E.  Saoue, 

Commissioners. 

W.  A.  Waite  &  Son,  Complainants,  against  The  New  Authority  to 

York  Central  and  Hudson  River  Railroad  Com-        refiind  $192.00. 
PANT,  Defendant. 
Upon  shipments  made  on  October  6  and  8,  1908,  of  six  carloads  of  barley 

over  the  New  York  Central  and  Hudson  River  railroad  from  Buffalo  to  Adams 


280       Public  Service  Commission,  Second  District 

within  this  State,  the  defendant,  The  New  York  Central  and  Hudson  River 
Railroad  Company,  exacted  from  complainants,  W.  A.  Waite  &  Son,  for 
the  transportation  of  said  carloads  of  barley  the  sum  of  $528.00,  the  same 
being  at  the  rate  of  eleven  cents  i>er  hundrexi  pounds  upon  an  aggregate 
weight  of  480,000  pounds.  Such  rate  of  eleven  cents  per  hundred  pounds 
was  charged  in  accordance  with  defendant's  tariflf  P.  S.  C,  2  N.  Y.,  No.  3672, 
filed  with  the  Commission  April  6,  1908,  effective  May  7,  1908.  Prior  to 
May  7,  1908,  defendant  had  in  effect  a  rate  of  six  cents  per  hundred  pounds 
on  barley,  carloads,  from  said  point  of  shipment  to  destination  as  per  its 
tariff  W.  308,  P.  S.  C,  2  N.  ¥.,  No.  1986.  Said  tariff  was  superseded  by 
defendant's  tariff  A-927r>,  P.  S.  C,  2  N.  ¥.,  No.  3672,  effective  May  7,  1908, 
establishing  a  rate  of  seven  cents  per  hundred  pounds  on  buckwheat,  rye, 
and  corn,  carloads,  from  Buffalo,  East  Buffalo,  and  Black  Rock  to  Adams, 
and  through  inadvertence  barley  was  not  included  therein.  By  Supplement 
No.  4  to  said  last  named  tariff,  effective  October  22,  1908,  under  special 
permission  of  the  Commission,  No.  648,  of  date  October  14,  1908,  defendant 
established  a  rate  of  seven  cents  per  hundred  pounds,  carloads,  minimum 
weiglit  as  per  the  Official  Classification,  on  barley,  applying  from  said  point 
of  shipment  to  destination.  Complainants  claim,  and  defendant  admits,  that 
the  rate  of  eleven  cents  per  hundred  pounds  was  excessive,  and  defendant 
further  admits  that  the  rate  of  seven  cents  per  hundred  pounds,  carloads, 
minimum  weisjlit  as  per  the  Official  Classification,  which  was  made  effective 
October  22.  1908,  from  said  point  of  shipment  to  destination,  would  be  a 
just  and  reasonable  charge  applied  to  the  shipments  in  question.  It  appearing 
to  the  Commission  that  reparation  to  the  extent  of  the  difference  between 
$528.00,  the  amount  collected  upon  said  shipments,  and  $336.00,  the  sum 
produced  by  a  rate  of  seven  cents  per  hundred  pounds  upon  an  ag/^re-^ate 
weight  of  480,000  pounds,  that  is  to  say,  $192.00,  should  be  allowed  to  com- 
plainants upon  said  shipments;  it  is 

Ordered:  That  the  complainants,  W.  A.  Waite  &  Son,  are  entitled  to  recover 
from  the  defendant.  The  New  York  Central  and  Hudson  River  Railroad 
Company,  the  sum  of  $192.00  as  reparation  for  and  on  account  of  exaction 
by  defendant  of  said  unjust  and  unreasonable  charge  of  $528.00  for  trans- 
portation of  the  shipments  aforesaid. 


[Case  No.  0571  State  of  New  York, 

Public  Service  Commissiox,  Second  District. 

At  a  session  of  the  Public  Service  Commission,  Second 
District,    held    at   the   Capitol,   Albany,   on   the   22nd 
day  of  December,  1908. 
Present : 
Frank  W.  Stevens,  Chairman, 
Thomas  M.  Osborne, 
Martin  S.  Decker, 
John  B.  Olmsted, 

Commissioners. 
Continental     Can     Company,     Complainant,    against  Authority  to 

The  New  York  Central  and  Hudson  River  Rail-         refund  $131.16. 
ROAD  Company,  Respondent. 

I'pon  shipments  made  on  April  28,  May  7,  8,  11,  and  15,  1908,  of  five 
carloads  of  empty  tin  cans  from  Syracuse  to  Wilson,  and  on  June  18,  20, 
and  25,  1908,  of  three  carloads  of  empty  tin  cans  from  Syracuse  to  Barker, 
within  this  State,  over  the  New  York  Central  and  Hudson  River  railroad, 
the  respondent.  The  New  York  Central  and  Hudson  River  Railroad  Company, 
exacted  from  complainant.  Continental  Can  Company,  for  the  transportation 
of  said  carloads  of  empty  tin  cans  the  sum  of  $384.72,  the  same  being  at 
the  rate  of  twenty-four  cents  per  hundred  pounds  upon  an  aggregate  weight 
of  100,300  pounds.     Such  rate  of  twenty-four  cents  per  hundred  pounds  was 
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charged  in  accordance  with  fourth-class  rate  shown  in  defendant's  tariff 
P.  S.  C,  2  N.  Y.,  No.  2737,  filed  with  the  Commission  on  October  31,  1907. 
Prior  to  dates  on  which  such  shipments  moved,  respondent  advised  com- 
plainant that  a  rate  of  twelve  cents  per  hundred  pounds  would  be  applied 
on  said  shipments,  but  this  was  in  error,  as  said  rate  applied  only  from 
Syracuse  to  Suspension  Bridge,  N.  Y.,  and  not  to  said  destination  points 
which  are  intermediate  thereto.  Effective  July  3,  1908,  respondent  established 
rate  on  said  commodity  of  sixteen  cents  per  hundred  pounds  from  SyracuBe 
to  Wilson,  and  fifteen  and  one-half  cents  per  hundred  pounds  from  Syracuse 
to  Barker,  in  tariff  P.  S.  C,  2  N.  Y.,  No.  4148,  carloads,  minimum  weight 
as  per  Oilicial  Classification,  the  same  rates  being  now  shown  in  respondent's 
tariff  A-10000,  P.  S.  C,  2  N.  Y.,  No.  4155,  filed  with  Commission  July  1, 
1908,  effective  August  1,  1908.  Complainant  claims,  and  respondent  admits, 
that  the  rate  of  twenty-four  cents  per  hundred  pounds  was  erzoessive;  and 
respondent  further  admits  that  the  rates  of  sixteen  cents  per  hundred  pounds 
from  Syracuse  to  Wilson,  and  fifteen  and  one-half  cents  per  hundred  pounds 
from  Syracuse  to  Barker,  carloads,  minimum  weight  as  per  Official  Classi- 
fication, which  were  made  effective  July  3,  1908,  would  be  just  and  reasonable 
charts  applied  to  the  shipments  in  question.  It  appearing  to  the  Com- 
mission that  reparation  to  the  extent  of  the  difference  between  $384.72,  the 
amount  collected  upon  said  shipments,  and  $253.56,  the  sum  produced  by  a 
rate  of  sixteen  cents  per  hundred  pounds  upon  the  aggregate  weight  of  said 
shipments  from  Syracuse  to  Wilson  of  101,800  pounds,  and  of  fifteen  and 
one-half  cents  per  hundred  pounds  upon  the  aggregate  weight  of  said  ship- 
ments from  Syracuse  to  Barker  of  58,500  pounds,  that  is  to  say,  $131.10, 
should  be  allowed  to  complainant  upon  said  shipments;  it  is 

Ordered:  That  the  complainant.  Continental  Can  Company,  is  entitled  to 
recover  from  the  respondent.  The  New  York  Central  and  Hudson  River 
Railroad  Company,  the  sum  of  $131.16  as  reparation  for  and  on  account  of 
exaction  by  respondent  of  said  unjust  and  unreasonable  charge  of  $384.72  for 
transportation  of  the  shipments  aforesaid. 


[Case  No.  658]  State  of  New  Yoek, 

Public  Sebvice  Commission,  Sboond  Disteict. 

At  a  session  of  the  Public  Service  Commission,  Second 
District,  held  at  the  Capitol,  Albany,  on  the  22nd 
day  of  December,  1908. 
Present : 
Fbank  W.  Stevens,  Chairman, 
Thomas  M.  Osbobne, 

MaBTIN  S.  DECB3B, 

John  B.  Olmsted, 

Commissioners. 

ScHENKCTAOT   PowsB   COMPANY,    Complainant,   against  Authority  to 

The  Delawabe  and  Hudson  Company  and  Boston         refund  $729.95. 
AND  Maine  Railboad,  Respondents. 

Upon  shipments  made  during  the  period  from  July  9  to  September  11, 
1908,  d  fofurtees  carl<Muls  of  lumber  over  the  railroad  of  The  Delaware  and 
Hudson  Compttsy  md  the  Boston  and  Maine  railroad  from  The  Glen  to 
Schaghticoke  within  ihia  State,  respondents,  The  Delaware  and  Hudson 
Company  and  the  Boston  and  Maine  Railroad,  exacted  from  complainant, 
Schenectady  Power  Company,  for  the  transportation  of  said  carloads  of 
lumber,  tl^  sum  of  $1179.15.  This  charge  was  at  the  rate  of  twenty-one 
cents  per  hundred  pounds  on  an  aggregate  weight  of  561,500  pounds,  as 
shown  l^  Supplements  Nos.  9  and  10  to  The  Delaware  and  Hudson  Company 
joint  class  rate  tariff  P.  S.  C,  2  N.  Y.,  No.  80.  Effective  February  23,  1907, 
respondent.  The  Delaware  and  Hudson  Company,  by  Supplement  No.  4  to 
said  joint  class  rate  tariff  P.  S.  C,  2  N.  Y.,  No.  80,  in  connection  with 
respondent,  Boston  and  Maine  Railroad,  established  a  rate  of  eight  cents 
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per  hundred  pounds  on  said  commodity  applying  from  said  point  of  shipment 
to  said  point  of  destination.  In  Supplement  No.  9  to  said  joint  class  rate 
tariff  P.  S.  C,  2  N.  Y.,  No.  80,  effective  June  16,  1908,  this  rate,  through 
typographical  error,  was  changed  to  said  rate  of  twenty-one  cents  per  hundred 
pounds,  and  was  so  continued  in  Supplement  No.  10  to  said  tariff.  Effective 
September  14,  1908,  this  error  was  corrected  by  Supplement  No.  11  to  said 
joint  class  rate  tariff  P.  S.  C,  2  N.  Y.,  No.  80,  reestablishing  a  rate  of  eight 
cents  per  hundred  poimds  on  said  commodity  from  said  point  of  shipment 
to  said  point  of  destination.  Complainant  claims,  and  respondents  admit, 
that  the  rate  of  twenty-one  cents  per  hundred  pounds  was  excessive;  and 
respondents  further  admit  that  the  rate  of  eight  cents  per  hundred  pounds, 
which  was  reestablished  and  made  effective  September  14,  1908,  would  be 
a  just  and  reasonable  charge  applied  to  the  shipments  in  question.  It 
appearing  to  the  Commission  that  reparation  to  the  extent  of  the  difference 
between  $1179.15,  the  amount  collected  upon  said  shipments,  and  $449.20, 
the  sum  produced  by  a  rate  of  eight  cents  per  hundred  pounds  upon  an 
aggregate  weight  of  561,500  poiinds,  that  is  to  say,  $729.95,  should  be  allowed 
to  complainant  upon  said  shipments;  it  is 

Ordered:  That  the  complainant,  Schenectady  Power  Company,  is  entitled 
to  recover  from  the  respondents.  The  Delaware  and  Hudson  Company  and 
the  Boston  and  Maine  Railroad,  the  sum  of  $729.95  as  reparation  for  and 
on  account  of  exaction  by  respondents  of  said  unjust  and  unreasonable  charge 
of  $1179.15. 


[Case  No.  294]  State  of  New  York, 

Public  Sebvice  Commission,  Second  District. 

At  a  session  of  the  Public  Service  Commission,  Second 
District,   held   at  the   Capitol,   Albany,   on  the   30th 
day  of  December,  1908. 
Present : 

Frank  W.  Stevens,  Chairman, 
Mabtin  S.  Decker, 
James  E.  Saoue, 
John  B.  Olmsted, 

Commissioners. 

In  the  matter  of  the  Complaint  of  the  Gleason  Cold  Authority  to 

Storage  Company  against  The  New  York  Central      refund  $4395.87. 
and  Hudson  River  Railroad  Company. 

The  complaint  in  this  case  was  filed  April  4,  190S,  and  demands  reparation 
for  unlawful  transportation  charges  principally  on  apples  and  pears  to  the 
complainant's  cold  storage  warehouses  at  Brighton,  N.  Y.,  and  LeRoy,  N.  Y., 
from  various  points  in  the  State  of  New  York.  Up  to  September  11,  1907, 
the  defendant  had  in  effect  no  commodity  rates  for  apples  and  pears  from 
New  York  state  points  either  to  Rochester,  Brighton,  or  LeRoy,  N.  Y.  The 
class  rates  only  applied,  and  the  class  rates  to  Brighton  were  the  same  as 
those  in  effect  to  Rochester.  On  September  11,  1907,  the  defendant  established 
commodity  rates  to  Rochester  as  provided  for  in  tariffs  A-7394,  P.  S.  C, 
2  N.  Y.,  40,  and  A-7395,  P.  S.  C,  2  N.  Y.,  41.  On  October  14,  1907,  the 
defendant  established  rates  on  the  commodities  in  question  from  certain  main- 
line points  to  Brighton  on  the  basis  of  the  rates  from  the  same  points  to 
Rochester,  N.  Y.,  as  provided  for  in  Supplement  No.  1  to  tariff  A-7394, 
P.  S.  C,  2  N.  Y.,  40;  and  on  October  15,  1907,  from  R.,  W.  &  0.  division 
points  herein  involved,  to  Brighton  on  the  basis  of  the  rates  to  Rochester 
as  provided  for  in  Supplement  No.  1  to  tariff  A-7395,  P.  S.  C  2  N.  Y.,  41. 
At  that  time  no  commodity  rates  existed  from  these  points  to  LeRoy,  N.  Y.; 
but  on  October  26,  1907,  the  defendant  established  rates  from  both  main-line 
and  R.,  W.  &,  0.  division  points  to  LeRoy,  N.  Y.,  on  apples  only,  as  pro- 
vided for  in  tariff  A-7946,  P.  S.  C,  2  N.  Y.,  2651.  Subsequently,  the 
defendant  established  rates  to  Brighton,  N.  Y.,  on  the  basis  of  the  Rochester 
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rates,  from  various  West  Shore  points  upon  the  commodities  in  question  as 
provided  for  in  Supplement  No.  3  to  tariff  A-^024,  P.  S.  C,  2  N.  Y.,  1202. 
A  schedule  filed  by  complainant  covering  shipments  to  Brighton  shows  ship- 
ments from  September  6  to  November  26,  1907,  inclusive,  and  to  LeRoy 
from  September  26  to  November  21,  1007.  The  items  in  this  schedule  referred 
to  weights  and  other  matters  hereinafter  mentioned  as  well  as  to  rates.  The 
points  of  shipment  are  all  in  New  York  state,  and  the  transportation  was 
wholly  within  New  York  state.  The  claim  as  filed  is  for  reparation  in  the 
amount  of  $4860.34.  The  defendant  concedes  that  the  higher  charges  to 
Brighton  and  LeRoy  during  the  period  mentioned,  in  excess  of  the  rates 
established  by  the  tariffs  heretofore  mentioned,  were  unreasonable,  and  also 
says  that  the  higher  rates  to  Brighton  and  LeRoy  were  the  result  of  a  mis- 
understanding by  one  of  its  officers.  The  claim  filed  by  the  complainant 
has  been  carefully  checked  by  the  defendant,  and  this  examination  has  been 
made  in  connection  with  the  complainant's  representative.  Upon  such  exami- 
nation it  appears  upon  the  Brighton  shipments  the  excess  charges  as  aforesaid 
amounted  to  $2373.00,  this  sum  including  $171.31  which  represents  excessive 
rates  on  the  West  Shore  railroad.  It  a£o  appears  that  on  the  LeRoy  ship- 
ments the  defendant  concedes  excessive  charges  to  the  amount  of  $1842.96. 
To  these  sums  are  to  be  added  conceded  errors  in  weights  on  apples  amounting 
to  $20.03  on  the  Brighton  shipnfents,  and  $19.87  on  the  LeRoy  shipments. 
The  total  of  these  excess  charges  amounts  to  $4255.86.  There  are  some 
other  questions  involved  in  the  case  besides  the  mere  difference  in  rates  above 
indicated.  These  relate  to  diversion  of  a  shipment  to  Chicago  on  which  the 
charge  to  Brighton  is  claimed  to  have  been  paid;  a  shipment  referred  to  as 
the  "Kent  Street,  Ridge  Road  shipment";  rates  on  carrots  from  Morton, 
N.  Y.;  a  refund  allowed  but  claimed  not  to  have  been  paid;  some  errors  in 
rate  on  re-billed  fruit,  excess  charges  based  on  the  claim  that  weights  should 
be  corrected;  and  alleged  excessive  rates  on  pears  to  LeRoy.  As  to  most 
of  these  minor  claims  the  proof  is  to  be  supplemented  by  statements  from 
one  or  both  parties. 

The  Commission  is  of  the  opinion  that  the  rates  charged  in  excess  of  those 
established  by  the  defendant,  as  aforesaid,  were  as  complained  of  and  con- 
ceded by  defendant,  unjust  and  unreasonable,  and  that  these,  together  with 
the  amoimts  represented  by  errors  in  weights  on  apples  to  Brighton  and 
LeRoy,  should  he  refunded  to  complainant  without  delay  and  without  being 
held  to  await  determination  of  the  questions  as  to  other  matters  involved 
herein.  The  complainant  also  claims  interest  on  the  amounts  involved,  but 
the  Commission  is  of  the  opinion  that  interest  should  not  be  allowed  except 
upon  the  excess  charges  to  Brighton  over  the  Rochester  rate,  which  were  in 
the  nature  of  an  overcharge,  since  Brighton,  a  suburb  of  Rochester,  takes 
Rochester  rates  on  traffic  generally.  Such  interest,  computed  at  the  rate  of 
six  per  cent,  per  annum  from  January  6,  1908  (the  time  when  the  claim 
was  filed  with  the  defendant),  to  December  30,  1908,  amounts  on  $2373.00, 
the  aggregate  of  such  excess  charges,  to  $140.01,  and  this  should  be  added 
to  $4255.86,  the  amount  of  the  claims  as  above  stated.  Upon  the  facts  and 
considerations  above  stated,  it  is 

Ordered:  That  the  complainant,  the  Gleason  Cold  Storage  Company,  is 
entitled  to  recover  from  the  defendant,  The  New  York  Central  and  Hudson 
River  Railroad  Company,  the  sum  of  $4395.87  as  reparation  for  and  on 
account  of  exaction  by  defendant  of  said  unjust  and  unreasonable  trans- 
portation charges. 
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[Case  No.  181]  State  of  New  York, 

Public  Sebvice  CJommission,  Second  District. 

At  a  session  of  the  Public  Service  Ommission,  Second 
District,  held  at  the  Capitol,  Albany,  on  the  7th  day 
of  January,  1908. 
Present : 
Fbank  W.  Stevens,  Chairman, 
Chables  H.  Keep, 
Thomas  M.  Osbobne, 
Mabtin  S.  Deckeb, 
James  £.  Saotte, 

Commissioners. 

In  the  matter  of  the  Petition  of  Niaqaba,  Lockpobt 
and  Ontabio  Poweb  Company,  under  section  68  of 
the  Public  Service  Commissions  Law,  for  permission 
to  construct  and  to  exercise  rights  and  privileges 
iinder  a  franchise  granted  by  the  Board  of  Trustees 
of  the  Village  of  Blasdell,  Erie  county. 

The  Niagara,  Lockport  and  Ontario  Power  Company,  on  January  6,  1908, 
filed  with  this  Commission  its  petition,  under  section  68  of  the  Public  Service 
Commissions  Law,  for  permission  to  construct,  maintain,  and  operate  the 
necessary  poles,  wires,  cables,  conduits,  subways,  appliances,  and  structures, 
in,  through,  upon,  over,  under,  and  across  all  of  the  streets,  alleys,  highways, 
and  public  places  of  the  village  of  Blasdell,  Erie  county,  for  the  purpose  of 
using,  distributing,  and  furnishing  electricity  for  heat,  liorht,  or  power  to 
the  said  village  of  Blasdell  and  the  inhabitants  thereof;  and  for  permission 
to  exercise  rights  and  privileges  therefor  under  a  franchise  received  by  the 
petitioner  from  the  board  of  trustees  of  said  village.  Attached  to  the  petition 
is  a  paper  sipied  by  Levant  D.  Lester,  esq.,  attorney  for  said  village,  asking 
ihis  Commission  to  grant,  without  a  hearing,  the  permission  asked  for.  From 
the  petition  and  accompanying  papers  it  appears  that  the  petitioner  has 
received  the  required  consent  of  the  proper  municipal  authorities  of  said 
village  to  said  construction,  maintenance,  and  operation.  Upon  the  aforesaid 
petition  and  accompanying  papers,  and  after  due  deliberation,  it  is 

Ordered:  That  under  section  68  of  the  Public  Service  Commissions  Law 
this  Conunission  hereby  permits  and  approves  the  construction,  maintenance, 
and  operation  by  the  Niagara,  Lockport  and  Ontario  Power  Company,  in 
the  village  of  Blasdell,  Erie  county,  of  the  necessary  poles,  wires,  cables, 
conduits,  subways,  appliances,  and  structures,  in,  through,  upon,  over,  under, 
and  across  all  of  the  streets,  alleys,  highways,  and  public  places  of  the  said 
village  of  Blasdell,  for  the  purpose  of  using,  distributing,  and  furnishing 
electricity  for  heat,  light,  or  power  to  the  said  village  of  Blasdell  and  the 
inhabitants  thereof,  and  hereby  permits  and  approves  the  exercise  of  rights 
and  privileges  for  such  construction,  maintenance,  and  operation  conferred 
on  said  company  by  a  franchise  granted  December  10,  1907,  by  the  board 
of  trustees  of  the  said  village  of  Blasdell,  a  certified  copy  of  which  franchise 
is  on  file  with  this  Commission. 
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[Case  No.  182]  State  of  New  York, 

PuBUC  Service  Commission,  Second  District. 

At  a  session  of  the  Public  Service  Commission,  Second 
District,  held  at  the  Capitol,  Albany,  on  the  7th  day 
of  January,  1908. 
Present : 

t'RANK  W.  Stevens,  Chairman, 
Charles  H.  Keep, 
Thomas  M.  Osborne, 
Martin  S.  Decker, 
James  £.  Sague, 

Commissioners. 

In  the  matter  of  the  Petition  of  Buffalo  General 
Electric  Company,  under  section  68  of  the  Public 
Service  Commissions  Law,  for  permission  to  con- 
struct and  to  exercise  rights  and  privilof^es  under  a 
franchise  j]franted  by  the  Board  of  Trustees  of  the 
Village  of  Blasdell,  Erie  county. 

The  BuiTalo  General  Electric  Company  on  January  6,  1908.  filed  with  this 
Commission  its  petition,  under  section  68  of  the  Public  Service  Commissions 
Law,  for  permission  to  construct,  maintain,  and  operate  the  necessary  poles, 
wires,  cables,  conduits,  subways,  appliances,  and  structures,  in,  through, 
upon,  over,  under,  and  across  all  of  the  streets,  alleys,  highways,  and  public 
places  of  the  village  of  Blasdell,  for  the  purpose  of  using,  distributing,  and 
furnishing  electricity  for  heat,  light,  or  power  to  tlie  said  village  of  Blasdell. 
Erie  county,  and  the  inhabitants  thereof;  and  for  permission  to  exercise 
rights  and  privileges  therefor  under  a  franchise  received  by  the  petitioner 
from  the  board  of  trustees  of  said  village.  Attached  to  the  petition  is  a 
paper  signed  by  Levant  D.  Lester,  esq.,  attorney  for  said  village,  asking 
this  Commission  to  grant,  without  a  hearing,  the  permission  asked  for.  From 
the  petition  and  accompanying  papers  it  appears  that  the  petitioner  has 
received  the  required  consent  of  the  proper  municipal  authorities  of  said 
village  to  said  construction,  maintenance,  and  operation.  Upon  the  aforesaid 
petition  and  accompanying  papers,  and  after  due  deliberation,  it  is 

Ordered:  That  under  section  68  of  the  Public  Service  Commissions  Law 
this  Commission  hereby  permits  and  approves  the  construction,  maintenance, 
and  operation  by  the  Buffalo  General  Electric  Company,  in  the  village  of 
Blasdell,  Erie  county,  of  the  necessary  poles,  wires,  cables,  conduits,  subways, 
appliances,  and  structures,  in,  through,  upon,  over,  under,  and  across  all 
of  the  streets,  alleys,  highways,  and  public  places  of  the  village  of  Blasdell, 
for  the  purpose  of  using,  distributing,  and  furnishing  electricity  for  heat, 
light,  or  power  to  the  said  villaire  of  Blasdell  and  the  inhabitants  thereof, 
and  hereby  permits  and  approves  the  exercise  of  rights  and  privileges  for  such 
construction,  maintenance,  and  operation  conferred  on  said  company  by  a 
franchise  granted  December  10,  1907,  by  the  board  of  trustees  of  the  village 
of  Blasdell,  Erie  county,  a  certified  copy  of  which  franchise  is  on  file  with 
this  Commission. 
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(Case  No.  236]  State  of  New  York, 

PuBUo  Sebvice  CoMiassioN,  SEcoin>  District. 

iAt  a  session  of  the  Public  Service  Commission,  Second 
District,  held  at  the  Capitol,  Albany,  on  the   10th 
day  of  March,  1908. 
Present: 
Frank  W.  Stevens,  Chairman, 
Charles  H.  Keep, 
Thomas  M.  Osborne, 
Martin  S.  Decker, 
James  E.  Saqxje« 

Commissioners. 

In   the  matter   of   the   Petition   of   The  Great   Bear 

Light   and  Power   Company,   under   section   68   of 

the  Public  Service  Commissions  Law,  for  permission 

to  construct  poles  and  wires  for  the  conducting  and 

furnishing  of  electricity  for  public  and  private  light- 
ing and  for  power,  and  for  approval  of  the  exercise 

of   rights    and    privileges    under    franchises    therefor 

received  from  municipal  authorities. 

The  Great  Bear  Light  and  Power  Company  on  February  24,  1908,  filed 
with  this  Commission  its  i)etition  under  section  '68  of  the  Public  Service 
Commissions  Law  for  permission  to  construct  and  operate  in  the  town  of 
Richmondville,  and  the  incorporated  village  of  Kichmondville,  Schoharie 
county,  and  in  the  town  of  Worcester,  Otsego  county,  poles  and  wires  for 
conducting  and  furnishing  electricity  for  public  and  private  lighting  and  for 
power,  and  for  approval  of  the  exercise  of  rights  and  privileges  under  fran- 
chises  received  from  the  authorities  of  said  municipalities.  The  company  pro- 
poses to  generate  electricity  from  water  power,  and  storage  dams  are  to  be 
located  in  the  town  of  Decatur,  Otsego  county,  from  which  town  a  franchise 
has  been  received,  but  inasmuch  as  no  poles  and  wires  are  to  be  constructed 
in  said  town  this  order  does  not  relate  thereto. 

A  hearing  on  this  petition  was  held  by  this  Commission  at  its  office  in 
the  Capitol,  Albany,  on  March  4,  1908.  M.  E,  Baldwin,  esq.,  appeared  for 
the  petitioner;  Clarence  E,  Holmes,  esq,,  appeared  for  the  Worcester  Light 
and  Power  Company. 

From  the  petition  and  accompanying  papers  and  statements  and  evidence 
a-t  the  hearing  it  appears  that  the  petitioner  has  received  the  required  con- 
sent of  the  proper  municipal  authorities  to  such  construction  and  operation; 
that  the  franchises  cover  all  the  highways  and  public  places  of  the  town 
of  Kichmondville,  village  of  Richmondville,  and  town  of  Worcester,  but  that 
the  company  now  proposes  to  furnish  electricity  only  in  the  unincorporated 
village  of  East  Worcester,  Otsego  county,  in  the  villages  of  West  Kichmond- 
ville and  Kichmondville,  Schoharie  county,  and  along  the  line  from  East 
Worcester  through  West  Kichmondville  to  Kichmondville  aforesaid;  that  in 
the  unincorporated  village  of  Worcester,  Otsego  county,  about  four  miles 
west  of  East  Worcester,  electricity  is  now  furnished  to  public  and  private 
eonsumers  by  the  Worcester  Light  and  Power  Company,  which  opposes  any 
proposal  of  this  petitioner  to  furnish  electricity  in  that  place,  and  that 
the  petitioner  does  not  now  ask  authority  to  exercise  its  franchises  in  the 
village  of  Worcester,  or  to  interfere  in  any  way  with  the  present  operations 
of  said  Worcester  Light  and  Power  Company. 

Upon  the  aforesaid  petition  and  accompanying  papers  and  the  evidence 
taken  at  the  hearing,  and  after  due  deliberation,  it  is 

Ordered:  That  under  section  68  of  the  Public  Service  Commissions  Law 
this  Commission  hereby  approves  of  the  construction  and  operation  by  The 
Great  Bear  Light  and  Power  Company  of  an  electric  power  plant,  and  to  erect 
and  maintain  and  operate  a  pole  line  with  wires  for  conducting  and  furnish- 
ing electricity  for  public  and  private  lighting  and  for  power  in  the  unin- 
corporated village  of  East  Worcester,  Otsego  county,  and  from  thence  east- 
wardly  through  the  village  of  West  Kichmondville  to  and  in  the  village  of 
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Richmondville,  Schoharie  county,  with  distributing  lines  in  the  territory 
along  and  immediately  adjoining  said  line  from  East  Worcester  to  Rich- 
mondville aforesaid,  and  to  such  extent  only  and  not  otlierwise;  and  hereby 
permits  and  approves  the  exercise  of  rights  and  privileges  for  such  construc- 
tion and  operation,  as  hereinabove  limited,  conferred  on  The  Great  Bear 
Light  and  Power  Company  by  a  franchise  granted  to  said  company  on 
Novem*ber  7,  1907,  by  the  town  board  of  the  town  of  Worcester,  Otsego 
county;  by  a  franchise  granted  to  said  company  on  January  4,  1908,  by  the 
town  board  of  the  town  of  Richmondville,  Schoharie  county;  by  a  franchise 
granted  to  said  company  on  January  3,  1908,  by  the  president  and  trustees 
of  the  village  of  Richmondville,  Schoharie  county;  by  a  consent  granted 
to  said  company  on  January  30,  1908,  by  the  sole  highway  commissioner  of 
the  town  of  Richmondville,  Schoharie  county;  and  by  a  consent  granted  to 
said  company  on  January  20,  1008,  by  the  sole  highway  commissioner  of  the 
town  of  Worcester,  Otsego  county;  certified  copies  of  which  franchises  and 
consents  are  on  file  with  this  Commission. 

[See  Case  No.  237,  March  10,  1908,  page  338.] 


[Case  No.  286]  State  of  New  Yobk, 

Public  Service  Commission,  Second  Distbict. 

At  a  session  of  the  Public  Service  Commission,  Second 
District,  held  at  the  Capitol,  Albany,  on  the  6th  day 
of  April,  1908. 
Present : 
Fbank  W.  Stevens,  Chairman, 
Mabtin  S.  Deckeb, 
James  E.  Saoue, 

Commissioners. 

In  the  matter  of  the  Petition  of  Mabion  Borden  Hal- 
LIDAY,  under  section  68  of  the  Public  Service  Com- 
missions Law,  as  to  the  construction  of  electric  wire 
pole  lines  for  the  furnishing  of  electricity  and  the 
exercise  of  rights  and  privileges  therefor  under  a 
franchise  received  from  the  town  board  of  the  town 
of  Shawangunk,  Ulster  county. 

Marion  Borden  Halliday  on  April  3,  1908,  filed  with  this  Commission  a 
petition  under  section  68  of  the  Public  Service  Commissions  Law  for  per- 
mission to  construct,  maintain,  and  operate  in  the  town  of  Shawangunk, 
Ulster  county,  electric  wire  pole  lines  for  the  conducting  and  distributing  of 
electricity  for  public  and  private  lighting,  heating,  and  power  purposes,  and 
for  permission  to  exercise  rights  and  privileges  therefor  under  a  franchise 
received  from  the  town  board  of  said  town.  It  appears  from  the  petition 
that  the  petitioner  is  now  operating  upon  private  property  about  one  mile 
eouth  of  the  hamlet  of  Wallkill,  in  said  town,  a  plant  for  the  generation  of 
electricity,  and  is  supplying  such  electricity  upon  said  property;  that  resi- 
dents of  the  hamlet  of  Wallkill  and  the  municipal  authorities  of  said  town 
have  requested  the  petitioner  to  construct,  maintain,  and  operate  an  electric 
wire  pole  line  from  this  plant  to  and  in  Wallkill  for  the  purpose  of  supplying 
electricity  for  public  and  private  lighting,  heating,  and  power;  that  no 
such  service  is  now  being  rendered  in  that  territory;  and  that  the  petitioner 
has  received  a  franchise  for  such  construction,  maintenance,  and  operation 
from  the  town  board  of  said  town.  Upon  the  aforesaid  petition,  and  after 
due  deliberation,  it  is 

Ordered:  That  imder  section  68  of  the  Public  Service  Commissions  Law 
this  Commission  hereby  permits  and  approves  the  construction,  maintenance, 
and  operation  by  Marion  Borden  Halliday  of  electric  wire  pole  lines  for  con» 
ducting  and  distributing  electricity  in  the  portions  of  the  town  of  Shawan- 
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gunk,  Ulster  county,  referred  to  in  a  franchise  granted  to  said  Marion  Borden 
Halliday  by  the  town  board  of  said  town  on  the  20th  day  of  March,  1008; 
and  hereby  permits  and  approves  the  exercise  of  rights  and  privileges  for 
such  construction,  maintenance,  and  operation  conferred  on  said  Marion 
Borden  Halliday  by  said  franchise. 


[Case  No.  180]  State  of  New  York, 

PuBUC  Sebvice  Commission,  Second  District. 

At  a  session  of  the  Public  Service  Commission,  Second 
District,  held  at  the  Capitol,  Albany,  on  the  7th  day 
of  April,  1908. 
Present : 
Frank  W.  Stevens,  Chairman, 
Thomas  M.  Osborne, 
Martin  S.  Decker, 
James  E.  Saoue, 

Commissioners. 

In  the  matter  of  the  Petition  of  the  Baron  Steuben 
On.  AND  Gas  Company,  under  section  68  of  the  Public 
Service  Commissions  Law,  for  permission  to  begin 
construction  and  to  exercise  a  franchise  granted  by 
the  town  of  Wayne,  Steuben  county. 

After  due  deliberation,  it  is 

Ordered:  That  the  said  petition  be  closed  on  the  records  of  this  Com- 
mission, a  request  to  this  effect  having  been  made  by  the  attorney  for  the 
applicant. 

[Case  No.  293]  State  of  New  York, 

PuBUG  Service  Commission,  Second  District. 

At  a  session  of  the  Public  Service  Commission,  Second 
District,  held  at  the  Capitol,  Albany,  on  the  7th  day 
of  April,  1908. 
Present : 
Frank  W.  Stevens,  Chairman, 
Thomas  M.  Osborne, 
Martin  S.  Decker, 
James  E.  Sague, 

Commissioners. 

In  the  matter  of  the  Petition  of  The  Electric  Light 
Company  of  New  Paltz,  under  section  68  of  the 
Public  Service  Commissions  Law,  as  to  the  construc- 
tion, maintenance,  and  operation  of  electric  wire  pole 
lines  for  the  conducting  and  distributing  of  electricity 
for  light,  heat,  or  power  in  the  village  of  New  Paltz, 
Ulster  county,  and  the  exercise  of  rights  and  privi- 
leges therefor  received  by  said  company  from  the 
president  and  trustees  of  said  village. 

The  Electric  Light  Company  of  New  Paltz  on  April  7,  1908,  filed  with  this 
Commission  its  petition  under  section  68  of  the  Public  Service  Commissionfl 
Law  for  permission  to  construct,  maintain,  and  operate  in  the  village  of  New 
Paltz,  Ulster  county,  electric  wire  pole  lines  for  the  conducting  and  dis- 
tributing of  electricity  for  public  and  private  lighting,  heating,  or  power, 
and  for  permission  to  exercise  rights  and  privileges  therefor  received  from 
the  president  and  trustees  of  said  village.  It  appears  from  the  petition  that 
the  petitioner  is  now  supplying  electricity  for  light,  heat,  or  power  in  said 
village;  that  no  other  corporation  or  person  is  so  engaged;  that  the  president 
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and  the  board  of  trustees  of  said  village  have  granted  to  this  petitioner  a 
franchise  for  the  erection,  maintenance,  and  operation  of  conductors,  poles, 
eables  and  wires,  in,  upon,  across,  and  alonff  the  streets,  highways,  and  other 
public  places  of  said  village,  for  the  furnishing  of  electricity  for  light,  heat, 
or  power.    Upon  the  aforesaid  petition,  and  after  due  deliberation,  it  is 

Ordered:  Under  section  68  of  the  Public  Service  Commissions  Law  this 
Commission  hereby  permits  and  approves  the  construction,  maintenance,  and 
operation  by  The  Electric  Light  Company  of  New  Paltz  of  poles,  cables  and 
wires,  in,  upon,  across,  and  along  the  streets,  highways,  and  other  public 
places  of  the  village  of  New  Paltz,  for  conducting  and  distributing  electricity 
for  light,  heat,  or  power;  and  hereby  permits  and  approves  the  exercise  of 
rights  and  privileges  for  such  construction,  maintenance,  and  operation  con- 
ferred on  said  company  by  a  franchise  dated  February  24,  1908,  from  the 
president  and  trustees  of  the  said  village. 


[Case  No.  311]  State  op  Nbw  Yobk, 

PuBLio  Service  Commission,  Seooitd  District. 

At  a  session  of  the  Public  Service  Commission,  Second 
District,  held  at  the  Capitol,  Albany,  on  the  16th  day 
of  April,  1908. 
Present : 
Frank  W.  Stevens,  Chairman, 
Thomas  M.  Osborne, 
Martin  S.  Decker, 
James  E.  Saoue, 

Commissioners. 
In  the  matter  of  the  Petition  of  the  Genesee  County 
Electric  Light,  Power  and  Gas  Company  of  the 
village  of  Batavia,  Genesee  county,  N.  Y.,  under  sec- 
tion 68  of  the  Public  Service  Commissions  Law,  as 
to  the  construction,  maintenance,  and  operation  of  an 
electric  plant  for  furnishing  electricity  for  light,  heat, 
power,  and  other  purposes  in  the  village  of  Bergen, 
Genesee  county,  N.  Y. 

The  Genesee  County  Electric  Light,  Power  and  Gas  Company  on  April  16, 
1908,  filed  with  this  Commission  its  petition,  under  section  68  of  the  Public 
Service  Commissions  Law,  for  authority  to  construct,  maintain,  and  operate, 
in  the  village  of  Bergen,  Genesee  county,  an  electric  plant  for  furnishing 
electricity  for  light,  heat,  power,  and  other  purposes,  and  for  permission  to 
exercise  rights  and  privileges  therefor  under  franchises  received  from  the 
president  and  trustees  of  said  village.  It  appears  from  the  petition  that  the 
petitioner  has  an  option  for  the  purchase  of  the  present  electric  system  in 
said  village  of  Bergen;  that  the  president  and  board  of  trustees  of  the  vil- 
lage have  granted  U)  this  petitioner  franchises  dated  November  17,  1906,  and 
April  9,  1908,  for  construction,  maintenance,  and  operation  of  an  electric 
plant  for  furnishing  electricity  for  light,  heat,  power,  and  other  purposes  in 
said  village;  that  the  petitioner  has  entered  into  a  contract  with  the  said 
village  to  light  streets  of  the  village  and  to  furnish  power  to  operate  the 
water  works  system  of  the  village,  and  that  the  petitioner  intends  to  begin 
work  under  said  contracts  immediately.  Upon  the  aforesaid  petition,  and 
after  due  deliberation,  it  is 

Ordered:  That  under  section  68  of  the  Public  Service  Commissions  Law 
this  Commission  hereby  permits  and  approves  the  construction,  maintenance, 
and  operation,  in  the  village  of  Bergen,  Grenesee  coimty,  N.  Y.,  by  the  Genesee 
County  Electric  Light,  Power  and  Gas  Company  of  Batavia,  Gknesee  county, 
of  an  electric  plant  for  furnishing  electricity  for  light,  heat,  power,  and  other 
purposes,  and  hereby  permits  and  approves  the  exercise  of  rights  and  privi- 
leges for  such  construction,  maintenance,  and  operation  conferred  on  said 
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company  by  franchises  from  the  president  and  trustees  of  said  village  of 
Bergen,  granted  November  17,  1906,  and  April  9,  1908. 

[See  Case  No.  310,  April  16,  1908,  page  318;  Case  No.  417,  November  25, 
1908,  page  4^2;  Case  No.  417,  December  8,  1908,  page  328;  and  Case  No.  661, 
December  29,  1908,  page  310.] 

[Case  No.  341]  State  of  New  York, 

PuBUO  Service  Commission,  Seoono  Distbict. 
At  a  session  of  the  Public  Service  Commission,  Second 
District,  held  at  the  Capitol,  Albany,  on  the  3rd  day 
of  June,  1908. 

Present: 

Frank  W.  Stevens,  Chairman,  I 

Martin  S.  Decker,  ^ 

James  E.  Saque,  '     ^ 

Commissioners.  i 

In  the  matter  of  tbe  Petition  of  Weu^  Island  Light  ] 

AND  Heat  Company,  under  section  68  of  the  Public 
Service  Commissions  Law,  for  permission  to  begin  con-  i 

struction  and  exercise  rights  and  privileges  under  a 
franchise  from  Thousand  Island  Park  Association  pro- 
posed to  be  transferred  to  this  petitioner. 

The  Wells  Island  Light  and  Heat  Company  on  May  19,  1908,  filed  with 
this  Commission  its  petition,  under  section  68  of  the  Public  Service  Commis- 
sions Iiaw,  for  permission  to  begin  construction  of  and  exercise  rights  and 
privileges  for  an  acetylene  gas  plant  on  the  grounds  of  the  Thousand  Island 
Park  Association  on  Wells  Island,  in  the  St.  Lawrence  river,  town  of  Orleans, 
Jefferson  coimty.  From  the  petition  and  accompanying  papers  it  appears 
that  the  petitioner  was  organized  on  August  24,  1907,  under  the  Transporta- 
tion Corporations  Law,  to  manufacture  and  furnish  on  the  said  grounds  of 
the  Thousand  Island  Park  Association  acetylene  gas  for  lighting  the  streets 
and  buildings  on  said  grounds ;  that  certain  individuals  have  agreed  with  this 
petitioner  to  transfer  to  it,  in  consideration  of  $8000  of  this  petitioner's 
common  capital  stock  to  be  issued  to  them  by  this  petitioner,  a  complete 
acetylene  gas  plant,  including  land,  a  building,  machinery  for  the  making  of 
the  gas,  pipes  in  the  streets,  meters,  connections,  and  transfer  to  this  petitioner 
a  lease  and  franchise  to  operate  the  same  obtained  by  the  individuals  from 
the  Thousand  Island  Park  Association,  and  aJso  to  transfer  to  this  petitioner 
consents  of  property  owners  or  lease  owners  to  the  laying  of  gas  pipes  obtained 
by  the  individuals;  that  Wells  Island  is  the  property  of  the  Thousand  Islajid 
Park  Association  and  has  no  mimicipal  government.  Upon  the  aforesaid 
petition  and  accompanying  papers,  and  after  due  deliberation,  it  is 

Ordered:  That  under  section  68  of  the  Public  Service  Commissions  Law 
this  Commission  hereby  permits  and  approves  the  construction  and  operation 
by  the  Wells  Island  I^ght  and  Heat  Company  of  an  acetylene  gas  plant  on 
the  grounds  of  the  Thousand  Island  Park  Association  on  Wells  Island,  in  the 
St.  Lawrence  river,  town  of  Orleans,  Jefferson  county,  including  pipes  in  the 
streets  and  connections,  and  hereby  permits  and  approves  the  exercise  by  said 
company  of  rights  and  privileges  for  such  construction  and  operation  under  a 
lease  and  franchise,  a  certified  copy  of  which  is  on  file  with  this  Commission, 
from  the  Thousand  Island  Park  Association,  dated  July  29,  1907,  to  Walter 
F.  Xewton,  James  A.  Morris,  and  Lauren  M.  Fitch,  this  Commission  on  this 
date  having  consented,  imder  section  70  of  the  Railroad  Law,  that  said  lease 
and  franchise  may  be  transferred  from  said  individuals  to  this  company. 

[See  Case  Xo.  340,  June  3,  1908,  page  353,  and  Case  No.  342,  June  3,  1908, 
page  319.] 
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[Case  No.  368]  State  of  New  York, 

PuBUC  Service  Commission,  Second  District. 
At  a  session  of  the  Public  Service  Commission,  Second 
District,   held  at  the   Capitol,  Albany,  on  the  27th 
day  of  June,  1908. 
Present : 

Frank  W.  Stevens,  Chairman, 

James  E.  Sague, 

John  B.  Olmsted, 

Commissioners. 
In  the  matter  of  the  Petition  of  The  Berlin  Electric 

laoHT,  Heat  and  Power  Company,  under  section  68 

of  the  Public  Service  Commissions  Law  for  permis- 
sion to  construct  and  to  exercise  rights  and  privileges 

under  franchises,  and  under  section  69  as  to  issuing 

capital  stock. 

The  Berlin  Electric  Light,  Heat  and  Power  Company  on  June  12,  1908,  filed 
with  this  Commission  its  petition  ( I )  under  section  68  of  the  Public  Service 
Commissions  Law  for  permission  to  construct,  maintain,  and  operate  in  the 
highways  and  public  places  of  the  town  of  Berlin,  Rensselaer  county,  poles, 
wires,  fixtures,  appliances,  and  apparatus  for  the  conducting  and  furnishing 
of  electricity  for  light,  heat,  or  power  in  said  town,  and  for  approval  of  the 
exercise  of  rights  and  privileges  for  such  construction,  maintenance,  and 
operation  conferred  on  said  company  by  a  franchise  dated  June  4,  1908,  from 
the  town  board  of  said  town;  (2)  imder  section  69  of  the  Public  Service 
Commissions  Law  for  authority  to  issue  $20,000  common  capital  stock  and 
certain  notes.  A  hearing  on  said  petition  was  held  by  Chairman  Stevens  of 
this  Commission  in  the  Capitol,  Albany,  on  June  25,  1908;  Pierce  H,  RuaaeU 
appeared  for  the  petitioner. 

It  appears  from  the  petition  and  accompanying  papers  and  from  evidence 
at  the  hearing  that  the  proper  municipal  authorities  of  said  town  have  given 
the  required  consent  to  said  construction,  maintenance,  and  operation;  that 
the  proceeds  of  the  capital  stock  proposed  to  be  issued  are  to  be  used  for  the 
proper  purposes  of  the  company,  to  wit:  the  acquisition  of  property  and  the 
construction  of  the  petitioner's  plant  and  distributing  system.  In  the  opinion 
of  this  Commission  the  use  of  the  capital  to  be  secured  by  the  issue  by  this 
petitioner  of  its  entire  common  capital  stock  and  the  notes  referred  to  in  the 
petition  is  not  reasonably  required  for  the  said  purposes  of  the  corporation; 
however,  it  is  the  opinion  of  this  Commission  that  the  use  of  the  capital  to 
be  secured  by  the  issue,  at  par,  by  this  petitioner  of  the  $17,500  common 
eapital  stock  hereinafter  authorized  is  reasonably  required  for  the  said  pur- 
poses of  the  corporation,  to  wit:  the  acquisition  of  property  and  the  construc- 
tion of  the  petitioner's  plant  and  distributing  system  as  described  in  tiie 
affidavit  verified  June  11,  1908,  of  William  Daniel  Ligon,  which  affidavit  is 
attached  to  the  petition  herein.  From  the  aforesaid  petition  and  accompanying 
papers  and  evidence  taken  at  tlie  hearing,  and  after  due  deliberation,  it  is 

Ordered:  1.  That  under  section  68  of  the  Public  Service  Commissions  Law 
this  Commission  hereby  permits  and  approves  the  construction,  maintenance, 
and  operation  by  The  Berlin  Electric  Light.  Heat  and  Power  Company  in  the 
highways  and  public  places  of  the  town  of  Berlin,  Rensselaer  county,  of  poles, 
wires,  fixtures,  appliances,  and  apparatus  for  the  conducting  and  furnishing 
of  electricity  for  light,  heat,  or  power  in  said  town,  and  hereby  permits  and 
approves  the  exercise  of  rights  and  privileges  for  such  construction,  main- 
tenance, and  operation  conferred  on  said  company  by  a  franchise  dated  June 
4,  1908,  granted  by  the  town  board  of  the  town  of  Berlin,  Rensselaer  county, 
a  certified  copy  of  which  franchise  is  attached  to  the  petition  herein. 

Ordered:  2.  That  under  section  69  of  the  Public  Service  Commis- 
sions Law  this  Commission  hereby  authorizes  The  Berlin  Electric  Light,  Heat 
and  Power  Company  to  issue  $17,500  common  capital  stock  of  the  par  value 
«f  $100  per  share. 
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Ordered:  3.  That  said  $17,500  common  capital  stock  shall  not  be  sold  for 
less  than  its  par  value. 

Ordei-ed:  4.  That  the  proceeds  of  said  $17,500  common  capital  stock  shall 
be  devoted  by  The  Berlin  Electric  Light,  Heat  and  Power  Company  to  and 
used  for  the  following  purposes  and  no  other,  to  wit:  the  acquisition  of 
property  and  the  construction  of  the  petitioner's  plant  and  distributing  system 
as  described  in  the  affidavit  verified  Jxme  11,  1908,  of  William  Daniel  Ligon, 
which  affidavit  is  attached  to  the  petition  herein. 

Ordered:  5.  That  said  The  Berlin  Electric  Light,  Heat  and  Power  Com- 
pany shall  make  verified  reports  to  this  Commission,  as  follows:  (a)  Upon 
the  sale  of  the  common  capital  stock  authorized  by  this  order,  or  any  part 
thereof,  the  fact  of  such  sale,  the  terms  and  conditions  of  sale,  and  the 
amount  realized  therefrom;  (h)  at  the  expiration  of  each  and  every  period 
of  six  months  from  the  date  of  this  order  the  disposition  and  use  made  of 
the  proceeds  of  said  common  capital  stock,  setting  forth  in  reasonable  detail 
the  purposes  to  which  such  proceeds  have  been  devoted;  and  that  such  reports 
shall  be  made  until  all  the  proceeds  of  said  common  capital  stock  have  been 
expended  pursuant  to  the  provisions  of  this  order. 


{Case  No.  290]  State  of  New  Yobk, 

PuBUC  Service  Commission,  Second  District. 

At  a  session  of  the  Public  Service  Commission,  Second 
District,  held  at  the  Capitol  in  the  city  of  Albany  on 
the  7th  day  of  July,  1908. 
Present : 
Frank  W.  Stevens,  Chairman, 
Thomas  M.  Osborne, 
Martin  S.  Decker, 
James  £.  Sague, 
John  B.  Olmstbd, 

Commissioners. 

In  the  matter  of  the  Petition  of  A.  L.  Swett  Electric 
Light  Company  for  permission  to  exercise  rights  in 
the  Village  of  Albion. 

It  appearing  by  the  statements  on  open  hearing,  and  by  stipulation  filed 
with  the  Commission  by  the  receiver  of  the  Albion  Power  Company  and  by 
the  attorneys  and  committee  for  the  bondholders  of  said  company,  that  the 
receiver  of  said  company  is  ready  to  begin  at  once  and  complete  within  thirty 
days  from  this  date  certain  improvements  and  betterments  of  the  plant  and 
service  of  said  company,  which  improvements  and  betterments  are  hereinafter 
enumerated;  and  to  begin  and  complete  within  sixty  days  of  this  date  certain 
other  improvements  and  betterments  hereinafter  set  forth: 

Resolved,  That  this  proceeding  be  adjourned  and  held  open  for  thirty  days 
from  this  date,  and  that  in  the  meantime  the  receiver  of  the  Albion  Power 
Company  be  permitted  to  begin  immediately  the  following  work  of  improve- 
ment and  betterment  upon  the  plant  and  service  of  said  company,  and  to 
complete  the  same  to  the  satisfaction  of  the  Commission  within  thirty  days, 
to  wit: 

Improvements  to  he  made  within  thirty  days: 

1.  Install  a  new  shaft  and  repair  the  water-wheel  at  the  Waterport  power 
station  No.  1  so  as  to  make  available  the  150  kilowatt  generator  belted  to  this 
wheel. 

2.  Repair  the  timber  dam  and  crib  at  Waterport  power  station  No.  1  in 
such  a  manner  as  to  prevent  the  leakage  now  existing  there,  and  to  increase 
the  available  head  and  power  at  this  dam. 

3.  Make  all  necessary  repairs  upon  the  two  boilers  now  at  Albion  so  as 
to  make  possible  the  continuous  operation  of  these  boilers. 
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4.  To  purchafle  and  install  a  100  kilowatt  belt-driven  generator,  exciter, 
switchbourd,  belt  and  engine  to  drive  the  same  in  the  Albion  sid>-8tation. 
This  if  on  the  supposition  that  a  second-hand  outfit  is  to  be  purchased  and 
therefore  can  be  installed  within  the  thirty  days  above  named. 

5.  To  purchase  and  install  a  mechanical  governor  at  Clark  Mills. 

0.  To  purchase  and  erect  the  additional  distribution  copper  necessary  to 
furnish  proper  service  in  Albion. 

And  further  Be$olved,  That  if  at  the  expiration  of  thirty  days  from  this 
date  the  said  improvements  hereinbefore  enumerated  have  not  been  sub- 
stantially completed  to  the  satisfaction  of  the  Commission,  then  the  applica- 
tion of  the  petitioner  to  be  brought  up  again  to  this  Commission  for  action 
tltereon.  If  at  the  expiration  of  said  thirty  days  the  said  improvements  and 
betterments  have  been  substantially  completed,  then  this  case  to  be  again 
adjourned  and  held  open  for  a  further  period  of  thirty  days  from  that  &te, 
during  which  time  tne  following  improvements  and  betterments  are  to  be 
completed  by  the  said  receiver  to  the  satisfaction  of  the  Commission: 

List  of  repairs  to  he  completed  tDiihin  eiwty  days: 

7.  Install  recording  apparatus  so  that  the  income  and  outgo  of  electric 
current  at  Albion  and  Brockport  can  be  more  accurately  determined,  and 
waste  of  current,  if  any,  accoimted  for  and  recovered. 

8.  Install  three  50  kilowatt  6600  te  13,200  volt  transformers  at  Albion, 
toffether^with  the  necessary  connections. 

d.  Install  a  new  arc  light  system  in  Albion. 

10.  To  purchase  and  install  proper  switehboard  devices  on  the  entire  system 
of  the  company. 

11.  To  purchase  and  install  exciter  regulators  on  the  entire  system  of  the 
company. 

12.  To  purchase  and  install  single-phase  feeder  regulators  on  the  entire 
system  of  the  company. 

18.  To  conserve  the  water  power  and  increase  ite  availability  by  storing 
the  water  so  far  as  possible  during  the  day,  supplying  power  required  for  the 
day-load  from  the  operation  of  the  steam  plants  of  the  company,  so  that  the 
maximum  water  power  will  be  available  for  the  peak-load  during  the  evening 
hours  of  greatest  consumption. 

If  at  the  expiration  of  the  full  period  of  sixty  days  hereinbefore  provided 
for  all  the  above  improvements  are  substantially  completed,  and  the  Com- 
mission is  satisfied  that  by  reason  thereof  the  people  of  the  village  of  Albion 
are  receiving  adequate  and  proper  service  in  the  premises,  then  the  applica- 
tion of  the  petitioner  to  be  denied;  otherwise  to  be  brought  up  again  for 
further  action  and  determination  of  the  Commission. 

[Bee  Case  No.  409,  July  23,  1908,  page  357 ;  Case  No.  296,  August  12,  1908, 
page  300;  and  Case  No.  296,  October  14,  1908,  page  305.] 
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[Caae  No.  399]  State  or  New  Yobk, 

Public  Service  Comiossion,  Second  Distbiot. 

At  a  session  of  the  Public  Service  Commission,  Second 
District,   held   at  the  Capitol,  Albany,  on  the   16th 
day  of  July,  1908. 
Present: 
Fbank  W.  Stevens,  Chairman, 
Thomas  M.  Osbqbne, 
Mabtin  S.  Deckeb, 
James  E.  Saoue, 
John  B.  Olmsted, 

Commissioners. 

In  the  matter  of  the  Petition  of  the  Cleab  Cbeek  Oil 
AND  Gas  Company  of  Collins  Center,  N.  Y.,  under 
section  68  of  the  Public  Service  Commissions  Law, 
for  permission  to  lay,  maintain,  and  operate  pipes 
for  the  conducting  and  furnishing  of  natural  gas  in 
the  town  of  Collins,  Erie  county,  and  for  permission 
and  approval  of  the  exercise  of  rights  and  privileges 
therefor  under  a  franchise  granted  to  said  company 
by  the  town  board  of  said  town. 

The  Clear  Creek  Oil  and  Gas  Company  on  July  10,  1908,  filed  with  this 
Commission  its  petition,  under  section  68  of  the  Public  Service  Commissions 
Law,  for  permission  to  lay,  maintain,  and  operate  gas  pipes  for  conductinff 
and  furnishing  natural  gas  in  the  town  of  Collins,  Erie  county,  outside  of 
the  village  of  Gowanda,  and  for  permission  to  exercise  rights  and  privileges 
for  such  construction,  maintenance,  and  operation,  conferred  upon  said  com- 
pany by  a  franchise  granted  to  it  by  the  town  board  of  said  town.  It  appears 
from  the  petition  and  accompanying  papers  that  the  petitioner  was  organ- 
ized in  April,  1908,  under  the  Transportation  Corporations  Law,  to  maniuac- 
ture  gas  and  to  produce  and  acquire  natural  gas,  and  to  furnish  such  gas  to 
the  public  in  the  towns  of  Collins  and  North  OoUins,  Erie  county,  and  the 
village  of  Gowanda;  that  it  has  obtained  from  the  town  of  Collins  a  fran- 
chise to  lay,  maintain,  and  operate  in  the  streets,  lanes,  alleys,  squares,  and 
highways  of  said  town,  pipes  for  conducting  and  furnishing  to  the  public 
natural  gas  for  fuel  and  lights;  that  it  commenced  construction,  under  said 
franchise,  without  knowledge  of  the  provisions  of  section  68  of  the  Public 
Service  Commissions  Law,  and  has  expended  approximately  $12,000  thereon. 
Upon  the  aforesaid  petition  and  accompanying  papers,  after  due  deliberation, 
it  is 

Ordered:    That  under  section  68  of  the  Public  Service  Commissions  Law 
this  Commission  hereby  permits  and  approves  the  laying,  maintenance,  and 

X ration,  by  the  Clear  Creek  Oil  and  Gas  Company,  in  the  streets,  lanes, 
lys,  squares,  and  highways  of  the  town  of  Collins,  Erie  county,  outside  of 
the  village  of  Gowanda,  of  gas  pipes  for  conducting  and  furnishing  to  the 
public  natural  gas  for  fuel  and  light;  and  hereby  permits  and  approves  the 
exercise  by  said  company  of  rights  and  privileges  therefor  conferred  on  said 
company  by  a  franchise  dated  May  9,  1908,  granted  to  said  company  by 
the  town  board  of  said  town. 

[See  Case  No.  571,  December  2,  1908,  page  378.] 
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[Case  No.  404]  State  of  New  York, 

PuBUC  Service  Commission,  Second  District. 
At  a  session  of  the  Public  Service  Commission,  Second 
District,   held   at   the   Capitol,   Albany,   on   the   2l8t 
day  of  July,  1908. 
Present : 

Frank  W.  Stevens,  Chairman, 

Thomas  M.  Osborne, 

James  E.  Saoue, 

John  B.  Olmsted, 

Commissioners. 
In  the  matter  of  the  Petition  of  Peter  Goerqen  and 

Josef  Goerqen,  under  section  68  of  the  Public  Service 

Conunissions  Law,   for   permission   to  lay,   maintain, 

and  operate  pipes  for  the  conducting  and  furnishing  of 

acetylene  gas  in  the  village  of  Castleton,  Rensselaer 

county,  and  for  permission  and  approval  of  the  exer- 
cise of  rights  and  privileges  therefor  under  a  fran- 
chise granted  to  said  Josef  Goergen  by  the  board  of 

trustees  of  said  village. 

Peter  Goergen  and  Josef  Goergen  having  on  July  14,  1908,  filed  with  this 
Commission  their  petition,  under  section  68  of  the  Public  Service  Commis- 
sions Law,  for  permission  to  lay,  maintain,  and  operate  gas  pipes  for  con- 
ducting and  furnishing  acetylene  gas  to  the  public  in  the  village  of  Castleton, 
Rensselaer  county,  and  for  permission  to  exercise  rights  and  privileges  for 
such  construction,  maintenance,  and  operation  conferred  upon  said  Josef 
Goergen  by  a  franchise  from  the  board  of  trustees  of  said  village;  and  a 
hearing  on  said  petition,  after  due  notice,  having  been  held  by  this  Commis- 
sion at  its  office  in  the  Capitol,  Albany,  on  July  21st;  and  it  appearing  from 
the  petition  and  from  said  franchise  that  the  petitioners  have  obtained  au- 
thority from  the  board  of  trustees  of  said  village  to  lay,  maintain,  and  operate 
therein  pipes  for  conducting  and  furnishing  to  the  public  acetylene  gas  for 
light;  now,  after  hearing  the  petitioners  and  John  Flynn,  president  of  said 
village,  and  after  due  deliberation,  it  is 

Ordered:  That  under  section  6S  of  the  Public  Service  Commissions  Law 
this  Commission  hereby  permits  and  approves  the  laying,  maintenance,  and 
operation  by  Peter  Goergen  and  Josef  Groergen,  in  the  streets  and  public  places 
of  the  village  of  Castleton,  Rensselaer  county,  of  gas  pipes  for  conducting  and 
furnishing  to  the  public  acetylene  gas  for  light,  and  hereby  permits  and  ap- 
proves the  exercise  by  said  persons  of  rights  and  privileges  therefor  conferred 
upon  them  by  a  franchise  dated  July  13,  1908,  from  the  board  of  trustees  of 
said  village. 

[Case  No.  405]  State  of  New  York, 

PuBUC  Service  Commission,  Second  District. 
At  a  session  of  the  Public  Service  Commission,  Second 
District,  held   at   the  Capitol,   Albany,   on   the   30th 
day  of  July,  1908. 
Present : 

Frank  W.  Stevens,  Chairman, 
Thomas  M.  Osborne, 
James  E.  Sague, 
John  B.  Olmsted, 

Commissioners.  t 

In  the  matter  of  the  Petition  of  the  Kanes  Falls 
Electric  Company,  under  section  68  of  the  Public 
Service  Commissions  Law,  for  permission  to  con- 
struct and  to  exercise  rights  and  privileges  under 
franchises. 

The  Kanes  Falls  Electric  Company  having  on  July  15,  1908,  filed  with 
thjs  Commission  its  petition,  under  section  68  of  the  Public  Service  Com- 
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missions  Law,  for  permission  to  construct  an  electrical  transmission  line 
in  the  towns  of  Fort  Ann  and  Kingsbury,  Washington  county,  and  Queens- 
bury,  Warren  county;  and  for  approval  of  the  exercise  of  rights  and  privi- 
leges therefor  under  franchises  obtained  -from  municipal  authorities  of  said 
towns;  and  hearings  on  said  petition,  after  public  notice,  Laving  been  held 
by  this  Commission  at  its  office  in  the  Capitol,  Albany,  on  July  21  and  22, 
1908,  Austin  &  Russell  appearing  for  the  petitioner,  and  no  one  else  appear- 
ing; now,  upon  the  aforesaid  petition  and  accompanying  papers  and  evi- 
dence taken  at  the  hearings,  and  after  due  deliberation,  it  is 

Ordered:  1.  That  under  section  ^  of  the  Public  Service  Commissions 
Law  this  Commission  hereby  permits  and  approves  the  construction,  main- 
tenance, and  operation  by  the  Kanes  Falls  Electric  Company  of  suitable 
wires  and  other  conductors,  and  thw  necessary  poles,  pipes,  and  other  fixtures 
and  appurtenances  for  an  electrical  transmission  line,  said  transmission  line 
to  be  used  for  the  purpose  of  conducting  and  distributing  electricity  and 
electrical  energy,  in,  on,  over,  along,  under,  and  across  streets,  hiffhwaya, 
and  public  places  in  the  towns  of  Fort  Ann  and  Kingsbury,  Washington 
county,  and  the  town  of  Queensbury,  Warren  county,  as  described  in  the 
franchises  hereinafter  mentioned;  and  hereby  permits  and  approves  the  ex- 
ercise of  rights  and  privileges  for  such  construction,  maintenance,  and  opera- 
tion conferred  on  said  company  by  a  franchise  dated  May  9,  1908,  granted 
to  said  company  by  the  town  board  of  the  town  of  Fort  Ann,  Washington 
county;  by  a  franchise  dated  May  21,  1908,  granted  to  said  company  by  the 
town  board  and  commissioners  of  highways  of  the  town  of  Eangsbury,  Wash- 
ington county;  by  a  franchise  dated  July  13,  1908,  granted  to  said  company 
by  the  town  board  of  the  town  of  Queensbury,  Warren  county,  certified 
copies  of  which  franchises  are  attached  to  the  petition  herein. 

Ordered:  2.  That  said  company  shall,  at  each  point  where  said  trans- 
mission line  shall  cross  a  highway,  erect  a  large  sign  to  warn  passersby  of 
the  dangerous  character  of  the  line;  and  that  the  character  of  such  signs 
and  their  proposed  locations  shall  be  submitted  to  this  Commission  for  ap- 
proval before  construction. 

Ordered:  3.  That  if  said  company  proposes  to  change  the  character  of 
construction  of  said  transmission  line,  it  shall  notify  this  Commission,  in 
advance,  of  the  changes  proposed. 


[Case  No.  214]  State  of  New  Yobk, 

Public  Service  Commission,  Second  Distbiot. 

At  a  session  of  the  Public  Service  Commission,  Seconl 
District,  held  at  the  Capitol,  Albany,  on  the  5th  daj 
of  August,  1908. 
Present: 
Fbank  W.  Stevens,  Chairman, 
Thomas  M.  Osbobne, 
Mabtin  S.  Deckeb, 
James  E.  Saoue, 
John  B.  Olmsted, 

Commissioners. 

In  the  matter  of  the  Petition  and  Supplemental  Peti- 
tion of  Citizens  Electbio  Service  Company  op 
Bath,  under  section  68  of  the  Public  Service  Com- 
missions Law,  for  permission  to  construct  and 
operate  and  to  exercise  rights  and  privileges  under 
franchises. 

The  Citizens  Electric  Service  Company  of  Bath  having  filed  with  this  Com- 
mission its  petition  and  supplemental  petition,  under  section  68  of  the  Pub- 
lic Service  Commissions  Law,  for  permission  to  construct,  maintain,  and 
operate  in  the  highways  and  public  places  of  the  villages  of  Bath,  Avoca, 
and  Savona,  and  in  certain  highways  and  public  places  of  the  towns  of  Bath 
and  Avoca,  Steuben  county,  poles,  wires,  and  other  fixtures  for  the  conduct- 
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inff  and  furnishing  of  electricity  for  light,  heat,  or  power  in  said  villages 
aim  towns,  and  for  approval  of  the  exercise  of  rights  and  privileges  for 
such  construction,  maintenance,  and  operation  conferred  on  said  company 
by  franchises  from  the  proper  municipal  authorities  of  said  towns  and  vil- 
lages; and  hearings  having  been  held  on  said  petitions  in  the  city  of  Albany 
on  March  16,  and  in  the  village  of  Bath  on  March  26  and  May  14,  1908, 
James  McCaU  and  Monroe  Wheeler  appearing  for  the  petitioner,  William  H, 
Nichols  appearing  for  the  Bath  Electric  and  Gas  Light  Company  in  opposi- 
tion, and  Reuben  R,  Lyon  appearing  for  residents  of  Bath;  now,  upon  the 
aforesaid  petitions  and  accompanying  papers  and  evidence  at  the  hearings, 
and  after  due  deliberation,  it  is 

Ordered:  That  under  section  68  of  the  Public  Service  Commissions  Law 
this  Commission  hereby  permits  and  approves  the  construction,  maintenance, 
and  operation  by  the  Citizens  Electric  Service  Company  of  Bath,  in  the  high- 
ways and  public  places  of  the  villages  of  Bath,  Avoca,  and  Savona,  and  in 
certain  hignways  and  public  places  of  the  towns  of  Bath  and  Avoca,  Steuben 
county,  of  poles,  wires,  and  other  fixtures  for  the  conducting  and  furnishing 
of  electricity  for  light,  heat,  or  power  in  said  villages  and  towns,  and  hereby 
permits  and  approves  the  exercise  of  rights  and  privileges  for  such  con- 
struction, maintenance,  and  operation  conferred  on  said  company  by  a  con- 
tract and  franchise  dated  January  14,  1908,  granted  by  the  president  and 
trustees  of  the  village  of  Bath;  by  a  franchise  dated  January  23,   1908, 

S anted  by  the  president  and  trustees  of  the  village  of  Avoca;  by  a  franchise 
ted  January  23,  1908,  granted  by  the  president  and  trustee  of  the  village 
of  Savona;  by  a  franchise  dated  February  13,  1008,  granted  by  the  town 
ix>ard  of  the  town  of  Bath;  and  by  a  franchise  dated  February  12,  1908, 
granted  by  the  town  board  of  the  town  of  Avoca;  copies  of  which  franchisee 
are  on  file  with  this  Commission. 


ICase  No,  296]  State  op  New  Yobk, 

PuBLio  Service  Commission,  Second  Distbict. 

At  a  session  of  the  Public  Service  Commission,  Second 
District,  held  at  the  Capitol,  Albany,  on  the  12th 
day  of  August,  1908. 
Present : 

Frank  W.  Stevens,  Chairman, 

Thomas  M.  Osborne, 

Martin  S.  Decker, 

James  E.  SAOxns. 

John  B.  Olmsted, 

Commissioners. 
In  the  matter  of  the  Petition  of   the  A.   L.   Swett 

Electric   Light   and   Power   Company   under   sec- 
tion 68  of  the  Public  Service  Commissions  Law. 

Upon  the  filing  with  this  Commission  of  the  affidavit  of  Sanford  T.  Church 
sworn  to  on  the  6th  day  of  August,  1908,  detailing  the  improvements  made 
on  the  plant  of  the  Albion  Power  Company  by  him,  as  receiver,  under  the 
resolution  of  this  Commission  dated  July  7,  1908;  and  on  filing  the  report  of 
H.  H.  Crowell,  dated  August  11,  1908,  confirming  in  detail  the  statements 
made  in  the  affidavit  of  Receiver  Church,  and  showing  that  the  improve- 
ments to  the  Albion  Power  Company's  plant  which  were  to  be  begun  or  com- 
pleted within  thirty  days  from  the  7tn  day  of  July,  1908,  have  been  sub- 
stantially beg[un  or  completed,  as  required  by  said  resolution;  and  after  due 
deliberation,  it  is 

Ordered:  That  said  receiver  of  said  Albion  Power  Company  is  hereby 
allowed  thirty  days  further  time  from  the  7th  day  of  August,  1908,  within 
which  to  complete  the  repairs  and  improvements  contemplated  by  the  resolu- 
tion of  this  Commission  of  July  7,  1906,  at  the  end  of  which  time  this  Com- 
mission will  make  further  disposition  of  this  matter. 

i^ee  Case  No.  296,  resolutions  adopted  July  7,  1908,  page  295;  Case  No. 
409,  July  23,  1908,  page  357;  and  Case  No.  296,  October  14,  1908,  page  305.] 
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[Case  No.  426]  State  of  New  York, 

Public  Sebvice  Commission,  Second  District. 

At  a  session  of  the  Public  Service  Commission,  Second 
District,  held  at  the  Capitol,  Albany,  on  the  1st  day 
of  September,  1908. 

Present  : 
Fbank  W.  Stevens,  Chairman, 
Martin  S.  Decker, 
James  E.  Sague, 
John  B.  Olmsted, 

Commissioners. 

In  the  matter  of  the  Petition  of  the  Village  of 
Arcade,  Wyoming  county,  under  section  OS  of  the 
Public  Service  Commissions  Law. 

The  village  of  Arcade,  Wyoming  county,  having  on  August  3,  1908,  filed 
with  this  Commission  its  petition  under  section  6S  of  Uie  Public  Service 
Commissions  Law  for  a  certificate  of  authoritv  to  buUd,  nmintain,  and 
operate  in  said  village  a  plant  for  furnishing  electricity  to  the  public  for 
lighting  purposes;  and  a  nearing  on  said  petition,  after  public  notice,  hav- 
ing been  held  by  this  Commission  in  the  city  of  Buffalo  on  August  14,  1908, 
John  Knight  appearing  for  the  petitioner;  and  it  appearing  that  the  qualified 
electors  of  said  village  on  Julv  28,  1908,  determined  oy  vote  that  a  municipal 
plant  should  be  established  "for  supplying  the  said  village  and  its  inhiu>i- 
tants  with  light,"  and  also  determined  that  mortgage  bonds  of  the  village  to 
the  amount  of  $20,000  should  be  issued  for  such  purpose;  and  it  further 
appearing  that  the  present  method  of  lighting  in  said  village  is  by  oil  lamps ; 
now,  upon  the  aforesaid  petition  and  accompanying  papers  and  evidence  at 
the  hearing,  and  after  due  deliberation,  it  is 

Ordered:  That  under  section  68  of  the  Public  Service  Commissions  Law 
this  Commission  hereby  authorizes  the  village  of  Arcade,  Wyoming  county, 
to  build,  maintain,  and  operate  works  and  systems  for  the  maniuacturing 
and  supplying  to  the  public  in  said  village  electricity  for  lighting  purposes. 


[Case  No.  330]  State  op  New  York, 

Public  Service  Commission,  Second  District. 

At  a  session  of  the  Public  Service  Commission,  Second 
District,  held  at  the  Capitol,  Albany,  on  the  24t> 
day  of  September,  1908. 

Present : 
Frank  W.  Stevens,  Chairman, 
Martin  S.  Decker, 
James  E.  Saoue, 
John  B.  Olmsted, 

Commissioners. 

In  the  matter  of  the  Petition  of  the  Broadalbin  Elec- 
tric Light  and  Power  Company  under  section  68  ■  •  *• 
of  the  Public  Service  Commissions  Law. 

The  Broadalbin  Electric  Light  and  Power  Company  having  on  May  6,  1908, 
filed  with  this  Commission  its  petition,  under  section  63  of  the  Public 
Service  Commissions  Law,  for  permission  to  construct,  maintain,  and  operate 
suitable  wires  or  other  conductors  with  the  necessary  poles,  pipes,  or  other 
fixtures,  in,  on,  over,  and  under  the  streets,  avenues,  public  parks  and  places, 
and  highways  of  the  towns  of  Mayfield  and  Broadalbin,  and  village  of  May- 
field,  Fulton  county,  for  conducting  and  distributing  electricity  in  said  towns 
and  village;  and  for  approval  of  the  exercise  of  rights  and  privileges  for 
such  construction,  maintenance,  and  operation  conferred  on  said  company  by 
a  franchise  granted  to  said  company  November  9,  1905,  by  the  town  board 
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of  the  town  of  Broadalbin ;  and  by  a  permit  granted  to  said  company  in 
December,  1005,  by  the  highway  commissioner  of  the  town  of  Broadalbin; 
and  by  a  franchise  granted  to  said  company  November  24,  1905,  by  the  town 
board  of  the  town  of  Mayfield;  and  by  a  permit  granted  to  said  company 
in  December,  1905,  by  the  highway  commissioner  of  the  town  of  Mayneld; 
and  by  a  franchise  granted  to  said  company  November  24,  1905,  by  the  presi- 
dent and  trustees  of  the  village  of  Mayfield;  and  a  public  hearing  on  said 
petition,  after  due  notice,  having  been  held  by  this  Commission  in  the 
Capitol,  Albany,  on  June  8,  1908,  William  Pierson  Judson  and  H.  C.  Finch 
appearing  for  the  petitioner;  now,  upon  the  aforesaid  petition  and  evidence 
at  the  hearing,  and  after  due  deliberation,  it  is 

Ordered:  That  under  section  68  of  the  Public  Service  Commissions  Law 
this  Commission  hereby  permits  and  approves  the  construction,  maintenance, 
and  operation  by  the  Broadalbin  Electric  Light  and  Power  Company  of 
suitable  wires  or  other  conductors  with  the  necessary  poles,  pipes,  or  other 
fixtures,  in,  on,  over,  and  under  the  streets,  avenues,  public  parks  and  places, 
and  highways  of  the  towns  of  Mayfield  and  Broadalbin,  and  the  village  of 
Mayfield,  Fulton  county,  for  conducting  and  distributing  electricity  in  said 
towns  and  village;  and  hereby  permits  and  approves  the  exercise  of  rights 
and  privileges  for  such  construction,  maintenance,  and  operation  conferred 
on  said  company  by  a  franchise  granted  to  said  company  November  9,  1905, 
by  the  town  board  of  the  town  of  Broadalbin;  and  by  a  permit  granted 
to  said  company  in  December,  1905,  by  the  highway  commissioner  of  the 
town  of  Broadalbin;  and  by  a  franchise  granted  to  said  company  Novem- 
ber 24,  1905,  by  the  town  board  of  the  town  of  Mayfield;  and  by  a  permit 
granted  to  said  company  in  December,  1905,  by  the  highway  commissioner 
of  the  town  of  Mayfield ;  and  by  a  franchise  granted  to  said  company  Novem- 
ber 24,  1'905,  by  the  president  and  trustees  of  the  village  of  Mayfield;  copies 
of  which  franchises  are  on  file  with  this  Commission. 


[Case  No.  440]  State  of  New  Yobk, 

Public  Service  Commission,  Second  District. 

At  a  session  of  the  Public  Service  Commission,  Second 
District,  held  at  the  Capitol  in  the  city  of  Albany 
on  the  7th  day  of  October,  1908. 
Present: 

Frank  W.  Stevens,  Chairman, 
Thomas  M.  Osborne, 
James  £.  Saoue, 

Commissioners. 

In  the  matter  of  the  Application  of  Newbuboh  Light, 
Heat  and  Power  Company  under  section  6^  of  the 
Public  Service  Commissions  Law  for  permission  and 
approval  to  construct. 

The  Newburgh  Light,  Heat  and  Power  Company  on  September  30,  1908, 
filed  with  this  Commission  its  petition  under  section  68  of  the  Public  Service 
Commissions  Law  for  permission  and  approval  to  construct  a  high-tension 
electrical  transmission  line  from  its  generating  station  in  the  city  of  New- 
burgh to  High  Falls  in  Ulster  county.  State  of  New  York,  and  certain  branch 
lines  from  High  Falls  and  the  village  of  New  Paltz  to  supply  electric  current 
to  the  Ashokan  Dam  Aqueduct  contractors.  This  petition  supplements  and 
amplifies  the  petition  filed  by  this  applicant  on  August  18,  1908,  and  on 
which  a  hearing  was  had  August  26,  1908,  John  L.  Wilkie,  of  Gould  & 
Wilkie,  appearing  for  the  applicant;  no  one  in  opposition. 

From  these  petitions  and  accompanying  papers  and  from  the  evidence  at 
the  hearing  it  appears  that  the  applicant  has  entered  into  a  contract  for  the 

Purchase  of  electrical  energy,  generated  by  water  power  at  Honk  Falls,  on 
Londout  creek,  Ulster  county;  that  said  electrical  energy  in  the  amount  of 
93,000  volts  is  to  be  delivered  to  the  applicant  at  High  Falls,  Ulster  county, 
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and  that  it  is  necessary  for  the  applicant,  in  order  to  obtain  and  use  such 
electrical  energy,  to  construct  a  transmission  line,  operating  at  33,000  volts, 
from  its  present  steam  generating  plant  in  the  city  of  Xewburgh,  north 
through  the  city  and  town  of  Newburgh  and  the  town  of  Marlborough  to 
a  point  on  the  west  side  of  the  Hudson  river  at  or  near  the  Poughkeepsie 
bridge,  and  from  thence  northwesterly  through  the  town  of  Lloyd  and  the 
town  of  New  Paltz,  passing  through  the  village  of  New  Paltz,  to  the  village 
of  High  Falls,  Ulster  county,  a  total  distance  of  thirty-one  miles;  and  it 
further  appears  that  said  transmission  line  from  the  generating  station  of 
the  applicant  in  the  city  of  Newburgh  to  and  through  the  town  of  Marl- 
borough, a  distance  of  thirteen  miles,  is  now  constructed,  owned,  main- 
tained, and  operated  by  the  applicant,  but  that  it  will  be  necessary  to  so 
reconstruct  this  line  as  to  permit  of  the  transmission  of  increased  electrical 
energy;  that  from  the  northerly  boundary  of  the  town  of  Marlborough 
through  the  town  of  Lloyd,  a  distance  of  approximately  three  miles,  a  trans- 
mission line  now  constructed,  owned,  and  maintained  by  Poughkeepsie  Light, 
Heat  and  Power  Company,  is  proposed  to  be  purchased  by  the  applicant  and 
made  a  part  of  its  said  high-tension  transmission  line,  an  order  having  this 
day  been  entered  by  this  Lommission  upon  the  application  made  by  Pough- 
keepsie Light,  Heat  and  Power  Company  approving  of  said  transfer;  that 
extending  from  the  terminus  of  said  three  miles  of  line,  at  or  near  the 
Poughkeepsie  bridge  on  the  west  side  of  the  Hudson  river,  the  applicant 
proposes  to  construct  that  part  of  said  transmission  line  running  north- 
westerly through  the  town  uf  Lloyd  and  through  the  town  of  New  Paltz, 
passing  through  the  village  of  New  Paltz,  to  the  village  of  High  Falls,  a 
distance  of  fifteen  miles,  and  that  said  line  within  the  corporate  limits  of  the 
village  of  New  Paltz  will  be  erected  by  the  applicant  on  the  pole  system  of 
The  Electric  Light  Company  of  New  Paltz,  to  the  express  authorization  of 
the  trustees  of  said  village,  the  approval  of  the  Commission  having  this  day 
been  given,  upon  application  duly  filed  by  said  Electric  Light  Company  of 
New  Paltz,  to  the  transfer  of  such  rights  and  privileges;  and  it  further 
appears  that  the  applicant,  for  the  purpose  of  supplying  electrical  energy 
to  the  Ashokan#£>am  Aqueduct  contractors,  proposes  to  construct  two  brancn 
lines  extending  from  said  electrical  transmission  line  at  or  near  High  Falls: 
one  for  a  distance  of  two  and  one-half  miles;  and  the  other,  one  mile;  and 
two  branch  lines  from  the  village  of  New  Paltz:  one  for  a  distance  of  two 
miles;  and  the  other,  three  and  one-half  miles;  making  a  total  of  nine  miles 
of  such  branch  lines;  but  that  the  construction  of  these  branch  lines  is  not 
ready  to  be  submitted  to  the  Commission  for  approval  for  the  reason  that 
their  routes  have  not  been  definitely  located. 

Upon  the  aforesaid  petition  and  accompanying  papers  and  evidence  taken 
at  the  hearing,  and  after  due  deliberation,  it  is 

Ordered:  That  under  section  68  of  the  Public  Service  Commissions  Law 
this  Commission  hereby  permits  and  approves  the  construction  by  the  New- 
burgh Light,  Heat  and  Power  Company  of  a  transmission  line  to  carry 
33,000  volts  of  electrical  energy  from  the  steam  generating  plant  of  said 
company  in  the  city  of  Newburgh,  north  from  said  city  to  and  through  the 
town  of  Newburgh,  through  the  town  of  Marlborough,  through  the  town  of 
Lloyd  to  a  point  on  the  west  side  of  the  Hudson  river  at  or  near  the  Pough- 
keepsie bridge,  and  from  thence  northwesterly  through  the  town  of  Lloyd 
and  through  the  town  of  New  Paltz,  passing  through  the  village  of  New 
Paltz,  to  tne  village  of  High  Falls,  Ulster  county:  upon  the  condition,  how- 
ever, that  wherever  said  transmission  line  crosses  the  public  highway  any 
required  consent  of  the  proper  municipal  authorities  to  such  crossing  shall 
be  obtained,  and  that  there  be  filed  with  this  Commission  a  verified  state- 
ment of  the  president  and  secretary  of  the  applicant  showing  that  it  has 
received  such  required  consent. 

[See  Case  No.  282,  April  29,  1908,  page  343,  and  three  orders  Case  No.  440, 
under  this  same  date,  pages  325,  326,  371.] 
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[Case  No.  484]  State  of  New  York, 

PuBUO  Service  Commission,  Second  District. 
At  a  Bession  of  the  Public  Service  Commission,  Second 
District,  held  at  the  Capitol,  Albany,  on  the  7th  day 
of  October,  1908. 
Present : 
Frank  W.  Stevens,  Chairman, 
Thomas  M.  Osborne, 
James  E.  Saoue, 

Commissioners. 

In  the  matter  of  the  Petition  of  the  Saranao  Lake 
Gas  Company,  under  section  68  of  the  Public  Service 
Commissions  Law,  as  to  construction  and  exercise  of 
franchises. 

The  Saranac  Lake  Gas  Company  having  on  September  22,  1908,  filed  with 
this  Commission  its  petition  under  section  68  of  the  Public  Service  Com- 
missions Law  for  permission  to  lay,  maintain,  and  operate  pipes  and  mains  for 
conducting  and  distributing  gas  for  lighting  the  streets,  alleys,  and  avenues, 
and  public  and  private  buildings,  and  for  cooking  and  heating  purposes, 
in  the  village  of  Saranac  Lake,  and  for  approval  of  the  exercise  of  rights  and 
privileges  for  such  construction,  maintenance,  and  operation  conferred  on 
said  company  by  a  franchise  granted  to  said  company  by  the  president  and 
trustees  of  said  village;  and  public  hearings  on  said  petition  having  been 
held  by  this  Commission  in  the  Capitol,  Albany,  on  September  30  and 
October  6,  1908,  U.  P,  Coats  and  J,  H.  McNeal  appearing  for  the  petitioner^ 
Jolm  M,  Canttpell  appearing  for  Paul  Smith's  Electric  Li^ht  and  Power  and 
Railroad  Company  in  opposition;  now,  upon  the  aforesaid  petition  and  ac- 
companying papers,  and  after  hearing  counsel,  and  after  reading  and  filinff 
the  answer  and  objections  of  Paul  Smith's  Electric  Light  and  Power  and 
Railroad  Company  to  said  petition,  and  upon  the  evidence  at  the  hearings^ 
and  after  due  deliberation,  it  is 

Ordered:  That  under  section  68  of  the  Public  Service  Commissions  Law 
this  Commission  hereby  permits  and  approves  the  construction,  maintenance,^ 
and  operation  by  the  Saranac  Lake  Gas  Company,  in  and  through  all  the 
public  streets,  alleys,  and  avenues  of  the  village  of  Saranac  Lake,  and  all 
of  the  streets,  alleys,  and  avenues  which  may  be  hereafter  laid  out  or  opened 
in  said  village,  of  pipes  and  mains  for  conducting  and  distributing  ^as  for 
lighting  the  streets,  alleys,  and  avenues,  and  public  and  private  buildings,. 
a£d  for  cooking  and  heating  purposes,  in  the  village  of  Saranac  Lake,  and 
hereby  permits  and  approves  the  exercise  of  rights  and  privileges  for  such 
construction,  maintenance,  and  operation  conferred  on  said  company  by  a 
franchise  granted  to  said  company  September  1,  1908,  by  the  president  and 
trustees  of  the  village  of  Saranac  Lake. 


[Case  No.  186]  State  of  New  York, 

PuBUO  Service  Commission,  Second  District. 

At  a  session  of  the  Public  Service  Commission,  Second 
District,  held  at  the  Capitol,  Albany,  on  the  12th  day^ 
of  October,  1908. 
Present : 

Frank  W.  Stevens,  Chairman, 
Thomas  M.  Osborne, 
Martin  S.  Decker, 
James  E.  Saoue, 

Commissioners. 
In  the  matter  of  the  Complaint  of  Oswegatchie  Light 
AND  Power  Company  against  Northern  Power  Com- 
pany. 

The  Oswegatchie  Light  and  Power  Company  having  on  December  31,  1907,. 
filed  with  this  Commission  a  complaint  against  the  Northern  Power  Company,. 
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alleging  "  that  said  Northern  Power  Company  is  about  to  begin  the  construc- 
tion and  erection  of  lines,  poles,  and  wires  in  the  streets  of  the  said  yillase 
of  Gouvemeur,  for  the  transmitting  and  distributing  of  electricity  in  said 
village,  without  having  obtained  the  permission  and  approval  of  your  Com- 
mission, all  of  which  is  in  violation  of  section  68  of  the  Public  Service 
Commissions  Law";  and  reciting  ''that  the  undersigned  complainant  herein, 
Oswegatchie  Light  and  Power  Company,  is  now  and  for  many  years  past  has 
been  serving  said  village  of  Couvemeur  and  the  residents  thereof  with 
electricity  for  light  and  power,  under  a  franchise  granted  to  it  lyy  said  village 
and  exercised  for  many  years  past";  and  praying  "that  the  said  Northern 
Power  Company  may  be  required  to  answer  this  complaint,  and  that  this 
Commission  will  maJce  such  investigation  of  the  matters  involved  in  this 
complaint  and  will  take  such  action  thereon,  and  institute  such  proceedings 
as  may  seem  just  and  proper";  and  the  Northern  Power  Company  having 
answered  said  complaint,  and  hearings  thereon  having  been  held  by  this  Com- 
mission in  Albai^  on  March  3,  1908,  and  in  €k)uvemeur  on  June  6th;  Harris, 
Havens,  Beach  i  Harris,  Kendal  B.  Castle,  Y,  P.  Ahhoti,  and  C,  Arthur 
Parker  appearing  for  complainant;  King,  Waters  d  Page,  Conger  d  Orvis,  and 
Oeorge  E,  VanKennen  appearing  for  the  Northern  Power  Company;  now, 
upon  the  aforesaid  complaint  and  answer  and  due  consideration  of  the 
evidence  and  briefs  of  coimsel,  it  is 

Ordered:    That  the  complaint  in  this  proceeding  be  and  is  hereby  dis- 
missed. 


[Case  No.  296]  State  of  New  Yore, 

PuBUC  Sebvicb  Commission,  Sboond  Distsiot. 

At  a  session  of  the  Public  Service  Commission,  Second 
District,  held  at  the  Capitol,  Albany,  on  the  14th  day 
of  October,  1908. 
Present: 
Frank  W.  Stevens,  Chairman, 

Thomas  M.  Osbosnx,  ;    r 

Martin  S.  Decker, 
James  E.  Baoue, 
John  B.  Olmsted, 

Commissioners. 

In  the  matter  of  the  Petition  of  the  A.  L.  Swett  Elec- 
tric Light  and  Power  Company,  under  section  68 
of  the  Public  Service  Commissions  Law,  as  to  new 
construction  and  exercise  of  franchises. 

The  A.  L.  Swett  Electric  Light  and  Power  Company  having  on  March  31, 
1908,  filed  with  this  Commission  its  |)etition,  under  section  68  of  the  Public 
Service  Commissions  Law,  for  permission  to  construct,  maintain,  and  operate 
an  electric  light,  heat,  and  power  line  in  the  towns  of  Ridgeway  and  Albion 
and  village  of  Albion,  Orleans  county,  and  for  approval  of  the  exercise  of 
rights  and  privileges  for  such  construction,  maintenance,  and  operation 
received  from  municipal  authorities;  and  public  hearings  on  said  petition 
having  been  held  by  this  Commission  in  the  city  of  Buffalo  on  April  30th, 
June  30th,  and  September  25th,  and  in  the  village  of  Albion  on  tfune  4th; 
Thofnas  A.  Kirhy  and  Thomas  Woods  appearing  for  the  petitioner;  Sanford 
T,  Church  appearing  for  bondholders'  committee  and  as  receiver  of  the  Albion 
Power  Company  in  opposition;  Moot^  Sprague,  Brotonell  d  Marcy  also  appear- 
ing for  bondholders'  committee  of  the  Albion  Power  Company  in  opposition; 
J,  L,  Romer  appearing  for  certain  bondholders  of  the  Albion  Power  Company; 
James  E,  Burnett  also  appearing  for  bondholders'  committee  of  the  Albion 
Power  Company;  Henry  W,  Sprague  appearing  for  the  receiver  of  the  AlMon 
Power  Company  in  opposition;  now,  upon  the  aforesaid  petition  and  accom- 
panying papers  and  evidence  at  the  hearings,  and  after  due  deliberation,  it  is 

Ordered:  1.  That  that  portion  of  the  petition  dated  March  23,  1908,  of  the 
A.  L.  Swett  Electric  Light  and  Power  Company  which  prays  for  permission 
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to  construct,  maintain,  and  operate  an  electric  light,  heat,  and  power  lino 
in  the  village  of  Albion,  Orleans  county,  and  for  approval  of  the  exercise  of 
rights  and  privileges  therefor  conferred  on  said  company  by  a  franchise  dated 
November  18,  1907,  from  said  village,  be  and  the  same  is  hereby  denied. 

Ordered:  2.  That  under  section  68  of  the  Public  Service  CommissionB 
Law  this  Commission  hereby  permits  and  approves  the  construction,  main- 
tenance, and  operation  by  the  A.  L.  Swctt  Electric  Light  and  Power  Company 
of  poles,  wires,  cables,  and  appurtenances  in,  through,  under,  and  along  the 
highways,  streets,  alleys,  and  public  places  of  the  town  of  Ridgeway,  Oneans 
<50unty,  for  the  transmission,  sale,  and  distribution  of  electric  current  for 
light,  heat,  and  power ;  and  hereby  permits  and  approves  the  exercise  by  said 
company  of  rights  and  privileges  for  such  construction,  maintenance,  and 
operation  conferred  on  said  company  by  a  franchise  granted  to  said  company 
December  30,  1905,  by  the  town  board  and  highway  commissioner  of  the  town 
of  Ridgeway,  Orleans  county,  a  certified  copy  of  which  franchise  is  on  file 
with  this  Commission. 

Ordered:  3.  That  under  section  68  of  the  Public  Service  Commissions  Law 
this  Commission  hereby  permits  and  approves  the  construction,  maintenance, 
and  operation  by  the  A.  L.  Swett  Electric  Light  and  Power  Company  of  poles, 
wires,  cables,  and  appurtenances  in,  through,  under,  and  along  the  highways, 
streets,  alleys,  and  public  places  of  the  town  of  Albion,  Orleans  county,  for 
the  transmission,  sale,  and  distribution  of  electric  current  for  light,  heat, 
and  power;  and  hereby  permits  and  approves  the  exercise  by  said  company  of 
rights  and  privileges  for  such  construction,  maintenance,  and  operation  con- 
ferred on  said  company  by  a  franchise  granted  to  said  company  April  3,  1907, 
by  the  town  board  and  highway  commissioner  of  the  town  of  Albion,  Orleans 
county,  a  certified  copy  of  which  franchise  is  on  file  with  this  Commission. 
But  nothing  herein  contained  shall  be  in  any  way  construed  as  authority  to 
the  said  company  to  exercise  any  rights  or  begin  any  construction  in  the 
village  of  Albion,  Orleans  county. 

[See  Case  No.  296,  resolutions  adopted  July  7,  1908,  page  295 ;  Case  No.  409, 
July  23,  1908,  page  357;  Case  No.  296,  August  12,  1908,  page  300;  and  Case 
No.  455,  next  following.] 

[Case  No.  455]  State  of  New  Yobk, 

PuBLio  Sebvige  Commission,  Second  District. 

At  a  session  of  the  Public  Service  Conmiission,  Second 
District,  held  at  the  Capitol,  Albany,  on  the  14th  day 
of  October,  1908. 
Present : 

Frank  W.  Stevens,  Chairman, 
Thomas  M.  Osborne, 
Martin  S.  Decker, 
James  E.  Saque, 
John  B.  Olmsted, 

Commissioners. 

In  the  matter  of  the  Complaint  of  Sanford  T.  Church, 
Receiver  of  the  Albion  Power  Company,  against  A. 
L.  Swett  Electric  Light  and  Power  Company  of 
Medina,  N.  Y. 

WhereaSf  On  the  hearing  held  at  Buffalo,  N.  Y.,  on  the  25th  day  of  Septem- 
ber, 1908,  in  the  matter  of  the  complaint  of  Sanford  T.  Church,  receiver  of 
the  Albion  Power  Company,  against  tne  A.  L.  Swett  Electric  Light  and  Power 
Company  of  Medina,  N.  Y.,  it  appeared  from  the  evidence  adduced  that  the 
respondent  has  committed  some  of  the  acts  complained  of  in  the  petition 
herein,  but  that  said  company  had  acted  under  advice  of  counsel,  believing 
that  it  had  the  legal  right  to  construct  its  lines  in  the  towns  of  Albion  and 
Ridgeway,  and  without  intention  to  do  anything  not  permitted  to  be  done  by 
law;  and 
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Whereas,  By  the  order  of  this  Commission  this  day  entered  in  case  of  the 
petition  of  the  A.  L.  Swett  Electric  Light  and  Power  Company  to  exercise 
franchises  in  the  towns  of  Ridgeway  and  Albion  (Case  No.  296),  permission 
has  been  granted  to  the  respondent  to  construct  its  lines  in  the  towns  of  Ridge- 
way and  Albion  and  exercise  its  franchises  therein;  it  is 

Ordered:  That  this  case  be  considered  closed  upon  tlie  records  of  the  Com- 
mission, tlie  issues  raised  therein  having  been  fully  disposed  of  by  the  order 
in  Case  No.  296  above  referred  to. 

[See  Case  No.  296,  next  preceding.] 


{Case  No.  473]  State  of  New  York, 

PuBUC  Sekvice  Commission,  Second  District. 

At  a  session  of  the  Public  Service  Commission,  Second 
District,  held  at  the  Capitol,  Albany,  on  the  27th  day 
of  October,  1908. 
Present : 

Frank  W.  Stevens,  Chairman, 
Thomas  M.  Osborne, 
Martin  S.  Decker, 
James  E.  Sague, 
John  B.  Olmsted^ 

Commissioners. 

In  the  matter  of  the  Petition  of  the  Schenectady 
Power  Company,  under  section  68  of  the  Public 
Service  Commissions  Law,  as  to  new  construction  and 
exercise  of  franchise. 

The  Schenectady  Power  Company  having  on  September  18,  1908,  filed 
with  this  Commission  its  petition  under  section  68  of  the  Public  Service 
Commissions  Law  for  permission  to  construct,  maintain,  and  operate  an  over- 
head transmission  line  for  electricity  across  certain  streets  and  village 
property  in  the  village  of  Scotia,  Schenectady  county,  and  for  approval  of  the 
exercise  of  rights  and  privileges  for  such  construction,  maintenance,  and 
operation  under  a  franchise  received  from  said  village;  and  a  public  hearing 
on  said  petition  having  been  held  by  this  Commission  in  the  city  of  Albany 
on  September  29,  1908,  James  O.  Carr  appearing  for  the  petitioner,  and 
Harris  &  Rudd  appearing  for  The  New  York  Central  and  Hudson  River  Rail- 
road Company;  now,  upon  the  aforesaid  petition  and  accompanying  papem 
and  statements  at  the  hearing,  and  after  due  deliberation,  it  is 

Ordered:  That  under  section  68  of  the  Public  Service  Commissions  Law 
this  Commission  hereby  permits  and  approves  the  construction,  maintenance, 
and  operation  by  the  Schenectady  Power  Company  of  an  overhead  transmis- 
sion line  for  electricity  in  the  village  of  Scotia,  Schenectady  county,  and 
hereby  permits  and  approves  the  exercise  by  said  company  of  rights  and 
privileges  for  such  construction,  maintenance,  and  operation  conferred  on 
said  company  by  a  franchise  granted  to  said  company  by  the  president  and 
board  of  trustees  of  said  village  on  August  4,  1908,  a  certified  copy  of  which 
franchise  is  on  file  with  this  Commission;  said  transmission  line  to  be  con- 
structed in  conformity  to  the  plans  filed  with  this  Commission  by  said  com- 
pany. 
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[Case  No.  559]  State  of  New  York, 

PuBLio  Servioe  Commission,  Second  Distbict. 

At  a  session  of  tjie  Public  Service  Commission,  Second 
District,  held  at  the  Capitol,  Albany,  on  the  25th  day 
of  November,  1908. 
Present : 
Frank  W.  Stevens,  Chairman, 
Thomas  M.  Osbobne, 
Martin  S.  Decker, 
James  E.  Sague, 
John  B.  Olmsted, 

Commissioners. 

In  the  matter  of  the  Petition  of  the  Chasm  Power 
Company  under  section  68  of  the  Public  Service  Com- 
missions Law. 

The  Chasm  Power  Company  having  on  November  9,  1908,  filed  with  this 
Commission  its  petition,  under  section  68  of  the  Public  Service  Commissions 
Law,  for  permission  to  maintain  and  operate  in  the  towns  of  Bellmont, 
Burke,  and  Malone,  Franklin  county,  poles  and  wires  for  transmitting  and 
furnishing  electricity  to  the  public,  and  for  approval  of  the  exercise  of  rights 
and  privileges  for  such  maintenance  and  operation  under  franchises  received 
from  local  authorities;  and  a  public  hearing  on  said  petition,  after  due 
notice,  having  been  held  in  the  city  of  Albany  on  November  23,  1908,  A.  B, 
Cooney  appearing  for  the  petitioner,  and  no  one  else  appearing;  and  it 
appearing  that  the  articles  of  association  of  said  company  did  not  name  said 
towns  as  territory  in  which  this  petitioner  could  operate,  and  that  said 
articles  of  association  have  been  corrected  in  this  respect;  now,  upon  the 
aforesaid  petition  and  accompanying  papers,  and  after  hearing  counsel,  it  is 

Ordered:  That  the  franchises  granted  by  the  towns  of  Bellmont,  Burke, 
and  Malone  to  the  Chasm  Power  Company,  and  set  forth  in  its  application 
to  this  Commission  under  section  68  of  the  Public  Service  Commissions  Law, 
be  and  the  same  hereby  are  approved,  and  that  the  permission  of  this  Com- 
mission is  given  to  the  said  Chasm  Power  Company  to  exercise  all  the  rights 
and  privileges  conferred  by  the  said  franchises  and  each  of  them. 


[Case  No.  445]  State  op  New  York, 

PuDLio  Service  Commission,  Second  District. 

At  a  session  of  the  Public  Service  Commission,  Second 
District,    held    at   the    Capitol,    Albany,    on   the    2d 
day  of  December,' 1908. 
Present  : 
Frank  W.  Stevens,  Chairman, 
Thomas  M.  Osborne, 
Martin  S.  Decker, 
James  E.  Sague, 
John  B.  Olmsted, 

Commissioners. 

In  the  matter  of  the  Petition  of  the  Tri-Countt 
Natural  Gas  Company,  under  sections  68  and  70  of 
the  Public  Service  Commissions  Law. 

The  Tri-County  Natural  Gas  Company  having  on  August  10,  1908,  filed 
with  this  Commission  its  petition  under  section  68  of  the  Public  Service 
Commissions  Law  for  permission  to  lay,  maintain,  and  operate  pipes  for  con- 
ducting and  furnishing  to  the  public  natural  gas  for  lighting,  heating,  cooking, 
and  manufacturing  purposes  in  portions  of  the  towns  of  LeRoy,  Genesee 
county;  Caledonia,  Livingston  county;  Wheatland,  Monroe  county;  and  in 
the  village  of  Caledonia,  Livingston  county;  and  for  approval  of  the  exercise 
of  rights  and  privileges  for  such  construction,  maintenance,  and  operation 
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under  franchises  granted  by  municipal  authorities;  and  under  section  70  of 
the  Public  Service  Commissions  Law  for  consent  to  acquire  from  Frank  C. 
Southerland  of  Cauandaigua,  N.  Y.,  the  franchises  from  municiival  authorities 
under  which  it  proposes  to  construct  and  operate,  which  franchises  were 
granted  to  said  Southerland  or  his  assigns  and  have  been  transferred  to  this 
petitioner;  and  also  under  section  70  of  the  Public  Service  Commissions  Law 
for  consent  to  acquire  from  said  Southerland  a  certain  contract  made  between 
him  and  the  Pavilion  Natural  Gas  Company  as  to  the  furnishing  by  said 
Pavilion  Natural  Gas  Company  to  said  Southerland  or  his  assigns,  natural 
gas ;  and  a  hearing  on  said  petition  having  been  held  by  Commissioners  Stevens 
and  Olmsted  of  this  Commission  in  the  city  of  Buffalo  on  November  27,  1908, 
«/.  8,  L.  Purdy  appearing  for  the  petitioner,  and  WilHam  8.  McKenzie,  super- 
visor of  the  town  of  Caledonia,  appearing  for  said  town;  now,  upon  the 
aforesaid  petition  and  accompanying  papers  and  evidence  at  the  hearing,  and 
after  due  deliberation,  it  is 

Ordered:  1.  That  under  section  68  of  the  Public  Service  Commissions  Law 
this  Commission  hereby  permits  and  approves  the  laying,  maintenance,  and 
operation  by  the  Tri-County  Natural  Gas  Company,  in  portions  of  the  towns 
of  LeRoy,  Genesee  county;  Caledonia,  Livingston  county;  Wheatland,  Monroe 
county;  and  in  the  village  of  Caledonia,  Livingston  county,  of  pipes  for  con- 
ducting and  furnishing  to  the  public  natural  gas  for  lighting,  heating,  cook- 
ing, and  manufacturing  purposes,  and  hereby  permits  and  approves  the  exer- 
cise by  said  company  of  rights  and  privileges  therefor,  under  franchises  from 
said  towns  and  village  granted  to  Frank  C.  Southerland  of  Canandaigua, 
N.  Y.,  and  transferred  by  him  to  said  company,  said  transfers  being  con- 
sented to  in  this  order,  said  franchises  being:  1.  A  franchise  dated  May  21, 
1908,  from  the  town  of  LeRoy,  Genesee  county,  to  Frank  C.  Southerland  of 
Canandaigua,  N.  Y.,  and  transferred  to  this  petitioner  August  1,  1908;  2. 
A  franchise  dated  May  15,  1908,  from  the  town  of  Caledonia,  Livingston 
county,  to  Frank  C.  Southerland  of  Canandaigua,  N.  Y.,  and  transferred  to 
this  petitioner  August  1,  1908;  3.  A  franchise  dated  April  16,  1908,  from 
the  town  of  Wheatland,  Monroe  county,  to  Frank  C.  Southerland  of  Canan- 
daigua, N.  Y.,  and  transferred  to  this  petitioner  August  1,  1908;  4.  A  fran- 
chise dated  April  3,  1908,  from  the  village  of  Caledonia,  Livingston  county, 
to  Frank  C.  Southerland  of  Canandaigua,  N.  Y.,  and  transferred  to  this  pe- 
titioner August  1,  1908. 

Ordered:  2.  That  under  section  70  of  the  Public  Servfce  Commissions  Law 
this  Commission  hereby  consents  to  the  transfer  by  Frank  C.  Southerland  of 
Canandaigua,  N.  Y.,  to  the  Tri-County  Natural  Gas  Company  of  the  municipal 
franchises  hereinbefore  described,  and  hereby  consents  to  the  acquirement 
thereof  by  said  company. 

Ordered:  3.  That  under  section  70  of  the  Public  Service  Commissions  Law 
this  Commission  hereby  consents  to  the  transfer  by  Frank  C.  Southerland  of 
Canandaigua,  N.  Y^  to  the  Tri-County  Natural  Gas  Company  of  a  certain  con- 
tract dated  May  9,  1908,  made  between  said  Southerland  and  the  Pavilion 
Natural  Gas  Company,  as  to  the  furnishing  by  said  Pavilion  Natural  Gras 
Company  to  said  Southerland  or  his  assigns,  natural  gas,  and  hereby  con- 
sents that  said  Tri-County  Natural  Gas  Company  may  exercise  all  the  rights 
and  privileges  granted  by  said  contract. 

i8ee  Ca«e  No.  445,  December  2,  1908,  page  377.] 
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[Case  No.  646 J  State  of  New  York, 

Public  Service  Commission,  Second  District. 

At  a  session  of  the  Public  Service  Commission,  Second 
District,  held  at  the   Capitol,  Albany,  on  the   16th 
day  of  December,  1908. 
Present : 
Frank  W.  Stevens,  Chairman, 
Thomas  M.  Osborne, 
Martin  S.  Decker, 
James  £.  Sague, 
JouN  B.  Olmsted, 

Commissioners. 

In  the  matter  of  the  Petition  of  Lavern  W.  Lazell 
and  Luman  W.  Pierce,  under  section  68  of  the  Public 
Service  Commissions  Law. 

Lavern  W.  Lazell  and  Luman  W.  Pierce  having  filed  with  this  Commission 
their  petition  under  section  68  of  the  Public  Service  Commissions  Law  for 
permission  to  begin  construction,  and  to  construct  and  operate  an  acetylene 
gas  plant  and  distribution  system  in  a  portion  of  the  town  of  Stockton, 
Chautauqua  county,  and  for  permission  to  exercise  rights  and  privileges  for 
such  construction  and  operation  conferred  upon  said  petitioners  by  a  franchise 
granted  to  said  petitioners  by  the  conmiissionerr  of  highways  of  said  town; 
now,  upon  the  aforesaid  petition,  and  after  due  deliberation,  it  is 

Ordered:  That  the  franchise  granted  to  Lavern  W.  Lazell  and  Luman 
W.  Pierce  by  the  commissioner  of  highways  of  the  town  of  Stockton  on  the 
30th  day  of  November,  1908,  a  copy  of  which  franchise  is  annexed  to  the 
petition  of  said  Lazell  and  Pierce  for  its  approval,  be  and  the  same  is  hereby 
approved,  and  that  permission  be  and  the  same  is  hereby  granted  to  said 
Lazell  and  Pierce  to  begin  construction,  and  to  construct  and  operate  an 
acetylene  gas  plant  and  distribution  system  as  prayed  for  in  their  petition 
verified  December  7,  1908. 


[Case  No.  661]  State  op  New  York, 

Public  Service  Commission,  Second  District. 

At  a  session  of  the  Public  Service  Commission,  Second 
District,  held  at  the   Capitol,   Albany,  on  the  29th 
day  of  December,  1908. 
Present: 

Frank  W.  Stevens,  Chairman, 
Martin  S.  Decker, 
James  £.  Sague, 
John  B.  Olmsted, 

Commissioners. 

In  the  matter  of  the  Petition  of  the  Village  of  Bergen, 
Genesee  county,  under  section  68  of  the  Public  Service 
Commissions  Law,  for  a  certificate  of  authority  to 
build,  maintain,  and  operate  works  and  systems  for 
the  manufacture  and  supplying  the  inhabitants  of 
said  village  with  electricity  for  lighting  purposes. 

The  village  of  Bergen,  Genesee  county,  having  on  December  26,  1908,  filed 
with  this  Commission  its  petition  under  section  68  of  the  Public  Service  Com- 
missions Law  for  a  certificate  of  authority  to  build,  maintain,  and  operate 
electric  works  and  systems  for  the  manufacture  and  supplying  electricity  for 
lighting  purposes  to  the  inhabitants  of  said  village;  and  it  appearing  from 
the  petition  that  a  proposition  to  establish  such  works  and  systems  for  said 
purpose  and  for  municipal  purposes,  at  an  expense  of  not  exceeding  $6000, 
was  adopted  by  the  qualified  voters  of  said  village  at  a  special  election  held 
in  said  village  on  the  8th  day  of  December,  1908;  and  it  further  appearing 
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from  the  petition  that  there  are  no  gas  or  electrical  corporations  now  doing 
business  within  said  village;  now,  upon  the  aforesaid  petition  and  accompany- 
ing papers,  and  after  due  deliberation,  it  is 

Ordered:  That  said  petition  be  and  it  is  hereby  granted,  and  this  Com- 
mission, imder  section  68  of  the  Public  Service  Commissions  Law,  hereby 
authorizes  the  village  of  Bergen,  Qenesee  county,  to  build,  maintain,  and 
operate  electric  works  and  systems  for  the  manufacture  and  supplying  elec- 
tricity for  lighting  purposes  to  the  inhabitants  of  said  village. 

[8ee  Case  No.  310,  April  16,  1908,  page  318;  Case  No.  311,  April  16,  1908, 
292;  Case  No.  417,  November  26,  1908,  page  462;  and  Cmq  No.  417, 
'  er  8,  1908,  page  328.] 
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[Case  No.  211]  State  of  New  York, 

PuBUO  ^BYiGE  Commission,  Second  District. 

At  a  session  of  the  Public  Service  Commission,  Second 
District,  held  at  the  Capitol,  Albany,  on  the  6th  day 
of  February,  1908. 

Present : 
Fbank  W.  Stevens,  Chairman, 
Chablbs  H.  Keep, 
Thomas  M.  Osbobnb, 
Mabtin  S.  Deckeb, 
James  E.  Saoue, 

Commissioners. 

In  the  matter  of  the  Petition  of  the  Alden-Batavia  j 

Natural  Gas  Company,  and  Gbobge  W.  Abcheb 
and  AUGT7STA  M.  Abcheb,  under  section  70  of  the 
Public  Service  Commissions  Law,  as  to  the  acquire- 
ment by  the  Alden-Batavia  Natural  Gas  Company  of 
the  capital  stock  of  the  Corfu  Gas  Company. 

The  Alden-Batavia  Natural  Gas  Company  on  February  5,  1908,  filed  with 
this  Commission  a  petition,  under  section  70  of  the  Public  Service  Commis- 
sions Law,  for  authority  to  acquire  the  entire  outstanding  capital  stock  of 
the  Corfu  Gas  Company,  the  par  value  of  which  is  $20,000,  the  petitioner 
proposing  to  pay  therefor  $8600;  the  petition  is  joined  in  by  George  W. 
Archer  and  Augusta  M.  Archer,  who  are  the  owners  of  all  of  the  capital 
stock  of  the  Corfu  Gas  Company. 

It  appears  from  the  petition  that  the  Corfu  company  is  the  owner  of  six 
small  gas  wells  in  the  immediate  vicinity  of  the  village  of  Corfu,  Genesee 
county,  and  has  since  its  incorporation  in  1896  supplied  natural  gas  to  con- 
sumers in  said  village;  that  the  supply  of  gas  from  said  wells  has  lessened 
and  is  now  sufficient  to  supply  but  a  small  fraction  of  the  amount  of  gas 
for  which  there  is  a  demand  in  said  villa^;  that  the  Corfu  company  has  not 
territory  upon  which  to  drill  to  further  increase  its  supply  of  ^s,  and  that 
the  said  George  W.  Archer  and  Augusta  M.  Archer  desire  to  dispose  of  the 
Capital  stock  of  said  company ;  that  the  Alden-Batavia  company  is  ready  to 
purchase  said  $20,000  capital  stock  for  the  sum  of  $8500;  that  the  Alden- 
Batavia  company  has  a  number  of  wells  near  the  village  of  Corfu,  and  that 
its  main  gas  line  from  the  Alden  field  to  the  village  of  Batavia  runs  through 
the  village  of  Corfu;  that  the  Alden-Batavia  company  has  sufficient  gas  to 
abundantly  supply  the  village  of  Corfu ;  that  unless  the  village  is  so  supplied 
by  the  Alden-Batavia  company,  it  will  be  necessary,  in  many  instances,  that 
other  sources  of  heat  than  natural  gas  shall  be  utilized.  Upon  this  state 
of  facts,  and  after  due  deliberation,  it  is 

Ordered:  That  under  section  70  of  the  Public  Service  Commissions  Law 
this  Commission  hereby  authorizes  the  Alden-Batavia  Natural  Gas  Company 
to  acquire  the  entire  capital  stock  of  Corfu  Gas  Company,  the  par  value  of 
which  is  $20,000,  and  all  of  which  is  now  outstanding,  and  to  pay  for  the 
same  not  to  exceed  $8500. 

[315] 
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[Case  No.  223]  State  of  New  York, 

Public  Sebvice  Commission,  Second  District. 

At  a  session  of  the  Public  Service  Commission,  Second 
District,  held  at  the  Capitol,  Albany,  on  the  1 7th 
day  of  February,  1908. 
Present: 

F&ANK  W.  Stevens,  Chairman, 
Chables  H.  Keep, 
James  £.  Sague, 

Commissioners. 

In  the  matter  of  the  Application  of  the  Utica  Gas  and 
Electbic  Company  for  an  order  ratifying  and  con- 
firming the  order  of  the  State  Commission  of  Gras 
and  Sectricity  authorizing  the  acquisition  of  the 
capital  stock  of  the  Herkimer  Coimty  Light  and 
Power  Company,  the  Glens  Falls  Gas  and  Electric 
Light  Company,  the  Consolidated  Light  and  Power 
Company  of  Whitehall,  N.  Y.,  and  61  per  cent,  of  the 
capital  stock  of  the  United  Gas,  Electric  Light  and 
Fuel  Company  of  Sandy  Hill  and  Fort  Edward, 
N.  Y.,  the  merger  of  the  Herkimer  County  Light 
and  Power  Company  under  the  provisions  of  sec- 
tion 6fi  of  the  Transportation  Corporations  Law, 
and  the  issue  of  refunding  and  extension  mortgage 
bonds  and  approving  said  issue  of  bonds. 

Application  having  been  duly  made  to  this  Commission  by  the  Utica  (Ha 
and  Electric  Company  by  petition  duly  verified  asking  for  an  order  ratify- 
ing and  confirming  the  order  of  the  State  Commission  of  Gas  and  Blectrici^ 
made  and  entered  June  28,  1007,  authorizing  the  purchase  by  the  Utica  Gas 
and  Electric  Company  of  the  capital  stock  of  the  Herkimer  Coimty  Light 
and  Power  Company,  the  Glens  Falls  Gas  and  Electric  Light  Company,  the 
Consolidated  Lignt  and  Power  Company  of  Whitehall,  N.  Y.,  and  61  per  cent, 
of  the  capital  stock  of  the  United  Gas,  Electric  Light  and  Fuel  Company  of 
Sandy  Hill  and  Fort  Edward,  N.  Y.,  the  merger  of  the  Herkimer  Coim^ 
Light  and  Power  Company  under  the  provisions  of  section  68  of  the  Trans- 
portation  Corporations  Law,  and  the  issue  of  $2,000,000  par  value  refunding 
and  extension  mortgage  bonds  and  approving  said  issue  of  bonds;  now,  after 
hearing  Samuel  A,  Beardsley  as  counsel  for  said  petitioner,  and  after  reading 
and  filing  said  petition,  and  on  all  the  papers  and  proceedings  had  and  taken 
herein  on  the  original  application  before  the  State  Commission  of  Gas  and 
Electricity,  and  on  the  order  made  thereon  by  said  Commission  entered 
June  28,  1007,  all  of  which  are  hereby  made  a  part  of  the  record  herein; 
and  it  appearing  that  the  acts  and  proceedings  authorized  by  said  order  of 
the  Commission  of  June  28,  1907,  have  been  substantially  complied  with  by 
said  petitioner;  and  a  question  having  been  raised  as  to  the  validity  of  said 
issue  of  bonds  because  of  the  fact  that  the  mort^^age  was  not  recorded  until 
July  1,  1907,  and  the  bonds  secured  thereby  not  issued  until  after  that  date, 
the  said  law  creating  the  State  Commission  of  Gkis  and  Electricity  having 
then  been  repealed,  and  the  Public  Service  Commissions  Law  then  being  in 
force  and  effect  whereby  it  is  required  that  the  consent  of  such  Publie 
Service  Commission  is  necessary  to  the  lawful  issue  of  bonds  of  gas  and 
electrical  companies;  now,  therefore,  it  is 

Ordered:  That  said  order  of  the  State  Commission  of  Gas  and  Electricity 
made  and  entered  June  28,  1907,  authorizing  the  purchase  by  the  Utica  Gas 
and  Electric  Company  of  the  capital  stock  of  the  Herkimer  County  Light 
and  Power  Company,  the  Glens  Falls  Gas  and  Electric  Light  Company,  the 
Consolidated  Light  and  Power  Company  of  Whitehall,  N.  Y.,  and  61  per  cent, 
of  the  capital  stock  of  the  United  Gas,  Electric  Light  and  Fuel  Company  of 
Sandy  Hill  and  Fort  Edward,  N.  Y.,  the  merger  of  the  Herkimer  County 
Light  and  Power  Company  under  the  provisions  of  section  58  of  the  Trans- 
portation Corporations  Law,  and  the  issue  of  $2,000,000  refunding  and  ez- 
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tension  mortgage  bonds,  is  hereby  ratified  and  confirmed,  and  said  issue  of 
$2,000,000  par  value  refunding  and  extension  mortgage  bonds  authorized 
and  approved.    It  is  further 

Ordered:  That  the  petitioner  herein,  the  Utica  Qas  and  Electric  Company, 
report  to  this  Commission,  imder  oath  of  its  treasurer,  the  sale  or  sales  of 
the  obligations  authorized  hereby  and  the  amounts  realized  therefrom,  and 
make  a  verified  report,  under  oath  of  its  treasurer,  at  least  once  every  six 
months  from  the  date  of  said  sales,  showing  in  detail  the  use  and  application 
by  it  of  the  money  so  realized  imtil  such  money  shall  have  been  fully  ex- 
pended. 

(Case  No.  264]  State  of  New  Yobk, 

Public  Sebvice  Commission,  Second  Distbigt. 

At  a  session  of  the  Public  Service  Commission,  Second 
District,  held  at  the  Capitol,  Albany,  on  the  1 7th 
day  of  March,  1908. 

Preaeni: 
Fbank  W.  Stevens,  Chairman, 
CuABLEB  H.  Keep, 
Thomas  M.  Osbobne, 
Mabtin  S.  Deckeb, 
James  E.  Sague, 

CJommissioners. 

In  the  matter  of  the  Petition  of  Samuel  G.  Keyes, 
under  section  70  of  the  Public  Service  Commissions 
Law,  for  consent  to  transfer  the  property,  property 
rights,  and  franchises  of  an  electric  light,  heat,  and 
power  plant  in  the  village  of  Growanda,  N.  T.,  to  the 
keyes  Electric  Company. 

Samuel  G.  Keyes  of  €k>wanda,  N.  Y.,  on  January  14,  1908,  filed  with  this 
Commission  his  petition  under  section  70  of  the  Public  Service  Commis- 
sions Law  for  consent  to  transfer  to  the  Keyes  Electric  Company  the  prop- 
erty, property  rights,  and  franchises  of  an  electric  light,  heat,  and  power  plant 
in  the  village  of  Gowanda,  N.  Y.,  owned  by  him.  It  appears  from  the  petition 
that  in  December,  1907,  this  petitioner  purchased  at  foreclosure  sale  the 
property,  property  rights,  and  franchises  of  the  Consolidated  Electric  Light 
and  Power  Company  of  Gowanda,  N.  Y.;  that  he  paid  therefor  $11,600;  that 
he  is  now  operating  the  said  plant;  that  the  Keyes  Electric  Company  was 
incorporated  under  the  Transportation  Corporations  Law  in  January,  1908, 
to  manufacture  and  furnish  to  pubHc  and  private  consumers  electricity  for 
light,  heat,  and  power  in  the  village  of  Gowanda,,  Erie  and  Cattaraugus 
coimties;  town  of  Collins,  Erie  county;  and  the  towns  of  Persia  and  Perrys- 
burg,  Cattaraugus  county;  that  this  petitioner  desires  to  transfer,  for  the 
consideration  of  $12,000,  to  said  company,  the  property,  property  rights, 
and  franchises  of  the  said  Consolidated  Electric  Light  and  Power  Com- 
pany of  Gowanda,  N.  Y.,  so  purchased  by  him.  Upon  the  aforesaid  petition, 
and  after  due  deliberation,  it  is 

Ordered:  That  this  Commission  hereby  consents,  under  section  70  of  the 
Public  Service  Commissions  Law,  to  the  transfer,  for  the  consideration  of 
$12,000,  by  Samuel  G.  Keyes  of  Gowanda,  N.  Y.,  to  the  Keyes  Electric  Com- 
pany of  Gowanda,  N.  Y.,  of  the  property,  property  rights,  and  franchises  of 
the  former  Consolidated  Electric  Light  and  Power  Company  of  Crowanda, 
which  were  purchased  by  said  Samuel  G.  Keyes  at  foreclosure  sale  in 
December,  1907. 

[See  Case  No.  266,  March  17,  1908,  page  339.] 
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[Case  No.  310]  State  of  New  Yoek, 

Public  Service  Commission,  Second  District. 

At  a  session  of  the  Public  Service  Commission,  Second 
District,  held  at  the  Capitol,  Albany,  on  the  16th 
day  of  April,  1908. 

Present : 

Frank  W.  Stevens,  Chairman, 
Thomas  M.  Osborne, 
Martin  S.  Decker, 
James  E.  Saque, 

Commissioners. 

In  the  matter  of  the  Petitions  of  Decatur  C.  Lewellyn 
(acting  administrator)  of  the  village  of  Bergen,  and 
the  Genesee  County  Electric  Light,  Power  and 
Gas  Company  of  the  village  of  Batavia,  Genesee 
county,  N.  Y.,  under  section  70  of  the  Public  Service 
Commissions  Law,  as  to  the  acquirement  by  the  Grene- 
see  County  Electric  Light,  Power  and  Gas  Company 
of  an  electric  light  franchise,  works,  and  system  in 
the  village  of  Bergen. 

Decatur  C.  Lewellyn,  acting  administrator  of  the  estate  of  Bert  L.  Lewellyn, 
deceased,  and  the  Cfenesee  County  Electric  Light,  Power  and  Gas  Company, 
on  April  16,  1908,  filed  with  this  Commission  petitions  under  section  70 
of  the  Public  Service  Commissions  Law  for  consent  of  this  Commission  to 
the  transfer  by  sale  from  the  estate  of  Bert  L.  Lewellyn  to  the  Genesee 
County  Electric  Light,  Power  and  Gas  Company  of  an  electric  light  fran- 
chise, works,  and  system  in  the  village  of  Bergen,  Genesee  county,  N.  Y., 
formerly  owned  by  Bert  L.  Lewellyn,  deceased.  Attached  to  the  petitions  is 
a  copy  of  an  agreement  between  said  company  and  Mary  Lewellyn  and 
Decatur  C.  Lewellyn,  as  administrators  of  the  estate  of  Bert  L.  Lewellyn, 
by  which  said  administrators  agree  to  sell  to  said  company,  and  said  company 
agrees  to  purchase,  for  the  sum  of  $750,  said  electric  light  franchise, 
works,  and  system,  excluding  the  engine  and  boiler.  It  appears  from  the 
petition  of  the  company  that  it  does  not  intend  to  operate  said  plant  under 
the  franchise  granted  to  Lewellyn,  but  under  franchises  granted  to  itself  by 
the  village  of  Bergen,  which  franchises  have  been  approved  by  this  Com- 
mission on  this  date.  Upon  said  state  of  facts,  and  after  due  deliberation, 
it  is 

Ordered:  That  under  section  70  of  the  Public  Service  Commissions  Law 
this  Commission  hereby  consents  to  the  transfer  from  the  administrators  of 
the  estate  of  Bert  L.  Lewellyn  to  the  Genesee  County  Electric  Light,  Power 
and  Gas  Company  of  the  electric  light  franchise,  works,  and  system  in  the 
village  of  Bergen,  Genesee  county,  N.  Y.,  formerly  owned  by  Bert  L.  Lewellyn, 
deceased,  for  the  sum  of  $750,  excluding  an  engine  and  boiler. 

[See  Case  No.  311,  April  16,  1908,  page  292;  Case  No.  417,  November  25, 
1908,  page  462;  Case  No.  417,  December  8,  1908,  page  328;  and  Case  No.  661, 
December  29,  1908,  page  310.] 
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[Case  No.  342]  State  of  New  York, 

PuBUo  Service  Commission,  Second  District. 

At  a  session  of  the  Public  Service  Commission,  Second 
District,  held  at  the  Capitol,  Albany,  on  the  3rd 
day  of  June,  1908. 

Present : 
Frank  W.  Stevens,  Chairman, 
Martin  S.  Decker, 
James  E.  Sague, 

Commissioners. 

In  the  matter  of  the  Petition  of  Walter  P.  Newton, 

James  A.  Morris,  and  Lauren  M.  Fitch,  joined  in 

by  the  Wells  Island  Light  and  Heat  Company, 

under  section  70  of  the  Public  Service  Commissions 

Law. 

Walter  F.  Newton,  James  A.  Morris,  and  Lauren  M.  Fitch,  on  May  19, 
1908,  filed  with  this  Commission  their  petition,  under  section  70  of  the  Public 
Service  Commissions  Law,  for  consent  to  transfer  to  the  Wells  Island  Light 
and  Heat  Company  a  lease  and  franchise,  works  and  system,  of  a  complete 
acetylene  gas  plant  on  the  groimds  of  the  Thousand  Island  Park  Association. 
The  petition  is  joined  in  by  the  Wells  Island  Light  and  Heat  Company.  From 
the  petition  and  accompanying  papers  it  appears  that  the  said  individuals 
have  received  from  the  Thousand  Island  Park  Association  a  lease  and  fran- 
chise dated  July  29,  1907,  for  the  construction  and  operation  of  an  acetylene 
gas  plant  on  the  grounds  of  said  association  on  Wells  Island,  in  the  St. 
Lawrence  river,  town  of  Orleans,  Jefferson  county,  and  have  received  certain 
consents  of  property  owners  or  lease  owners  to  the  laying  of  gas  pipes;  that 
the  Wells  Island  Light  and  Heat  Company  was  organized  on  August  24,  1907, 
under  the  Transportation  Corporations  Law,  to  manufacture  and  furnish, 
on  the  said  grounds  of  the  Thousand  Island  Park  Association,  acetylene  gas 
for  lighting  the  streets  and  *  buildings  on  said  grounds;  that  said  indi- 
viduals have  agreed  with  said  company  to  transfer  to  it  a  complete  acetylene 
gas  plant,  including  land,  a  building,  machinery  for  the  making  of  the  gas, 
pipes  in  the  streets,  meters,  connections,  the  said  lease  and  franchise  to 
operate  the  same,  and  the  said  consents  of  property  owners  or  lease  owners  to 
lay  gas  pipes;  that  the  consideration  of  said  transfer  is  to  be  $8000  par 
value  of  the  common  capital  stock  of  said  company;  that  the  construction  of 
said  plant  has  been  begun  by  said  individuals  and  that  they  intend,  in  good 
faith,  to  complete  the  same  and  carry  out  said  agreement  with  this  petitioner. 
Upon  the  aforesaid  petition,  and  after  due  deliberation,  it  is 

Ordered:  That  this  Commission  hereby  consents,  under  section  70  of  the 
Public  Service  Commissions  Law,  to  the  transfer,  for  the  consideration  of 
$8000  of  the  common  capital  stock  at  par  of  the  Wells  Island  Light  and 
Heat  Company,  by  Walter  F.  Newton,  James  A.  Morris,  and  Lauren  M.  Fitch, 
to  the  said  Wells  Island  Light  and  Heat  Company,  of  a  lease  and  franchise 
dated  July  29,  1907,  receiv^  by  said  individuals  from  the  Thousand  Island 
Park  Association,  for  the  construction  and  operation  of  an  acetylene  gas  plant 
on  the  grounds  of  said  association  on  Wells  Island,  in  the  St.  Lawrence  river, 
town  of  Orleans,  Jefferson  county,  and  of  a  complete  acetylene  gas  plant, 
works  and  system,  including  land,  a  building,  machinery  for  the  making  of 
the  gas,  pipes  in  the  streeto,  meters,  and  connections,  to  be  constructed  b^ 
said  individuals  imder  said  lease  and  franchise  on  said  Wells  Island,  and  in- 
cluding consents  of  property  owners  or  lease  owners  to  the  laying  of  gas 
pipes. 

[See  Case  No.  340,  June  3,  1908,  page  353,  and  Case  No.  341,  June  3,  1908, 
page  293.] 
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{Case  No.  338]  State  of  New  York, 

PuBUO  Sebyioe  Commission,  Second  Distbiot. 

At  a  session  of  the  Public  Service  Commission,  Second 
District,  held  at  the  Capitol,  Albany,  on  the   111^ 
day  of  June,  1908. 
Present: 
Fbank  W.  Stevens,  Chairman, 
Thomas  M.  Osborne, 
Mabtin  S.  Decker, 
James  E.  Saoue, 
John  B.  Olmsted, 

Commissioners. 

In  the  matter  of  the  Petition  of  The  Twin  State  Gas 
AND  Electric  Company  under  section  70  of  the  Pub- 
lic Service  Commiseions  Law  for  authori^  to  acquire 
all  of  the  capital  stock  of  the  Hoosick  Falls  lUumi- 
.nating  Company. 

After  due  deliberation,  it  is 

Ordered:    That  this  petition  be  and  it  is  hereby  denied. 

[See  case  next  following.] 

r[Case  No.  339]  State  of  New  York, 

Pttblic  Service  Commission,  Second  District. 

At  a  session  of  the  Public  Service  Commission,  Second 
District,  held  at  the  Capitol,  Albany,  on  the  11th 
day  of  June,  1908. 

.Present:  i 

Frank  W.  Stevens,  Chairman, 
Thomas  M.  Osborne, 
Martin  S.  Decker, 
James  E.  Saoue, 
John  B.  Olmsted, 

Commissioners.  .< 

In  the  matter  of  the  Joint  Petition  of  the  Hoosick 
Falls  Illtjminatino  Company  and  The  Twin  State 
Gas  and  Eijkttric  Company,  under  section  70  of 
the  Public  Service  Commissions  Law,  for  authority  to 
the  Hoosick  Falls  Illuminating  Company  to  transfer 

Its  franchises,  works,  and  system  to  The  Twin  State  '    i 

Gas  and  Electric  Company  by  merger. 

After  due  deliberation,  it  is 

•  Ordered:    That  this  petition  be  and  it  is  hereby  denied. 

ASee  preceding  case.l  j 
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[Case  No.  344]  State  of  New  Yobk, 

Public  Service  Commission,  Second  District. 

At  a  session  of  the  Public.  Service  Commission,  Second 
District,  held  at  the  Capitol,  Albany,  on  the   11th 
day  of  June,  1908. 
Present : 

Frank  W.  Stevens,  Chairman, 

Thomas  M.  Osb(»ne, 

Martin  S.  Decker, 

James  E.  Saoue, 

John  B.  Olmsted, 

Commissioners. 
In   the  matter   of   the  Joint  Petition,  under   sections 

54  and  70  of  the  Public  Service  Commissions  Law, 

of  Charlotte  E.  Georger  of  Buffalo,  N.  Y.,  and  the 

Lima-Honeoye  Et^ctric  Light  and  Railroad  Com- 
pany, for  approval  and  consent  to  the  transfer  of 

the  property,  property  rights,  and  franchises  of  the 

former   Lima-Honeoye   Electric    Light   and    Railroad 

Company,  which  are  now  owned  by  said  Charlotte  E. 

Georger,  to  the  present  Lima-Honeoye  Electric  Light 

and  Railroad  Company. 

On  May  26,  1908,  there  was  file<l  with  this  Commission  a  joint  petition 
of  Charlotte  E.  Cteorger  of  Buffalo,  N.  Y.,  and  the  Lima-Honeoye  Electric 
Light  and  Railroad  Company,  under  sections  54  and  70  of  the  Public  Service 
Commissions  Law,  for  approval  and  consent  to  the  transfer  of  the  franchises 
and  property  of  the  former  Lima-Honeoye  Electric  Light  and  Railroad  Com- 
pany, which  are  now  owned  by  said  Charlotte  E.  (Sorger,  to  the  present 
Lima-Honeoye  Klectric  Light  and  Railroad  Company.  A  hearing  on  this 
petition,  after  public  notice,  was  held  by  Commissioners  Stevens  and  Olmsted 
in  the  city  of  Rochester  on  June  5,  1908,  at  which  James  O.  Moore  appeared 
for  the  petitioner;  no  one  else  appeared. 

From  the  petition  and  accompanying  papers  and  from  evidence  at  the 
hearing  it  appears  that  the  former  Lima-Honeoye  Electric  Light  and  Railroad 
Company  was  organ izeil  pursuant  to  the  provisions  of  the  Transportation 
Corporations  Law  and  section  21  of  the  Railroad  Law,  and  after  its  organi- 
zation was  duly  dissolved  by  an  order  of  the  Supreme  Court,  a  receiver  duly 
appointed,  and  all  of  its  property  and  effects  and  franchises,  pursuant  to 
the  order  of  the  Court,  were  duly  sold  at  public  sale  and  are  now  owned 
and  operated  by  said  Charlotte  E.  Georger;  that  the  present  Lima-Honeoye 
Electric  Light  and  Railroad  Company  was  organized  pursuant  to  the  pro- 
visions of  section  3  of  the  Stock  Corporation  Law,  by  the  filing  of  a 
reorganization  certificate  with  the  Secretary  of  State  on  March  19,  1908; 
that  the  organization  of  said  present  Lima-Honeoye  Electric  Light  and 
Railroad  Company  has  been  perfected,  oflBcers  selected,  and  that  it  has 
entered  into  a  contract  with  the  said  Charlotte  E.  Georger  for  the  purchase 
of  tiie  said  former  Lima-Honeoye  Electric  Light  and  Railroad  Company,  its 
franchises  and  properties,  and  is  desirous  of  issuing  common  capital  stock 
in  payment  for  the  same;  that  the  said  Lima-Honeoye  Electric  light  and 
Railroad  Company  has  never  issued  any  capital  stock.  Upon  the  aforesaid 
petition,  and  after  due  deliberation,  it  is 

Ordered:  That  this  Commission  imder  sections  54  and  70  of  the  Public 
Service  Commissions  Law  hereby  approves  of  and  consents  to  the  transfer, 
for  the  consideration  of  $6000,  either  in  cash  or  in  the  common  capital 
stock  of  the  Lima-Honeoye  Electric  Light  and  Railroad  Company,  at  par, 
by  Charlotte  E.  Georger  of  Buffalo,  N.  Y.,  to  the  Lima-Honeoye  Electric 
Light  and  Railroad  Company  of  the  property,  property  rights,  and  franchises 

11 
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of    the   former    Lima-Honeoye   Electric    Light    and    Railroad   Company,    as 
described  in  the  petition  and  papers  attacned  thereto,  including  an  agree- 
ment  dated   April   20,    1908,   between   the   said   Charlotte    E.    Georger   and 
the  Lima-Honeoye  Electric  Light  and  Kail  road  Company. 
[Bee  Caae  No.  332,  June  11,  1908,  page  167.] 


[Case  No.  367]  State  of  New  York, 

Public  Sebvice  Commission,  Seoond  District. 
At  a  session  of  the  Public  Service  Commission,. Second 
District,  held  at  the  Capitol,  Albany,  on  the  13th  day 
of  July,  1908. 
Present  : 

Frank  W.  Stevens,  Chairman, 
Martin  S.  Decker, 
James  E.  Saoue, 
John  B.  Olmsted, 

Commissioners. 
In  the  matter  of  the  Petition  of  the  Floral  Park  Light 
AND    Power    Company,   joined    in    by   the    Nassau 
Light  and  Power  Co^ipany,  under  section  70  of  the 
Public  Service  Commissions  Law. 

The  Floral  Park  Light  and  Power  Company  on  June  16,  1908,  filed  with 
this  Commission  its  petition,  under  section  70  of  the  Public  Service  Commis- 
sions Law,  for  consent  to  transfer  to  the  Nassau  Light  and  Power  Company 
its  franchises,  works,  and  system.  The  petition  is  joined  in  by  the  Nassau 
Light  and  Power  Company.  A  hearing  on  this  petition,  after  public  notice 
and  notice  to  the  supervisor  of  the  town  of  Hempstead,  Nassau  county,  was 
held  by  this  Commission  at  the  office  of  the  Commission  in  the  Capitol, 
Albany,  on  July  8,  1908;  Charles  J.  Tdbin  appeared  for  the  Floral  Park 
Light  and  Power  Company,  and  Henry  A.  Uterhart  appeared  for  the  Nassau 
Light  and  Power  Company ;  no  one  else  appeared. 

It  appears  from  the  petition  and  accompanying  papers  and  statements  at 
the  hearing  that  the  Floral  Park  company  does  a  small  electric  lighting 
business  at  Floral  Park  in  the  town  of  Hempstead,  Nassau  county;  that  it 
has  but  thirt^^-one  customers;  that  it  was  originallv  organized  as  a  part  of 
the  plant  of  the  Childs  Seed  Company,  **  and  the  business  of  supplying  private 
customers  with  electric  light  was  taken  up  rather  as  an  accommodation  to 
persons  in  the  immediate  vicinity  than  with  a  view  to  making  profit 
thereby  ** ;  that  it  is  not  in  condition  to  meet  new  demands  upon  it  to  furnish 
electricity,  and  is  unable  to  obtain  new  capital,  as  the  persons  owning  it  are 
not  interested  in  doing  an  electric  light  business;  that  it  has  outstanding 
$24,020  common  capital  stock;  that  no  mortgage  or  mortgage  bonds  or  pre- 
ferred stock  are  outstanding;  that  the  local  franchises  proposed  to  be  trans- 
ferred to  the  Nassau  company  are:  one  dated  August  11,  1902,  from  the 
town  board  of  the  town  of  Hempstead,  Nassau  county,  to  the  Floral  Park 
company;  and  one  dated  October  4,  1902,  from  the  board  of  highway  com- 
missioners of  the  town  of  Hempstead,  Nassau  county,  to  the  Floral  Park 
company;  that  $8000  has  already  been  paid  to  the  Floral  Park  company 
by  the  Nassau  company  for  its  franchises,  works,  and  system,  but  that  the 
agreement  between  said  companies  provides  for  the  return  of  this  money  if 
this  Commission  does  not  consent  to  the  said  transfer.  Upon  the  aforesaid 
petition  and  accompanying  papers  and  statements  at  the  bearing,  and  after 
due  deliberation^  it  is 

Ordered:  That  this  Commission  hereby  consents,  under  section  70  of  the 
Public  Service  Commissions  Law,  to  the  transfer,  for  the  consideration  of 
$8000,  by  the  Floral  Park  Light  and  Power  Company  to  the  Nassau  Light 
and  Power  Companv,  of  the  franchises,  works,  and  system,  situated  at  Floral 
Park,  Nassau  county,  of  the  Floral  Park  Light  and  Power  Company. 
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[Case  No.  386]  State  of  New  Tobk, 

P(jRuc  Sebvicb  Commission,  Second  Distbigt. 

At  a  session  of  the  Public  Service  Commission,  Second 
District,  held  at  the  Capitol,  Albany,  on  the  23rd  day 
of  July,  1908. 
Present : 
Frank  W.  Stsykns^  Chairman, 
Thomas  M.  Osdoknb, 
James  £.  Saoxjs, 
John  B.  Olmsted, 

Commissioners. 
In   the   matter   of   the   Petition   of   the   Chateauqat 
Elbctbio  Liout   and   Poweb   Company  under   sec- 
tion 70  of  the  Public  Service  Comndssions  Law. 

The  Chateaugay  Electric  Light  and  Power  Company  having  on  June  30, 
1008,  filed  with  Uils  Commission  its  petition  under  section  70  of  the  Public 
Service  Conmiissions  Law  for  consent  to  transfer  to  the  Chasm  Power 
Comoan^  of  Chateaugay,  Franklin  county,  its  franchise,  works,  and  sjrstem; 
and  having  on  July  23d  filed  an  amended  petition;  and  a  hearing  in  said 
matter  having  been  held  by  Chairman  Stevens  of  this  Commission  on  July 
23d,  F,  G.  Shufelt  appearing  for  the  petitioner;  and  it  appearing  that  the 
plant  of  the  petitioner  is  but  a  small  one,  it  having  about  ten  customers, 
and  its  income  for  furnishing  such  customers  with  electric  light  being 
considerably  less  than  cost;  and  it  further  appearing  that  the  Chasm  Power 
Company  is  now  furnishing  electricity  for  light  and  power  to  the  public 
in  the  village  of  Chateaugay,  and  that  this  transfer  will  result  in  better 
service  to  such  customers  as  this  petitioner  now  has;  and  it  further  appear- 
ing that  all  of  the  stockholders  of  this  petitioner  have  consented  to  the 
transfer;  and  it  further  appearing  that  the  Chasm  Power  Company  has 
agreed  to  buy  the  franchise  and  plant  of  this  petitioner,  and  to  pay 
therefor  $3000  in  cash;  now,  upon  the  aforesaid  amended  petition  and 
evidence  at  the  hearing,  and  after  due  deliberation,  it  is 

Ordered:  That  this  Commission  hereby  consents,  under  section  70  of  the 
Public  Service  Commissions  Law,  to  the  transfer,  for  the  consideration  of 
$3000  cash,  by  the  Chateaugay  Electric  Light  and  Power  Company  to  the 
Chasm  Power  Company,  of  the  franchise,  works,  and  system,  situated  in  the 
village  of  Chateaugay,  Franklin  county,  of  the  Chateaugay  Electric  Light 
and  Power  Company. 

[Case  No.  308]  State  of  New  Yobk, 

PuBuc  Sebvicb  Commission,  Second  District. 

At  a  session  of  the  Public  Service  Commission,  Second 
District,  held  at  tlie  Capitol,  Albany,  on  the   19th 
day  of  August,  1908. 
Present: 

Frank  W.  Stevsns,  Chairman, 
Thomas  M.  Osborne, 
Martin  S.  Decker, 

Commissioners. 

In  the  matter  of  the  Petition  of  the  Hudson  River 
Electric  Company,  under  section  70  of  the  Public 
Service  Commissions  Law,  for  consent  to  transfer  to 
the  Hudson  River  Water  Power  Company  an  electric 
power  transmission  line  running  from  fiallston  Spa 
to  Alplaus,  and  for  authority  to  acquire  bonds  of 
Hudson  River  Water  Power  Company  in  the  sum 
of  $51,000  in  payment  therefor. 

The  Hudson  River  Electric  Company  having  on  the  7th  day  of  April,  1908, 
filed  with  this  Commission  its  petition  under  section  70  of  the  Public  Service 
Commissions   Law   for   consent   to   transfer  to   the   Hudson   River   Water 
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Power  Company  an  electric  power  transmission  line  constructed  and  owned 
by  said  applicant,  and  extending  from  Ballston  Spa,  Saratoga  county,  to 
Al plans,  Schenectady  county,  State  of  New  York,  and  for  authority  to 
acquire  fifty-one  of  the  first  mortgage  bonds  of  the  denomination  of  $1000 
each  of  the  Hudson  River  Water  Power  Company  in  payment  therefor; 
and  hearings  having  been  held  on  said  petition  by  this  Commission  at  its 
office  in  the  Capitol,  Albany,  on  April  28  and  July  9,  1908,  Harry  B.  Austin 
appearing  for  the  petitioner;  now,  upon  the  aforesaid  petition  and  papers 
accompanying  the  same  and  the  evidence  taken  at  the  hearings,  and  after 
due  deliberation,  it  is 

Ordered:    That  said  petition  be  and  is  hereliy  denied. 


[Case  No.  430]  State  of  New  York, 

Public  Service  Commission,  Second  District. 

At  a  session  of  the  Public  Service  Commission,  Second 
District,  held  at  the  Capitol,  Albany,  on  the  3rd  day 
of  September,  1908. 

Present : 

Frank  W.  Stevens,  Chairman, 
James  E.  Saque, 
John  B.  Olmsted, 

Commissioners. 

In  the  matter  of  the  Petition  of  Sarsfield  J.  DeLaney, 
Jay  Francis,  and  Edward  L.  Thornton,  under 
section  70  of  the  Public  Service  Commissions  Law. 

Sarsfield  J.  DeLaney,  Jay  Francis,  and  Edward  L.  Thornton  having  on 
July  31,  1908,  filed  with  this  Commission  their  joint  petition,  under  section  70 
of  the  Public  Service  Commissions  Law,  for  consent  to  said  DeLaney  and 
Francis  to  transfer  to  Edward  L.  Thornton  the  franchise,  works,  and  system 
of  an  electric  light  plant  now  being  operated  in  the  hamlet  of  Heuvelton, 
St.  Lawrence  county,  owned  by  said  DeLaney  and  Francis  and  used  to  furnish 
electric  light  to  the  public;  and  it  appearing  that  by  an  agreement  dated 
November  11,  1905,  between  these  petitioners,  it  is  provided  that  Edward  L. 
Thornton  at  his  option  may  make  such  purchase;  now,  upon  the  aforesaid 
petition  and  axscompanying  papers,  and  after  due  deliberation,  it  is 

Ordered:  That  this  Commission  hereby  consents,  under  section  70  of  the 
Public  Service  Commissions  I^w,  to  the  transfer  by  Sarsfield  J.  DeLaney 
and  Jay  Francis  of  Ogdensburg,  N.  Y.,  to  Edward  L.  Thornton  of  Chicago, 
Illinois,  of  the  franchise,  works,  and  system  of  an  electric  light  plant  owned 
by  said  DeLaney  and  Francis  in  the  hamlet  of  Heuvelton,  St.  Lawrence 
county. 
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[Case  No.  440]  State  or  Nbw  Yobk, 

PUBUO  SeBVICE   Ck>MMISSION,  SSOOIfD  DISTRICT. 

At  a  session  of  the  PubHc  Service  Commission,  Second 
District,   at   the    Capitol,   Albany,   on   the    7th   day 
of  October,  1908. 
Present : 

Fbank  W.  Stevens,  Chairman, 
Thomas  M.  Osbobne, 
James  E.  Sague, 

Commissioners. 

In  tlie  matter  of  the  Application  of  Newbubgh  Light, 
Heat  and  Poweb  Company  for  leave  to  issue  its 
convertible  debenture  bonds  in  the  aggregate  amount 
of  $360,000. 

In  the  matter  of  the  Application  of  The  EXectrig 
Light  Company  of  New  Paltz  for  approval  of  the 
use  of  its  pole  line  in  the  village  of  New  Paltz  by 
Newburgh  Li^ht,  Heat  and  Power  Company  in  con- 
nection with  its  transmission  line  from  High  Falls. 

The  Electric  Light  Company  of  New  Paltz  on  the  30th  day  of  September, 
1908,  filed  with  this  Commission  its  petition  under  section  70  of  the  Public 
Service  Commissions  Law  for  consent  to  transfer  or  lease  a  part  of  its  works, 
system,  and  franchise,  to  wit:  to  transfer  or  lease  for  a  certain  term  of 
years  to  the  Newburgh  Light,  Heat  and  Power  Company  the  use  of  its 
pole  line  in  the  village  of  New  Paltz,  county  of  Ulster,  for  the  erection 
thereon  by  said  Newburgh  Light,  Heat  and  Power  Company  of  a  high- 
tension  electric  transmission  line. 

This  petition  supplements  and  amplifies  the  petition  filed  by  the  Newburgh 
Light,  Heat  and  Power  Company  on  August  18,  1908,  and  on  which  a  hearing 
was  had  August  26,  1908,  John  8.  WilkiCf  of  Gould  &  Wilkie,  appearing 
for  the  applicant;  no  one  in  opposition. 

From  these  petitions  and  accompanying  papers  and  from  the  evidence  at 
the  hearing  it  appears  that  the  said  The  Electric  Li^^ht  Company  of  New 
Paltz  is  the  owner  of  a  franchise  for  the  distribution  of  electricity  for 
light,  heat,  and  power  in  the  village  of  New  Paltz;  that  by  reason  of  the 
insufficiency  of  the  installed  capacity  of  its  electric  generating  plant  the 
applicant  entered  into  a  contract  with  the  Hudson  Counties  Gas  and  Electric 
Company,  a  domestic  corporation,  by  which  the  latter  corporation  agreed  to 
supply  all  the  electric  current  required  by  the  applicant  in  the  exercise  of 
its  franchise  rights;  that  said  contract  was  made  conditional  upon  the 
right  of  said  Hudson  Counties  Gas  and  Electric  Company  to  use  the  pole 
lines  and  privileges  of  the  applicant  within  the  corporation  limits  of  the 
village  of  New  Paltz  in  the  transmission  of  electric  current  from  High 
Falls,  county  of  Ulster,  during  the  life  of  said  contract,  which  by  the  terms 
of  the  contract  was  to  continue  for  a  period  of  ten  years  from  and  after 
the  commencement  of  the  delivery  of  electric  current,  and  for  an  additional 
term  of  ten  years  thereafter  unless  said  contract  shall  have  been  terminated 
by  the  applicant  at  the  end  of  the  first  period;  that  said  Hudson  Counties 
Gas  and  Electric  Company  has  assigned  its  rights  and  privileges  under 
said  contract  as  aforesaid  to  the  Newburj^h  Li«rht,  Heat  and  Power  Company; 
and  it  appearing  that  said  Newburgh  Light,  Heat  and  Power  Company  pro- 
poses to  erect  and  string  upon  the  pole  system  of  The  Electric  Light  Com- 
pany of  New  Paltz  a  line  for  the  transmission  of  electrical  energy,  and  that 
said  line  will  be  a  part  of  and  connected  with  the  high-power  transmission 
line  for  the  conveyance  of  electrical  energy  from  High  Falls  to  the  city  of 
Newburgh,  proposed  to  be  constructed  by  the  Newburgh  Light,  Heat  and 
Power  Company;  and  that  such  use  of  the  pole  line  of  the  applicant  will 
enable  the  applicant  under  the  terms  of  the  said  transfer  or  lease  to  obtain 
all  the  advantages  of  hydro-electric  energy  without  the  need  of  any  expendi- 
ture for  generating  apparatus  or  transmission  lines;  and  it  further  appearing 
that  the  right  of  the  applicant  to  allow  such  use  of  its  pole  line  has  been 
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expressly  authorized  by  the  board  of  trustees  of  the  village  of  New  Paltz  for 
and  during  the  term  of  said  contract,  by  resolution  duly  adapted  by  said  board 
on  Au^st  25,  1908;  now,  upon  the  aforesaid  petitions,  and  after  due  de- 
liberation, it  is 

Ordered:  1.  That  the  Commission  hereby  consents,  under  section  70 
of  the  Public  Service  Commissions  Law,  to  the  transfer  or  lease  by  The 
Electric  Light  Company  of  New  Paltz  to  the  Newburgh  Light,  Heat  and 
Power  Company  of  part  of  its  works  or  system,  to  wit:  the  grant  to  the 
K^ewburgh  Light,  Heat  and  Power  Company  of  the  right  to  use,  so  far  as  it 
may  be  practicable,  for  a  term  of  ten  years,  subject  upon  the  expiration  of 
that  time  to  renewal  of  such  right  for  a  further  term  of  ten  years,  of  its 
electric  pole  system  in  the  village  of  New  Paltz,  and  to  string  and  erect 
thereon  a  high-tension  transmission  line,  pursuant  to  the  terms  of  a  con- 
tract entered  into  the  6th  day  of  May,  1908,  by  and  between  The  Electric 
Light  Company  of  New  Paltz  and  the  Hudson  Counties  Gas  and  Electric 
Company,  and  pursuant  to  the  terms  of  the  assignment  by  said  Hudson 
Counties  Gas  and  Electric  Company  executed  the  14th  day  of  August,  1908, 
of  such  rights  and  privileges  under  said  contract  to  the  Newburgh  Light, 
Heat  and  Power  Company. 

Ordered:  2.  That  this  Commission  hereby  consents,  under  section  €S  of 
the  Public  Service  Commissions  Law,  to  the  exercise  by  the  Newburgh  Light, 
Heat  and  Power  Company  of  the  aforesaid  rights  and  privileges  in  the 
village  of  New  Paltz  as  expressly  authorized  by  the  board  of  trustees  of  said 
village  by  resolution  duly  adopted  by  said  board  on  August  25,  1908. 

[See  Case  No.  282,  April  29,  1908,  page  343;  order  next  following,  and  two 
orders  under  this  same  date  and  case  number,  pages  302,  371.] 


[Case  No.  440]  State  or  New  York, 

Public  Service  Commission,  Second  District. 

At  a  session  of  the  Public  Service  Commission,  Second 
District,  held  at  the  Capitol  in  the  city  of  Albany 
on  the  7th  day  of  October,   1908. 

Present : 
Frank  W.  Stevens,  Chairman, 
Thomas  M.  Osborne, 
James  E.  Saoue, 

Commissioners. 

In  the  matter  of  the  Application  of  Newburgh  Lioht, 
Heat  and  Powes  Company  for  leave  to  issue  its  con- 
vertible debenture  bonds  in  the  aggregate  amount  of 
$350,000. 

In  the  matter  of  the  Application  of  Poughkeepsie 
Light,  Heat  and  Power  Company  for  approval  of 
the  sale  by  it  to  the  Newburgh  Light,  Heat  and 
Power  Company  of  a  certain  electrical  transmission 
line  situated  in  the  town  of  Lloyd,  Ulster  county. 
State  of  New  York. 

The  Poughkeepsie  Light,  Heat  and  Power  Company  on  September  30,  1908, 
filed  with  this  Commission  its  petition  under  section  70  of  the  Public  Ser- 
vice Commissions  Law  for  consent  to  transfer  to  the  Newburgh  Light,  Heat 
and  Power  Company  certain  rights  of  way,  poles,  wires,  attachments,  and 
the  entire  construction  of  approximately  three  miles  of  electrical  transmission 
line,  beginning  at  the  boundary  line  between  the  towns  of  Marlborough  and 
Lloyd,  county  of  Ulster,  and  running  thence  northerly  to  a  point  at  or  near 
Poughkeepsie  bridge  in  the  village  of  Highland,  said  town  of  Lloyd,  the 
same  being  a  part  of  the  transmission  line  owned,  maintained,  and  operated 
by  the  applicant,  and  extending  from  said  point  in  an  easterly  direction  to 
the  shores  of  the  Hudson  river  and  thence  by  a  submarine  cable   to  the 
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electrical  generating  station  of  the  applicant  maintained  in  the  city  of 
Poughkeepsie,  county  of  Dutchess,  State  of  New  York. 

This  petition  supplements  and  amplifies  the  petition  filed  by  the  Newburgh 
Light,  Heat  and  Power  Company  on  August  18,  1008,  and  on  which  a  hearing 
was  had  August  26,  1908,  John  L.  Wilkie,  of  Gould  &  Wilkie,  appearing  for 
the  applicant;  no  one  in  opposition. 

From  these  petitions  and  accompanying  papers  and  from  the  evidence  at 
the  hearing  it  appears  that  beginning  at  the  said  boundary  between  the  towns 
of  Marlborough  and  Lloyd  the  Newburgh  Light,  Heat  and  Power  Company 
owns  and  maintains  in  connection  with  the  said  line  of  the  Poughkeepsie 
Light,  Heat  and  Power  Company  an  electrical  transmission  line  which 
runs  south  from  said  point  to  the  electric  generating  station  of  the  said 
Newburgh  Light,  Heat  and  Power  Company  in  the  city  of  Newburgh,  county 
of  Orange,  and  that  such  complete  transmission  line  has  been  built  and  main- 
tained by  the  respective  companies  and  has  been  used  by  them,  when  neces- 
sary, for  the  transmission  of  electric  current  from  one  company  to  the  other; 
and  it  appearing  that  said  Newburgh  Light,  Heat  and  Power  Company  desires 
to  purchase  the  three  miles  of  transmission  line  aforesaid,  so  that  said  com- 
pany shall  have  a  transmission  line  owned,  maintained,  controlled,  and 
operated  by  it  from  High  Falls,  Ulster  county,  to  its  electric  generating 
station  in  the  city  of  Newburgh,  and  that  the  consideration  agreed  upon  for 
such  sale  is  the  sum  of  $5160,  which  sum  represents  the  cost  to  the  appli- 
cant of  said  line,  less  an  allowance  for  depreciation  thereon;  and  it  further 
appearing  that  while  the  applicant  is  the  owner  of  a  public  franchise  for 
the  distribution  of  electricity  in  the  said  town  of  Lloyd,  the  sale  of  said 
transmission  line  will  not  impair  its  ability  to  furnish  such  service  in  said 
town;  now,  upon  the  petition,  and  after  due  deliberation,  it  is 

Ordered:  That  this  Commission  hereby  consents,  under  section  70  of  the 
Public  Service  Commissions  Law,  to  the  transfer,  for  the  consideration  of 
five  thousand  one  hundred  sixty  dollars  ($5160),  by  the  Poughkeepsie  Light, 
Heat  and  Power  Company  to  the  Newburgh  Light,  Heat  and  Power  Com- 
pany, and  to  the  purchase  by  the  Newburgh  Light,  Heat  and  Power  Company 
at  said  sum  of  the  rights  of  way,  poles,  wires,  attachments,  and  the  entire 
construction  of  approximately  three  miles  of  electrical  transmission  line, 
commencing  at  the  boundary  line  between  the  towns  of  Marlborough  and 
Lloyd,  county  of  Ulster,  and  running  thence  northerly  to  a  point  at  or  near 
the  Poughkeepsie  bridge  in  the  village  of  Highland,  in  the  town  of  Lloyd, 
county  of  Ulster,  State  of  New  York. 

[See  Case  No.  282,  April  29,  1908,  page  343;  order  next  preceding,  and 
two  orders  under  this  same  date  and  case  number,  pages  302,  371.] 


[Case  No.  452]  State  op  New  Yobk, 

PuBUO  Sebvicb  Commission,  Second  Distbiot. 

At  a  session  of  the  Public  Service  Commission,  Second 
District,   held   at  the  Capitol,  Albany,  on  the  21st 
day  of  October,  1908. 
Present : 
Frank  W.  Stevens,  Chairman, 
Thomas  M.  Osbobne, 
Mabtin  S.  Deokeb, 
James  E.  Saous, 
John  B.  Olmsted, 

Commissioners. 

In  the  matter  of  the  Joint  Petition  of  Fbancis  A. 
Stratton  and  the  Westoiiister  Lighting  Company, 
under  section  70  of  the  Public  Service  Commissions 
Iaw. 

Francis  A.  Stratton  of  Mount  Vernon,  N.  Y.,  and  the  Westchester  Lighting 
Company  having  filed  with  this  Commission  a  joint  petition  imder  section  70 
of  the  Public  Service  Commissions  Law  for  authority  to  said  company  to 
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purchase  from  said  Stratton  8040  shares,  par  value  $100  a  share,  of  the 
capita]  stock  of  Northern  Westchester  Lighting  Company;  5000  shares,  par 
value  $100  a  share,  of  the  common  capital  stock  of  the  Peekskill  Lighting 
and  Railroad  Company;  and  $90,000  principal  amount  of  first  consolidated 
mortgage  bonds  of  Northern  Westchester  Lighting  Company,  for  the  con- 
sideration of  $585,400  in  cash  to  be  paid  by  said  company  to  said  Stratton; 
and  hearings  on  said  petition  having  been  held  by  this  Commission  in  the 
city  of  Albany  on  September  1  and  28,  1908,  Parker,  Hatch  d  Sheehan, 
D-Cady  Herrick,  Shearman  d  Sterling ,  and  Charles  A.  Collin  appearing  for 
the  petitioners;  now,  upon  the  aforesaid  petition  and  accompanying  papers 
and  evidence  and  arguments  at  the  hearings,  and  briefs  of  counsel,  and 
after  due  deliberation,  it  is 

Ordered:    That  said  joint  petition  be  and  it  is  hereby  denied. 


[Case   No.   417]  State  of  New  Yobk, 

PuBUc  Sebvice  Commission,  Secx)nd  District. 
At  a  session  of  the  Public  Service  Commission,  Second 
District,  held  at  the  Capitol,  Albany,  on  the  8th  day 
of  December,  1908. 
Present: 
Frank  W.  Stevens,  Chairman, 
Thomas  M.  Osborne, 
Martin  S.  Decker, 
James  £.  Saoue, 
John  B.  Olmsted, 

Commissioners. 
In  the  matter  of  the  Genesee  County  Electric  Light, 
Power  and  Gas  Company. 

After  due  deliberation,  it  is 

Ordered:  That  the  Genesee  County  Electric  Light,  Power  and  Gas  Com- 
pany, and  Marc  W.  Comstock  as  receiver  of  said  company,  and  each  or 
either  of  them,  is  hereby  authorized  to  transfer  to  the  village  of  Bergen 
in  the  county  of  Genesee  all  the  poles,  wires,  lamps,  and  fixtures  constituting 
the  distribution  system  of  said  company  which  is  located  in  the  said  village 
of  Bergen,  and  also  the  switchboard  of  said  company  situate  in  said  village, 
and  to  surrender  to  said  village  the  franchise  heretofore  granted  by  it  to 
said  company. 

[See  Case  No.  aiO,  April  16,  1908,  page  292;  Case  No.  311,  April  16,  1908, 
page  318;  Case  No.  417,  November  25,  1908,  piige  462;  and  Case  No.  661, 
December  29,  1908,  page  310.] 


[Case   No,   646]  State  of  New  York, 

Public  Service  Commission,  Second  District. 
At  a  session  of  the  Public  Service  Commission,  Second 
District,  held   at  the  Capitol   in  the  city  of  Albany 
on  the  30th  day  of  December,  1908. 
Present : 

Frank  W.  Stevens,  Chairman, 
Martin  S.  Decker, 
James  E.  Sague, 
John  B.  Olmsted, 

Commissioners. 
In  the  matter  of  the  Petition  of  George  W.  Dunn, 
Charles  W.  Andrews,  and  Milton  Delano,  as  Re- 
ceivers OF  the  Hudson  River  Electric  Power  Com- 
PANT,  under  section  70  of  the  Public  Service  Com- 
missions Law. 

On  reading  and  filing  the  petition  of  George  W.  Dunn,  Charles  W.  Andrews, 
and  Milton  Delano,  as  receivers  of  the  Hudson  River  Electric  Power  Com- 
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pany,  Yerified  December  8,  1908,  and  filed  in  this  oflSce  December  9,  1908, 
under  section  70  of  the  Public  Service  Commissions  Law,  for  consent  to 
lease  the  steam  power  plant  and  premises  at  Utica,  N.  Y.,  the  apparatus 
contained  in  the  sub-stations  at  Little  Falls,  Frankfort,  and  Oriskany,  and 
the  high-tension  transmission  line  from  Utica  to  Clark  Mills,  all  being  prop- 
erty of  the  Hudson  River  Electric  Power  Company,  to  the  Utica  and 
Mohawk  Valley  Railway  Company  for  a  term  of  one  year  beginning  December 
1,  1908,  subject  to  renewal  for  a  further  term  of  one  year  beginning  Decem- 
ber 1,  1909;  the  petition  of  said  Utica  and  Mohawk  Valley  Railway  Company 
requesting  the  consent  of  this  Commission  to  such  lease;  a  copy  of  the 
order  of  the  United  States  Circuit  Court  for  the  Northern  District  of  New 
York  dated  November  14,  1908,  appointing  said  George  W.  Dunn,  Charles  W. 
Andrews,  and  Milton  Delano  receivers  of  said  Hudson  River  Electric  Power 
Company;  a  copy  of  the  order  of  said  Court  dated  December  7, 1908,  authoriz- 
ing and  empowering  said  receivers  to  make  and  execute  such  lease  with 
the  Utica  and  Mohawk  Valley  Railway  Company  in  substantially  the  form 
and  terms  set  forth  in  the  copy  of  the'  proposed  lease  attached  to  said  order 
of  the  Court;  a  copy  of  the  record  before  the  Court  upon  which  said  order 
was  issued;  a  copy  of  the  lease  as  finally  executed  by  said  receivers  and 
Utica  and  Mohawk  Valley  Railway  Company  on  December  10,  1908,  and 
filed  in  this  office  December  28,  1908;  and  it  appearing  from  the  record 
herein  that  a  contract  was  entered  into  on  the  20th  day  of  March,  1905, 
between  the  Hudson  River  Electric  Power  Company  and  the  Hudson  River 
Water  Power  Company  of  the  first  part,  and  the  Utica  and  Mohawk  Valley 
Railway  Company  of  the  second  part,  said  contract  being  amended  by 
letter  dated  November  11  and  November  27,  1905,  whereby  said  parties  of 
the  first  part  became  obligated  to  furnish  electrical  energy  generated  at 
said  Utica  steam  power  plant  to  the  party  of  the  second  part  for  a  term  of 
twenty-five  years  from  July  1,  1905,  and  that  under  said  contract  electrical 
energy  has  been  delivered  by  Hudson  River  Electric  Power  Company  at  a 
loss,  and  can  not  be  delivered  at  the  contract  price  without  a  constant  and 
steady  loss;  and  it  appearing  that  said  lease  is  for  the  public  interest  and 
should  be  approved;  it  is 

Ordered:  That  the  consent  of  this  Commission  be  and  is  hereby  given, 
under  section  70  of  the  Public  Service  Commissions  Law,  to  the  lease  by 
George  W.  Dunn,  Charles  W.  Andrews,  and  Milton  Delano,  as  receivers  of 
Hudson  River  Electric  Power  Company,  to  the  Utica  and  Mohawk  Valley 
Railway  Company  of  the  steam  power  plant  and  property  of  said  Hudson 
River  Electric  Power  Company  located  at  Utica,  N.  Y.,  the  apparatus  con- 
tained in  the  sub-stations  to  said  plant  at  Little  Falls,  Frankfort,  and  Oris- 
kany, and  the  high-tension  transmission  line  from  Utica  to  Clark  Mills, 
said  lease  to  be  upon  the  terms  and  in  the  form  of  the  proposed  lease  sub- 
mitted December  28,  1908,  as  an  exhibit  to  the  application  herein,  and  this 
Commission  hereby  consents  that  the  parties  to  said  lease  may  exercise 
all  the  rights  previously  granted  and  secured  by  said  lease. 
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[Case  No.  192]  State  of  New  York, 

PuBUo  Sebyiob  Ck>Mia88ioN,  Second  Distbict. 

At  a  session  of  the  Public  Service  Cammission,  Second 
District,  held  at  the  Capitol,  Albany,  on  the  2l8t  day 
of  January,  1908. 
Present : 

Fbank  W.  Stevens,  Chairman, 
Chables  H.  Keep, 
Thomas  M.  Osborne, 
Mabtin  S.  Deckeb, 
James  E.  Saqitb, 

CosnmisBioners. 

In  the  matter  of  the  Petition  of  The  Empibb  Eleotbio 

Company,   under   section   69   of   the   Public  Service 

Commissions    Law,   for    authority    to    issue   $10,000 

capital  stock. 

The  Empire  Electric  Company  on  January  21,  1906,  filed  with  this  Com- 
mission its  petition,  under  section  09  of  the  Public  Service  Commissions  Law, 
for  authority  to  issue  $10,000  capital  stock  of  the  par  value  of  $100  a  share. 

From  the  petition  and  accompanying  papers  it  appears  that  the  lawfully 
authorized  capital  stock  of  the  company  is  $2500,  consisting  of  twenty-five 
shares  of  the  par  value  of  $100  each;  that  the  petitioner  proposes  now  to 
issue  $10,000  additional  capital  stock  to  consist  of  one  hundred  shares  of 
the  par  value  of  $100  a  share;  that  stockholders  owning  at  least  a  majority 
of  the  present  stock  of  the  petitioner  have  consented  to  said  increase;  that 
the  proceeds  of  said  increase  are  to  be  devoted  by  the  petitioner  to  the  dis- 
charge of  its  obligations  incurred  in  the  purchase  of  real  estate,  material, 
machinery,  and  supplies.  In  the  opinion  of  this  Commissdon  the  use  of  the 
capital  to  be  secured  by  the  issue  by  this  petitioner  of  the  $10,000  capital 
stock  hereinafter  authorized  is  reasonably  required  for  the  purposes  of  the 
corporation  as  set  forth  in  the  petition  and  accompanying  papers:  namely, 
the  discharge  of  its  obligations  incurred  in  the  purchase  of  real  estate,  ma- 
terial, machinery,  and  supplies.  Upon  the  aforesaid  petiti<m  and  accompany- 
ing papers,  and  after  due  deliberation,  it  is 

Ordered:  1.  That  under  section  69  of  the  Public  Service  Commissions  Law 
this  Commission  hereby  authorizes  The  Empire  Electric  Company  to  issue 
$10,000  capital  stock  of  said  company  of  the  par  value  of  $100  a  share,  the 
total  capital  stock  of  said  company  to  be  by  said  issue  increased  to  $12,500. 

Ordered:  2.  That  the  proceeds  of  said  $10,000  capital  stock  shall  be  devoted 
by  said  The  Empire  Electric  Company  to  and  used  for  the  following  purposes 
and  no  other,  to  wit:  the  discharge  of  its  obligations  incurred  in  the  pur- 
chase of  real  estate,  material,  machinery,  and  supplies  as  described  in  the 
petition  and  accompanying  papers. 

Ordered:  3.  That  said  The  Empire  Electric  Company  shall  make  verified 
reports  to  this  Commission  as  follows:  (a)  Upon  the  sale  of  the  $10,000 
capital  stock  authorized  by  this  order,  or  any  part  thereof,  the  fact  of  such 
sale,  the  terms  and  conditions  of  sale,  and  the  amounts  realized  therefrom; 
(h)  at  the  termination  of  each  and  every  period  of  six  months  from  the  date 
of  this  order  the  disposition  and  use  made  of  the  proceeds  of  such  capital 
stock,  setting  forth  in  reasonable  detail  the  purposes  to  which  the  proceeds 
have  been  devoted;  and  that  such  reports  shall  be  made  until  all  the  pro- 
ceeds of  such  capital  stock  have  been  expended  pursuant  to  the  provisions 
of  this  order. 

13331 


334       PuBUo  Seeviob  Commission,  Second  Distbiot 

[Case  No.  17]  State  op  New  Tobk, 

PuBLio  Sebvioe  Commission,  Second  District. 

At  a  session  of  the  Public  Service  Commission,  Second 
District,  held  at  the  Capitol,  Albany,  on  the   11th 
day  of  December,  1907. 
Present: 

Frank  W.  Stevens,  Chairman, 
Charles  H.  Keep, 
Thomas  H.  Osborne, 
Martin  S.  Decker, 
James  E.  Sague, 

Commissioners. 
In  the  matter  of  the  Petition  of  Schaghticoke  Elec- 
tric Company  of  Hoosick  Falls,  N.  Y.,  under  section       a,^^^  n^^^   ;« 
69  of  the  Public  Service  Commissions  Law,  for  au-      ^,!f!f^"^!f/  *" 
thority  to  issue  a  first  mortgage  for  $1,750,000,  and  ^"i?^  ^f  th« 

to  issue  one  thousand  eight  hundred  five  per  cent,  first  ?!!^  ";l?v>        !11 

mortgage  bonds,  one  hundred  of  said  bonds  to  be  of  the  t^Tu  a ^v     30 

denomination  of  $500  each,  and  one  thousand  seven  igoft 

hundred  of  said  bonds  to  be  of  the  denomination  of 
$1000  each,  said  bonds  to  be  secured  by  said  mortgage. 

The  Schaghticoke  Electric  Company  on  the  20th  day  of  August,  1907,  filed 
»^ith  this  Commission  its  petition,  under  section  69  of  the  Public  Service 
Commissions  Law,  for  authority  to  issue  a  first  mortgage  for  $1,750,000  and 
to  issue  one  thousand  eight  hundred  five  per  cent,  twenty-five-jear  first  mort- 
gage bonds,  one  hundred  of  said  bonds  to  be  of  the  denomination  of  $500 
each,  and  one  thousand  seven  hundred  of  said  bonds  to  be  of  the  denomination 
of  $1000  each,  said  bonds  to  be  secured  by  said  mortgage. 

A  hearing  was  had  on  said  petition  at  the  office  of  the  Commission  in  the 
Capitol,  Albany,  on  the  30th  day  of  September,  1907 ;  James  0.  Carr  appeared 
for  the  petitioner.  It  appears  from  the  petition  and  accompanying  papers 
and  from  the  evidence  taken  at  tJie  hearing  that  the  company  proposes  to 
construct  in  the  vicinity  of  Johnsonville  and  Schaghticoke,  Rensselaer  county, 
dams  and  power  houses  for  the  utilization  of  the  waters  of  the  Hooeick  river 
in  the  development  of  electric  current,  a  portion  of  which  is  to  be  transmitted 
to  Schenectady  by  a  transmission  line  proposed  to  be  constructed;  that  the 
proceeds  of  the  proposed  issue  of  mortgage  bonds  are  to  be  used  to  pay,  in 
part,  the  cost  of  such  construction;  that  for  the  remainder  of  the  cost  it  is 
proposed  that  capital  stock  shall  be  issued. 

In  the  opinion  of  this  Commission  the  use  of  the  capital  to  be  secured  by 
the  issue  of  this  petitioner  of  said  first  mortgage  for  $1,750,000,  and  said 
mortgage  bonds  to  be  secured  by  said  mortgage,  is  reasonably  required  for  the 
purposes  of  the  corporation  as  set  forth  in  the  petition  and  accompanying 
papers :  namely,  the  acquisition  of  property,  and  construction  of  the  petitioner's 
plant  and  dbtributing  system,  and  the  extension  and  improvement  in  the 
future  of  the  petitioner's  plant  and  distributing  system,  as  described  in  affi- 
davits (attached  to  the  petition  herein)  verified  August  20,  1907,  and  sub- 
scribed by  George  E.  Greene,  president,  and  H.  R.  Leyden,  general  manager, 
of  the  petitioner,  and  in  an  affidavit  of  H.  W.  Buck  verified  October  8, 
1907,  in  this  proceeding.  Ux>on  the  aforesaid  petition  and  accompan^ii^^ 
papers  and  the  evidence  taken  at  the  hearing,  and  after  due  deliberation,  it  is 

Ordered:  1.  That  under  section  69  of  the  Public  Service  Commissions  Law 
thb  Commission  hereby  authorizes  Schaghticoke  Electric  Company  to  make, 
execute,  and  deliver  to  some  proper  trustee  to  be  selected  by  said  company  a 
first  mortgage  upon  all  of  its  property  and  franchises  now  owned  or  hereafter 
to  be  acquired,  with  the  rents,  issues,  income,  and  profits  thereof,  to  secure 
payment  of  a  series  of  first  mortgage  five  per  cent,  gold  bonds  of  the  aggre- 
gate amount  of  $1,750,000,  running  for  twenty-five  years  6r  less. 

Ordered:  2.  That  under  section  69  of  the  Public  Service  Commissions  Law 
tills  Commission  hereby  autJiorizes  Schaghticoke  Electric  Company  to  issue 
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<me  thousand  eight  hundred  first  mortgage  gold  bonds,  running  for  twenty- 
five  years  or  less,  one  hundred  of  aaid  bon<k  to  be  of  the  denomination  of 
$500  each,  and  one  thousand  seven  hundred  of  said  bonds  to  be  of  the  denomi- 
nation of  $1000  each;  said  bonds  to  be  secured  by  said  mortgage  and  to 
bear  interest  at  the  rate  of  five  per  cent,  per  annum. 

Ordered:  3.  That  the  proceeds  of  said  bonds  shall  be  devoted  by  Schaghti- 
coke  Electric  Company  to  and  used  for  the  following  purposes  and  no  other, 
to  wit:  the  acquisition  of  property,  the  construction  of  the  petitioner's  plant 
and  distributing  system,  and  the  extension  and  improvement  in  the  future 
of  the  petitioner's  plant  and  distributing  -  system,  as  described  in  affidavits 
(attached  to  the  petition  herein)  verified  August  20,  1907,  and  subscribed  by 
George  E.  G'reene,  president,  and  H.  R.  Leyden,  general  manager,  of  the 
petitioner,  and  in  an  affidavit  of  H.  W.  Buck  verified  October  8,  1907,  in  this 
proceeding. 

Ordered:  4.  That  said  Schaghticoke  Electric  Company  shall  make  verified 
reports  to  this  Commission  as  fdlows:  (a)  Upon  the  sale  of  the  $1,750,000 
first  mortgage  bonds  authorized  by  this  order,  or  any  part  thereof,  the  fact 
of  such  sale,  the  terms  and  conditions  of  sale,  and  the  amount  realized  there- 
from; (&)  at  the  termination  of  each  and)  every  period  of  six  months  from 
the  date  of  this  order,  the  disposition  and  use  made  of  the  prooeeds  of  said 
bonds,  setting  forth  in  reasonable  detail  the  purposes  to  which  the  prooeeds 
have  been  devoted;  and  that  such  reports  shall  be  made  until  all  the  pro- 
ceeds of  said  bonds  have  been  expended  pursuant  to  the  provisions  of  this 
order. 

[See  Case  No.  17,  order  of  December  11,  1907,  as  amended  June  27,  1908, 
page  354.] 

[Case  No.  207]  State  of  New  Yobk, 

PuBuc  Service  Commission,  Second  Distbiot. 

At  a  session  of  the  Public  Service  Commission,  Second 
District,  held  at  tlie  Capitol,  Albany,  on  the  11th 
day  of  February,  1908. 

Present : 
Frank  W.  Stevens,  Chairman, 
Charles  H.  Keep, 
Thomas  M.  Osborne, 
Martin  8.  Decker, 
James  E.  Saoue, 

Commissioners. 

In  the  matter  of  tlie  Petition  of  the  Panama  Power 
Company,  under  section  69  of  the  Public  Service 
Commissions  Law,  for  authority  to  issue  $4000  com- 
mon capital  stock. 

The  Panama  Power  Company  on  January  31,  1908,  filed  with  this  Com- 
mission its  petition  under  section  69  of  the  Public  Service  Commissions  Law 
for  authority  to  issue  $4000  common  capital  stock,  divided  into  four  hundred 
shares  of  the  par  value  of  $10  each.  It  appears  from  the  petition  that  the 
company  was  incorporated  in  August,  1908,  with  a  capital  stock  of  $4000; 
that  it  proposes  to  furnish  electricity  for  light,  heat,  or  power  in  the  village 
of  Panama;  that  this  Commission  on  November  13th  last  granted  permission, 
under  section  68  of  the  Public  Service  Commissions  Law,  to  said  comnany 
to  exercise  its  franchise  in  the  village  of  Panama;  that  the  proceeds  of  the 
capital  stock  proposed  t^  be  issued  are  to  be  used  for  the  acquisition  of 
property  and  the  construction  and  completion  of  its  plant  and  distributing 
system.  In  the  opinion  of  this  Commission  the  use  of  the  capital  to  be 
secured  by  the  issue  by  this  petitioner  of  the  $4000  common  capital  stock 
hereinafter  authorized  is  reasonably  required  for  the  purposes  of  the  cor- 
poration as  set  forth  in  the  petition:   namely,  the  acquisition  of  property 
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and  the  construction  and  completion  of  its  plant  and  distributing  system. 
Upon  the  aforesaid  petition,  and  after  due  deliberation,  it  is 

Ordered:  1.  That  under  section  69  of  the  Public  Service  Commissions  Law 
this  Commission  hereby  authorizes  the  Panama  Power  Company  to  issue 
$4000  common  capital  stock  of  said  company  of  the  par  value  of  $10  a  share. 

Ordered:  2.  That  the  proceds  of  said  $4000  common  capital  stock  shall 
be  devoted  bv  said  Panama  Power  Companjr  to  and  used  for  the  following 
purposes  and  no  other,  to  wit:  the  acquisition  of  property  and  the  con- 
struction and  completion  of  its  plant  and  distributing  system. 

Ordered:  3.  That  the  Panama  Power  Company  shall  make  verified  reports 
to  this  Commission  as  follows:  (a)  Upon  the  sale  of  the  $4000  common 
capital  stock  authorized  by  this  order  to  be  issued,  or  any  part  thereof, 
the  fact  of  such  sale,  the  terms  and  conditions  of  sale,  and  the  amounts 
realized  therefrom;  (h)  at  the  termination  of  each  and  every  period  of  six 
months  from  the  date  of  this  order  the  disposition  and  use  made  of  the 
proceeds  of  such  capital  stock,  setting  fortli  in  reasonable  detail  the  purposes 
to  which  the  proceeds  have  been  devoted;  and  that  such  reports  shall  be 
made  until  all  the  proceeds  of  such  capital  stock  have  been  expended  pur- 
suant to  the  provisions  of  this  order. 


[Case  No.  36J  State  of  New  York, 

Public  Service  Commission,  Second  District. 

At  a  session  of  the  Public  Service  Commission,  Second 
District,   held   at  the   Capitol,  Albany,  on  the   lOth 
day  of  March,  1908. 
Present : 

Frank  W.  Stevens,  Chairman, 
Charles  H.  Keep, 
Thomas  M.  Osborne, 
Martin  S.  Decker, 
James  £.  Saque, 

Commissioners. 

In  the  matter  of  the  Petition  of  Watebtown  Light 
AND  Power  Company,  under  section  69  of  the  Public 
Service  Commissions  Law,  for  authority  to  issue 
$200,000  of  bonds  and  capital  stock  for  improve- 
ments. 

The  Watertown  Light  and  Power  Company  on  June  25,  1907,  filed  with 
the  Commission  of  Gas  and  Electricity  its  petition  for  authority  to  issue 
$200,000  of  bonds,  and  capital  stock  for  the  excess  over  $200,000  of  improve- 
ments made  by  the  said  company,  and  on  the  19th  day  of  August,  1907,  filed 
with  this  Commission  its  petition  for  authority  to  issue  said  stock  and 
bonds,  the  second  petition  being  supplemental  and  in  aid  of  the  first  petition 
aforesaid. 

A  hearing,  after  due  notice,  was  had  upon  said  petitions  before  this 
Commission  at  the  common  council  room  in  the  city  of  Watertown  on 
September  26,  1907;  E,  R.  Brotcn,  esq.,  appeared  for  the  petitioner,  and 
Isaac  R,  Breen,  esq.,  appeared  for  the  city  of  Watertown  in  opposition  thereto. 

From  the  petitions  and  accompanying  papers  and  from  the  evidence  taken 
at  the  hearing  it  appears  that  the  lawfully  authorized  capital  stock  of  the 
petitioner  is  $1,000,000  of  the  par  value  of  $100  per  share,  of  which  two 
thousand  shares  of  common  stock  is  now  outstanding;  that  there  is  a  mort- 
gage upon  the  plant  for  $1,000,000,  under  which  five  hundred  bonds  of  $100 
each  have  been  issued ;  that  the  petitioner  expended  prior  to  the  date  of  filing 
the  petition  of  June  25,  1907,  upon  that  part  of  its  property  known  as  the 
H.  Remington  &  Sons  Pulp  &  Paper  Company,  $114,450.26,  and  expended 
upon  that  part  of  its  property  known  as  the  Watertown  Electric  Light 
Company,   prior   to    said   date,   $163,855.05,   said   expenditures   having  been 
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made  in  the  case  of  the  H.  Remington  &  Sons  Pulp  &  Paper  Company  property 
for  the  following  purposes,  as  alleged  in  the  said  petition: 

New  bulkhead;  new  flume  and  tailrace;  new  gates,  racks,  and  other  complete 
equipment,  Includinf?  a  yery  large  amount  of  excavation  of  rock;  the  setting  of 
eight  new  water-wheels  with  a  capacity  of  five  hundred  horsepower  each;  Instal- 
ment of  new  steam  boiler;  new  electric  lighting  plant  for  the  mill;  blasting  out  rock 
in  basement  and  proyiding  additional  storage  in  machine  room ;  repairing  all  pulp 
grinding  and  producing  machinery;  putting  in  new  scales  and  elevator;  additional 
room  of  70  feet  by  65  feet;  new  roofs  on  all  buildings;  extension  of  railroad 
switch  500  feet 

and  having  expended  the  said  sum  upon  the  property  known  as  the  Water- 
town  Electric  Light  Company  for  the  following  purposes: 

New  flume;  racks;  gates  and  hydraulic  apparatus;  enlargement  of  tailrace;  the 
setting  of  three  new  water- wheels  with  a  capacity  of  five  hundred  horsepower 
each ;  installation  of  four  new  electric  generators ;  renewal  throughout  of  the 
electric  plant  and  equipment;  raising  the  roof  and  strengthening  the  walls  of  the 
building;  new  traveling  crane  and  hoisting  apparatus;  two  new  steam  boilers  and 
stacks;   new  foundation  for  the  steam   engine. 

And  it  appearing  from  the  affidavit  of  Frederick  A.  Rogers  verified  Febru- 
ary 27,  1908,  that  such  expenditures  were  made  by  means  of  advances  to 
the  petitioner  by  J.  B.  Saylor,  which  the  petitioner  is  obliged  to  pay;  and 
the  Commission,  after  having  considered  the  said  expenditures,  having  dis- 
allowed for  the  purposes  of  capitalization  the  following  items:  namely. 
$14,134.78,  being  the  cost  of  improvements  made  prior  to  June  4,  1906,  the 
date  of  a  previous  application  in  which  an  order  was  made  to  capitalize  the 
investment  in  said  company;  $175  for  rent  of  contractor's  office;  $784.15  for 
improvements  to  flats  and*electric  light  property;  $7425  for  salaries;  $3725 
excess  rental  of  contractor's  plant;  and  $919.29,  items  withdrawn  by  the 
petitioner  upon  the  application ;  and  having  found  that  the  total  expenditures 
properly  made  for  and  on  account  of  all  such  improvements,  exclusive  of 
said  rejected  items,  was  $250,000,  to  which  should  be  added  $12,500  interest, 
making  $262,500  in  all;  in  the  opinion  of  this  Commission  the  use  of  the 
capital  to  be  secured  by  the  further  issue  by  this  petitioner  of  $200,000  of 
bonds,  secured  by  the  mortgage  for  $1,000,000  heretofore  authorized  and 
executed  by  the  said  company  upon  its  said  plant,  and  of  $102,500  of  the 
common  stock  of  said  company  in  addition  to  the  $200,000  of  stock  here- 
tofore issued,  is  reasonably  required  for  the  purposes  of  the  corporation  as 
set  forth  in  the  petition  and  accompanying  papers  and  as  described  in  the 
evidence  at  the  hearing:  namely,  for  the  discharge  and  lawful  funding  of  its 
obligations  incurred  for  the  improvement  of  the  petitioner's  plants  and 
distributing  system  as  above  described.  Upon  the  aforesaid  petition  and 
accompanying  papers  and  the  evidence  taken  at  the  hearing,  and  after  due 
deliberation,  it  is 

Ordered:  1.  That  under  section  69  of  the  Public  Service  Commissions 
Law  this  Commission  hereby  authorizes  the  Watertown  Light  and  Power 
Company  to  issue  two  hundred  (200)  five  per  cent,  gold  bonds  of  one 
thousand  dollars  ($1000)  each  of  said  company  under  and  pursuant  to  the 
mortgage  aforesaid  upon  its  property,  and  one  thousand  and  twenty-five 
(1025)  shares  of  the  par  value  of  one  hundred  dollars  ($100)  each  of  the 
authorized  stock  of  said  company;  said  two  hundred  bonds  to  be  sold  at 
not  less  than  eighty  per  cent,  of  their  par  value.  The  proceeds  of  this  issue 
of  bonds  which  may  be  realized  from  the  sale  thereof  at  a  price  above  eighty 
per  cent,  of  the  par  value  thereof  shall  operate  to  reduce  to  the  extent  of 
said  excess  the  amount  of  the  capital  stock  authorized  by  this  Commission 
to  be  issued. 

Ordered:  2.  That  the  proceeds  of  said  two  hundred  thousand  dollars 
($200,000)  of  bonds  and  of  the  capital  stock  issued  as  aforesaid  shall  be 
devoted  by  the  Watertown  Light  and  Power  Company  to  and  used  for  the 
following  purposes  and  no  other,  to  wit:  the  discharge  and  lawful  funding 
of  its  obligations  incurred  for  the  improvements  hereinbefore  specifically 
described. 

Ordered:  3.  That  upon  the  sale  of  any  of  the  bonds  or  stock  hereinbefore 
authorized  the  said  Watertown  Light  and  Power  Company  shall  report  under 
oath  such  sale,  the  terms  and  conditions  thereof,  and  the  amount  realized 
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therefrom;  that  the  said  company  shall  make  a  verified  report  to  this 
Commission  at  least  once  every  six  months,  showing  in  detail  the  use  and 
application  made  by  it  of  such  moneys  until  such  moneys  shall  have  been 
fully  expended. 

Ordered:  4.  That  this  order  is  made  without  prejudice  to  any  future  ap- 
plication which  may  be  made  by  the  said  petitioner  for  the  capitalization 
of  improvements  made  upon  its  said  property  since  the  filing  of  the  petition 
herein  on  June  25,  ia07,  and  of  the  organization  expenses  of  the  said 
petitioner,  including  expenses  of  proceedings  before  the  Commission  of  Gas 
and  Electricity  and  the  Public  Service  Commission  in  connection  therewith. 


[Case  No.  237]  State  of  New  York, 

Public  Service  Commission,  Second  District. 
At  a  session  of  the  Public  Service  Commission,  Second 
District,   held   at   the   Capitol,   Albany,  on   the    10th 
day  of  March,  1908. 
Present : 

Frank  W.  Stevens,  Chairman, 

Charles  H.  Keep, 

Thomas  M.  Osborne, 

Martin  S.  Decker, 

James  E.  Sagtje, 

Commissioners. 
In  the  matter  of  the  Petition  of  The  Great  Bear  Light 

AND  Power  Company,  under  section  ^  of  the  Public 

Service    Commissions    Law,    for    authority    to    issue 

$20,000  common  capital  stock,  a  first  mortgage  for 

$20,000,  and  $20,000  in  bonds  to  be  secured  by  said 

mortgage. 

The  Great  Bear  Light  and  Power  Company  on  February  24,  1908,  filed  with 
this  Commission  its  petition,  under  section  60  of  the  Public  Service  Commis- 
sions Law,  for  authority  to  issue  $20,000  common  capital  stock,  which  is 
the  amount  named  in  its  articles  of  incorporation,  a  first  mortgage  for 
$20,000,  and  $20,000  in  bonds  of  the  denomination  of  $250  each  and  bearing 
interest  at  the  rate  of  six  per  centum  per  annum  to  be  secured  by  said 
mortgage. 

A  hearing  was  held  on  said  petition  at  the  office  of  this  Commission  in  the 
Capitol,  Albany,  on  March  4,  1908,  M.  E.  Baldvoin  appearing  for  the 
petitioner. 

From  the  petition  and  accompanying  papers  and  from  evidence  at  the  hear- 
ing it  appears  that  the  petitioner  was  incorporated  in  September,  1907, 
with  a  capital  stock  of  $20,000,  consisting  of  two  hundred  shares  of  the 
par  value  of  $100  each,  none  of  which  is  outstanding;  that  it  proposes  to 
issue  a  first  mortgage  for  $20,000,  and  eighty  bonds  of  the  par  value  of  $250 
each  bearing  six  per  cent,  interest  annually  and  secured  by  said  mortgage; 
that  it  proposes  to  construct,  in  Otse<?o  and  Sclmharie  counties,  poles  and 
wires  for  supplying  the  unincorporated  villa^je  of  East  Worcester,  and  the 
incorporated  village  of  Richmondville,  and  the  territory  between,  with  elec- 
tricity for  light,  heat,  and  power;  that  it  also  proposes  to  acquire  storage 
dams  and  water  powers  already  in  existence  for  the  purpose  of  generating 
electricity;  that  the  proceeds  of  the  proposed  issue  of  stock  and  bonds  are  to 
be  used  to  pay  the  cost  of  construction  of  poles  and  wires,  acquiring  the 
storage  dams  and  water  powers,  and  installing  and  repairing  the  necessary 
power  plant  at  East  Worcester  aforesaid. 

In  the  opinion  of  this  Commission  the  use  of  the  capital  to  be  secured  by 
the  issue  by  this  petitioner  of  the  $20,000  capital  stock,  the  first  mortgage 
for  $20,000,  and  eighty  bonds  of  the  denomination  of  $250  each  to  be  secured 
by  said  mortgage,  hereinafter  authorized,  is  reasonably  required  for  the 
purposes  of  the  corporation  as  set  forth  in  the  petition  and  accompanying 
papers  and  described  in  the  evidence  at  the  hearing:  that  is  to  say,  the 
acquisition   of  property   and   the   construction,   maintenance,   and   operation 
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of  the  petitioner's  plant  and  distributing  system.  Upon  the  aforesaid 
petition  and  accompanying  papers  and  evidence  submitted  at  the  hearing,  and 
after  due  deliberation^  it  is^  under  section  60  of  the  Public  Service  Commis- 
sions Law^ 

Ordered:  1.  That  this  Commission  hereby  authorizes  The  Great  Bear 
Light  and  Power  Company  to  issue  and  sell  $20^000  common  capital  stock 
of  said  company  at  and  for  the  par  value  of  $100  a  share,  and  not  otherwise. 

Ordered:  2.  That  this  Commission  hereby  authorizes  The  Great  Bear 
Light  and  Power  Company  to  make,  execute,  and  deliver  to  some  proper 
trustee  to  be  selected  by  said  company,  a  first  mortgage  upon  all  of  its 
property  now  owned  or  hereafter  to  be  acquired,  with  the  rents,  issues, 
income^  and  profits  thereof,  to  secure  payment  of  a  series  of  first  mort- 
gage six  per  centum  gold  bonds  of  the  aggregate  amount  of  $20,000  nmning 
for  twenty  years. 

Ordered:  3.  That  under  section  69  of  the  Public  Service  Commissions 
Law  this  Commission  hereby  authorizes  The  Great  Bear  Light  and  Power 
Company  to  issue  and  sell  eighty  first  mortgage  gold  bomSi,  running  for 
twenty  years,  of  the  denomination  of  $260  each,  said  bonds  to  be  secured  by 
said  mortgage  and  to  bear  interest  at  the  rate  of  six  per  centum  per  annum, 
and  the  same  to  be  sold  for  not  less  than  ninety  per  cent,  of  their  par  value. 

Ordered:  4.  That  the  proceeds  of  said  $20,000  common  capital  stock  and 
said  $20,000  first  mortgage  bonds  shall  be  devoted  by  The  Great  Bear  Light 
and  Power  Company  to  and  used  for  the  following  purposes  and  no  other,  to 
wit:  the  acquisition  of  property  and  the  construction  of  said  company's 
plant  and  distributing  system  as  described  in  the  petition  and  the  affidavit 
of  C.  E.  Hewitt  verified  February  20,  1908,  herein,  but  as  limited  by  the 
order  of  the  Commission  certifying  its  permission  and  approval  to  the 
applicant  for  the  construction  and  operation  of  an  electric  power  plant  and 
pole  and  distributing  lines,  and  with  dams  and  water  power  as  described  in 
its  petition. 

Ordered:  5.  That  The  Great  Bear  Light  and  Power  Company  shall  make 
verified  reports  to  this  Commission  as  follows:  (o)  Upon  the  sale  of  the 
$20,000  common  capital  stock  and  the  $20,000  first  mortgage  bonds  authorized 
by  this  order,  or  any  part  thereof,  the  fact  of  such  sale,  the  terms  and  con- 
ditions of  sale,  and  the  amount  realized  therefrom;  (&)  at  the  termination 
of  each  and  every  period  of  six  months  from  the  date  of  this  order  the 
disposition  and  use  made  of  the  proceeds  of  said  bonds,  setting  forth  in 
reasonable  detail  the  purposes  to  which  the  proceeds  have  been  devoted;  and 
that  such  reports  shall  be  made  until  all  the  proceeds  of  said  bonds  have 
been  expended  pursuant  to  the  provisions  of  this  order. 

[See  Case  No.  236,  March  10,  1908,  page  289.] 


[Case  No.  2^]  State  of  New  Yobk, 

PuBUO  Sebvice  Commission,  Second  District. 
At  a  session  of  the  Public  Service  Commission,  Second 
District,   held  at   the   Capitol,  Albany,   on   the   17th 
day  of  March,  1908. 
Present : 
Frank  W.  Stevens,  Chairman, 
Chables  H.  Keep, 
Thomas  M.  Osbobne, 
Mabtin  S.  Decker, 
James  E.  Saoue, 

Commissioners. 
In  the  matter  of  the  Petition  of  Keyes  Electric 
Company,  under  section  09  of  the  Public  Service  Com- 
missions Law,  for  authority  to  issue  $12,000  common 
capital  stock  and  a  mortgage  for  $8000  to  secure  the 
payment  of  certain  notes. 

The  Keyes  Electric  Company  on  January  14,  1908,  filed  with  this  Com- 
mission its  petition  under  section  69  of  the  Public  Service  Commissions  Law 
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for  authority  to  issue  $12,000  common  capital  stock  of  the  par  value  of  |100 
a  share  and  a  mortgage  for  $8000  to  secure  the  payment  of  certain  notes 
payable  at  a  period  of  less  than  twelve  months.  From  the  petition  and 
accompanying  papers  it  appears  that  in  December,  1907,  Samuel  G.  Keyes  of 
Gowanda,  N.  Y.,  purchased  at  foreclosure  sale  the  property,  property  rights, 
and  franchises  of  the  Consolidated  Electric  Light  and  Power  Company  oi 
Gowanda,  N.  Y.;  that  he  paid  therefor  $11,600;  that  he  is  operating  the 
plant  now,  but  desires  to  transfer  it  to  the  Keyes  Electric  Ck>mpany,  duly 
incorporated  under  the  Transportation  Corporations  Law  for  the  purpose 
of  manufacturing  and  furnishing  electricity  for  light,  heat,  and  power  to 
public  and  private  consumers  in  the  village  of  Gowanda,  Erie  and  Cattaraugus 
counties;  the  town  of  Collins,  Erie  county;  and  the  towns  of  Persia  and 
Perrysburg,  Cattaraugus  county;  that  the  common  capital  stock  of  this 
petitioner  named  in  its  articles  of  incorporation  is  $12,000,  divided  into 
one  hundred  twenty  sliares  of  the  par  value  of  $100  per  share,  all  of  which  is 
common  stock  and  none  of  which  has  as  yet  been  issued;  that  this  petiticmer 
proposes  to  purchase  said  electric  plant  from  said  Keyes  for  $12,000,  and  to 
pay  therefor  by  the  issue  of  its  entire  common  capital  stock  and  said 
mortgage  to  secure  the  payment  of  said  notes. 

In  the  opinion  of  this  Commission  the  use  of  the  capital  to  be  secured  by 
tlie  issue  by  this  petitioner  of  the  $8000  mortgage  and  $4000  common 
capital  stock  hereinafter  authorized  is  reasonably  required  for  the  said  pur- 
poses of  the  corporation,  to  wit:  the  purchase  from  Samuel  G.  Keyes  of  the 
property,  property  rights,  and  franchises  of  the  former  Consolidated  Electric 
Light  and  Power  Company  of  Gowanda,  N.  Y.,  as  described  in  this  petition. 
Upon  the  aforesaid  petition,  and  after  due  deliberation,  it  is 

Ordered:  1.  That  under  section  69  of  tlie  Public  Service  Commissions 
Law  this  Commission  hereby  authorizes  Keyes  Electric  Company  to  issue 
$4000  common  capital  stock  of  said  company  of  the  par  value  of  $100  a 
share. 

Ordered:  2.  Tliat  under  section  69  of  the  Public  Service  Commissions  Law 
this  Commission  hereby  authorizes  Keyes  Electric  Company  to  issue  a  mort- 
gage for  $8000  to  secure  the  payment  of  certain  notes  payable  at  a  period 
of  less  than  twelve  months. 

Ordered:  3.  That  the  proceeds  of  said  $4000  common  capital  stock  and 
said  $8000  mortf(a<]^e  sliall  be  devoted  by  Keyes  Electric  Company  to  and 
used  for  the  following  purposes  and  no  other,  to  wit:  the  purchase  from 
Samuel  G.  Keyes  of  the  property,  property  rights,  and  franchises  of  the 
former  Consolidated  Electric  Light  and  Power  Company  of  Gowanda,  as 
described  in  this  petition. 

Ordered:  4.  That  said  Keyes  Electric  Company,  upon  the  sale  of  said 
stock  and  the  giving  of  said  mortgage  for  said  purposes,  shall  file  with 
this  Commission  a  verified  statement  to  the  effect  that  said  capital  stock  and 
said  mortgage  have  been  thus  issued  and  given  for  said  purposes. 

[See  Case  No.  264,  March  17,  1908,  page  317.] 
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[Caae  No.  121]  State  of  Nbw  Yobk, 

PuBUO  Service  Commission,  Seoond  District. 

At  a  session  of  the  Public  Service  Commission,  Second 
District,  held  at  the  Capitol,  Albany,  on  the  19th 
day  of  March,  1908. 

Present : 
Frank  W.  Stevens,  Chairman, 
Charles  H.  Keep, 
Thomas  M.  Osborne, 
Martin  S.  Decker, 
James  K  Sague, 

Commissioners. 

In  the  matter  of  the  Petition  of  the  Babtix)n  Electric 
Light  Company,  under  section  69  of  the  Public  Ser- 
vice Commissions  Law,  for  authority  to  issue  $60,000 
common  capital  stock. 

The  Babylon  Electric  Light  Company  on  October  28,  1007,  filed  with  this 
Commission  its  petition,  under  section  69  of  the  Public  Service  Commissions 
Law,  for  authority  to  issue  $60,000  common  capital  stock  of  the  par  value  of 
$60  a  share.  A  public  hearing  on  this  petition  was  held  by  this  Commission 
in  the  Capitol,  Albany,  on  December  2,  1907;  Leo  Fishel  appeared  for  the 
petitioner;  no  one  else  appeared. 

From  the  petition  and  accompanying  papers  and  from  evidence  at  the 
hearing  it  appears  that  the  present  capital  stock  of  the  company  is  $15,000; 
that  it  proposed  to  give  to  its  stockholders  $30,000  in  stock  as  a  stock  divi- 
dend, and  proposed  to  issue  $30,000  in  stock  to  pay  for  a  power  house,  an 
engine,  a  generator,  a  boiler,  condensing  apparatus,  steam  fitting,  new  switch- 
board and  present  switchboard  changes,  line  changes  from  single-phase  to 
three-phase,  changing  present  belted  generators  from  single-phase  to  three- 
phase,  additional  transformer  and  meter  capacity,  and  changing  present 
transformer  and  meters.  Upon  the  aforesaid  petition  and  accompanying 
papers  and  evidence  at  the  hearing  in  this  matter,  and  after  due  delibera- 
tion, it  IB 

Ordered:  1.  That  under  section  60  of  the  Public  Service  Commissions  Law 
this  Commission  hereby  authorizes  Babylon  Electric  Light  Company  to  issue 
its  common  capital  stock  to  the  aggregate  amoimt  at  par  value  of  $30,000, 
to  be  sold  at  not  less  than  par,  the  capital  to  be  secured  by  such  issue  to 
be  used  for  the  extension  and  improvement  of  its  plant  and  distributing 
system,  the  use  of  such  capital  being  in  the  opinion  of  this  Commission 
reasonably  required  for  said  purposes  of  the  company. 

Ordered:  2.  That  the  proceeds  of  said  $30,000  common  capital  stock  shall 
be  devoted  by  Babylon  Electric  Light  Company  to  and  used  for  the  following 
purposes  and  no  other,  to  wit:  the  extension  and  improvement  of  its  plant 
and  distributing  system  as  described  in  the  petition  and  papers  attached  and 
by  oral  evidence  at  the  hearing  in  this  matter. 

Ordered:  3.  That  said  Babylon  Electric  Light  Company  shall  make  verified 
reports  to  this  Commission  as  follows:  (a)  Upon  the  sale  of  the  $30,000 
common  capital  stock  authorized  by  this  order,  or  any  part  thereof,  the  fact 
of  such  sale,  the  terms  and  conditions  of  sale,  and  the  amounts  realized 
therefrom;  (6)  at  the  expiration  of  each  and  every  period  of  six  months 
from  the  date  of  this  order,  the  disposition  and  use  made  of  the  proceeds 
of  such  capital  stock,  setting  forth  in  reasonable  detail  the  purposes  to 
which  the  proceeds  have  been  devoted;  and  that  such  reports  shall  be  made 
until  all  the  proceeds  of  such  capital  stock  have  been  expended  pursuant  to 
the  provisions  of  this  order. 
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[Ca«e  No.  265]  State  of  New  Tobk, 

PuBLio  Service  Commission,  Second  Distuot. 

At  a  session  of  the  Public  Service  Commission,  Second 
District,  held  at  the  Capitol,  Albany,  on  the  Ist  day 
of  April,  1908. 
Present: 
Frank  W.  Stevens,  Chairman, 
Martin  S.  Decker, 
James  E.  Sague, 

Commissioners. 

In  the  matter  of  the  Petition  of  the  West  Branch 
Light  and  Power  Company  of  Stamford,  N.  Y.,  under 
section  09  of  the  Public  Service  Commissions  Law, 
for  authority  to  issue  five  bonds  of  the  denomination 
of  $1000  each  under  its  first  mortgage  for  $50,000 
dated  April  1,  1906. 

The  West  Branch  Light  and  Power  Company  on  March  6,  1908,  filed  with 
this  Commission  its  petition,  under  section  69  of  the  Public  Service  Com- 
missions Law,  for  authority  to  issue  five  bonds  of  the  denomination  of  $1000 
each,  to  be  secured  by  the  first  mortgage  of  said  company  for  $50,000  dated 
April  1,  1906.  A  hearing  on  said  petition,  after  public  notice,  was  held  by 
this  Commission  at  the  office  of  the  Commission  in  the  Capitol,  Albany,  on 
the  1st  day  of  April,  1908;  John  P,  Orant  appeared  for  the  petitioner;  no 
one  else  appeared. 

From  the  petition  and  accompanying  papers  and  from  evidence  at  the  hear- 
ing it  appears  that  there  are  now  outstanding,  secured  by  said  mortgage, 
$45,000  in  bonds;  that  the  proceeds  of  the  five  bonds  proposed  now  to  be  issmd 
are  to  be  used  for  the  extension  and  improvement  of  the  petitioner's  steam 
plant  by  the  installation  of  an  additional  boiler,  engine,  generator,  and  ex- 
citer, and  the  cost  of  freight  charges  and  installation,  a  total  cost  of  $5000. 
In  the  opinion  of  this  Commission,  from  the  petition  and  accompanying  papers 
and  from  the  evidence  at  the  hearing,  the  use  of  the  capital  to  be  secured 
by  the  issue  by  this  petitioner  of  the  five  bonds  of  the  denomination  of  $1000 
each,  hereinafter  authorized,  is  reasonably  required  for  the  said  purposes  of 
the  corporation:  namely,  the  extension  and  improvement  of  its  steam  plant  as 
described  in  the  petition  and  accompanying  papers  and  evidence  at  the  hear- 
ing. Upon  the  aforesaid  petition  and  accompanying  papers  ai^  from  the 
evidence  at  the  hearing,  and  after  due  deliberation,  it  is 

Ordered:  1.  That  under  section  69  of  the  Public  Service  Commissions  Law 
this  Commission  hereby  authorizes  West  Branch  Light  and  Power  Company 
to  issue  five  bonds  of  the  denomination  of  $1000  each,  to  be  secured  by  the 
first  mortgage  for  $50,000  of  said  company  dated  April  1,  1906. 

Ordered:  2.  That  the  proceeds  of  said  five  bonds  of  the  denomination  of 
$1000  each  shall  be  devoted  by  West  Branch  Light  and  Power  Company  to 
and  used  for  the  following  purposes  and  no  other:  namely,  the  extension  and 
improvement  of  its  steam  plant  by  the  installation  of  an  additional  boiler, 
engine,  generator,  and  exciter,  and  the  coat  of  freight  cliar|pes  and  inatallation, 
the  total  cost  of  said  items  being  $5000,  as  described  in  the  petition  and 
accompanying  papers  and  evidence  at  the  hearing. 

Ordered:  3.  That  said  West  Branch  Light  and  Power  Company  shall  make 
verified  reports  to  this  Commission,  as  follows:  (a)  Upon  the  sale  of  the  five 
bonds  of  the  denomination  of  $1000  each,  authorized  to  be  issued  by  this 
order,  or  any  part  thereof,  the  terms  and  conditions  of  sale,  and  the  amount 
realized  therefrom;  (6)  at  the  termination  of  each  and  every  period  of  six 
months  from  the  date  of  this  order,  the  disposition  and  use  made  of  the 
proceeds  of  said  bonds,  setting  forth  in  reasonable  detail  the  purposes  to 
which  the  proceeds  have  been  devoted;  and  that  such  reports  shall  be  made 
until  all  the  proceeds  of  said  bonds  have  been  expended  pursuant  to  the  pro- 
visions of  thia  order. 
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[Case  No.  282]  State  of  New  York, 

PuBuo  Service  Commission,  Second  District. 

At  a  session  of  the  Public  Service  Commission,  Second 
District,  held  at  the  Capitol,  Albany,  on  the  29th  day 
of  April,  1908. 

Present: 
Frank  W.  Stevens,  Chairman, 
Martin  S.  Decker, 
Jambs  £.  Sague, 

Commissioners. 

In  the  matter  of  the  Application  of  the  Newburgh 
Light,  Heat  and  Power  Company  for  leave  to  issue 
convertible  ten-year  debenture  bonds  to  the  amount  of 
three  hundred  and  fifty  thousand  dollars  ($360,000). 

The  Newburgh  Light,  Heat  and  Power  Company  on  March  31,  1908,  filed 
with  this  Commission  its  petition  under  section  69  of  the  Public  Service 
Commissions  Law  for  authority  to  issue  debenture  bonds  to  the  amount  of 
$350,000,  to  bear  interest  at  the  rate  of  eight  per  centum  per  annum,  to  be 
payable  ten  years  from  the  date,  and  to  be  convertible  at  the  option  of  the 
holders  thereof  not  less  than  two  years  from  date  and  prior  to  their  maturity 
into  stock  of  the  said  corporation  at  par.  A  hearing,  after  public  notice,  was 
held  on  the  petition  at  the  office  of  this  Commission  on  the  7  th  day  of  April, 
1908,  John  L.  WUkie  appearing  for  the  applicant  and  no  one  in  opposition. 

From  the  application  and  accompanying  papers  it  appears  that  the  proceeds 
of  the  proposed  issue  of  d^>enture  bonds  are  to  be  used  for  the  discharge 
or  lawful  refunding  of  outstanding  obligations  of  the  applicant  to  the  amount 
of  $134,450,  and  for  construction,  extensions,  and  improvements  of  its  plant 
and  distributing  system,  estimated  by  the  applicant  to  cost  $239,500;  and 
that  the  applicant  intends  to  sell  said  bonds  at  their  par  value.  And  it 
further  appearing  to  this  Commission  upon  the  record  herein  that  all  of  said 
debenture  bonds  covered  by  the  application  are  not  now  reasonably  required 
to  be  issued  for  said  purposes  of  the  applicant;  but  that  upon  said  record  the 
use  of  the  capital  to  be  secured  by  an  issue  of  three  hundred  thirty  (330) 
debenture  bonds  of  the  denomination  of  one  thousand  dollars  ($1000)  each 
is  reasonably  required  for  the  said  purposes  of  the  corporation,  viz.:  for  the 
discharge  or  lawful  refunding  of  its  obligations,  and  for  construction,  exten- 
sions, and  improvements  of  the  plant  and  distributing  system  of  this  petitioner, 
all  of  which  is  set  forth  and  described  in  the  petition  and  accompanying 
papers;  now,  upon  the  aforesaid  application  and  accompanying  papers  and 
from  evidence  at  the  hearing,  and  after  due  deliberation,  it  is 

Ordered:  That  under  section  69  of  the  Public  Service  Commissions  Law 
the  applicant,  the  Newburgh  Light,  Heat  and  Power  Company,  be  and  is  hereby 
authorized  to  issue  and  sell  three  hundred  thirty  (330)  debenture  bonds  of 
the  par  value  of  one  thousand  dollars  ($1000)  each,  to  bear  interest  at  the 
rate  of  eight  (8)  per  centum  per  annum,  to  be  payable  ten  (10)  years  from 
the  date  thereof,  and  to  be  convertible  at  the  option  of  the  holders  thereof 
not  less  than  two  (2)  years  from  date  and  prior  to  the  maturity  of  said 
debenture  bonds  into  common  stock  of  the  said  corporation  at  par,  subject, 
however,  to  the  conditions  hereinafter  prescribed:  1.  That  each  and  every  of 
said  three  hundred  thirty  (330)  debenture  bonds  shall  be  sold  by  the  appli- 
cant, the  Newburgh  Light,  Heat  and  Power  Company,  for  not  less  than  the 
par  value  thereof;  2.  That  the  proceeds  of  said  three  hundred  thirty  (330) 
debenture  bonds  shall  be  devoted  to  and  used  by  the  applicant,  the  Newburgh 
Light,  Heat  and  Power  Company,  for  its  corporate  purposes  as  follows,  and 
no  other:  namely,  for  the  discharge  and  lawful  refunding  of  its  obligations, 
$134,450;  to  the  cost  of  proposed  electric  station,  $147,135;  to  the  cost  of 
underground  conduits,  $25,000;  to  the  cost  of  construction  work  required 
on  high-tension  line  north  of  Newburgh,  $10,000;  to  the  cost  of  new  gas  ap- 
paratus, including  two  boilers,  one  oil  tank,  new  street  main,  services,  meters 
and  connections,  $15,000:  all  of  which  are  more  particularly  set  forth  and 
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described  in  the  petition  and  accompanying  papers;  3.  That  said  three  hun- 
dred thirty  (330)  debenture  bonds  or  any  of  them  shall  be  convertible  into 
common  stock  on  a  particular  day  of  each  and  every  year  within  which  said 
bonds  may  be  converted,  as  herein  provided,  and  at  a  specified  place,  said 
time  and  place  to  be  fixed  by  the  applicant,  the  Newburgh  Light,  Heat  and 
Power  Company,  and  duly  published,  and  that  not  less  than  thirty  (30)  days' 
notice  prior  to  such  day  of  intention  to  convert  such  bonds  be  given  by  the 
holders  thereof  to  the  said  Newburgh  Light,  Heat  and  Power  Company; 
4.  That  in  advance  of  such  conversions  and  each  of  them  application  for  ap- 
proval of  the  issue  of  capital  stock  therefor  be  made  in  writing  by  said  New- 
burgh Light,  Heat  and  Power  Company  to  this  Commission;  5.  That  the  appli- 
cant, the  Newburgh  Light,  Heat  and  Power  Company,  shall  make  verified  re- 
ports to  this  Commission  as  follows:  (a)  Upon  toe  sale  of  the  debenture 
bonds  authorized  by  this  order  to  be  issued,  or  any  of  said  bonds,  the  fa» 
of  such  sale,  the  terms  and  conditions  of  such  sale,  and  the  amount  realized 
therefrom;  (6)  at  the  termination  of  each  period  of  six  months  from  the 
date  of  this  order  the  disposition  and  use  made  of  the  proceeds  of  said  bonds, 
setting  forth  in  reasonable  detail  the  purposes  to  which  such  proceeds  have 
been  devoted;  (c)  that  such  semi-annual  reports  shall  be  made  until  all  the 
proceeds  of  said  bonds  have  been  expended  or  used  pursuant  to  the  provisions 
of  this  order. 

[8ee  four  orders,  Case  No.  440,  October  7,  1908,  pages  302,  325,  326,  371.] 


[Case  No.  295]  State  of  New  York, 

Public  Service  Commission,  Second  District. 

At  a  session  of  the  Public  Service  Commission,  Second 
District,   hold  at  the  Capitol,  Albany,   on   the  29th 
day  of  April,  1908. 
Present : 
Frank  W.  Stevens,  Chairman, 
Martin  S.  Decker, 
James  E.  Sague, 

Commissioners. 

In  the  matter  of  the  Petition  of  Rochester  Railway 
AND  Light  Company  for  authority  to  issue  bonds 
under  section  69  of  the  Public  Service  Commissions 
I^w. 

The  Rochester  Railway  and  Light  Company  on  April  10,  1908,  filed  with 
this  Commission  its  petition  under  section  09  of  the  Public  Service  Commis- 
sions Law  for  authority  to  issue  additional  bonds,  under  its  consolidated 
mortgage  dated  June  15,  1904,  to  Security  Trust  Company  of  Rochester,* 
which  mortgage  was  given  to  secure  a  total  authorized  issue  of  sixteen 
million  dollars  of  bonds.  A  hearing,  after  public  notice,  was  held  on  the 
petition  at  the  office  of  this  Commission  at  the  Capitol,  Albany,  on  the 
20th  day  of  April,  1908;  Messrs,  Harris,  Havens,  Beach  d  Harris,  attorneys, 
appeared  for  the  petitioner,  and  no  one  appeared  in  opposition. 

From  the  petition  and  accompanying  papers  and  evidence  at  the  hearing 
it  appears  that  there  are  now  outstanding,  secured  by  said  mortgage,  five 
million  six  hundred  ninety-seven  thousand  dollars  of  bonds;  that  the  pro- 
ceeds of  the  proposed  additional  issue  are  to  be  used  for  refunding  outstand- 
ing obligations  of  the  applicant  company  to  the  amount  of  one  million  four 
hundred  seventy-four  thousand  dollars;  that  the  applicant  expects  to  obtain 
at  least  ninety  per  cent,  of  their  par  value  for  said  additional  bonds,  and 
desires  to  issue  one  million  six  hundred  thirty-seven  thousand  dollars  of 
said  bonds,  which  would  produce  at  that  rate  approximately  the  said  sum 
of  one  million  four  hundred  seventy-four  thousand  dollars.  In  the  opinion 
of  this  Commission,  from  the  petition  and  accompanying  papers  and  from 
the  evidence  »t  the  hearing,  the  use  of  the  capital  to  be  secured  by  the 
proposed  issue  of  additional  oonds  is  reasonably  required  for  the  said  purposes 
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of  the  applicant  company,  viz:  the  refunding  of  one  million  four  hundred 
seventy- four  thousand  dollars  of  the  outstanding  obligations  described  in 
the  petition  and  accompanying  papers.  Upon  the  aforesaid  petition  and 
accompanying  papers  and  from  evidence  at  the  hearing,  and  after  due  deliber- 
ation, it  is 

Ordered:  1.  That  under  section  69  of  the  Public  Service  Commissions  Law 
this  Commission  hereby  authorizes  Rochester  Railway  and  Light  Company 
to  issue  additional  bonds,  to  be  secured  by  its  consolidated  mortgage  dated 
June  15,  1904,  to  Security  Trust  Company  of  Rochester,  to  an  amount  not 
to  exceed  at  par  one  million  six  hundred  thirty -seven  thousand  dollars, 
said  bonds  to  be  issued  under  the  terms  and  conditions  of  said  mortgage 
and  to  be  redeemable  prior  to  maturity  at  one  hundred  and  ten  per  cent, 
of  the  par  value  thereof  under  the  provisions  of  clause  sixteen  of  said 
mortgage;  provided,  however,  thait  before  giving  the  notice  to  the  trustee 
and  taking  action  thereon  as  provided  in  said  clause  sixteen,  the  applicant 
herein  shall  first  present  its  application  to  this  Commission,  showing  that 
such  redemption  will  be  necessary  or  appropriate  under  conditions  then 
existing,  and  obtain  the  order  of  this  Commission  thereon  approving  such 
n^demption. 

Ordered:  2.  That  said  additional  bonds  shall  not  be  sold  for  less  than 
ninety  per  cent,  of  their  par  value. 

Ordered:  3.  That  if  said  bonds,  or  any  of  them,  are  sold  at  a  higher 
rate  than  ninety  per  cent,  of  their  par  value,  the  total  amount  of  bonds 
hereby  authorized  shall  be  and  is  hereby  reduced  so  that  the  total  amount 
of  the  proceeds  thereof  shall  not  exceed  the  sum  of  one  million  four 
hundred  seventy-four  thousand  dollars. 

Ordered:  4.  That  the  said  Rochester  Railway  and  Light  Company  shall 
make  reports  under  oath  of  the  sale  or  snles  of  said  bonds  hereby  au- 
thorized, the  terms  or  conditions  of  the  sale  or  sales,  and  the  amount  realized 
therefrom,  such  reports  to  be  filed  with  this  Commission  with  all  diligence 
after  such  sale  or  sales  are  made. 

Ordered:  5.  The  Rochester  Railway  and  Light  Company  shall  make  a 
verified  report  at  least  every  six  months,  showing  in  detail  the  use  and 
application  of  the  moneys  realized  from  such  sales,  and  the  obligations 
refunded,  until  such  moneys  are  expended. 


[Case  No.  309]  State  of  New  York, 

PuBUc  Service  Commission,  Secx)nd  District. 

At  a  session  of  the  Public  Service  Commission,  Second 
District,   held   at  the   Capitol,   Albany,   on   the  29th 
day  of  April,  1908. 
Present : 
Frank  W.  Stevens,  Chairman, 
ItlARTiN  S.  Decker, 
James  E.  Sague, 

Commissioners. 

In  the  matter  of  the  Petition  of  the  Plattsburgh 
Light,  Heat  and  Power  Company,  under  section  69 
of  the  Public  Service  Commissions  Law,  for  author- 
ity to  make  a  mortgage  for  $250,000,  and  for  au- 
thority to  issue  two  hundred  and  fifty  thirty-year 
6  per  cent,  gold  coupon  bonds  of  the  denomination 
of  $1000  each  to  be  secured  by  said  mortgage. 

The  Plattsburgh  Light,  Heat  and  Power  Company  having  filed  with  this 
Commission  its  petition  under  section  69  of  the  Public  Service  Commissions 
Law  on  April  2,  1908,  for  authority  to  execute  a  mortgage  for  $250,000, 
and  to  issue  two  hundred  and  fifty  thirty-year  five  per  cent,  gold  coupon 
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bonds  of  the  denomination  of  $1000  each  to  be  secured  by  said  mortgage, 
said  bonds  to  bear  date  April  1,  1908;  and  a  public  hearing  upon  said 
petition  having  been  held  at  the  office  of  this  Commission  in  Albany  on 
April  27,  1908;  and  it  appearing  from  the  petition  and  accompanying  papers 
and  the  evidence  at  such  hearing  that  the  petitioner  is  a  duly  incorporated 
domestic  corporation  owning  and  operating  a  gas  and  electric  light  plant  in  the 
city  of  Plattsburgh;  that  it  has  outstanding  five  per  cent,  mortgage  bonds  to 
the  amount  of  $126,000  due  October  1,  1915,  under  a  mortgage  issued  to 
the  Knickerbocker  Trust  Company  as  trustee;  that  it  has  unsecured  indebted- 
ness of  approximately  $60,000  which  has  been  expended  for  improvements  to 
the  pronert^;  that  it  proposes  to  make  extensions  and  improvements  to  its 
gas  ana  distributing  system,  the  estimated  cost  of  which  is  $22,417.34: 
that  it  desires  to  use  one  hundred  and  forty  of  the  bonds  to  which  this 
petition  relates  for  the  refunding  of  said  outstanding  first  mortgage  bonds; 
that  it  desires  to  sell  sixty-five  of  said  bonds  and  use  the  proceeds  to  pay 
said  unsecured  indebtedness;  that  it  desires  to  sell  twenty-five  of  said  bonds 
and  use  the  proceeds  to  pay  for  said  proposed  extensions  and  improvements 
of  its  gas  distributing  plant;  that  it  desires  to  hold  twenty  of  said  bonds 
for  "  necessary  expenditures  and  improvements  and  the  acquisition  of 
additional  property**  in  the  future;  and  the  Commission  being  of  the 
opinion  that  the  execution  of  the  said  mortgage,  and  the  issuance  and  sale 
under  said  mortgage  of  two  hundred  and  thirty  thirty-year  five  per  cent, 
gold  coupon  bonds  of  the  denomination  of  $1000  each  are  reasonably  required 
for  said  purposes  of  the  corporation,  to  wit:  the  refunding  or  .retiring  of 
said  outstanding  first  mortgage  bonds  on  or  before  the  maturity  thereof,  the 
discharge  of  the  said  unsecured  indebtedness  of  the  petitioner,  and  for  ex- 
tensions and  improvements  of  the  petitioner's  gas  distributing  system;  but 
that  in  the  opinion  of  the  Commission  the  use  of  the  capital  which  woidd 
be  secured  by  the  issue  of  the  remaining  twenty  bonds  under  said  mortgage 
is  not  now  required  for  the  purposes  of  the  corporation;  now,  therefore, 
upon  the  aforesaid  petition  and  accompanying  papers  and  evidence  presented 
at  the  hearing,  and  after  due  deliberation  it  is,  under  section  C9  of  the 
Public  Service  Commissions  Law, 

Ordered:  1.  That  the  Plattsburgh  Light,  Heat  and  Power  Company  be  and 
is  hereby  authorized  to  make,  execute,  and  deliver  to  the  Standard  Trust 
Company  of  New  York  city  as  trustee,  a  mortgage  upon  all  of  the  property 
of  said  Plattsburgh  Light,  Heat  and  Power  Company  to  secure  the  pay- 
ment of  two  hundred  and  fifty  thirty-year  five  per  cent,  gold  coupon  bonds 
of  the  denomination  of  $1000  each,  twenty  of  which  bonds  shall  remain 
in  the  treasury  of  the  Plattsburgh  Light,  Heat  and  Power  Company  subject  to 
further  application  to  this  Commission  for,  and  order  of  this  Commission 
authorizing,  the  sale  thereof. 

2.  That  the  Plattsburgh  Light,  Heat  and  Power  Company  be  and  is  hereby 
authorized  to  issue  and  sell  sixty-five  of  said  bonds  secured  by  said  mortgage 
for  $250,000  herein  authorized,  at  a  price  not  less  than  ninety  per  cent,  of 
the  par  value  thereof  and  accrued  interest;  that  said  Plattsburgh  Light, 
Heat  and  Power  Company  shall  with  proceeds  derived  from  the  sale  of  said 
sixty-five  bonds  take  up  and  discharge  its  unsecured  indebtedness  amounting 
approximately  to  $60,000,  as  set  forth  in  the  petition  and  exhibit  C  at- 
tached to  the  petition,  and  that  no  part  of  the  proceeds  from  the  sale  of 
said  bonds  shall  be  applied  or  used  for  any  other  purpose. 

3.  That  the  Plattsburgh  Light,  Heat  and  Power  Company  be  and  is  hereby 
authorized  to  issue  and  sell  twenty-five  of  said  bonds  secured  by  said  mort- 
gage for  $250,000  herein  authorized,  at  a  price  not  less  than  ninety  per 
cent,  of  the  par  value  thereof  and  accrued  interest;  that  said  Plattsburgh 
Light,  Heat  and  Power  Company  shall  with  the  proceeds  of  said  twenty-five 
bonds  make  extensions  and  improvements  of  its  gas  distributing  system, 
which  said  extensions  and  improvements  are  set  forth  in  the  petition  and 
schedule  D  attached  to  the  petition  herein,  and  that  no  part  of  the  proceeds 
from  the  sale  of  said  bonds  shall  be  applied  or  used  for  any  other  purpose. 
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4.  That  the  Plattsburgh  Light,  Heat  and  Power  Company  be  and  is  hereby 
authorized  to  issue  one  hundred  and  forty  of  said  bonds  secured  by  said  mort- 
gage for  $250,000,  which  said  one  hundred  and  forty  bonds  shall  be  by  said 
Plattsburgh  Light,  Heat  and  Power  Company  deposited  with  the  Standard 
Tru8t  Company  of  New  York  as  trustee,  and  said  bonds  shall  be  used  so  far 
as  may  be  necessary  in  refunding  or  retiring  an  outstanding  issue  by  said 
Plattsburgh  Light,  Heat  and  Power  Company  of  one  hundred  and  twenty-five 
first  mortgage  five  per  cent,  bonds  of  the  denomination  of  $1000  each  which 
become  due  October  1,  1915,  and  which  are  secured  by  a  first  mortgage 
executed  to  the  Knickerbocker  Trust  Company  of  New  York  as  trustee,  such 
refunding  or  retiring  to  be  accomplished:  (1)  by  exchange  of  bonds  hereby  . 
authorized  at  not  less  than  their  par  value  for  said  outstanding  bonds  due 
October  1,  1915,  and  which  said  exchange  may  be  made  at  any  time  before 
or  at  said  date  of  maturity,  viz.,  October  1,  1015;  (2)  by  sale  at  the  best 
price  obtainable  not  more  than  three  months  prior  to  said  date  of  maturity, 
of  so  many  of  said  one  hundred  and  forty  bonds  hereby  authorized  as  may  be 
necessary  to  pay  off  and  discharge  tlie  said  one  hundred  and  twenty-five  out- 
standing bonds,  or  so  many  thereof  as  have  not  been  or  can  not  be  ex- 
changed in  the  manner  herein  provided,  and  that  any  of  said  one  hundred 
and  forty  bonds  herein  authorized  remaining  in  the  hands  of  the  Standard 
Trust  Company  of  New  York  as  trustee  after  the  refunding  or  retiring  of 
said  outstanding  one  hundred  and  twenty-five  first  mortgage  bonds  as  herein- 
above specified  shall  be  held  without  sale  and  subject  to  the  further  order 
of  this  Commission  as  to  the  sale  or  disposition  thereof. 

5.  That  the  Plattsburgh  Light,  Heat  and  Power  Company  shall  make  veri- 
fied reports  to  this  Commission,  as  follows,  (a)  Upon  the  sale  of  the  sixty- 
five  bonds  and  the  twenty-five  bonds  separately  authorized  by  this  order  to 
be  issued,  the  fact  of  such  sale,  the  terms  and  conditions  of  sale,  and  the 
amount  realized  therefrom;  (ft)  at  the  termination  of  each  and  every  period 
of  six  months  from  the  date  of  this  order,  tlie  disposition  and  use  made  of 
the  proceeds  of  said  sixty-five  and  said  twenty-five  bonds,  setting  forth  in 
reasonable  detail  the  purposes  to  which  the  proceeds  have  been  devoted;  and 
that  such  reports  shall  be  made  until  all  the  proceeds  of  said  sixty-five 
and  said  twenty-five  bonds  have  been  expended  pursuant  to  the  provisions 
of  this  order;  (c)  upon  the  exchange  of  any  of  the  one  hundred  and  forty 
bonds  authorized  by  this  order  for  any  of  the  one  hundred  and  twenty-five 
first  mortgage  bonds  of  this  petitioner  now  outstanding,  and  before  maturity, 
the  fact  of  said  exchange,  and  that  the  exchange  has  been  made  par  for  par 
according  to  the  terms  of  this  order;  (d)  upon  the  refunding  or  retiring  of 
said  one  hundred  and  twenty-five  first  mortgage  bonds  at  maturity,  the  action 
and  other  facts  in  relation  thereto. 

6.  Anv  excess  in  the  proceeds  of  the  issue  of  the  sixty-five  bonds  and  the 
twenty-ive  bonds  separately  authorized  by  this  order,  which  may  be  realized 
from  the  sale  thereof  at  a  price  exceeding  ninety  per  cent,  of  their  par  value, 
or  which  shall  remain  in  the  hands  of  the  applicant  after  paying  for  the 
improvements  hereinabove  stated,  or  which  shall  remain  from  the  sale  of 
any  of  said  one  hundred  and  forty  bonds  after  application  of  the  proceeds 
to  the  refunding  of  any  of  the  aforesaid  bonds  now  outstanding,  shall  be 
held  for  such  application  to  the  cost  of  permanent  additions  to  and  im- 
provements in  the  property  of  the  Plattsburgh  Light,  Heat  and  Power  Com- 
pany as  this  Commission  shall  hereafter  approve. 

[See  Case  No.  309,  September  24,  1908,  page  368.] 
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[Case  No.  274]  State  of  New  Yobk, 

Public  Service  Commission,  Second  District. 

At  a  session  of  the  Public  Service  Commission,  Second 
District,  held  at  the  Capitol,  Albany,  on  the  7th  day 
of  May,  1908. 

Present : 

Frank  W.  Stevens,  Chairman, 
Martin  S.  Decker, 
James  E.  Sague, 
John  B.  Olmsted, 

Commissioners. 

In  the  matter  of  the  Petition  of  Suffolk  Light,  Heat 
AND  Power  Company  of  Southampton,  N.  Y.,  under 
section  69  of  the  Public  Service  Commissions  Law, 
for  authority  to  issue  $16,000  in  six  per  cent,  de- 
benture bonds. 

The  Suflfolk  Light,  Heat  and  Power  Company  on  March  20,  1908,  filed 
with  this  Commission  its  petition  under  section  69  of  the  Public  Service 
Commissions  Law  for  authority  to  issue  debenture  bonds  to  the  amount  of 
$16,000,  said  debenture  bonds  to  be  of  the  denominations  of  $500  and  $100 
each,  to  bear  six  per  cent,  annual  interest,  to  be  dated  May  1,  1908,  and  to 
be  payable  in  ten  years  from  date.  A  hearing  on  said  petition,  after  public 
notice,  was  held  by  this  Commission  at  the  office  of  the  Commission  in  the 
Capitol,  Albany,  on  the  6th  day  of  May,  1908;  L.  E,  Terry  appeared 
for  the  petitioner;  no  one  else  appeared. 

It  appears  that  the  proceeds  of  the  debenture  bonds  proposed  to  be  issued 
are  to  be  used  for  the  extension  and  improvement  of  the  petitioner's  plant 
by  the  installation  in  its  central  station  of  an  engine,  dynamos,  switchboard, 
and  transformer,  the  estimated  cost  of  which,  including  belting  and  labor, 
is  $16,300,  which  cost  it  is  estimated  will  be  reduced  to  $14,300  through  the 
sale  of  old  material.  In  the  opinion  of  this  Commission  the  use  of  the 
capital  to  be  secured  by  the  issue  by  this  petitioner  of  the  debenture  bonds 
to  the  amount  of  $15,000,  hereinafter  authorized,  is  reasonably  required  for 
the  said  purposes  of  the  corporation :  namely,  the  extension  and  improvement  • 
of  its  plant,  as  described  in  the  petition, '  the  affidavit  of  W.  M.  Sheehan 
accompanying  the  petition,  and  evidence  at  the  hearing.  Upon  the  aforesaid 
petition  and  accompanying  papers  and  from  the-  evidence  at  the  hearing, 
and  after  due  deliberation,  it  is 

Ordered:  1.  That  under  section  69  of  the  Public  Service  Commissions  Law 
this  Commission  hereby  authorizes  Suffolk  Light,  Heat  and  Power  Company 
to  issue  debenture  bonds  to  the  amount  of  $15,000,  said  debenture  bonds 
to  be  of  the  denominations  of  $500  and  $100,  to  bear  six  per  cent,  annual 
interest,  to  be  dated  May  1,  1908,  and  to  be  payable  ten  years  from  date. 

Ordered:  2.  That  said  debenture  bonds  shall  be  sold  at  not  less  than  par 
without  the  further  authorization  of  this  Commission. 

Ordered:  3.  That  the  proceeds  of  said  debenture  bonds  shall  be  devoted 
by  Suffolk  Light,  Heat  and  Power  Company  to  and  used  for  the  following 
purposes  and  no  other:  namely,  the  extension  and  improvement  of  its  plant 
by  the  installation  in  its  central  station  of  an  engine,  dynamos,  switchboard, 
and  transformer,  including  belting  and  labor,  as  described  in  the  petition  and 
the  affidavit  of  W.  M.  Sheehan  herein,  the  estimated  cost  therefor,  less  sale 
of  old  material,  being  $14,300. 

Ordered:  4.  That  said  Suffolk  Light,  Heat  and  Power  Company  shall  make 
verified  reports  to  this  Commission,  as  follows:  (a)  Upon  the  sale  of  the 
debenture  bonds  authorized  to  be  issued  by  this  order,  or  any  part  thereof, 
the  fact  of  such  sale,  the  terms  and  conditions  of  sale,  and  the  amount 
realized  therefrom;  (6)  at  the  termination  of  each  and  every  period  of  six 
months  from  the  date  of  this  order,  the  disposition  and  use  made  of  the 
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proceeds  of  said  debenture  bonds,  setting  forth  in  reasonable  detail  the 
purposes  to  which  the  proceeds  have  been  devoted;  and  that  such  reports 
shall  be  made  until  all  the  proceeds  of  said  debenture  bonds  have  been 
expended  pursuant  to  the  provisions  of  this  order. 


[Case  No.  307]  State  of  New  York, 

Public  Service  Commission,  Second  District. 

At  a  session  of  the  Public  Service  Commission,  Second 
District,  held  at  the  Capitol,  Albany,  on  the  7th  day 
of  May,  1908. 

Present : 
Frank  W.  Stevens,  Chairman, 
Martin  S.  Decker, 
James  E.  Sague, 
John  B.  Olmsted, 

Commissioners. 

In  the  matter  of  the  Petition  of  the  Hornell  Electric 
Company,  under  section  69  of  the  Public  Service  Com- 
missions Law,  for  authority  to  execute  a  mortgage 
for  $100,000  and  to  issue  $100,000  in  certificates  of 
indebtedness  to  be  secured  by  said  mortgage. 

The  Hornell  Electric  Company  on  April  6,  1908,  filed  with  this  Com- 
mission its  petition,  under  section  69  of  the  Public  Service  Commissions 
Law,  for  authority  to  execute  a  mortgage  for  $100,000  and  to  issue  $100,000 
in  certificates  of  indebtedness:  two  hundred  and  eighty  in  number,  one  him- 
dred  to  be  of  the  denomination  of  $100  each,  and  one  hundred  and  eighty  to 
be  of  the  denomination  of  $500  each,  to  be  secured  by  said  mortgage,  to  bear 
five  per  cent,  annual  interest,  to  be  dated  Alay  1,  1908,  and  mature  May  1, 
1931.  A  hearing  on  said  petition  was  held  by  this  Commission  in  the  city  of 
Bufi'alo  on  April  30,  1908;  Shirley  E.  Brown  appeared  for  the  petitioner;  no 
one  else  appeared. 

It  appears  that  the  petitioner  operates  a  plant  for,  and  furnishes  to  the 
public  in  the  city  of  Hornell,  electricity  for  light  and  power,  and  steam  for 
heat;  that  it  has  now  outstanding  $75,000  in  certificates  of  indebtedness 
bearing  five  per  cent,  interest  and  secured  by  a  mortgage;  that  it  proposes 
to  execute  a  new  mortgage  for  $100,000  and  issue  thereunder  $100,000  in 
certificates  of  indebtedness:  $75,000  of  which  are  to  be  used  to  discharge 
or  refund  the  existing  certificates,  and  $25,000  of  which  are  to  be  used  for 
improving  the  petitioner's  electric  plant  and  steam  plant.  In  the  opinion 
of  this  ODmmission,  the  use  of  the  capital  to  be  secured  by  the  execution 
by  this  petitioner  of  the  mortgage  for  $100,000  and  the  issue  of  $100,000 
in  certificates  of  indebtedness  to  be  secured  by  said  mortgage,  hereinafter 
authorized,  is  reasonably  required  for  the  said  purposes  of  the  corporation: 
namely,  the  discharge  or  refunding  of  its  obligations  and  the  extension  and 
improvement  of  its  electric  plant  and  its  steam  plant,  as  described  in  the 
petition  and  the  affidavits  of  L.  T.  Mason  herein.  Upon  the  aforesaid  petition 
and  accompanying  papers,  and  after  due  deliberation,  it  is 

Ordered:  1.  That  under  section  69  of  the  Public  Service  Commissions  Law 
this  Commission  hereby  authorizes  the  Hornell  Electric  Company  to  execute 
and  deliver  to  Shirley  E.  Brown  of  Hornell,  N.  Y.,  a  mortgage  for  $100,000 
upon  all  its  property  now  owned  or  to  be  acquired,  other  than  supplies, 
accounts,  and  money,  to  secure  the  payment  of  its  certificates  of  indebtedness 
herein  described  and  authorized. 

Ordered:  2.  That  under  section  69  of  the  Public  Service  Commissions  Law 
this  Commission  hereby  authorizes  the  Hornell  Electric  Company  to  issue  its 
certificates  of  indebtedness,  dated  May  I,  1908,  and  maturing  May  1,  1931, 
bearing  five  per  cent,  annual  interest,  payable  semi-annually,  to  the  amount 
of  $100,000,  to  be  secured  by  said  mortgage;  that  Bald  certificates  may  be 
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subject  to  call  for  payment  at  any  interest  date  at  102,  and  may  contain 
a  provision  that  they  may  be  converted  into  common  stock  of  the  company 
at  the  rate  of  $107.60/100  of  certificates  for  $100  of  common  stock,  such 
conversion  to  be  subject  to  all  legal  requirements,  and  the  stock  to  be  issued 
therefor  only  upon  further  application  to  and  authorization  by  this  Com- 
mission pursuant  to  the  requirements  of  the  Public  Service  Commissions  Law. 

Ordered:  3.  That  of  said  certificates  of  indebtedness,  certificates  to  the 
amount  of  $76,000  face  value  be  used  only  for  the  purpose  of  paying  or 
retiring  the  certificates  of  indebtedness  to  that  amoimt  issued  by  the  American 
Illuminating  Company  of  Hornellsville,  described  and  set  forth  in  the  petition 
herein  and  being  now  the  outstanding  obligations  of  the  petitioner;  that  of 
said  certificates  of  indebtedness,  certificates  to  the  amount  of  $6000  face 
value  be  used  for  the  improvemeut  and  extension  of  its  electric  plant,  and 
certificates  to  the  amount  of  $19,000  face  value  be  used  for  the  extension 
and  improvement  of  its  steam  plant,  as  set  forth  in  the  petition  and  papers 
herein. 

Ordered:  4.  That  said  certificates  shall  not  be  sold  at  less  than  par  without 
the  further  authorization  of  this  Commission,  but  to  the  extent  of  $75,000 
may  be  exchanged  dollar  for  dollar  for  the  outstanding  certificates  to  pay 
or  retire  which  they  are  herein  authorized. 

Ordered:  5.  That  the  Hornell  Electric  Company  shall  make  verified  reports 
to  this  Conunission,  as  follows:  (a)  Monthly  reports  as  to  the  paying  or 
retiring  of  the  $75,000  certificates  of  indebtedness  issued  by  the  American 
Illuminating  Company  of  Hornellsville,  until  all  of  said  certificates  of 
indebtedness  issued  by  the  American  Illuminating  Company  of  Hornellsville 
are  paid  or  retired;  (6)  upon  the  sale  of  the  remaining  $25,000  in  cer- 
tificates of  indebtedness  of  the  Hornell  Electric  Company,  authorized  by  this 
order  to  be  issued,  or  any  part  thereof,  the  fact  of  such  sale  and  the  terms 
and  conditions  of  sale,  and  the  amount  realized  therefrom;  (c)  at  the  termi- 
nation of  each  and  every  period  of  six  months  from  the  date  of  this  order, 
the  disposition  and  use  made  of  the  proceeds  of  said  $25,000  in  certificates 
of  indebtedness,  setting  forth  in  reasonable  detail  the  purposes  to  which  the 
proceeds  have  been  devoted;  and  that  such  reports  shall  be  made  until  all 
the  proceeds  of  said  $25,000  in  certificates  of  indebtedness  have  been  expended 
pursuant  to  the  provisions  of  this  order. 


[Case  No.  312]  State  op  New  Yobk, 

Public  Service  Commission,  Second  District. 
At  a  session  of  the  Public  Service  Commission,  Second 
District,  held  at  the  Capitol,  Albany,  on  the  7th  day 
of  May,  1908. 
Present : 

Frank  W.  Stevens,  Chairman, 
Martin  S.  Decker, 
James  E.  Sague, 
John  B.  Olmsted, 

Commissioners. 

In  the  matter  of  the  Petition  of  the  Goshen  Light  and 
PovTER  Company,  under  section  69  of  the  Public 
Service  Commissions  Law,  for  authority  to  execute  a 
first  and  refunding  mortgage  for  $15,000  and  to 
issue  thirty  bonds  of  the  denomination  of  $500  each 
to  be  secured  by  said  mortgage. 

The  Goshen  Light  and  Power  Company  on  April  16,  1908,  filed  with  this 
Commission  its  petition  under  section  69  of  the  Public  Service  Commissions 
Law  for  authority  to  make  a  first  and  refunding  mortgage  for  $15,000  to  be 
dated  June  1,  1908,  and  to  be  for  a  term  of  fifteen  years,  and  to  issue  thirty 
bonda  of  the  denomination  of  $500  each  to  be  secured  by  said  mori^iage  and  to 
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bear  five  per  cent,  annual  interest.  A  hearing  on  said  petition,  after  public 
notice,  waa  held  by  this  Ck)mmis8ion  in  the  Capitol,  Albany,  on  May  6,  1908; 
Elwood  O.  Smith  appeared  for  the  petitioner ;  no  one  else  appeared. 

It  appears  that  in  September,  1893,  this  petitioner  executed  a  first  mort- 
gage for  $10,000,  and  issued  twenty  fifteen-year  five  per  cent  bonds  of  the 
denomination  of  $600  each  secured  thereby,  which  bonda  are  payable  on  the 
16th  day  of  June,  1908;  that  eiffht  of  said  bonds  are  now  in  the  company's 
treasury,  leaving  twelve  outstanding;  that  of  the  $15,000  in  bonds  now  pro- 
posed to  be  issued,  $6000  are  to  be  used  to  discharge  or  refund  the  $6000  in 
bonds  now  outstanding,  and  $9000  are  to  be  used  to  pay  in  part  for  the  ac- 
quisition of  property  and  the  extension  and  improvement  of  the  petitioner's 
plant  and  distributing  system  and  improvement  of  its  service.  In  the  opinion 
of  this  Commission  the  use  of  the  capital  to  be  secured  by  the  making  by 
this  petitioner  of  the  first  and  refunding  mortgage  for  $16,0<)0,  and  the  issue 
of  $16,000  in  bonds  to  be  secured  by  said  mortgage,  hereinafter  authorized,  is 
reasonably  required  for  the  said  purposes  of  the  corporation:  namely,  the  dis- 
charge or  refunding  of  its  obligations,  and  the  acquisition  of  property,  and 
the  extension  and  improvement  of  its  plant  and  distributing  system  and  im- 
provement of  its  service,  as  described  in  the  petition  and  s^edule  B  annexed 
thereto,  and  by  evidence  at  the  hearing.  Upon  the  aforesaid  petition  and 
accompanying  papers  and  from  evidence  at  the  hearing,  and  after  due  delibera- 
tion, it  is 

Ordered:  1.  That  under  section  69  of  the  Public  Service  Commissions  Law 
this  Commission  hereby  authorizes  the  Goshen  Light  and  Power  Company  to 
make,  execute,  and  deliver  a  first  refunding  mortgage  to  Harry  B.  Smith 
as  trustee,  to  be  dated  June  1,  1908,  to  secure  the  payment  of  bonds  to  that 
amount  hereinafter  autlK>rized,  the  term  of  said  mortgage  to  be  fifteen  years. 

Ordered:  2.  That  under  section  69  of  the  Public  Service  Commissions  Law 
this  Commission  hereby  authorizes  the  Goshen  Light  and  Power  Company  to 
issue  thirty  fifteen-year  first  and  refunding  mortgage  bonds  of  the  denomina- 
tion of  $600  each,  to  be  secured  by  said  mortgage  and  to  bear  interest  at 
five  per  cent.,  payable  semi-annually  on  the  first  days  of  December  and  June; 
that  the  said  bonds  be  sold  at  not  less  than  par  without  the  further  authori- 
zation of  this  Commission. 

Ordered:  3.  That  the  proceeds  of  said  bonds  to  the  amount  of  $6000  be 
used  to  discharge  or  refund  outstanding  obligations  of  the  company,  as  set 
forth  in  the  petition  herein;  and  that  the  proceeds  of  the  remaining  $9000 
of  said  bonds  be  used  for  the  acquisition  of  property  and  the  extension  and 
improvements  of  the  petitioner's  plant  and  distributing  system  and  improve- 
ment of  its  service,  as  set  forth  in  the  petition  herein  and  schedule  B  an- 
nexed thereto,  and  by  evidence  at  the  hearing. 

Ordered:  4.  That  the  Goshen  Light  and  Power  Company  shall  make  verified 
reports  to  this  Commission,  as  follows:  (a)  Monthly  reports  as  to  the  dis- 
charge or  refunding  of  the  $6000  in  bonds  of  the  company  now  outstanding, 
until  all  of  said  outstanding  bonds  are  discharged  or  refunded;  (6)  upon  the 
pale  of  the  remaining  $9000  in  bonds  authorized  by  this  order  to  be  issued, 
or  any  part  thereof,  the  fact  of  such  sale,  the  terms  and  conditions  M  sale, 
and  the  amoont  realized  therefrom;  (c)  at  the  termination  of  each  and  every 
period  of  six  months  from  the  date  of  this  order,  the  disposition  and  use 
made  of  the  proceeds  of  said  $9000  in  bonds,  setting  forth  in  reasonable  detail 
the  xmrposes  to  which  the  proceeds  have  been  devoted;  and  that  such  reports 
shall  be  made  until  all  the  proceeds  of  said  $9000  in  bonds  have  been  ex- 
pended pursuant  to  the  provisions  of  this  order. 
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[Case  No.  335]  State  of  New  York, 

Public  Service  Commission,  Second  District. 

At  a  session  of  €he  Public  Service  Commission,  Second 
District,  held  at  the  Capitol,  Albany,  on  the  13th  day 
of  May,  1908. 
Present: 

Frank  W.  Stevens,  Chairman, 
Thomas  M.  Osborne, 
Martin  S.  Decker, 
James  E.  Sague, 

Commissioners. 

In  the  matter  of  the  Petition  of  The  Akron  Natural 

Gas  Company,  under  section  69  of  the  Public  Service 

Commissions    Law,    for    authority    to    mortgage    its 

property  for  $60,000  and  to  issue  $60,000  in  bonds  to 

be  Secured  by  said  mortgage. 

The  Akron  Natural  Gas  Company  on  May  11,  1008,  filed  with  this  Com- 
mission its  petition  under  section  69  of  the  Public  Service  Commissions  Law 
for  authority  to  mortgage  its  property  for  $00,000  and  to  issue  $60,000  in  ten- 
year  6  per  cent,  gold  coupon  bonds  to  be  secured  by  said  mortgage  and  to  be 
due  in  ten  years  from  the  date  of  issue:  fifty  of  said  bonds  to  be  for  the 
sum  of  $100  each,  and  one  hundred  ten  of  said  bonds  to  be  for  the  sum 
of  $500  each.  It  appears  that  Thomas  B.  Crary  of  Binghamton,  N.  Y.,  is  the 
owner  of  a  judgment  of  foreclosure  and  sale  of  the  property  of  this  petitioner, 
described  in  the  petition,  and  has  agreed  to  take  the  $60,000  in  bonds  pro- 
posed to  be  issued  in  full  payment  and  discharge  of  said  judgment.  Upon  the 
aforesaid  petition  and  papers  annexed  thereto,  and  after  due  deliberation,  it  is 

Ordered:  1.  That  under  section  69  of  the  Public  Service  Commissions  Law 
this  Commission  hereby  authorizes  The  Akron  Natural  Gas  Company  to  issue 
its  bonds  due  in  ten  years  from  the  date  of  issue  to  the  amount  of  $60,000, 
with  interest  thereon  at  the  rate  of  6  per  cent,  per  annum,  payable  semi- 
annually:  fifty  of  said  bonds  to  be  for  the  sum  of  $100  each  ana  one  hundred 
ten  of  said  bonds  to  be  for  the  sum  of  $500  each,  and  to  mortgage  all  of  its 
property  to  secure  the  payment  of  said  bonds. 

Ordered:  2.  That  said  bonds  and  mortgage  shall  be  in  the  form  and  contain 
the  terms  and  conditions  of  the  proposed  forms  therefor  annexed  to  and  sub- 
mitted with  the  petition  herein. 

Ordered:  3.  That  said  bonds  may  be  delivered  to  Thomas  B.  Crary  of 
Binghamton,  N.  Y.,  in  full  payment  and  discharge  of  the  judgment  of  fore- 
closure and  sale  upon  the  property  of  the  said  company  and  particularly 
described  in  said  petition,  and  shall  not  be  used  or  issue<l  for  any  other 
purpose;  the  use  of  the  capital  to  be  secured  by  the  issue  of  said  bonds  being 
in  the  opinion  of  this  Commission  reasonably  required  for  said  purpose. 

Ordered:  4.  That  said  The  Akron  Natural  Gas  Company,  upon  the  de- 
livery of  said  bonds  to  said  Thomas  B.  Crary,  shall  file  with  this  Commission 
a  certified  copy  of  the  discharge  of  said  judgment  of  foreclosure  and  sale  on 
said  company's  property. 
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[Case  No.  340]  State  of  New  York, 

Public  Service  Commission,  Second  District. 

At  a  session  of  the  Public  Service  Comnussion,  Second 
District,  lield  at  the  Capitol,  Albany,  on  the  3rd  day 
of  June,  1908. 
Present  : 
Frank  W.  Stevens,  Chairman, 
Martin  S.  Decker, 
James  E.  Saque, 

Commissioners. 
In  the  matter  of  the  Petition  of  Wells  Island  Light 
AND  Heat  Company,  under  section  69  of  the  Public 
Service  Commissions  I^w,  for  authority  to  issue 
$8000  common  capital  stock  of  the  par  value  of  $100 
a  share. 

The  Wells  Island  Light  and  Heat  Company  on  May  10,  1908,  filed  with 
this  Commission  its  petition  under  section  69  of  the  Public  Service  Commis- 
sions Law  for  authority  to  issue  $8000  common  capital  stock  of  the  par 
value  of  $100  a  share,  out  of  a  total  of  $15,000  common  capital  stock  named 
in  its  articles  of  association.  From  the  petition  and  accompanying  papers  it 
appears  that  the  petitioner  was  organized  on  August  24,  1907,  under  the 
Transportation  Corporations  Law,  and  its  purpose  is  to  manufacture,  on  the 
grounds  of  the  Thousand  Island  Park  Association  on  Wells  Island,  in  the 
St.  Lawrence  river,  town  of  Orleans,  Jefferson  county,  acetylene  gas  for 
lighting  streets  and  buildings  on  said  grounds:  that  certain  individuals  have 
agreed  with  this  petitioner,  that  in  consideration  of  $8000  of  this  petitioner's 
common  capital  stock  to  be  issued  to  them  by  this  petitioner,  they  will 
furnish  to  this  petitioner  a  complete  acetylene  gas  plant,  including  land,  a 
building,  machinery  for  the  making  of  the  gas,  pipes  in  the  streets,  meters, 
connections,  and  transfer  to  this  petitioner  a  lease  and  franchise  to  operate 
the  same  obtained  by  the  individuals  from  the  Thousand  Island  Park  Asso- 
ciation, and  also  to  transfer  to  this  petitioner  consents  of  property  owners 
or  lease  owners  to  the  laying  of  gas  pipes  obtained  by  the  individuals,  the 
estimated  cost  of  said  completed  plant  being,  as  appears  by  the  affidavi<t  of 
Francis  K.  Baxter  herein,  $8398.33. 

In  the  opinion  of  this  Commission  the  use  of  the  capital  to  be  secured  by 
the  issue  by  this  petitioner  of  the  $8000  common  capital  stock  hereinafter 
authorized  is  reasonably  required  for  the  said  purposes  of  the  corporation, 
viz.:  the  acquisition  of  property  as  described  in  detail  in  the  petition,  and 
agreement  dated  May  14,  1908,  between  this  petitioner  and  Walter  F.  Newton, 
James  A.  Morris,  and  Ijauren  M.  Fitch,  and  the  affidavit  of  Francis  K. 
Baxter  verified  May  12,  1908,  attached  to  the  petition  herein.  Upon  the 
aforesaid  petition  and  accompanying  papers,  and  after  due  deliberation,  it  is 

Ordered:  1.  That  under  section  69  of  the  Public  Service  Commissions  Law 
this  Commission  hereby  authorizes  Wells  Island  Light  and  Heat  Company 
to  issue  $8000  common  capital  stock  of  said  company  of  the  par  value  of 
$100  a  share. 

Ordered:  2.  Tliat  said  $8000  common  capital  stock  shall  not  be  issued  for 
less  than  its  par  value. 

Ordered:  3.  That  the  proceeds  of  said  $8000  common  capital  stock  shall 
be  devoted  by  Wells  Island  Light  and  Heat  Companv  to  and  used  for  the 
following  purposes  and  no  other,  to  wit:  the  acquisition  of  property  as 
def«cribed  in  the  petition  herein,  and  agreement  dated  May  14,  1908,  between 
this  petitioner  and  Walter  F.  Newton,  James  A.  Morris,  and  Lauren  M. 
Fitch,  and  the  affidavit  of  Francis  K.  Baxter  verified  May  12,  1908,  attached 
to  the  petition  herein. 

Ordered:  4.  That  said  Wells  Island  Light  and  Heat  Company  shall  make 
a.  verified  report  to  this  Commission,  as  follows:  Upon  the  completion  of 
the  said  building  and  acetylene  gas  plant  as  described  in  the  petition  herein, 
and  said  agreement  between  this  petitioner  and  the  said  individuals,  and  the 
said  affidavit  of  Francis  K.  Baxter  attached  to  the  petition  herein,  and  the 
12 
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transfer  thereof  to  this  petitioner;  and  the  transfer  to  this  petitioner  of  the 
said  lease  and  franchise  from  the  Thousand  Island  Park  Association  and  the 
said  consents  of  property  owners  or  lease  owners  to  the  laying  of  the  gas 
pipes;  the  facts  of  said  transfers,  including  a  detailed  description  of  tl^ 
property  transferred,  and  the  payment  therefor  by  the  issue  to  said  indi- 
viduals of  the  $8000  common  capital  stock  of  this  petitioner  herein  author- 
ized to  be  issued. 

[See  Case  No.  341,  June  3,  1908,  page  293;  and  Case  No.  342,  June  3,  1908, 
page  319.] 


[Case  No.  346]  State  of  New  Yobk, 

PuBUc  Service  Commission,  Secjond  District. 
At  a  session  of  the  Public  Service  Commission,  Second 
District,  held  at  its  office  in  the  city  of  Buffalo  on 
the  18th  day  of  June,  1908. 
Present : 

Frank  W.  Stevens,  Chairman, 

Thomas  M.  Osborne, 

Martin  S.  Decker, 

James  K  Sague, 

John  B.  Olmsted, 

Commissioners. 
In  the  matter  of  the  Application  of  the  Hudson  River 

Electric    Power    Company    for    authority    to    issue 

three  thousand  two  hundred  thirty-two  five  per  cent. 

forty-year  gold  bonds  of  the  denomination  of  $1000 

each  under  a  consolidated  and  refunding  mortgage  for 

$30,000,000  executed  by  said  company. 

The  Hudson  River  Electric  Power  Company  having  on  Jime  2,  1008,  filed 
an  application  for  abrogation  of  the  order  ol  the  Commission  entered  in  this 
proceeding  on  December  4,  1907 ;  a  hearing  upon  said  application  having  been 
had  at  the  office  of  the  Commission  in  Albany  on  June  16,  1908;  and  it 
appearing  to  the  Commission  that  said  application  should  be  granted,  it  is 

Ordered:  That  the  order  entered  herein  on  the  4th  day  of  December, 
1907,  authorizing  the  applicant,  the  Hudson  River  Electric  Power  Company, 
to  issue  three  thousand  five  per  cent,  forty-year  gold  bonds  of  the  denomi- 
nation of  $1000  each  under  a  consolidated  and  refunding  mortgage  for 
$30,000,000  executed  by  said  company,  be  and  the  same  is  hereby  abrogated. 


[Case  No.  17]  State  of  New  York, 

Public  Service  Commission,  Second  District. 
At  a  session  of  the  Public  Service  Commission,  Second 
District,   held   at   the  Capitol,   Albany,   on  the   11th 
day  of  December,  1907. 
Present : 
Frank  W.  Stevens,  Chairman, 
Charles  H.  Keep, 
Thomas  M.  Osborne, 
Martin  S.  Decker, 
James  E.  Sague, 

Commissioners. 
In  the  matter  of  the  Petition  of  Schaghtiooke  Elec- 
tric Company  of  Hoosick  Falls,  N.  Y.,  under  section 

69  of  the  Public  Service  Commissions  Law,  for  au-      Amended  Order,  in 
thority  to  issue  a  first  mortgage  for  $1,760,000,  and  pursuance    of    a 

to  issue  eighteen  hundred  five  per  cent,  first  mort-  resolution  of  the 

gage  bonds,  one  hundred  of  said  bonds  to  be  of  the  Commission      of 

denomination  of  $500  each,   and  seventeen   hundred  June  27,   1908. 

of   said  bonde  to  be  of  the   denomination   of   $1000 
each,  said  bonds  to  be  secured  by  said  mortgage. 

The   Schaghticoke  Electric   Company   on   the  20th   day   of  August,    1907, 
filed   with   this    Commission    its   petition,   under   section    60   of   the    Public 
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Service  (Commissions  Law,  for  authority  to  issue  a  first  mortgage  for 
$1,760,000,  and  to  issue  eighteen  hundred  five  per  cent,  twenty-five-year  first 
mortgage  bonds,  one  himdred  of  said  bonds  to  be  of  the  denomination  of  $500 
each,  and  seventeen  hundred  of  said  bonds  to  be  of  the  denomination  of 
$1000  each,  said  bonds  to  be  secured  by  said  mortgage. 

A  hearing  was  had  on  said  petition  at  the  office  of  the  Commission  in  the 
Capitol,  Albany,  on  the  30th  day  of  September,  1907;  James  0.  Carr  ap- 
peared for  the  petitioner.  It  appears  from  the  petition  and  accompanying 
papers  and  from  the  evidence  taken  at  the  hearing  that  the  company  pro- 
poses to  construct  in  the  vicinity  of  Johnsonville  and  Schaghticoke,  Rens- 
selaer county,  dams  and  power  houses  for  the  utilization  of  the  waters  of 
the  Hoosick  river  in  the  development  of  electric  current,  a  portion  of  which 
is  to  be  transmitted  to  Schenectady  by  a  transmission  line  proposed  to  be 
constructed;  that  the  proceeds  of  the  proposed  issue  of  mortgage  bonds  are 
to  be  used  to  pay,  in  part,  the  cost  of  such  construction;  that  for  the 
remainder  of  the  cost  it  is  proposed  that  capital  stock  shall  be  issued. 

In  the  opinion  of  this  Commission,  the  use  of  the  capital  to  be  secured  by 
the  issue  of  this  petitioner  of  said  first  mortgage  for  $1,750,000  and  said 
mortgage  bonds  to  be  secured  by  said  mortgage,  is  reasonably  required  for 
the  purposes  of  the  corporation  as  set  forth  in  the  petition  and  accompanying 
papers:  namely,  the  acquisition  of  property,  and  construction  of  the  peti- 
tioner's plant  and  distributing  system,  and  the  extension  and  improvement  in 
the  future  of  the  petitioner's  plant  and  distributing  system,  as  described  in 
affidavits  (attached  to  the  petition  herein)  verifi^  August  20,  1907,  and 
subscribed  by  George  E.  Greene,  president,  and  H.  R.  Ley  den,  general 
manager,  of  the  petitioner,  and  in  an  affidavit  of  H.  W.  Buck  verified 
October  8,  1907,  in  this  proceeding.  Upon  the  aforesaid  petition  and  accom- 
panying papers  and  the  evidence  taken  at  the  hearing,  and  after  due  delibera- 
tion, it  is 

Ordered:  1.  That  under  section  69  of  the  Public  Service  Commissions 
Law  this  Commission  hereby  authorizes  Schaghticoke  Electric  Company  to 
make,  execute,  and  deliver  to  some  proper  trustee  to  be  selected  by  said 
company  a  first  mortgage  upon  all  of  its  property  and  franchises  now  owned 
or  hereafter  to  be  acquired,  with  the  rents,  issues,  income,  and  profits 
thereof,  to  secure  payment  of  a  series  of  first  mortgage  five  per  cent,  gold 
bonds  of  the  aggregate  amount  of  $1,750,000,  running  for  twenty-five  years 
or  less. 

Ordered:  2.  That  under  section  69  of  the  Public  Service  Commissions 
Law  this  Commission  hereby  authorizes  Schaghticoke  Electric  Company  to 
issue:  either  eighteen  hundred  first  mortgage  gold  bonds,  one  hundred  of 
said  bonds  to  be  of  the  denomination  of  $500  each,  and  seventeen  hundred  of 
said  bonds  to  be  of  the  denomination  of  $1000  each;  or  to  issue  seventeen 
hundred  and  fifty  first  mortgage  gold  bonds  of  the  denomination  of  $1000 
each;  said  bonds  to  run  for  twenty-five  years  or  less  and  to  be  secured  by 
said  mortgage  and  to  bear  interest  at  the  rate  of  five  per  cent,  per  annum. 

Ordered:  3.  That  the  proceeds  of  said  bonds  shall  be  devoted  by  Schaghti- 
coke Electric  Company  to  and  used  for  the  following  purposes  and  no  other, 
to  wit:  the  acquisition  of  property,  the  construction  of  the  petitioner's  plant 
and  distributing  system,  and  the  extension  and  improvement  in  the  future 
of  the  petitioner's  plant  and  distributing  system,  as  described  in  affidavits 
(attached  to  the  petition  herein)  verified  August  20,  1907,  and  subscribed 
by  George  E.  Greene,  president,  and  H.  R.  Leyden,  general  manager,  of  the 
petitioner,  and  in  an  affidavit  of  H.  W.  Buck  verified  October  8,  1907,  in 
this  proceeding. 

Ordered:  4.  That  said  Schaghticoke  Electric  Company  shall  make  verified 
reports  to  this  Commission,  as  follows:  (a)  Upon  the  sale  of  the  $1,750,000 
first  mortgage  bonds  authorized  by  this  order,  or  any  part  thereof,  the  fact 
of  such  sale,  the  terms  and  conditions  of  sale,  and  the  amount  realized  there- 
from; (6)  at  the  termination  of  each  and  every  period  of  six  months  from 
the  date  of  this  order,  the  disposition  and  use  made  of  the  proceeds  of  said 
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bonds,  setting  forth  in  reasonable  detail  the  purposes  to  which  the  proceeds 
have  been  devoted;  and  that  such  reports  shall  be  made  until  all  the  pro- 
ceeds of  said  bonds  have  been  expended  pursuant  to  the  provisions  of  this 
order. 

[See  Case  No.  17,  order  of  December  11,  1907,  as  amended  January  30, 
1908,  page  334.] 

[Case  No.  361]  State  of  New  York, 

Public  Service  Commission,  Second  District. 

At  a  session  of  the  Public  Service  Commission,  Second 
District,   held   at   the   Capitol,   Albany,   on   the    2nd 
day  of  July,  1908. 
Present : 

Frank  VV.  Stevens,  Chairman, 
Martin  S.  Decker, 
James  E.  Sague, 

Conmiissioners. 

In  the  matter  of  the  Petition  of  the  Canton  Eij:ctric 
Light  and  Power  Company,  under  section  69  of  the 
Public  Service  Commissions  Law,  for  authority  to 
mortgage  its  property  for  $16,000,  and  to  issue 
$16,000  in  bonds  to  be  secured  by  said  mortgage, 
which  is  to  be  a  first  mortgage. 

The  Canton  Electric  Light  and  Power  Company  on  June  13,  1908,  filed 
with  this  Commission  its  petition,  under  section  69  of  the  Public  Service 
Commissions  Law,  for  authority  to  execute  and  deliver  a  first  mortgage 
upon  all  of  its  property  and  franchises  for  $12,000,  and  to  issue  $12,000  in 
bonds  of  the  denomination  of  $500  each,  bearing  five  per  cent,  annual  interest, 
to  be  secured  by  said  mortgage,  the  proceeds  to  be  used  for  the  acquisition 
of  property  and  the  extension  and  improvement  of  the  petitioner's  plant.  A 
hearing  on  this  petition  was  held  by  this  Commission  in  the  Capitol,  Albany, 
on  June  22,  1908;  Worth  Chamberlain  appeared  for  the  petitioner.  At  this 
hearing  it  appeared  that  the  purposes  for  which  the  bonds  are  to  be  issued 
will  require  the  making  of  a  mortgage  for  $16,000  and  the  issuance  of  bonds 
to  a  like  amount,  and  the  petitioner  was  informed  that  it  might  file  with 
the  Commission  an  amended  petition  to  this  eff'ect. 

On  July  2,  1908,  the  petitioner  filed  with  the  Commission  an  amended 
petition,  asking  authority  to  execute  and  deliver  a  first  mortgage  upon  all 
of  it«  property  and  franchises  for  $16,000,  and  to  issue  thirty-two  bonds 
of  $600  each,  bearing  five  per  cent,  annual  interest,  to  be  secured  by  said 
mortgage,  the  proceeds  to  be  used  for  the  acquisition  of  property  and  the 
extension  and  improvement  of  the  petitioner's  plant.  In  the  opinion  of  this 
Commission,  from  the  amended  petition  herein  and  accompanying  papers, 
and  from  the  evidence  taken  at  the  hearing,  the  use  of  the  capital  to  be 
secured  by  the  issue  by  this  |>etitioner  of  the  first  mortgage  and  first  mort- 
gage bonds  hereinafter  authorized  is  reasonably  required  for  the  said  pur- 
poses of  the  corporation,  to  wit :  the  acquisition  of  property  and  the  extension 
and  improvement  of  the  petitioner's  plant.  Upon  the  aforesaid  amended 
petition  and  papers  annexed  thereto,  and  the  evidence  at  the  hearing  on  June 
22,  and  after  due  deliberation,  it  is 

Ordered:  1.  That  under  section  69  of  the  Public  Service  Commissions  Law 
this  Commission  hereby  authorizes  Canton  Electric  Light  and  Power  Company 
to  execute  and  deliver  a  first  mortgage  for  $16,000  upon  all  of  its  property 
and  franchises  to  secure  the  payment  of  a  series  of  first  mortgage  bonds, 
bearing  interest  at  the  rate  of  five  per  cent,  annually,  of  the  aggregate 
amount  of  $16,000. 

Ordered:  2.  That  under  section  69  of  the  Public  Service  Commissions  Law 
this  Commission  hereby  authorizes  Canton  Electric   Light  and  Power  Com- 
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pany  to  issue  thirty-two  bonds  of  the  denomination  of  $500  each,  and  bearing 
interest  at  the  rate  of  five  per  cent,  annually,  to  be  secured  by  said  first 
mortgage,  said  bonds  not  to  be  issued  for  less  than  their  face  value. 

Ordered:  3.  That  the  proceeds  of  said  first  mortgage  bonds  shall  be  devoted 
by  Canton  Electric  Light  and  Power  CJompany  to  and  used  for  the  following 
purposes  and  no  other,  to  wit:  the  acquisition  of  property  and  the  extension 
and  improvement  of  said  company's  plant,  as  described  in  the  amended 
petition  and  papers  annexed  thereto. 

Ordered:  4.  That  said  Canton  Electric  Light  and  Power  Company  shall 
make  verified  reports  to  this  Commission,  as  follows:  (a)  Upon  the  sale  of 
the  $16,000  first  mortgage  bonds  authorized  by  this  order,  or  any  part  thereof, 
the  fact  of  such  sale,  the  terms  and  conditions  of  sale,  and  the  amount 
realized  therefrom;  (6)  at  the  termination  of  each  and  every  period  of  six 
months  from  the  date  of  this  order,  the  disposition  and  use  made  of  the 
proceeds  of  said  bonds,  setting  forth  in  reasonable  detail  the  purposes  to 
which  the  proceeds  have  been  devoted;  and  that  such  reports  shall  be  made 
until  all  the  proceeds  of  said  bonds  have  been  expended  pursuant  to  the 
provisions  of  this  order. 


[Case  No.  409]  State  of  New  York, 

Public  Service  Commission,  Second  District. 

At  a  session  of  the  Public  Service  Commission,  Second 
District,   held  at  the   Capitol,   Albany,   on  the  23rd 
day  of  July,  1908. 
Present: 

Frank  W.  STE^EN8,  Chairman, 
Thomas  M.  Osborne, 
James  E.  Sague, 
John  B.  Olmsted, 

Commissioners. 

In  the  matter  of  the  Petition  of  the  Receiver  of  the 
Albion  Power  Company  under  section  69  of  the 
Public  Service  Commissions  I^w  for  authority  to 
issue  $20,000  in  receiver's  certificates. 

Sanford  T.  Church,  esq.,  receiver  of  Albion  Power  Company,  having  on  July 
23,  1908,  filed  with  this  Commission  a  petition  for  authority  to  issue  $20,000 
in  receiver's  certificates  on  the  property  of  said  company  in  his  hands,  and 
said  petition  being  accompanied  by  a  certified  copy  of  an  order  dated  July 
20,  1908,  of  Hon.  Truman  C.  White,  Justice  Supreme  Court,  which  order  is 
lecorded  in  the  office  of  the  clerk  of  Orleans  county,  authorizing  the  issuance 
of  said  certificates;  and  it  being  the  opinion  of  this  Commission  that  the  use 
of  the  capital  to  be  secured  by  the  issue  of  such  receiver's  certificates  is 
reasonably  required  for  the  improvement  of  the  property  in  question,  the 
details  of  such  improvements  being  set  forth  in  preambles  and  resolutions  of 
this  Commission  dated  July  7,  1908,  it  is 

Ordered:  1.  That  under  section  69  of  the  Public  Service  Commissions  Law 
this  Commission  hereby  authorizes  Sanford  T.  Church,  esq.,  receiver  Albion 
Power  Company,  to  issue  $20,000  in  receiver's  certificates  on  the  property 
of  said  company  in  his  hands,  in  accordance  with  the  said  order  of  the 
Supreme  Court. 

Ordered:  2.  That  upon  the  completion  of  the  improvements  to  said  prop- 
erty referred  to  in  the  said  order  of  this  Commission  of  July  7,  1908,  and  in 
the  said  order  of  the  Supreme  Court  of  July  20,  1908,  said  receiver  shall 
make  to  this  Commission  a  verified  report  in  detail,  setting  forth  the  im- 
provements made  and  the  cost  thereof. 

[See  Case  No.  296,  July  7,  1908,  page  296,  and  same  case  and  number. 
Auguat  12,  1908,  page  300;  October   14,  1908,  page  306.] 
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[Case  No.  403]  State  of  New  York, 

Public  Service  Commission,  Second  District. 

At  a  session  of  the  Public  Service  Commission,  Second 
District,  held  at  the  Capitol,  Albany,  on  the  27th  day 
of  July,  1908. 

Present : 

Frank  W.  Stevens,  Chairman, 
Thomas  M.  Osborne, 
James  R.  Saque, 
John  B.  Olmsted, 

Commissioners. 

In  the  matter  of  the  Petition  of  the  Kingston  Gas 

AND    Electric    Company,    under    section    69    of    the 

Public    Service   Commissions   Law,   for    authority   to 

issue    thirty-three    bonds    of    the    denomination    of 

$1000  each  to  be  secured  by  a  mortgage  heretofore 

made. 

The  Kingston  Gas  and  Electric  Company  having  on  July  10,  1908,  filed 
with  this  Commission  its  petition  under  section  69  of  the  Public  Service 
Commissions  Law  for  authority  to  issue  thirty-three  bonds  of  the  denomina- 
tion of  $1000  each,  to  be  secured  by  its  first  mortgage  dated  July  1,  1902, 
for  $700,000,  under  which  mortgage  $667,000  in  bonds  are  now  outstanding; 
and  a  hearing  on  said  petition,  after  due  notice,  having  been  held  by  this 
Commission  at  its  office  in  the  Capitol,  Albany,  on  July  22nd,  and  it  satis- 
factorily appearing  from  the  petition  and  accompanying  papers  that  this 
petitioner  is  the  owner  of  the  property  and  franchises  of  the  Rondout  and 
Kingston  Gas  Light  Company,  which  company  has  outstanding  first  mort- 
gage 5  per  cent,  bonds  to  the' amount  of  $32,500,  which  bonds  are  past  due; 
and  it  appearing  that  the  proceeds  of  the  thirty-three  bonds  of  this  petitioner, 
proposed  to  be  issued,  are  to  be  used  to  pay  the  said  $32,500  in  bonds  of  the 
Rondout  and  Kingston  Gas  Light  Company;  and  it  being  the  opinion  of  this 
Commission  that  the  use  of  the  capital  to  be  secured  by  the  issue  of  the 
thirty-three  bonds  of  this  petitioner,  hereinafter  authorized  to  be  issued,  is 
reasonably  required  for  the  said  purpose  of  the  corporation,  to  wit:  the  re- 
funding of  the  said  $32,500  in  bonds  of  the  Rondout  and  Kingston  Gas  Light 
Company;  now,  after  hearing  A.  T.  Clear icater  for  the  petitioner,  and  after 
due  deliberation,  it  is 

Ordered:  1.  That  under  section  69  of  the  Public  Service  Commissions  Law 
this  Commission  hereby  authorizes  Kingston  Gas  and  Electric  Company  to 
issue  thirty- three  gold  bonds  of  the  denomination  of  $1000  each,  bearing 
interest  at  5  per  cent,  per  annum,  and  to  be  secured  by  the  first  mortgage 
of  said  company  dated  July  1,  1902. 

Ordered:  2.  That  said  bonds  shall  not  be  sold  for  less  than  90  per  centum 
of  their  face  value. 

Ordered:  3.  That  said  bonds,  or  the  proceeds  thereof,  shall  be  devoted  by 
Kingston  Gas  and  Electric  Company  to  and  used  for  the  following  purpose  and 
no  other,  to  wit:  the  refunding  of  the  said  $32,500  in  bonds  of  the  Rondout 
and  Kingston  Gas  Light  Company,  which  bonds  are  past  due. 

Ordered:  4.  That  said  Kingston  Gas  and  Electric  Company  shall  make 
verified  reports  to  this  Commission,  as  follows:  (a)  Upon  the  sale  or  ex- 
change of  the  thirty-three  first  mortgage  bonds  of  the  denomination  of  $1000 
each  authorized  by  this  order  to  be  issued,  or  any  part  thereof,  the  fact  of 
Buch  sale  or  exchange,  the  terms  and  conditions  of  sale  or  exchange  pursuant 
to  the  provisions  of  this  order,  and  the  amount  realized  from  any  sale;  (6) 
at  the  termination  of  each  and  every  period  of  six  months  from  the  date  of 
this  order,  the  disposition  and  use  made  of  the  proceeds  of  said  bonds,  or 
the   facts   in   relation   to   their   exchange   for   said  $32,500   in   bonds   of   the 
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Rondout  and  Kingston  Gas  Light  Company,  setting  forth  in  reasonable  detail 
the  facts  of  the  transaction  or  transactions;  and  that  such  reports  shall  be 
made  until  all  the  proceeds  of  said  bonds  have  been  expended,  or  until  all 
of  said  bonds  have  been  exchanged,  pursuant  to  the  provisions  of  this  order. 


[Case  No.  292]  State  of  New  Yobk, 

Public  Service  Commission,  Second  Distbict. 

At  a  session  of  the  Public  Service  Commission,  Second 
District,  held  at  the  Capitol,  Albany,  N.  Y.,  on  the 
12th  day  of  August,  1908. 
Present : 
Frank  W.  Stevens,  Chairman. 
Thomas  M.  Osbobne, 
Mabun  S^  Decker, 
Jambs  E.  Saque, 

Commissioners. 

In  the  matter  of  the  Petition  of  The  Consumers 
Natubal  Gas  Company  of  Watkins,  under  section  69 
of  the  Public  Service  Commissions  Law,  for  consent 
to  make  a  mortgage  for  $85,000,  and  to  issue  there- 
under seventy-five  bonds  of  the  denomination  of 
$1000  each,  and  twenty  bonds  of  the  denomination 
of  $500  each. 

The  Consumers  Natural  Gas  Company  of  Watkins,  Schuyler  county.  New 
York,  on  the  30th  day  of  March,  1908,  filed  with  this  Commission  its  petition 
under  section  69  of  the  Public  Service  Commissions  Law  for  consent  to  execute 
a  mortgage  for  $85,000,  and  to  issue  thereunder  seventy-five  bonds  of  the 
denomination  of  $1000  each,  and  twenty  bonds  of  the  denomination  of  $500 
each,  said  bonds  to  bear  interest  at  6  per  centum  per  annum,  to  nm  for 
twenty  years,  and  to  cover  all  the  property  and  after-acquired  property  of 
said  applicant.  A  hearing  on  said  petition,  after  public  notice,  was  held 
at  the  office  of  the  Commission  in  the  Capitol,  Albany,  on  the  20th  day  of 
April,  1908,  and  an  adjourned  hearing  held  at  the  same  place  on  the  ^h 
day  of  July,  1908,  at  which  hearings  George  C,  Reynolds,  esq.,  appeared  for 
the  applicant,  and  no  one  in  opposition. 

In  the  opinion  of  this  Commission,  from  the  petition  and  accompanying 
papers  and  from  the  evidence  taken  at  the  hearings,  the  use  of  the  capital 
to  be  secured  by  the  issue  by  this  applicant  of  the  said  mortgage  and  bonds, 
hereinafter  authorized,  is  reasonably  required  for  the  purposes  of  said  cor- 
poration, to  wit:  the  discharge  or  lawful  refunding  of  its  obligations  as  set 
forth  and  described  in  the  petition  and  evidence  taken  at  the  hearings.  Upon 
the  aforesaid  petition  and  accompanying  papers,  and  upon  the  evidence  taken 
at  the  hearings^  and  after  due  deliberation,  it  is 

Ordered:  1.  That  the  Commission  does  hereby  consent  to  the  execution 
by  the  applicant,  the  Consumers  Natural  Gas  Company,  to  Samuel  G.  H. 
Turner,  Blmira,  N.  Y.,  as  trustee,  of  a  mortgage  upon  all  the  property  and 
franchises  of  said  company  now  owned  and  hereafter  to  be  acquired,  to  secure 
gold  bonds  to  the  amount  of  $85,000,  bearing  not  to  exceed  6  per  cent,  in- 
terest annually,  and  maturing  May  1,  1928,  the  said  mortgage  to  be  in  ac- 
cordance with  the  terms  of  the  form  of  mortgage  filed  with  the  petition, 
subject,  however,  to  the  limitations  as  to  the  issue  and  sale  of  bonds  there- 
under as  hereinafter  prescribed. 

Ordered:  2.  That  the  applicant,  the  Consumers  Natural  Gas  Company, 
be  and  is  hereby  authorized  to  set  aside,  and  from  time  to  time  issue  under 
the  terms  of  said  mortgage,  gold  bonds  of  the  par  value  of  $25,000,  bearing 
not  to  exceed  6  per  cent,  interest  annually,  the  capital  to  be  secured  thereby 
being  in  the  opinion  of  the  Commission  reasonably  required,  and  the  same  to 
be  used  for  the  sole  purpose,  and  no  other,  of  retiring  or  refimding  $25,000 
par  value  of  6  per  cent,  bonds  maturing  February  1,  1915,  issued  under  a 
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mortgage  executed  by  the  applicant  under  date  of  February  1,  1905,  to 
Samuel  G.  H.  Turner,  trustee;  provided,  however,  that  the  said  $25,000  bonds 
hereby  authorized  to  be  issued  shall  be  sold  without  discount,  or  exchanged 
par  value  for  par"  value  for  the  present  outstanding  bonds. 

Ordered:  3.  That  the  applicant,  the  Consumers  Natural  Gas  Company, 
be  and  is  hereby  authorized  to  issue  imder  said  mortgage,  and  sell  for  not 
less  than  the  par  value  thereof,  bonds  of  the  par  value  of  $17,500,  bearing 
not  to  exceed  6  per  cent,  interest  annually,  the  capital  to  be  secured  thereby 
being  in  the  opinion  of  the  Commission  reasonably  required,  and  the  said 
bonds  or  the  proceeds  thereof  to  be  used  for  the  sole  purpose,  and  no  other, 
of  discharging  or  paying  off  the  present  floating  indebtedness  of  the  appli- 
cant amounting  to  $17,500,  consisting  of  notes  as  follows:  Unsecured  note, 
payable  to  Merchants  National  Bank,  Elmira,  N.  Y.,  dated  Jan.  21,  1908, 
maturing  May  21,  1908,  $5,000;  unsecured  note,  payable  to  Second  National 
Bank,  Elmira,  N.  Y.,  dated  July  18,  1905,  payable  on  demand,  $5,000;  un- 
secured note,  payable  to  Farmers  &  Merchants  Bank,  Watkins,  N.  Y.,  dated 
Nov.  21,  1905,  payable  on  demand,  $2,500;  unsecured  note,  payable  to 
Farmers  &  Merchants  Bank,  Watkins,  N.  Y.,  dated  Dec.  6,  1905,  payable  on 
demand,  $2,500;  unsecured  note,  payable  to  First  National  Bank  or  Horse- 
heads,  N.  Y.,  dated  Nov.  5,  1907,  payable  July  5,  1908,  $2,500. 

Ordered:  4.  That  the  applicant,  the  Consumers  Natural  Gas  Company, 
be  and  is  hereby  authorized  to  issue  under  said  mortgage  bonds  of  the  par 
value  of  $37,000,  bearing  not  to  exceed  0  per  cent,  interest  annually,  the 
capital  to  be  secured  thereby  being  in  the  opinion  of  the  Commission  reason- 
ably required,  and  the  same  to  be  used  for  the  sole  purpose,  and  no  other,  of 
discharging  indebtedness  in  the  sum  of  $37,765.62,  and  the  whole  thereof,  to 
J.  Sloat  Fassett  of  Elmira,  N.  Y.,  representing  cash  advances  by  said  Fa^sett 
to  the  applicant  to  and  including  January  4,  1908. 

Ordered:  5.  That  if  any  of  the  bonds  hereby  authorized  for  any  reason 
may  not  be  used  by  the  applicant  for  the  purposes  set  forth,  the  said  bonds 
not  so  used  shall  be  reported  to  the  Commission,  and  shall  be  issued  only 
upon  the  further  order  of  the  Commission. 

Ordered:  6.  That  the  remaining  bonds  provided  for  in  said  mortga^, 
to  wit:  bonds  of  the  par  value  of  $5500,  shall  only  be  issued  upon  the 
further  order  of  this  Commission. 

Ordered:  7.  That  the  applicant,  the  Consumers  Natural  Gas  Company, 
shall  make  verified  reports  to  this  Commission,  as  follows:  (a)  Upon  the 
sale  of  the  $79,500  of  bonds  authorized  by  this  order,  or  any  part  thereof, 
the  fact  of  such  sale,  the  terms  and  conditions  of  sale,  and  the  amount 
realized  therefrom;  (6)  at  the  termination  of  each  and  every  period  of  six 
months  from  the  date  of  this  order,  the  disposition  and  use  made  of  the  pro- 
ceeds of  said  bonds,  setting  forth  in  reasonable  detail  the  purposes  to  which 
the  proceeds  have  been  devoted;  and  that  such  reports  shall  be  made  until 
all  the  proceeds  of  said  bonds  have  been  expended  pursuant  to  the  provisions 
of  this  order. 
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[Cmac  No.  373]  State  or  New  Yo«k, 

Public  Sebticb  Comnssioir,  Sbooitd  Disimicr. 

At  a  session  of  the  Public  Serrice  Gommisnoii,  Second 
District,   held  at  the   Capitol,  Albany,  on   the    12th 
day  of  Angost,  1903. 
Pre^etU: 

Fbakk  W.  Stetexs,  Chairman, 
Thoicas  M.  OsBcmiiK* 
MAsrcf  S.  Deckbb, 
James  £.  Saoub, 
JoHif  B.  Olmsted, 

Commiasionen. 
In  the  matter  of  the  Petition  of  the  Wiluamsvillb 
Elbctsic  Liqht  A2fD  PowEB  OoMPAiTr,  Under  section 
09  of  the  Poblic  Serrice  Oommissions  Law,  for  an- 
tbority  to  issue  $35,000  common  capital  stod^ 

The  WiUiamsrille  Electric  Light  and  Power  Company  haying  on  June  22, 
1908,  filed  with  this  Commission  its  petition  under  section  69  of  the  Public 
Serrice  Commissions  Law  for  authority  to  issue  $35,000  common  capital 
stock  of  the  par  value  of  $10  a  share;  and  hearings  haring  been  held  on  said 
petition  in  the  city  of  Buffalo  on  June  30,  and  July  17  and  24,  1908,  Edward 
H.  Leichux^rih  appearing  for  the  petitioner;  and  it  appearing  that  this  pe- 
titioner has  received  the  required  consent  of  the  proper  municipal  authorities 
of  the  Tillage  of  WiUiamsrille  and  the  town  of  Amherst,  Erie  county,  to  con- 
struct,  maintain,  and  operate  in  the  streets,  highways,  and  public  places  of 
said  Tillage  and  town,  the  necessary  poles,  wires,  appliances,  and  stnictureit 
for  the  purpose  of  using,  distributing,  and  furnishing  to  the  public  electricity 
for  lighty  heat,  or  power;  and  it  fivther  appearing  that  the  $25,000  capitid 
stock,  or  the  proceeds  thereof,  hereinafter  authorized,  are  to  be  used  for  the 
acquisition  of  property  and  the  construction  and  completion  of  petitioners 
plant  and  distributing  system  in  said  Tillage  and  town  as  hereinafter  de- 
scribed; now,  upon  the  aforesaid  petition  and  accompanying  papers  and  evi- 
dence at  the  hesjings,  and  after  due  deliberation,  it  is 

Ordered:  1.  That  under  section  69  of  the  Public  Senrice  Oommissions  Law 
this  Commission  hereby  authorizes  the  WilUamsrille  Electric  Light  and  Power 
Company  to  issue  $25,000  conunon  capital  stock  of  said  company  of  the  par 
Talue  of  $10  a  share,  it  being  the  opinion  of  this  Commission  that  the  use  of 
the  capital  to  be  secured  by  the  issue  of  said  $25,000  common  capital  stock  is 
reasonably  required  for  the  said  purposes  of  the  corporation  as  hereinafter 
more  specifically  described. 

Ordered:  2.  That  of  said  $25,000  common  capital  stock,  $15,000  or  the 
proceeds  thereof  shall  be  dcToted  by  said  WilliamsTille  Electric  Light  and 
Power  Company  to  and  used  for  the  following  purposes  and  no  other,  to  wit: 
the  acquirement  of  power  house,  and  power  house  and  water  power  equipment, 
and  for  outside  line  construction  described  as  follows:  power  house  20x40; 
1  150-kw.  60  cycle  generator;  2  5-kw.  exciters;  1  30-kw.  60  cycle  alternator; 
1  integrating  wattmeter;  2  generator  switchboards,  complete;  2  potential 
transformers;  1  10- ton  crane;  200-hp.  water- wheel  with  goTcmor;  400  feet 
%-inch  penstock  feed  pipe;  1  50-hp.  turbine;  dam  construction  300x3x2  feet; 
3  flood  gates,  steel  constructed;  wall  to  divert  flood  water  around  power 
house;  4  miles  of  3-phase  feeders.  No.  4  wire,  copper;  30  5-kw.  3-phase  trans- 
formers; transformer  oil. 

That  of  said  $25,000  common  capital  stock,  $10,000  or  the  proceeds  thereof 
shall  be  dcToted  to  and  used  for  the  following  purposes  and  no  other,  to  wit: 
the  acquirement  by  said  Williamsville  Electric  Light  and  Power  Company  by 
deed  in  fee  simple  and  free  and  clear  of  all  liens  and  incumbrances  of  real 
estate  and  water  rights  described  as  follows:  all  that  tract  or  parcel  of 
land  situate  in  the  village  of  Williamsville,  county  of  Erie,  State  of  New 
York,  bounded  and  described  as  follows:  beginning  at  a  point  in  the  west 
line  of  Mill  street,  distant  two  hundred  eiglit  and  fifty-six  hundredths  (203.56) 
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feet  north  from  its  intersection  with  the  north  line  of  Main  street,  said  point 
being  in  the  north  line  of  lands  deeded  to  David  L.  Grove  by  John  Woostcr 
and  wife  by  deed  recorded  in  Erie  county  clerk's  office  in  liber  1093  of  deeds 
at  page  331 ;  thence  northerly  along  the  west  line  of  Mill  street  one  hundred 
eighty-seven  and  thirty  hundredths  (187.30)  feet  to  a  point;  thence  westerly 
at  right  ancles  to  Mill  street,  two  hundred  sixty-two  (262)  feet  to  the  west 
bank  or  wall  of  Ellicott  or  Eleven  Mile  creek;  thence  up  and  along  the  west 
bank  or  wall  of  said  creek  in  a  southerly  direction  about  two  hundred  six 
(206)  feet  to  its  intersection  with  a  line  drawn  through  the  place  of  be- 
ginning parallel  with  said  north  line  of  Main  street;  thence  easterly  along 
last  mentioned  parallel  line  being  the  north  line  of  land  deeded  to  said  Grove 
as  aforesaid,  about  two  hundred  five  (205)  feet  to  the  west  line  of  Mill 
street  at  the  place  of  beginning.  Also,  all  that  other  certain  piece  or  parcel 
of  land  situate  in  lot  number  one,  township  and  range  aforesaid,  on  the  south 
side  of  Main  street  in  said  village  bounded  east  by  lands  of  Margaret  H. 
Evans,  south  and  west  by  the  center  of  Ellicott  creek,  and  north  by  lands 
lately  owned  by  John  Hutchinson,  deceased;  containing  about  six  acres  of 
land  be  the  same  more  or  less;  together  with  all  the  wiU^er  rights  and  privi- 
leges contained  in  a  certain  deed  from  Benjamin  S.  Hershey  and  wife  to  Henry 
B.  Evans,  et  al.,  recorded  in  liber  79  of  deeds  in  the  Erie  coimty  clerk's  office 
at  page  293,  and  together  with  the  right  and  easement  to  have  and  to  main- 
tain the  mill  race  at  i)re8ent  extending  between  said  two  parcels  of  land,  and 
over  intervening  land  in  its  present  location  and  extent. 

Ordered:  3.  That  said  Williamsville  Electric  Light  and  Power  Company 
shall  make  verified  reports  to  this  Commission,  as  follows:  Upon  the  sale 
or  exchange  of  the  $25,000  common  capital  stock  authorized  to  be  issued  by 
this  order,  or  any  part  thereof,  the  fact  of  such  sale  or  exchange,  the  amount 
realized  therefrom,  and  the  purposes  to  which  devoted,  in  conn>rmity  to  this 
order,  to  the  property  described  above  acquired  by  said  exchange;  and  shall 
make  such  rep^orts  at  the  termination  of  each  and  every  period  of  six  months 
from  the  date  of  this  order  until  all  of  the  property  described  above  has 
been  so  acquired  by  said  company. 

Ordered:  4.  That  any  additional  issue  of  capital  stock  on  the  part  of  this 
petitioner  shall  be  applied  for  in  the  usual  manner  to  this  Commission. 


[Case  No.  256]  State  of  New  York, 

Public  Service  Commission,  Seoond  District. 

At  a  session  of  the  Public  Service  Commission,  Second 
District,   held   at   the   Capitol,  Albany,  on  the   19th 
day  of  August,  1908. 
Present : 
Frank  W.  Stevens,  Chairman, 
Thomas  M.  Osborne, 
Martin  S.  Decker, 

Commissioners. 

In  the  matter  of  the  Application  of  Madison  County 
Gas  and  Electric  Company,  under  section  69  of  the 
Public  Service  Commissions  Law,  for  consent  to  issue 
$45,000  in  gold  bonds  under  a  first  consolidated 
mortgage. 

The  Madison  County  Gas  and  Electric  Company  on  March  5,  1908,  filed 
with  this  Commission  its  petition  under  section  69  of  the  Public  Service 
Commissions  Law  for  authority  to  issue  forty-five  bonds  of  the  denomination 
of  one  thousand  dollars  ($1000),  being  interest  at  the  rate  of  6  per  cent, 
per  annum,  to  be  secured  by  the  first  consolidated  mortgage  of  said  company 
to  North  American  Trust  Company  as  trustees,  dated  August  1,  1904,  for 
$300,000.  A  hearing,  after  public  notice,  was  held  on  said  petition  at  the 
office  of  this  Commission  at  the  Capitol,  Albany,  on  the  3l8t  day  of  March, 
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1908.  Adjourned  hearings  were  had,  same  place,  on  June  9,  1908,  and  July  9, 
1908.  Appearances:  Harry  B,  Austin  for  the  petitioner;  and  at  the  hearing 
on  June  9,  1908,  Allan  P,  Stevens  for  himself  and  certain  preferred  stock- 
holders, in  opposition;  this  opposition  was  withdrawn  at  the  hearing. 

From  the  petition  and  accompanying  papers  and  from  evidence  at  the 
hearing  it  appears  that  $200,000  of  the  bonds  authorized  to  be  issued  under 
the  aforesaid  first  consolidated  mortgage  are  retained  by  the  trustees  to  re- 
tire $200,000  of  5  per  cent,  gold  bonds  issued  under  a  first  mortgage  dated 
January  1,  1907,  and  executed  to  the  North  American  Trust  Company  as 
trustees,  and  that  of  the  remaining  $100,000  first  consolidated  mortgage  bonds, 
$50,000  of  the  bonds  are  issued  and  outstanding;  that  the  proceeds  of  the 
additional  $45,000  first  consolidated  mortgage  bonds  now  proposed  to  be 
issued  are  to  be  used  by  the  applicant  for  extensions  and  improvements  of  its 
plant  and  distributing 'system,  estimated  by  the  applicant  to  cost  $35,679.02, 
which  is  approximately  eighty  per  cent,  of  the  par  of  the  forty-five  bonds 
proposed  to  be  issued;  that  the  company  expects  to  sell  said  bonds  at  eighty 
per  centum  of  their  par  value.  In  the  opinion  of  this  Commission,  from  the 
petition  and  accompanying  papers  and  from  the  evidence  at  the  hearing,  the 
use  of  the  capital  to  be  secured  by  the  iseue  by  this  applicant  of  the  forty- 
five  bonds  of  the  denomination  of  $1000  each,  hereinafter  authorized,  is  reason- 
ably required  for  the  said  purpose  of  the  corporation:  namely,  the  extension 
and  improvement  of  its  plant  and  distributing  system,  all  of  which  is  set 
forth  and  described  in  the  petition  and  accompanying  papers.  Upon  the 
aforesaid  petition  and  accompanying  papers  and  from  evidence  at  the  hearing, 
and  after  due  deliberation,  it  is 

Ordered:  That  under  section  69  of  the  Public  Service  Conunissions  Law 
the  applicant,  the  Madison  County  Gas  and  Electric  Company,  be  and  is 
hereby  authorized  to  issue  and  sell  forty- five  first  consolidated  mortgage  gold 
coupon  bonds  of  the  par  value  of  one  thousand  dollars  ($1000)  each,  to  bear 
interest  at  the  rate  of  five  per  centum  per  annum,  and  to  be  secured  by  the 
first  consolidated  mortgage  of  said  company  to  North  American  Trust  Com- 
pany as  tnistees,  dated  August  1,  1904,  subject,  however,  to  the  conditions 
hereinafter  prescribed,  as  follows: 

1.  That  prior  to  the  sale  of  the  bonds  authorized  by  this  order  to  be  issued, 
or  any  of  them,  and  before  beginning  construction  of  the  proposed  trans- 
mission line  hereinafter  mentioned,  the  applicant,  the  Madison  County  Gas 
and  Electric  Company,  file  with  this  Commission  a  certified  copy  of  the  con- 
tract or  agreement  of  sale  by  the  Hudson  River  Electric  Power  Company  and 
purchased  by  said  Madison  County  Gas  and  Electric  Company  of  electrical 
energy  proposed  to  be  delivered  over  said  transmission  line  to  the  applicant 
in  the  city  of  Oneida  at  not  to  exceed  two  and  one-half  (21^)  cents  per 
kilowatt  hour. 

2.  That  said  forty-five  bonds  and  each  of  them  shall  not  be  sold  for  less 
than  eighty  per  centum  (80%)  of  their  par  value. 

3.  That  the  capital  secured  from  the  sale  of  said  forty-five  bonds  shall  be 
devoted  to  and  used  by  the  applicant,  the  Madison  County  Gas  and  Electric 
Company,  for  its  corporate  purposes  as  follows,  and  no  other,  viz:  For  the 
construction  of  a  60,000  volt  transmission  line  from  the  steam  plant  of  the 
said  Madison  County  Gas  and  Electric  Ompany  in  the  city  of  Oneida,  N.  Y., 
to  the  village  of  Oneida  Castle,  and  for  the  purchase  of  the  necessary  right 
of  way  therefor,  not  to  exceed  eight  thousand  five  hundred  sixty-seven  dollars 
($8567);  for  the  purchase  and  installation  in  the  city  of  Oneida  of  a  40- 
cycle,  60,000  volt  transformer,  driving  a  60-cycle  generator  by  an  induction 
motor,  and  the  necessary  instruments  and  appliances,  not  to  exceed  seventeen 
thousand  four  hundred  thirty-five  dollars  ($17,435);  for  putting  in  proper 
repair  the  overhead  system  of  said  Madison  County  Gas  and  Electric  Company 
in  the  city  of  Oneida,  and  changing  a  part  of  such  system  from  60  to  40 
cycles,  not  to  exceed  nine  thousand  six  hundred  seventy-eight  dollars  ($9678) ; 
all  of  which  purposes  are  more  particularly  set  forth  and  described  in  the 
petition  and  accompanying  papers. 
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4.  That  said  Madison  County  Gas  and  Electric  Company  file  with  the 
Commission  verified  copies  of  the  contracts  or  agreements  entered  into  by 
said  company  for  the  extensions  and  improvements  aforesaid,  and  shall  make 
verified  reports  to  this  Commission  as  follows:  (a)  Upon  the  sale  of  the 
first  consolidated  mortgage  bonds  authorized  by  this  order  to  be  issued,  or 
any  of  said  bonds,  the  fact  of  such  sale,  the  terms  and  conditions  of  such 
safe,  and  the  amount  realized  therefrom;  (6)  at  the  termination  of  each 
period  of  six  months  from  the  date  of  this  order,  the  disposition  of  the 
proceeds  of  said  bonds,  setting  forth  in  reasonable  detail  the  purposes  to 
which  such  proceeds  have  been  devoted;  that  such  semi-annual  reports  shall 
be  made  until  the  expenditures  authorized  by  this  order,  and  all  of  such  ex- 
penditures, shall  have  been  made. 

5.  Any  excess  in  the  proceeds  of  this  issue  of  bonds  which  may  remain 
unexpended  after  the  completion  of  the  extensions  and  improvements  afore- 
said, or  which  may  be  realized  from  the  sale  thereof  at  a  price  exceeding 
eighty  per  centum  (80%)  of  their  par  value,  shall  be  held  for  such  applica- 
tion to  the  cost  of  permanent  additions  to  and  improvements  in  the  property 
of  the  company  as  the  Commission  shall  hereafter  approve. 


[Case  No.  262]  State  of  New  York, 

Public  Service  Commission,  Second  District. 

At  a  session  of  the  Public  Service  Commission,  Second 
District,   held   at   the   Capitol,   Albany,   on   the   19th 
day  of  August,  1908. 
Present : 

Frank  W.  Stevens,  Chairman, 
Thomas  M.  Osborne, 
Martin  S.  Decker, 

Commissioners. 
In   the  matter  of   the  Petition  of   the   Hudson   River 
Water    Power    Company    under    section    69    of   the 
Public    Service    Commissions    Law    for    authority    to 
issue  first  mortgage  bonds  in  the  sum  of  $62,000. 

The  Hudson  River  Water  Po\ver  Company  having  on  the  Uth  day  of  March, 
1908,  filed  with  this  Commission  its  petition  under  section  69  of  the  Public 
Service  Commissions  Law  for  authority  to  issue  sixty-two  5  per  cent,  gold 
bonds  of  the  denomination  of  $1000  each,  secured  by  a  first  mortgage  exe- 
cuted by  the  applicant  under  date  of  November  15,  1899,  to  the  Trust  Com- 
pany of  America  as  trustee,  to  secure  two  thousand  first  mortgage  bonds  of 
the  denomination  of  $1000  each;  and  hearincfs  having  been  held  on  said  pe- 
tition by  this  Commission  at  its  office  in  the  Capitol  on  March  31  and  July 
9,  1908,  Harry  B.  Austin  appearing  for  the  petitioner;  now,  upon  the  afore- 
said petition  and  papers  accompanying  the  same,  and  the  evidence  taken  at 
the  hearings,  and  after  due  deliberation,  it  is 

Ordered:     That  said  petition  be  and  it  is  hereby  denied. 
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[Case  No.  422]  State  of  New  York, 

Public  Service  Commission,  Second  District. 

At  a  session  of  the  Public  Service  Commission,  Second 
District,  held  at  the  Capitol,  Albany,  on  the  14fch 
day  of  September,  1908. 

Present : 

Frank  W.  Stevens,  Chairman, 
Thomas  M.  Osborne, 
Martin  S.  Decker, 
James  E.  Saoue, 

Commissioners. 

Jn  the  matter  of  the  Petition  of  the  Mexico  Electric 
Company  under  sections  70  and  69  of  the  Public 
Service  Commissions  Law. 

The  Mexico  Electric  Company  of  Mexico,  N.  Y.,  having  on  September  7, 
1908,  filed  with  this  Commission  its  petition  under  section  70  of  the  Public 
Service  Commissions  Law  for  consent  to  acquire  from  Edwin  L.  Huntington 
of  Mexico,  N.  Y.,  the  real  estate,  including  power  house,  water  power,  engines^ 
boilers,  and  machinery  used  in  developing  power  and  generating  electricity 
for  lighting  said  village;  and  under  section  69  of  the  Public  Service  Com- 
missions Law,  for  authority  to  execute  a  mortgage  covering  all  the  real  and 
personal  property  owned  by  said  corporation  for  $10,000,  and  for  authority 
to  issue  $10,000  in  bonds  of  the  denomination  of  $500  each  to  be  secured  by 
said  mortgage;  and  it  appearing  that  the  consideration  to  be  paid  by  said 
company  to  said  Huntington  for  said  works  and  eystem  is  $5000  in  cash  and 
said  $10,000  in  mortgage  bonds  of  said  company;  and  it  further  appearing 
that  said  company  on  July  24,  1908,  filed  with  this  Commission  a  petition 
as  to  issuing  a  mortgage  and  mortgage  bonds,  on  which  petition  a  public  hear- 
ing was  held  by  this  Commission  in  Albany  on  August  5,  1908;  and  it  being 
the  opinion  of  this  Commission  that  the  use  of  the  capital  to  be  secured  by 
the  execution  by  this  petitioner  of  said  mortgage  for  $10,000  and  the  issue 
by  said  petitioner  of  $10,000  in  bonds  to  be  secured  by  said  mortgage  is  reason- 
ably required  for  the  said  purposes  of  the  corporation,  to  wit:  the  acquisition 
from  Edwin  L.  Huntington  of  said  works  and  system;  now,  upon  the  afore- 
said petition,  and  after  due  deliberation,  it  is 

Ordered:  1.  That  under  section  70  of  the  Public  Service  Commissions  Law 
this  Commission  hereby  consents  to  the  transfer  by  Edwin  L.  Huntington  of 
Mexico,  N.  Y.,  to  the  Mexico  Electric  Company  of  Mexico,  N.  Y.,  of  the  real 
estate,  including  power  house,  water  power,  engines,  boilers,  and  machinery 
used  in  developing  power  and  generating  electricity  for  lighting  said  village, 
now  owned  by  said  Edwin  L.  Huntington,  for  the  consideration  of  $50<00  in 
cash  and  $10,000  in  mortgage  bonds  of  said  company. 

Ordered:  2.  That  under  section  69  of  the  Public  Service  Commissions  Law 
this  Commission  hereby  authorizes  the  Mexico  Electric  Company  of  Mexico, 
N.  Y.,  to  execute  and  issue  a  mortgage  for  $10,000,  covering  all  the  real  and 
personal  property  owned  by  said  company,  to  secure  the  payment  of  $10,000 
in  bonds  of  said  company  of  the  denomination  of  $500  each. 

Ordered:  3.  That  under  section  69  of  the  Public  Service  Commissions  Law 
this  Commission  hereby  authorizes  the  Mexico  Electric  Company  of  Mexico, 
N.  Y.,  to  issue  $10,000  in  bonds  of  the  denomination  of  $500  each  to  be 
secured  by  said  mortgage. 

Ordered :  4.  That  the  proceeds  of  said  bonde  shall  be  devoted  by  the  Mexico 
Electric  Company  to  and  used  for  the  following  purpose  and  no  other,  to 
wit:  in  part  payment  for  the  purchase  from  Edwin  L.  Huntington  of  Mexico, 
N.  Y.,  01  the  real  estate,  including  power  house,  water  power,  engines,  boilers, 
and  machinery  used  in  developing  power  and  generating  electricity  for  light- 
ing said  village  now  owned  by  said  Edwin  L.  Huntington. 
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Ordered:  5.  That  said  Mexico  Electric  Company,  upon  the  completion  of 
said  purchase  and  the  issuance  of  said  mortgage  and  said  $10,000  in  bonds  to 
be  secured  thereby  in  part  payment  for  said  purchase,  shall  file  with  this 
Commission  a  verified  statement  setting  forth  said  transaction  in  accordance 
with  the  provisions  of  this  order. 


[Case  No.  215]  State  of  New  Yobk, 

Public  Service  Commission,  Second  District. 

At  a  session  of  the  Public  Service  Commission,  Second 
District,   held   at   the   Capitol,   Albany,   on  the    16tb 
day  of  September,  1908. 
Present : 

Frank  W.  Stevens,  Chairman, 
Martin  S.  Decker, 
James  E.  Saoue, 
John  B.  Olmsted, 

Commissioners. 

In  the  matter  of  the  Petition  of  Citizens  Electric 
Service  Company  of  Bath,  luider  section  09  of  the 
Public  Service  Commissions  Law,  for  authority  to 
execute  and  deliver  a  first  mortgage  for  $75,000  and 
to  issue  $75,000,  par  value,  in  bonds  to  be  secured 
by  said  mortgage;  and  for  authority  to  issue  $50,000 
common  capital  stock. 

The  Citizens  Electric  Service  Company  of  Bath  having  petitioned  this  Com- 
mission under  section  69  of  the  Public  Service  Commissions  Law  for  authority 
to  issue  common  capital  stock,  and  a  first  mortgage  and  mortgage  bonds  to  be 
secured  thereby,  the  proceeds  to  be  used  for  the  acquisition  of  property  and 
the  construction  and  completion  of  the  plant  and  distributing  system  of  the 
said  company  in  substantial  accordance  with  the  plans  and  specifications 
therefor  submitted  to  this  Commission  and  filed  with  it;  and  hearings  in  said 
matter  having  been  held  in  the  city  of  Buffalo  on  August  14,  21,  and  2S, 
1908;  James  McCall  and  C.  J,  Weimert  appearing  for  the  petitioner,  and 
Cox,  Kimball  d  Stowe  appearing  for  the  Bath  Electric  and  Gas  Light  Com- 
pany in  opposition;  now,  upon  the  aforesaid  papers  and  evidence  at  the  hear- 
ings, and  after  due  deliberation,  and  it  being  the  opinion  of  this  Commission 
that  the  use  of  the  capital  to  be  secured  by  the  execution  and  delivery  of  the 
first  mortgage  and  the  issue  of  the  first  mortgage  bonds  and  common  capital 
stock  of  said  petitioner  hereinafter  authorized  are  reasonably  required  for  the 
said  purposes  of  the  corporation,  to  wit:  the  acquisition  of  property  and  the 
construction  and  completion  of  its  plant  and  distributing  system,  it  is 

Ordeied:  1.  That  under  section  69  of  the  Public  Service  Commissions  Law 
this  Commission  hereby  authorizes  Citizens  Electric  Service  Company  of  Bath 
to  issue  $50,000  common  capital  stock  of  said  company  of  the  par  value  of 
$25  a  share,  upon  condition  that  said  common  capital  stock  shall  be  issued 
only  at  par  for  cash ;  or,  if  proposed  to  be  isssued  for  property  or  services,  upon 
condition  that  said  company  secure  the  further  authorization  of  this  Commis- 
sion to  such  issue  for  property  or  services  after  satisfactory  proof  as  to  the 
value  of  the  property  or  services  for  which  it  is  proposed  to  be  issued. 

Ordered:  2.  That  under  section  69  of  the  Public  Service  C<»mmissions  Law 
this  Commission  hereby  authorizes  Citizens  Electric  Service  Company  of  Bath 
to  execute  and  deliver  to  some  proper  trustee  to  be  selected  by  said  company 
a  first  mortgage  for  $75,000  upon  all  of  the  property  and  franchises  of  said 
company  now  owned  or  which  may  hereafter  be  acquired  by  it,  to  secure  the 
payment  of  $75,000,  par  value,  in  bonds;  said  mortgage  to  be  in  substantially 
the  form  submitted  to  this  Commission. 

Ordered:  3.  That  under  section  69  of  the  Public  Service  Commissions  Law 
this  Commission  hereby  authorizes,  as  hereinafter  limited,  Citizens  Electric 
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Service  Company  of  Bath  to  issue  $50,000,  par  value,  in  gold  bonds  to  be 
secured  by  said  mortgage,  said  bonds  to  be  payable  twenty  years  after  date 
and  to  b^r  interest  at  the  rate  of  six  per  centum  per  annum,  payable  semi- 
annually, upon  condition  that  (a)  none  of  said  bonds  shall  be  issued  until 
the  common  capital  stock  of  said  company  to  the  amount  of  $50,000  shall 
have  been  subscribed  for  by  responsible  persons  and  proof  of  such  subscrip- 
tions shall  have  been  given  to  this  Commission,  with  proof  of  the  residence, 
business,  and  responsibility  of  the  subscribers,  and  until  a  further  order  shall 
have  been  made  by  this  Commission,  upon  said  proof,  approving  of  such  sub- 
scriptions; (6)  none  of  said  bonds  shall  be  sold  for  less  than  eighty-five  per 
centum  of  their  par  value. 

Ordered:  4.  That  said  Citizens  Electric  Service  Company  of  Bath  shall 
make  verified  reports  to  this  Commission,  as  follows:  (a)  Upon  the  sale  of 
said  $60,000  common  capital  stock,  or  any  part  thereof,  as  authorized  by 
this  order  to  be  sold,  the  fact  of  such  sale,  the  terms  and  conditions  of  sale, 
and  the  amount  realized  therefrom,  which  must  be  not  less  than  par;  or 
upon  the  issuance  of  said  $50,000  common  capital  stock,  or  any  part  thereof, 
for  property  or  services,  upon  such  further  authorization,  the  facts  of  such 
issuance  for  such  purposes;  (h)  upon  the  sale  of  the  $50,000  first  mortgage 
bonds  as  authorized  by  this  order,  and  as  may  be  hereafter  authorized  as 
set  forth  above,  or  any  part  thereof,  the  terms  and  conditions  of  sale,  and  the 
amount  realized  therefrom;  (c)  at  the  termination  of  each  and  every  period 
of  aJx  months  from  the  date  of  this  order,  the  disposition  and  use  made  of 
the  proceeds  of  said  stock  and  bonds,  setting  forth  in  reasonable  detail  the 
purposes  to  which  the  proceeds  have  been  devoted,  or  the  facts  in  relation  to 
the  issuance  of  said  stock  for  property  or  services;  and  that  such  reports 
shall  be  made  until  all  the  proceeds  of  said  stock  and  bonds  have  been  ex- 
pended or  stock  issued  for  property  or  services. 

Ordered:  5.  That  any  excess  in  the  proceeds  of  said  bonds  which  may  be 
realized  from  their  sale*  at  a  price  exceeding  eighty-five  per  centum  of  the 
par  value  thereof  shall  be  held  by  the  company  for  such  application  to  the 
cost  of  permanent  additions  to  and  improvements  of  its  property  as  this 
Commission  shall  hereafter  approve. 


(Case  No.  442]  State  of  New  York, 

Public  Service  Commission,  Second  District. 

At  a  session  of  the  Public  Service  Commission,  Second 
District,   held  at   the   Capitol,   Albany,   on   the    16th 
day  of  September,  1908. 
Present : 

Frank  W.  Stevens,  Chairman, 
Martin  S.  Decker, 
James  E.  Saoue, 
John  B.  Olmsted, 

Commissioners. 

In  the  matter  of  the  Petition  of  Cataract  Power  and 
Conduit  Company  under  section  69  of  the  Public 
Service  Commissions  Law  for  authority  to  issue  one 
hundred  and  twenty  bonds  of  the  denomination  of 
$1000  each  to  be  secured  by  a  mortgage  heretofore 
made. 

The  Cataract  Power  and  Conduit  Company  having  on  August  19,  1908, 
filed  with  this  Commission  its  petition  under  section  69  of  the  Public  Service 
Commissions  Law  for  authority  to  issue  one  hundred  and  twenty  bonds  of 
the  denomination  of  $1000  each  to  be  secured  by  its  first  mortgage  dated 
January  1,  1897,  for  $2,000,000;  and  a  hearing  on  said  petition  having  been 
held  by  this  Commission  at  its  office  in  the  Capitol,  Albany,  on  September 
^,  1908,  Kenefick,  Cooke  d  Mitchell  appearing  for  the  petitioner;  and  it  ap- 
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pearing  that  the  proceeds  of  the  one  hundred  and  twenty  bonds  proposed  to 
oe  issued  by  this  petitioner  are  to  be  used  to  pay  for  extensions  and  im- 
provements of  its  pUnt  and  distributing  system  and  for  the  discharge  of 
obligations  of  the  petitioner  incurred  for  similar  purposes;  and  it  being  the 
opinion  of  this  Commission  that  the  use  of  the  capital  to  be  secured  by  the 
issue  of  the  one  hundred  and  twenty  bonds  as  hereinafter  authorized  to  be 
issued  is  reasonably  required  for  the  said  purposes  of  this  corporation,  to 
wit:  the  extension  and  improvement  of  its  plant  and  distributing  system  and 
the  discharge  of  obligations  incurred  for  similar  purposes;  now,  upon  this 
petition  and  accompanying  papers  and  evidence  at  the  hearing,  and  after 
due  deliberation,  it  is 

Ordered:  1.  That  under  section  69  of  the  Public  Service  Commissions  Law 
this  Commission  hereby  authorizes  Cataract  Power  and  Conduit  Company  to 
issue  one  hundred  and  twenty  gold  bonds  of  the  denomination  of  $1000  each, 
bearing  interest  at  5  per  centum  per  annum,  to  be  secured  by  the  first  mort- 
gage of  said  company  dated  January  1,  1897. 

Ordered:  2.  That  said  bonds  shall  not  be  sold  at  less  than  90  per  centum 
oi  their  par  value;  and  if  sold  for  more  than  90  per  centum  of  their  par 
value,  only  such  amount  of  said  bonds  shall  be  issued  as  shall  realize  the  net 
sum  of  $108,218.33. 

Ordered:  3.  That  the  proceeds  of  said  bonds  shall  be  devoted  by  Cataract 
Power  and  Conduit  Company  to  and  used  for  the  following  purposes  and  no 
other,  to  wit:  the  extension  and  improvement  of  its  plant  and  distributing 
system  to  the  estimated  amount  of  $65,625.25,  and  the  discharge  of  obligations 
incurred  by  this  petitioner  for  similar  purposes  to  the  amount  of  $42,593.08, 
as  set  forth  in  detail  by  the  petition  herein. 

Ordered:  4.  That  said  Cataract  Power  and  Conduit  Company  shall  make 
verified  reports  to  this  Commission,  as  follows:  (a)  Upon  the  sale  of  the  one 
hundred  and  twenty  first  mortgage  bonds  of  the  denomination  of  $1000  each 
authorized  by  this  order  to  be  issued,  or  any  part  thereof,  the  fact  of  such 
sale,  the  terms  and  conditions  of  sale,  and  the  amount  realized  therefrom; 
(6)  at  the  termination  of  each  and  every  period  of  six  months  from  the 
date  of  this  order,  the  disposition  and  use  made  of  the  proceeds  of  said  bonds, 
pursuant  to  the  provisions  of  this  order;  and  that  such  reports  shall  be  made 
until  all  the  proceeds  of  said  bonds  have  been  expended  pursuant  to  the  pro- 
visions of  this  order. 


[Case  No.  309]  State  of  New  York, 

PxjBUO  Sebvioe  Gommibsion,  Second  Distbiot. 

At  a  session  of  the  Public  Service  Commission,  Second 
District,   held  at   the   Capitol,   Albany,   on   the   24th 
day  of  September,  1908. 
Present : 

Frank  W.  Stevens,  Chairman, 

Martin  S.  Decker, 

James  £.  Saoue, 

John  B.  Olmsted, 

Commissioners. 
In    tlie    matter   of    the    Petition    of    the    Plattsburgh 

Light,  Heat  and  Power  Company  for  an  amendment 

to  the  order  of  this  Commission  dated  April  29,  1908, 

in  the  petition  of  said  company  under  section  69  of 

the  Public  Service  Commissions  Law  for  authority  to 

make  a  mortgage  for  $250,000,  and  for  authority  to 

issue  two  hundred  and  fifty  thirty-year  6  per  cent. 

gold  coupon  bonds  of  the  denomination  of  $1000  each 

to  be  secured  by  said  mortgage. 

The  Plattsburgh  Light,  Heat  and  Power  Company  having  on  September  23, 
1908,  filed  with  this  Commission  its  petition  praying  for  amendment  of  the 
order  entered  in  this  proceeding  on  the  29th  day  of  April,   1908,  so  that 
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paragraphs  two  and  three  of  said  order  shall  provide  that  the  bonds  therein 
authorized  to  be  issued  may  be  sold  at  not  less  than  85  per  cent,  of  their 
par  value  and  accrued  interest,  instead  of  90  per  cent,  of  the  par  value  of  said 
bonds;  and  it  appearing  from  said  petition,  a  copy  of  said  order,  and  of  the 
minutes  of  a  meeting  of  the  directors  of  the  petitioner  held  at  Plattsburgh, 
N.  Y.;  September  19,  1908,  that  after  diligent  effort  to  effect  a  sale  of  the 
said  bonds  at  90  per  cent,  of  their  par  value  the  petitioner  is  \mable  to  do  so, 
but  is  able  to  obtain  and  has  been  offered  85  per  cent,  of  said  par  value;  now, 
after  due  consideration,  it  is 

Ordered:  That  paragraphs  two  and  three  of  said  order  of  the  29th  of 
April,  1908,  be  and  hereby  are  amended  to  read  as  follows: 

**  2.  That  the  Plattaburgh  Light,  Heat  and  Power  Company  be  and  is  hereby 
authorized  to  issue  and  sell  sixty-five  of  said  bonds  secured  by  said  mort- 
gage for  $250,000  herein  authorized,  at  a  price  not  less  than  eighty-five  per 
cent,  of  the  par  value  thereof  and  accrued  interest;  that  said  Plattsburgh 
Light,  Heat  and  Power  Company  phall  with  proceeds  derived  from  the  sale 
of  said  sixty-five  bonds  take  up  and  discharge  its  unsecured  indebtedness 
amounting  approximately  to  $60,000,  as  set  forth  in  the  petition  and  exhibit 
C  attached  to  the  petition,  and  that  no  part  of  the  proceeds  from  the  sale  of 
said  bonds  shall  be  applied  or  used  for  any  other  purpose." 

'*  3.  That  the  Plattsburgh  Light,  Heat  and  Power  Company  be  and  is 
hereby  authorized  to  issue  and  sell  twenty-five  of  said  bonds  secured  by  said 
mortgage  for  $250,000  herein  authorized,  at  a  price  not  less  than  eighty-five 
per  cent,  of  the  par  value  thereof  and  accrued  interest;  that  said  Plattsburgh 
Light,  Heat  and  Power  Company  shall  with  the  proceeds  of  said  twenty-five 
bonds  make  extensions  and  improvements  of  its  gas  distributing  system, 
which  said  extensions  and  improvements  are  set  forth  in  the  petition  and 
schedule  D  attached  to  the  petition  herein,  and  that  no  part  of  tne  proceeds 
from  the  sale  of  said  bonds  shall  be  applied  or  used  for  any  other  purpose." 

[See  Case  No.  309,  April  29,  1908,  page  345.] 


[Case  No.  329]  State  of  New  York, 

PuBUO  Service  Commission,  Second  District. 

At  a  session  of  the  Public  Service  Commission,  Second 
District,   held  at  the  Capitol,  Albany,  on  the  24th 
day  of  September,  1908. 
Present: 
Frank  W.  Stevens,  Chairman, 
Martin  S.  Decker, 
James  £.  Saque, 
John  B.  Olmsted, 

Commissioners. 

In  the  matter  of  the  Application  of  the  Broadalbin 
Electric  Light  akd  Power  Company,  under  section 
69  of  the  Public  Service  Commissions  Law,  for  au- 
thority to  issue  $42,500  common  capital  stock,  and  for 
authority  to  issue  $18,000  in  bonds  under  its  first 
mortgage  dated  July  1,  1907. 

The  Broadalbin  Electric  Li^ht  and  Power  Company  having  on  May  6,  1908, 
filed  with  this  Commission  its  application,  under  section  69  of  the  Public 
Service  Commissions  Law,  for  authority  to  issue  $42,500  common  capital 
stock,  and  for  authority  to  issue  $18,000  in  mortgage  bonds,  the  avails  thereof 
to  be  used  to  pay  indebtedness  incurred  for  the  acquisition  of  property,  the 
construction,  completion,  extension,  and  improvement  of  its  plant  and  dis- 
tributing system,  and  for  constructing  a  dam,  power  house,  equipment,  and 
transmission  line  mentioned  in  said  application;  and  a  hearing  in  said 
matter  having  been  held  in  the  city  of  Albany  on  June  8,  1908,  William 
Pier  son  Judson  and  H.  0.  Finch  appearing  for  the  applicant;  now,  upon  the 
petition  and  papers  and  evidence  at  the  hearing,  and  after  due  deliberation. 
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and  it  being  the  opinion  of  this  Commission  that  the  use  of  the  capital  to  be 
secured  by  the  issuance  by  this  applicant  of  the  capital  stock  and  mortgage 
bonds  hereinafter  authorized  is  reasonably  required  for  the  said  purposes  of 
the  corporation,  it  is 

Ordered:  1.  That  under  section  69  of  the  Public  Service  Commissions  Law 
this  Commission  hereby  authorizes,  as  hereinafter  limited,  Broadalbin  Electric 
Light  and  Power  Company  to  issue  its  common  capital  stock,  par  value  $100 
a  share,  to  the  amount  of  $42,500,  upon  condition  that  said  stock  shall  not 
be  sold  or  disposed  of  for  less  than  the  par  value;  and  if  issued  for  property 
or  services,  upon  condition  that  the  contract  for  such  property  or  services 
shall  be  submitted  to  this  Commission  for  its  approval  before  the  execution 
and  delivery  of  the  stock. 

Ordered:  2.  That  under  section  69  of  the  Public  Service  Commissions  Law 
this  Commission  hereby  authorizes,  as  hereinafter  limited,  Broadalbin  Electric 
Light  and  Power  Company  to  issue  its  twenty-year  five  per  cent,  coupon 
bonds  to  the  amount  of  $18,000,  upon  condition  that  before  any  of  said  bonds 
be  actually  issued  and  delivered  to  purchasers,  the  terms  of  sale  shall  be  re- 
ported upon  oath  to  this  Commission  for  its  approval,  all  such  sales  to  be 
subject  to  the  approval  of  the  Commission. 

Ordered:  3.  That  the  proceeds  of  said  stock  and  bonds  shall  be  devoted  by 
Broadalbin  Electric  Light  and  Power  Company  to  and  used  for  the  following 
purposes  and  no  other:  First,  to  pay  notes  of  the  said  Broadalbin  Electric 
Light  and  Power  Company  to  the  amount  of  $12,600,  as  scheduled  in  the 
application,  together  with  interest  thereon;  also  to  pay  bills  outstanding  for 
materials  and  appliances  to  the  amount  of  $1788.26,  as  set  forth  in  the  appli- 
cation, it  appearing  satisfactorily  to  the  Commission  that  the  said  indebted- 
ness was  incurred  for  the  acquisition  of  property,  the  construction,  completion, 
extension,  or  improvement  of  its  plant  and  distributing  system;  the  re- 
mainder of  the  avails  of  said  stock  and  bonds  to  be  used  m  constructing  the 
dam,  power  house,  equipment,  and  transmission  line  mentioned  in  said  ap- 
plication. 

Ordered:  4.  That  said  Broadalbin  Electric  Light  and  Power  Company  shall 
make  verified  reports  to  this  Commission,  as  follows:  (a)  Upon  the  sale  for 
cash  of  said  stock  or  any  part  thereof,  the  fact  of  such  sale,  the  terms  and 
conditions  of  sale,  and  the  amount  realized  therefrom;  (6)  at  the  termination 
of  each  and  every  period  of  six  montlis  from  the  date  of  this  order,  the  dis- 
position and  use  made  of  the  proceeds  of  said  stock  and  bonds,  or  the  fact** 
as  to  the  property  being  acquired  or  services  rendered  for  stock. 

[See  Case  No.  329,  November  17,  1908,  page  375.] 


[Case  No.  122]  State  of  New  York, 

PuBuc  Sebvice  Commission,  Second  Distbict. 

At  a  session  of  the  Public  Service  Commission,  Second 
District,    held   at   the    Capitol,   Albany,   on   the    6th 
day  of  October,  1908. 
Present : 

Frank  W.  Ste\'ens,  Chairman, 

TnOMAS   M.   OSBOBNE, 

James  E.  Sague, 

Commissioners. 
In  the  matter  of  the  Petition  of  the  Adibondack  Gas 
Company,  under  section  69  of  the  Public  Service 
Commissions  Law,  for  authority  to  issue  $50,000 
bonds  under  a  mortgage  dated  September  15,  1905, 
and  to  issue  $42,500  capital  stock  out  of  a  total 
authorized  issue  of  $100,000. 
After  due  deliberation,  it  is 

Ordered:    That  the  application  of  the  Adirondack  Gas  Company,  under 
section  69  of  the  Public  Service  Commissions  Law,  for  authority  to  issue 
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$50,000  bonds  under  a  mortgage  dated  September  15,  1905,  and  to  issue 
$42,500  capital  stock  out  of  a  total  authorized  issue  of  $100,000,  be  closed 
on  the  records  of  this  Commission,  attorney  J.  H.  McNeal  stating  at  hearing 
of  September  30,  1908,  on  application  of  Saranac  Lake  Gas  Company,  that 
such  proceeding  should  he  discontinued. 


[Case  No.  440]  State  of  New  York, 

Public  Service  Commission,  Sbcond  District. 

At  a  session  of  the  Public  Service  Commission,  Second 
District,  held  at  the  Capitol  in  the  city  of  Albany 
on  the  7th  day  of  October,  1908. 
Present : 
Frank  W.  Stevens,  Chairman, 
Thomas  M.  Obborne, 
James  E.  Saoue, 

Commissioners. 

In  the  matter  of  the  Application  of  Newburqh  Light, 
Heat  and  Power   Company  for  leave  to   issue   its      Amending  Order, 
convertible  debenture  bonds  in  the  aggregate  amount 
of  $350,000. 

Whereas,  Upon  the  application  of  the  Newburgh  Light,  Heat  and  Power 
Company  by  petition  verified  the  28th  day  of  Marcli,  1908,  for  leave  to  issue 
its  convertible  debenture  bonds  in  the  aggregate  amount  of  $350,000,  an  order 
was  made  by  this  Commission  on  the  29th  day  of  April,  1908,  authorizing 
the  issue  of  debenture  bonds  by  said  company  in  the  aggregate  sum  of 
$330,000  upon  terms  and  conditions  specifically  set  forth  in  said  order;  and 

Whereas,  The  said  company  has  made  application  by  petition  verified  tlie 
14th  day  of  August,  1908,  for  an  order  supplementing,  modifying,  and  amend- 
ing the  aforesaid  original  order  in  tlie  following  respect,  to  wit:  that  the 
subdivision  of  the  order,  part  of  said  original  order,  numbered  two,  shall 
read  as  follows:  "2.  That  the  proceeds  of  said  three  hundred  and  thirty 
debenture  bonds  shall  be  devoted  to  and  used  by  the  applicant,  the  New- 
burgh Light,  Heat  and  Power  Company,  for  its  corporate  purposes  as  follows, 
and  no  other:  namely,  for  the  discharge  and  lawful  refunding  of  its  obliga- 
tions, one  hundred  thirty-four  thousand  four  hundred  fifty  dollars  ($134,450) ; 
to  the  cost  of  the  underground  conduits,  fifty  thousand  dollars  ($50,000)  ; 
to  the  cost  of  new  gas  apparatus,  including  two  boilers,  one  oil  tank,  and 
new  street  mains,  fifteen  thousand  dollars  ($15,000);  to  the  construction 
work  required  on  the  thirty  miles  of  high-tension  transmission  line  north  from 
the  station  at  Newburgh  to  High  Falls,  seventy-one  thousand  dollars 
($71,000) ;  to  the  construction  of  sub-stations,  transformers,  and  apparatus 
in  connection  with  said  high-tension  transmission  lines,  twenty-nine  thousand 
dollars  ($29,000;)  to  the  construction  of  lines  to  supply  current  to  the  Asho- 
kan  Aqueduct  contractors,  eighteen  thousand  dollars  ($18,000)  ;  to  general 
construction  work  in  the  gas  and  electric  departments,  as  set  forth  in  the 
petition  herein,  thirty-nine  thousand  nine  hundred  thirty  dollars  and  seven 
cents  ($39,930.07) ;  all  of  which  are  more  particularly  set  forth  and  described 
in  the  petition  and  accompanying  papers,"  upon  which  petition  a  hearing  has 
been  had  and  evidence  taken;  and 

Whereas^  It  appears  from  the  petition  and  upon  the  evidence  that  this  ap- 
plication is  made  by  reason  of  facts  and  circumstances  arising  subsequent  to 
the  making  of  the  original  order  aforesaid,  to  wit:  that  after  the  filing  of 
the  original  petition  herein  and  the  hearing  and  decision  thereon  by  this  Odm- 
mission,  the  applicant  abandoned  its  plan  for  the  construction  in  the  city  of 
Newburgh  of  a  new  steam  power  generating  plant  at  a  cost  of  $147,135  as 
authorized  by  this  Commission  in  said  order,  and  concluded  an  agreement 
for  the  purchase  of  electrical  energy  generated  at  Honk  Falls,  Ulster  county; 
that  the  performance  of  said  contract  will  necessitate  the  construction  by  the 
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applicant  of  an  electric  line,  capable  of  transmitting  33,000  volts  of  electrical 
energy,  running  from  the  point  of  delivery  of  the  energy  to  be  purchased,  at 
High  Falls,  Ulster  county,  to  the  generating  plant  of  the  applicant  in  the  city 
of  Newburgh;  and  that  in  the  construction  of  said  transmission  line  the  ap- 
plicant proposes  to  purchase  and  in  part  reconstruct  approximately  three 
miles  of  transmission  line  now  owned  by  the  Poughkeepsie  Light,  Heat  and 
Power  Company,  and  to  use  in  the  incorporated  village  of  New  Faltz  the  pole 
system  of  The  Electric  Light  Company  of  New  Paltz;  and 

Whereas^  This  Commis<*ion  has  this  day,  in  further  orders  entered  in  the 
matters  of  certain  applications  supplementing  and  amplifying  the  petition 
herein,  approved  of  and  consented  to  the  transfer  by  the  Poughkeepsie  Light, 
Heat  and  Power  Company  to  the  applicant  of  the  three  miles  of  transmission 
line  aforesaid,  and  of  the  use  by  the  applicant  of  the  pole  line  of  The  Electric 
Light  Company  of  New  Paltz,  and  the  construction  of  said  transmission  line 
from  the  city  of  Newburgh  to  High  Falls;  and  it  appearing  desirable  to  change 
or  modify  the  said  original  order  so  as  to  permit  the  use  of  the  proceeds  of  the 
bonds  therein  authorized  to  be  issued  to  be  applied  to  the  purposes  set  forth 
in  said  petition;  now,  upon  the  aforesaid  application  and  accompanying  papers 
and  from  evidence  at  the  hearing,  and  after  due  deliberation,  it  is 

Ordered:  That  the  original  order  of  this  Commission  made  the  29th  day 
of  April,  1908,  in  the  matter  of  the  application  of  Newburgh  Light,  Heat  and 
Power  Company  for  leave  to  issue  convertible  ten-year  debenture  bonds  to 
the  amount  of  three  hundred  fifty  thousand  dollars,  the  same  being  recorded 
and  filed  in  this  office  as  Case  No.  282,  be  and  is  hereby  changed  and  modi- 
fied in  the  following  respect  and  no  other,  to  wit:  that  paragraph  "2"  of 
said  original  order  be  stricken  out,  and  that  there  be  substituted  in  place 
thereof,  with  the  same  force  and  effect  as  the  original  order,  the  following, 
to  wit:  2.  That  the  proceeds  of  said  three  hundred  thirty  defbenture  bonds 
shall  be  devoted  to  and  used  by  the  applicant,  the  Newburgh  Light,  Heat  and 
Power  Company,  for  its  corporate  purposes  as  follows,  and  no  other:  namely, 
for  the  discharge  and  lawful  refunding  of  its  obligations,  one  hundred  thirty- 
four  thousand  four  hundred  fifty  dollars  ($134,450)  ;  to  the  cost  of  \mder- 
ground  conduits,  twenty-five  thousand  dollars  ($25,000),  on  the  condition, 
however,  that  twenty-five  of  said  debenture  bonds  shall  be  set  aside  and  re- 
served until  such  time  as  construction  of  said  underground  conduits  is  de- 
sired to  be  begun,  and  that  said  bonds  shall  not  be  sold  or  the  proceeds  used 
as  aforesaid  until  there  has  been  filed  with  this  Commission  further  proof  in 
detail  of  the  cost  of  said  construction;  to  the  cost  of  new  gas  apparatus: 
including  two  boilers,  one  oil  tank,  and  new  street  mains,  fifteen  thousand 
dollars  ($16,000) ;  to  the  construction  work  required  on  the  thirty  miles  of 
high-tension  transmission  line  north  from  the  station  at  Newburgh  to  High 
Falls,  sixty- five  thousand  eight  hundred  forty  dollars  ($65,840) ;  to  the 
purchase  from  the  Poughkeepsie  Light,  Heat  and  Power  Company  of  the 
rights  of  way,  poles,  wires,  attachments,  and  the  entire  construction  of  ap- 
proximately three  miles  of  electrical  transmission  line,  commencing  at  the 
boundary  line  between  the  towns  of  Marlborough  and  Lloyd,  county  of  Ulster, 
and  running  thence  northerly  to  a  point  on  said  transmission  line  as  now 
maintained  at  or  near  the  Poughkeepsie  bridge  in  the  village  of  Highland,  in 
the  town  of  Lloyd,  county  of  Ulster,  State  of  New  York,  five  thousand  one 
hundred  sixty  dollars  ($5160)  ;  to  the  construction  of  sub-stations,  trans- 
formers, and  apparatus  in  connection  with  said  high-tension  transmission 
line,  twenty-five  thousand  dollars  ($25,000)  ;  to  the  construction  of  lines  to 
supply  current  to  the  Ashokan  Aqueduct  contractors,  eighteen  thousand  dol- 
lars ($18,000),  on  the  condition,  however,  that  eighteen  of  said  debenture 
bonds  shall  be  set  aside  and  reserved  for  such  construction,  and  shall  not  be 
sold  or  the  proceeds  used  therefor  until  the  routes  of  said  lines  have  been 
definitely  located  and  proof  thereof  filed  with  this  Commission  for  approval  of 
construction ;  to  general  construction  work  in  the  gas  and  electric  departments 
as  set  forth  in  the  petition  herein,  forty-one  thousand  five  hundred  fifty  dol- 
lars ($41,660). 

[Sec  Case  No.  282,  April  29,  1908,  pji^rt?  343;  and  three  orders  under  this 
same  date  and  case  number,  pages  302,  325,  326.] 
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(Case  No.  402]  State  of  New  Yqbk, 

Public  Service  Commission,  Second  District. 

At  a  session  of  the  Public  Service  Commission,  Second 
District,   held  at  the   Capitol,   Albany,  on  the  2l8t 
day  of  October,  1908. 
Present  : 
Frank  W.  Stevens,  Chairman, 
Thomas  ^L  Osborne, 
Martin  S.  Decker, 
James  E.  Saoue, 
John  B.  Olmsted, 

Commissioners. 

In  the  matter  of  the  Joint  Petition  of  the  Watertown 
Light  and  Power  Company,  the  Watertown  Gas 
Light  Company,  and  the  Watertown  Light  and 
Power  Company  (Consolidated),  under  sections  69 
and  70  of  the  Public  Service  Commissions  Law. 

The  Watertown  Light  and  Power  Company,  the  Watertown  Gas  Light  Com- 
pany, and  the  Watertown  Light  and  Power  Company  (consolidated),  having 
on  July  13,  1908,  filed  with  this  (Commission  a  joint  petition  under  sections 
69  and  70  of  the  Public  Service  Commissions  Law  for  approval  of  the  con- 
solidation of  said  two  first  named  companies  forming  the  last  named  com- 
pany, and  for  authority  to  said  last  named  company  to  issue  stock  and  bonds; 
and  a  public  hearing  on  said  petition  having  bc^n  held  by  this  Commission  in 
the  city  of  Albany  on  August  5,  1908,  Eton  R.  Brown  appearing  for  the  pe- 
titioners, and  /.  R.  Breen  appearing  for  the  city  of  Watertown  in  opposition; 
now,  upon  the  aforesaid  petition  and  accompanying  papers  and  arguments  at 
the  hearing,  and  briefs  of  counsel,  and  after  due  deliberation,  it  is 

Ordered:    That  said  joint  petition  be  and  it  is  hereby  denied. 


(Case  No.  5111  State  of  New  York, 

Public  Service  Commission,  Second  District. 

At  a  session  of  the  Public  Service  Commission,  Second 
District,   held   at  the  Capitol,  Albany,  on  the  22nd 
day  of  October,  1908. 
Present : 
Frank  W.  Stevens,  Chairman, 
Thomas  M.  Osborne, 
John  B.  Olmsted, 

Commissioners. 

In  the  matter  of  the  Petition  of  the  Deposit  Electric 
Company  of  Deposit,  N.  Y.,  under  section  69  of  the 
Public  Service  Commissions  Law  for  authority  to 
issue  demand  notes  to  the  amount  of  $6500. 

The  Deposit  Electric  Company  having  on  October  12,  1908,  filed  with  this 
Commission  its  petition  under  section  69  of  the  Public  Service  Commissions 
Law  for  authority  to  issue  demand  notes  to  the  amount  of  $6500,  the  pro-' 
ceeds  thereof  to  be  used  for  the  purchase,  and  installation  in  the  petitioner's 
power  plant  at  Deposit,  N.  Y.,  of  a  new  engine,  the  details  of  the  cost  being 
g^ven  in  the  petition;  and  it  being  the  opinion  of  this  C]k)mmission  that  the 
use  of  the  capital  to  be  secured  by  the  issuance  of  said  notes  is  reasonably 
required  for  the  said  purpose  of  the  corporation,  to  wit:  the  improvement  of 
its  service;  now,  after  due  deliberation,  it  is 

Ordered:  1.  That  under  section  69  of  the  Public  Service  O)mmissions  Law 
this  Commission  hereby  authorizes  the  Deposit  Electric  Company  of  Deposit, 
N.  Y.,  to  issue  its  demand  notes,  for  not  less  than  the  face  thereof,  to  the 
aggregate  amount  of  $6500,  to  bear  interest  at  not  more  than  6  per  cent. 
per  annum. 
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Ordered:  2.  That  the  proceeds  of  said  notes  shall  be  used  for  the  purchase, 
and  installation  in  the  petitioner's  power  plant  at  Deposit,  N.  Y.,  of  one  four- 
valve,  high-speed,  belted  steam  engine,  with  a  capacity  of  230  hp.,  as  de* 
scribed  in  the  petition  herein. 

Ordered:  3.  That  said  Deposit  Electric  Company  shall  within  six  months 
from  the  date  of  this  order  make  a  verified  report  to  this  Commission  settinff 
forth  the  factfl  in  relation  to  the  issue  of  said  notes  and  the  purchase  and 
installation  of  said  steam  engine. 


[Case  No.  639]  State  of  New  York, 

Public  Service  Commission,  Second  District. 

At  a  session  of  the  Public  Service  Commission,  Second 
District,   held   at  the   Capitol,  Albany,  on  the  27th 
day  of  October,  1908. 
Present: 
Frank  W.  Stevens,  Chairman, 
Thomas  M.  Osborne, 
Martin  S.  Decker, 
James  E.  Sague, 
John  B.  Olmsted, 

Commissionei  8. 

In  the  matter  of  the  Petition  of  The  Rome  Gas, 
Electric  Light  and  Power  Company,  under  section 
69  of  the  Public  Service  Commissions  Law,  for  au- 
thority to  issue  $10,000  in  bonds. 

The  Home  Gas,  Electric  Light  and  Power  Company  having  on  October  23, 
1908,  filed  with  this  Commission  its  petition  under  section  69  of  the  Public 
Service  Commissions  Law  for  authority  to  issue  $10,000  in  bonds  secured  by 
a  mortgage  executed  by  said  company  on  June  1,  1901,  for  the  sum  of  $400,- 
000,  under  which  $390,000  in  bonds  have  been  issued;  and  it  appearing  from 
the  petition  and  accompanying  papers  that  the  proceeds  of  the  bonds  here- 
inafter authorized  to  be  issued  are  to  be  used  to  pay  for  the  construction  and 
installation  of  a  six-foot  six-inch  water  gas  set,  with  foundations,  building, 
and  connections;  and  it  being  the  opinion  of  this  Commission  that  the  use  of 
the  capital  to  be  secured  by  the  issue  of  said  bonds  is  reasonably  required  for 
the  said  purposes  of  the  corporation;  now,  upon  the  aforesaid  petition  and 
accompanying  papers,  and  after  due  deliberation,  it  is 

Ordered:  1.  That  under  section  69  of  the  Public  Service  Commissions  Law 
this  Commission  hereby  authorizes  The  Home  Gas,  Electric  Light  and  Power 
Company  to  issue  its  thirty-year  five  per  cent,  bonds  to  the  amount  of  $10,000 
agreeable  to  the  terms  of  its  mortgage  executed  with  the  Union  Trust  Com- 
pany of  Detroit,  Michigan,  dated  June  1,  1901,  and  recorded  in  the  clerk's 
oflSce  of  Oneida  county. 

Ordered:  2.  That  none  of  the  bonds  hereby  authorized  to  be  issued  shall 
be  sold  for  less  than  ninety  per  cent,  of  their  par  value. 

Ordered:  3.  That  the  proceeds  of  said  $10,000  in  bonds  shall  be  devoted 
by  said  company  to  and  used  for  the  following  purposes  and  no  other,  to  wit: 
to  pay  in  part  for  the  construction  and  installation  of  a  six-foot  six-inch  water 
gas  set,  with  foundations,  building,  and  connections. 

Ordered:  4.  That  said  The  Home  Gas,  Electric  Light  and  Power  Company 
shall  make  verified  reports  to  this  Commission,  as  follows:  (a)  Upon  the 
sale  of  said  $10,000  in  bonds  authorized  by  this  order  to  be  issued,  the  fact 
of  such  sale,  the  terms  and  conditions  of  sale,  and  the  amount  realized  there- 
from, which  shall  not  be  less  than  ninety  per  cent,  of  their  par  value;  (6) 
when  the  proceeds  of  said  bonds  sliall  have  been  expended  in  accordance  with 
the  terms  of  this  order,  the  facts  in  detail  in  relation  to  such  expenditures. 


Appendix  J:  Obdebs  375 

[Oaac  No.  B29]  State  of  New  York, 

Public  Sebvice  Commission,  Second  Distbict. 

At  a  seesion  of  the  Public  Service  Commission,  Second 
District,  held  at  the  Capitol,  Albany,  on  the  17th  day 
of  November^  1908. 
Present : 

Frank  W.  Stevens,  Chairman, 
Mabtin  S.  Deckeb, 
James  E.  Sague, 
John  B.  Olmsted, 

Commissioners. 

In  the  matter  of  the  Application  of  the  BsoADAiiBiN 
Electbic  Light  and  Poweb  Company,  under  section  Supplemental 

69  of  the  Public  Service  Commissions  Law,  for  author-  Order, 

ity  to  issue  $18,000  in  bonds. 

After  due  deliberation,  it  is 

Ordered:  That  the  Broadalbin  Electric  Light  and  Power  Company  be  and 
it  is  hereby  authorized  to  issue  one  of  its  twenty-year  five  per  cent,  coupon 
bonds  of  the  par  value  of  $600,  for  the  par  value  thereof,  pursuant  to  the  let- 
ter of  the  said  company  dated  November  13,  1908. 

[See  Case  No.  329,  September  24,  1908,  page  369.] 


[Case  No.  6]  State  of  New  Yobk, 

Public  Sebvice  Commission,  Second  Distbict. 

At  a  session  of  the  Public  Service  Commission,  Second 
District,  held  at  the  Capitol,  Albany,  N.  Y.,  on  the 
Ist  day  of  December,  1908. 
Present : 
Fbank  W.  Stevens,  Chairman, 
Thomas  M.  Osbobne, 
Mabtin  S.  Deckeb, 
James  E.  Sague, 
John  B.  Olmsted, 

Commissioners. 
In  the  matter  of  the  Rockland  Light  and  Poweb  Com- 
pany of  Nyack,  Rockland  county,  N.  Y.,  for  leave  to 
issue  general  mortgage  five  per  cent,  thirty-year  gold 
bonds  to  the  amount  of  five  hundred  thousand  dollars 
($500,000)  out  of  a  total  authorized  issue  of  one  mil- 
lion dollars  ($1,000,000). 

In  the  matter  of  the  Application  of  the  Rockland 
Light  and  Poweb  Company  supplemental  to  the 
above  entitled  application. 

WhereaSf  The  Rockland  Light  and  Power  Company  was  authorized  by  order 
of  this  Commission  dated  August  21,  1907,  to  increase  its  bonded  indebted- 
ness from  three  himdred  thousand  dollars  ($300,000)  to  five  hundred  thou- 
sand dollars  ($500,000)  by  the  issue  of  five  hundred  (500)  bonds  of  the  par 
value  of  one  thousand  dollars  ($1000)  each,  secured  by  a  general  mortgage 
or  deed  of  trust  covering  all  the  properties  or  property  then  held  or  there- 
after to  be  acquired,  said  mortgage  being  given  to  secure  one  million  dollars 
($1,000,000)  of  general  mortgage  five  per  cent,  thirty-year  gold  bonds;  and 

Whereas,  By  reason  of  the  financial  depression  prevailing  shortly  thereafter 
the  mortgage  so  authorized  was  not  made;  and  the  Rockland  Light  and  Power 
Company,  by  petition  verified  November  13,  1908,  supplemental  to  the  afore- 
said application,  now  asks  that  the  form  of  the  mortgage  submitted  and  filed 
with  the  said  supplemental  petition  be  approved  by  this  Commission  as  in 
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compliance  with  the  aforesaid  order  of  August  21,  1907,  and  that  the  peti- 
tioner have  leave  to  designate  such  mortgage  as  a  first  mortgage  and  the  honds 
to  be  issued  thereunder  as  first  mortgage  bonds;  and  that  out  of  the  bonds 
authorized  by  the  aforesaid  order  to  ^  sold  the  petitioner  have  leave  to  pur- 
chase the  certain  two  notes  of  the  Rockland  Electric  Company  referred  to 
in  the  said  supplemental  petition  aggregating  seventeen  thousand  dollars 
($17,000)  of  principal,  and  also  the  consolidated  mortgage  bonds  of  the  Nyack 
Gas  Light  and  Fuel  Company  referred  to  in  the  said  supplemental  petition 
aggregating  fifteen  thousand  dollars  ($15,000)  of  principal;  and 

Whereas,  DavieSf  Stone  d  Auerbach  {Charles  T.  Tuttle,  esq.,  of  counsel)  have 
appeared  for  the  petitioner,  and  the  said  supplemental  application  has  come 
on  for  determination  'before  this  Commission,  and  hearings  have  been  had  and 
evidence  taken  thereon  at  the  office  of  the  Commission  in  the  Capitol  in  the 
city  of  Albany  on  the  24th  and  30th  days  of  November,  1908 ;  and 

Whereas,  In  the  opinion  of  this  Commission  the  use  of  the  capital  to  be 
secured  by  the  issue  of  the  said  five  hundred  thousand  dollars  ($500,000)  of 
bonds  hereinafter  authorized  is  reasonably  required  for  the  purposes  of  the 
corporation  as  set  forth  in  the  said  petitions  and  accompanying  papers: 
namely,  the  acquisition  of  property,  the  extensions  and  improvements  of  its 
plant  and  distributing  system,  the  maintenance  and  improverment  of  its  service, 
and  the  discharge  and  lawful  refunding  of  its  obligations,  as  described  in  a 
certified  copy  of  a  resolution  of  tlie  board  of  directors  of  the  petitioner  adopted 
June  12,  1907,  attached  to  the  original  petition  herein  and  in  the  said  sup- 
plemental petition;  now,  upon  the  said  supplemental  petition  and  the  accom- 
panying papers  and  the  evidence  taken  at  said  hearings,  and  after  due 
consideration,  the  use  of  the  capital  to  be  secured  by  the  issue  of  the  bonds 
hereinafter  authorized  being  in  the  opinion  of  the  Commission  reasonably 
required  for  the  purposes  of  the  corporation  herein  specified,  it  is 

Ordered:  1.  That  this  Commission  hereby  authorizes  Rockland  Light  and 
Power  Company  to  make,  execute,  and  deliver  to  the  Guaranty  Trust  Com- 
pany of  New  York  as  trustee,  or  to  some  other  proper  trustee  to  be  selected 
by  the  said  company,  a  first  mortgage  upon  all  of  its  property  and  franchises 
now  owned  or  hereafter  to  be  acquired,  with  the  rents,  issues,  income,  and 
profits  thereof,  to  secure  payment  of  a  series  of  first  mortgage  thirty-year 
five  per  cent,  gold  bonds  to  the  aggregate  of  one  million  dollars  ($1,000,000) 
of  principal,  Searing  interest  at  the  rate  of  five  per  cent,  per  annum,  such 
mortgage  to  be  in  the  form  submitted  with  the  aforesaid  supplemental  peti- 
tion, which  said  form  is  hereby  approved  as  in  compliance  with  the  aforesaid 
order  of  August  21,  1907,  as  modified  by  this  order;  and  it  is  further 

Ordered:  2.  That  this  Commission  hereby  authorizes  said  Rockland  Light 
and  Power  Company  to  issue  thirty-year  gold  bonds,  bearing  interest  at  the 
rate  of  fiy^  per  cent,  per  annum,  to  the  amount  of  five  hundred  thousand 
dollars  ($500,000)  to  be  secured  by  the  aforesaid  mortgage,  each  of  said 
bonds  to  be  of  the  denomination  of  one  thousand  dollars  ($1000)  ;  said  bondn 
other  than  those  to  be  exchanged  as  hereinafter  provided  not  to  be  sold  at 
less  than  ninety  per  cent,  of  their  par  value. 

Ordered:  3.  That  the  proceeds  of  said  bonds  be  devoted  to  and  used  for 
the  following  purposes  and  no  others,  viz.:  Three  hundred  thousand  dollars 
($300,000)  U>  be  exchanged  for  and  to  retire  a  like  amount  of  five  per  cent, 
forty-year  bonds  of  the  said  company  which  mature  November  1,  1941;  to 
acquire  two  notes  of  the  Rockland  Electric  Company  aggregating  seventeen 
thousand  dollars  ($17,000)  of  principal,  now  held  by  certain  banks,  the  said 
notes  being  the  notes  referred  to  in  the  aforesaid  supplemental  petition;  to 
acquire  the  outstanding  consolidated  mortgage  bonds  of  the  Nyack  Gas  Light 
and  Fuel  Company  aggregating  fifteen  thousand  dollars  ($15,000)  in  prin- 
cipal, said  bonds  being  the  consolidated  mortgage  bonds  of  the  Nyack  Gas 
Light  and  Fuel  Company  referred  to  in  the  aforesaid  supplemental  petition; 
and  the  remainder  of  the  said  proceeds  to  be  used  in  payment  for  extensions 
and  betterments  of  the  company's  property  already  ordered  and  contracted 
for,  including  indebtedness  incurred  for  payments  made  thereon  as  specified 
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and  described  in  a  certified  copy  of  a  resolution  of  the  board  of  directors  of 
the  said  company  adopted  June  12,  1907,  and  attached  to  the  original  peti- 
tion herein;  and  for  additional  betterments  and  extensions  described  in  the 
said  original  petition  to  the  extent  which  the  said  remaining  proceeds  will 
purchase  or  construct  the  same;  that  upon  the  completion  of  the  exchange 
of  the  bonds  to  the  amount,  par  value,  $300,000,  for  the  like  amount  of  five 
per  cent,  forty-year  bonds,  the  said  retired  bonds  shall  be  canceled  and  the 
mortgage  securing  the  same  be  duly  discharged  of  record,  and  a  verified  report 
thereof  made  to  this  Commission;  and  it  is  further 

Ordered:  4.  That  said  Rockland  Light  and  Power  Company  make  verified 
reports  to  this  Commission,  as  follows:  (a)  Upon  the  sale  of  said  bonds,  or 
any  part  thereof^  the  fact  of  such  sale,  and  the  amount  for  which  said  bonds 
were  sold,  and  upon  the  exchange  of  any  bonds  a  like  report  as  to  the  fact; 
(6)  at  the  termination  of  each  and  every  period  of  three  months  after  th^ 
making  of  this  order,  the  disposition  and  use  made  of  the  proceeds  of  said 
bonds,  setting  forth  in  reasonable  detail  the  purposes  for  which  said  proceeds 
were  used;  said  reports  shall  be  made  until  all  the  proceeds  of  said  bonds  shall 
have  been  expended  or  used  pursuant  to  the  provisions  of  this  order. 

Ordered:  5.  That  the  aforesaid  order  made  and  dated  August  21,  1907,  be 
deemed  and  it  hereby  is  modified  as  provided  in  this  order,  and  as  so  modified 
to  be  and  remain  in  full  force. 


[Case  No.  446]  State  of  New  Yobk, 

Public  Sebvice  Comkission,  Second  Distbict. 

At  a  session  of  the  Public  Service  Conmiission,  Second 
District,  held  at  the  Capitol,  Albany,  on  the  2d  day 
of  December,  1908. 
Present : 
Fbakk  W.  Stevens,  Chairman, 
TUOMAS  M.  Osbobne, 
Mabtin  S.  Deckeb, 
Jambs  E.  Saoue, 
John  B.  Olmsted, 

Commissioners. 

In  the  matter  of  the  Petition  of  the  Tbi-Countt 
Natural  Gas  Company  under  section  CO  of  the 
Public  Service  Commissions  Law  for  authority  to 
issue  $35,000  common  capital  stock. 

The  Tri-County  Natural  Gas  Company  having  on  August  10,  1908,  filed 
with  this  Commission  its  petition  under  section  69  of  the  Public  Service  Com- 
missions Iaw  for  authority  to  issue  $35,000  common  capital  stock,  par  value 
$100  a  share;  and  a  hearing  on  said  petition  having  been  held  by  Commis- 
sioners Stevens  and  Olmsted  of  this  Commission  in  the  city  of  Buffalo  on 
November  27,  1908,  J.  S.  L,  Purdy  appearing  for  the  petitioner;  and  it  appear- 
ing that  the  proceeds  of  said  capital  stock  are  to  be  used  for  the  construction 
and  completion  of  its  plant  and  distributing  system  and  the  payment  of  its 
obligations  incurred  in  organization  and  proceedings  before  this  Commission 
as  set  forth  in  the  schedules  annexed  to  said  petition;  now,  upon  the  afore- 
said petition  and  accompanying  papers  and  evidence  at  the  hearing,  and  after 
due  deliberation,  it  is 

Ordered:  1.  That  under  section  69  of  the  Public  Service  Commissions  Law 
this  Commission  hereby  authorizes  the  Tri-County  Natural  Gas  Company  to 
issue  $35,000  common  capital  stock  of  said  company  of  the  par  value  of  $100 
a  share,  the  use  of  the  capital  to  be  secured  by  the  issue  of  said  stock  being 
in  the  opinion  of  this  Commission  reasonably  required  for  the  said  purposes 
of  the  said  corporation. 

Ordered:  2.  That  said  $35,000  common  capital  stock  shall  be  issued  only 
at  par  and  for  cash. 
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Ordered:  3.  That  the  proceeds  of  said  $35,000  common  capital  stock  shall 
be  devoted  by  said  Tri-County  Natural  Gas  Company  to  and  used  for  the 
following  purposes  and  no  other,  to  wit:  the  construction  and  completion  of 
its  plant  and  distributing  system  and  the  payment  of  its  obligations  incurred 
in  organization  and  proceedings  before  this  Commission  as  set  forth  in  the 
schedules  annexed  to  the  petition  herein. 

Ordered:  4.  That  the  Tri-Coimty  Natural  Gas  Company  shall  make  veri- 
fied reports  to  this  Commission,  as  follows :  (a)  Upon  the  sale  of  said  $35,000 
common  capital  stock  or  any  part  thereof,  the  fact  of  such  sale,  the  terms 
and  conditions  of  sale,  and  the  amo\mts  realized  therefrom,  (6)  at  the 
termination  of  each  and  every  period  of  six  months  from  the  djate  of  this 
order,  the  disposition  and  use  made  of  the  proceeds  of  said  stock,  setting 
forth  in  reasonable  detail  the  purposes  to  which  the  proceeds  have  been  de- 
voted ;  and  that  such  reports  shall  be  made  until  all  the  proceeds  of  said  stock 
have  been  expended  pursuant  to  the  provisions  of  this  order. 

[See  Case  No.  445,  December  2,  1908,  page  308.] 


[Case  No.  571]  State  of  New  York, 

Public  Service  Comkission,  Second  Distbict. 
At  a  session  of  the  Public  Service  Commission,  Second 
District,  held  at  the  Capitol,  Albany,  on  the  2d  day 
of  December,  1908. 
Present : 
Frank  W.  Stevens,  Chairman, 
Thomas  M.  Osborne, 
Martin  S.  Decker, 
James  E.  Sague, 
John  B.  Olmsted, 

Commissioners. 

In  the  matter  of  the  Petition  of  the  Clear  Creek  Oil 

AND  Gas  Company,  under  section  69  of  the  Public 

Service    Commissions    Law,    for    authority    to    issue 

$15,000  common  capital  stock. 

The  Clear  Creek  Oil  and  Gas  Company  having  on  November  12,  1908,  filed 
with  this  Commission  its  petition  under  section  69  of  the  Public  Service  Com- 
missions Law  for  authority  to  issue  $15,000  common  capital  stock,  par  value 
$100  a  share;  and  a  hearing  on  said  petition  having  been  held  by  Commis- 
sioners Stevens  and  Olmsted  of  this  Commission  in  the  city  of  Buffalo  on 
November  27,  1908,  Frank  Kohn  appearing  for  the  petitioner;  and  it  appear- 
ing that  more  than  $12,000  in  cash  has  been  expended  by  the  company  in  the 
construction  of  its  plant,  distributing  system,  and  drilling  of  its  natural  gas 
wells,  for  which  an  equal  amount  of  capital  stock  at  par  is  now  proposed  to 
be  issued;  and  it  further  appearing  that  the  remaining  $3000  capital  stock 
proposed  is  to  be  issued  for  cash  at  par,  and  the  proceeds  used  from  time  to 
time  in  the  extension  of  petitioner's  distributing  system,  and  purchase  of 
meters  and  other  tools  and  machinery;  now,  upon  the  aforesaid  petition  and 
evidence  at  the  hearing,  and  after  due  deliberation,  it  is 

Ordered:  1.  That  under  section  69  of  the  Public  Service  Commissions  Law 
this  Commission  hereby  authorizes  the  Clear  Creek  Oil  and  Gas  Company  to 
issue  $15,000  common  capital  stock  of  said  company  of  the  par  value  of  $100 
a  share,  the  use  of  the  capital  to  be  secured  by  the  issue  of  said  stock  being 
in  the  opinion  of  this  Oonmiission  reasonably  required  for  the  said  purposes 
of  said  corporation. 

Ordered:  2.  That  said  $15,000  common  capital  stock  shall  not  be  issued 
for  less  than  its  par  value. 

Ordered:  3.  That  $12,000  of  said  common  capital  stock  may  be  issued  at 
once  for  that  amount  of  money  actually  paid  to  said  company  by  its  stock- 
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holders  and  which  was  expended  by  it  in  the  construction  of  its  plant,  dis- 
tributing system,  and  drillmg  of  its  natural  gas  wells;  and  that  the  proceeds 
of  $3000  of  said  common  capital  stock  may  be  issued  at  not  less  than  par 
and  for  cash,  hereafter  at  the  option  of  petitioner's  directors,  and  the  proceeds 
shall  be  devoted  to  and  used  for  the  following  purposes  and  no  other,  to  wit: 
the  extension  of  petitioner's  distributing  system,  and  purchase  of  meters  and 
other  tools  and  machinery. 

Ordered:  4.  That  the  petitioner  shall  make  verified  reports  to  this  Com- 
mission, as  follows:  (a)  Upon  the  issuance  of  said  $12,000  common  capital 
stock  or  any  part  thereof  the  facts  in  relation  thereto,  including  the  names 
of  those  to  whom  issued  and  the  number  of  shares  issued  to  each;  (6)  upon 
the  sale  of  said  $3000  common  capital  stock  or  any  part  thereof  the  fact  of 
such  sale,  the  terms  and  conditions  of  sale,  and  the  amounts  realized  there- 
from, which  shall  not  be  less  than  the  par  value  of  said  stock;  (c)  at  the 
termination  of  each  and  every  period  of  six  months  from  the  date  of  this 
order,  the  disposition  and  use  made  of  the  proceeds  of  said  $3000  common 
capital  stock,  setting  forth  in  reasonable  detail  the  purposes  to  which  the 
proceeds  have  been  devoted;  and  that  such  reports  shall  be  made  until  all  of 
the  proceeds  of  said  $3000  stock  have  been  expended  pursuant  to  the  terms 
of  this  order. 

[See  Case  No.  399,  July  16,  1908,  page  297.] 


[Case  No.  694]  State  of  New  Yobk, 

Public  Service  Commission,  Second  District. 

At  a  session  of  the  Public  Service  Commission,  Second 
District,  held  at  the  Capitol,  Albany,  on  the  7th  day 
of  December,  1908. 
Present : 
Frank  W.  Stevens,  Chairman, 
Thomas  M.  Osborne, 
Martin  S.  Decker, 
James  E.  Saoue, 
John  B.  Olmsted, 

Commissioners. 

In  the  matter  of  the  Petition  of  the  Sauoerties  Gas 
Light  Company  for  consent  to  issue  capital  stock. 

On  reading  and  filing  the  petition  of  the  Saugerties  Gas  Light  Company  of 
the  village  of  Saugerties,  county  of  Ulster,  verified  the  12th  day  of  November, 
1908,  and  filed  in  this  office  November  24,  1908,  for  consent  to  increase  its 
capital  stock  from  $32,000  to  $50,000  by  the  issue  of  seven  hundred  and 
twenty  shares  of  additional  capital  stock  of  the  par  value  of  $25  each;  and 
the  attached  affidavit  of  Thomas  F.  Walsh,  superintendent  of  said  company, 
verified  the  12th  day  of  November,  1908,  in  support  of  said  petition;  and  it 
appearing  that  the  company  proposes  to  sell  said  $18,000  stock  at  not  less 
than  par,  and  to  devote  the  proceeds  realized  therefrom  to  the  discharge  or 
lawful  refunding  of  its  obligations,  and  for  extensions  and  improvements  to 
its  plant  and  distributing  system,  and  for  the  improvement  and  maintenance 
of  its  service,  all  of  which  expenditures  are  set  forth  and  described  in  detail 
in  the  petition;  and  it  being  the  opinion  of  the  Commission  that  the  use  of 
the  capital  to  be  secured  by  the  issue  of  said  stock  is  reasonably  required  by 
the  applicant  for  said  purposes;  now,  after  due  deliberation,  it  is 

Ordered:  1.  That  this  Conunission  hereby  consents  to  the  issue  by  the  said 
Saugerties  Gas  Light  Company  of  additional  capital  stock  in  the  amount  of 
eighteen  thousand  dollars  ($18,000),  to  consist  of  seven  hundred  twenty  (720) 
shares  of  stock  of  the  par  value  of  twenty-five  dollars  ($25)  each,  and  the 
sale  thereof  at  not  less  than  said  par  value. 

Ordered:  2.  That  the  proceeds  realized  from  the  sale  of  said  stock  shall 
be  devoted  to  and  used  by  the  said  Saugerties  Gas  Light  Company  for  the 
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following  purposes  and  for  no  other,  to  wit:  for  improvements  to  its  plant, 
consisting  of  the  installation  of  one  purifying  box,  one  condenser,  one  tar 
extractor,  one  Fleming  half-depth  bench  of  four  retorts  to  replace  direct 
firing  bench  of  three  retorts,  one  tar  well,  and  enlargement  of  coal  bin,  one 
thousand  eight  hundred  sixty-nine  dollars  ($1869);  to  improvements  to 
distributing  system,  consisting  of  two  thousand  (2000)  feet  of  eight-inch 
oast-iron  pipe,  one  thousand  (1000)  feet  of  six-inch  pipe,  two  thousand 
(2000)  feet  of  two-inch  pipe,  and  the  installation  of  one  hundred  (100)  new 
services  and  one  hundred  fifty  (150)  meters,  six  thousand  six  hundred  twenty- 
five  dollars  ($6625) ;  to  the  discharge  or  lawful  refunding  of  its  obligations, 
consisting  of  certain  promissory  notes  for  twelve  months  each,  and  dated 
respectively  January  1,  1908,  to  William  R.  Kenan,  jr.,  for  four  thousand 
forty  dollars  and  thirty  cents  ($4040.30) ;  to  Robert  D.  Goodman,  three 
thousand  five  hundred  sixty-four  dollars  and  ninety-six  cents  ($3564.96) ; 
to  Thomas  F.  Walsh,  one  thousand  nine  hundred  one  dollars  and  thirty-two 
cents  ($1901.32);  and  amounting  in  all  to  nine  thousand  five  hundred  six 
dollars  and  fifty -eight  cents  ($9500.58). 

Ordered:  3.  That  said  Saugerties  Gas  Light  CJompany  make  verified  reports 
to  this  Commission,  as  follows:  (a)  Upon  the  sale  of  said  stock  or  any  part 
thereof  the  fact  of  such  sale  and  the  amount  for  which  said  stock  was  sold; 
(6)  at  the  termination  of  each  and  every  period  of  three  months  after  the 
making  of  this  order,  the  disposition  and  use  made  of  the  proceeds  of  said 
stock,  setting  forth  in  reasonable  detail  the  purposes  for  which  said  proceeds 
were  used;  said  reports  shall  be  made  until  all  the  proceeds  of  said  stock 
shall  have  been  expended  or  used  pursuant  to  the  provisions  of  this  order. 


[Case  No.  586]  State  of  New  York, 

Public  Sebvice  Commission,  Second  Distbict. 

At  a  session  of  the  Public  Service  Commission,  Second 
District,   held   at  the   Capitol,   Albany,   on   the   18th 
day  of  December,  1908. 
Present: 
Frank  W.  Stevens,  Chairman, 
Martin  S.  Decker, 
James  £.  Saoue, 

Commissioners. 

In  the  matter  of  the  Petition  of  the  Genesee  Vallet 
Power  Company,  under  section  69  of  the  Public 
Service  Commissions  Law,  for  authority  to  execute 
and  deliver  a  first  mortgage  for  $18,000  and  to  issue 
an  equal  amount  of  bonds  to  be  secured  by  said 
mortgage. 

The  Genesee  Valley  Power  Company  having  on  November  18,  1908,  filed 
with  this  Commission  its  petition  under  section  69  of  the  Public  Service 
Commissions  Law  for  authority  to  execute  and  deliver  a  first  mortgage  for 
$18,000  covering  all  the  property  and  franchises  of  said  company,  and  to 
issue  an  equal  amount  in  bonds  bearing  5  per  cent,  interest  per  annum  to 
be  secured  by  said  mortgage:  one  thousand  dollars  of  said  bonds  to  be 
payable  on  or  before  January  1,  1910,  and  one  thousand  dollars  on  or  before 
the  1st  day  of  each  January  thereafter,  until  all  are  paid;  and  it  appearing 
that  the  proceeds  of  said  bonds  are  to  be  used  exclusively  for  the  payment  of 
outstanding  notes  of  said  corporation,  the  amount  so  outstanding  being  about 
the  sum  of  $18,750,  the  proceeds  of  which  were  used  by  said  company  for  the 
acquisition  of  property  and  the  construction,  completion,  and  extension  of  its 
facilities;  now,  upon  the  aforesaid  petition  and  accompanying  papers,  and 
after  due  deliberation,  and  it  being  the  opinion  of  this  Commission  that 
the  use  of  the  capital  to  be  secured  by  the  execution  and  delivery  of  the 
mortgage  and  the  issuance  of  the  mortgage  bonds  hereby  authorized  is 
reasonably  required  for  the  said  purposes  of  the  corporation,'  it  is 
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Ordered:  1.  That  under  serction  69  of  the  Public  Service  Commissions  Law 
this  Commission  hereby  authorizes  the  (Jenesee  Valley  Power  Company  to 
execute  and  deliver  to  some  proper  trustee  to  be  selected  by  it  a  first  mortgage 
covering  all  the  property  and  franchises  of  said  company,  to  secure  the 
payment  of  $18,000  in  bonds  of  said  company  hereby  authorial  to  be  issued. 

Ordered:  2.  That  under  section  69  of  the  Public  Service  Commissions  Law 
this  Commission  hereby  authorizes  the  (Jenesee  Valley  Power  Company  to 
issue  $18,000  in  bonds  bearing  interest  at  the  rate  of  5  per  cent,  per  annum, 
one  thousand  dollars  of  which  bonds  shall  be  payable  on  or  before  January 
1,  1910,  and  one  thousand  dollars  on  or  before  the  1st  day  of  each  January 
thereafter,  until  all  are  paid. 

Ordered:  3.  That  said  bonds  shall  not  be  sold  or  disposed  of  at  less  than 
their  par  value  without  the  further  order  of  this  Commission. 

Ordered:  4.  That  the  proceeds  of  said  bonds  shall  be  devoted  by  the  Genesee 
Valley  Power  Company  to  and  used  exclusively  for  the  payment  of  out- 
standing noteB  of  the  said  corporation,  the  amount  so  outstanding  being 
about  the  sum  of  $18,750,  as  set  forth  in  the  petition  of  said  company. 

Ordered:  5.  That  said  Genesee  Valley  Power  Company,  upon  the  issuance 
of  said  mortgage  and  said  mortgage  bonds  and  payment  of  said  notes,  shall 
make  a  verified  report  to  this  Commission,  setting  forth  in  detail  the  facts 
of  such  transactions. 


[Case  No.  605]  State  of  New  York, 

PuBUC  Sebvick  Commission,  Second  District. 

At  a  session  of  the  Public  Service  Commission,  Second 
District,   held   at   the   Capitol,   Albany,   on   the    18th 
day  of  December,  1908. 
Present : 
Frank  W.  Stevens,  Chairman, 
Martin  S.  Decker, 
James  E.  Saoue, 

Commissioners. 

In  the  matter  of  the  Application  of  The  Southern 
Dutchess  Gas  and  Electric  Company  for  amend- 
ment of  an  order  dated  June  5,  1907,  of  the  former 
Commission  of  Gas  and  Electricity. 

Upon  the  application  of  The  Southern  Dutchess  Gas  and  Electric  Company, 
and  after  hearing  and  due  deliberation,  it  is 

Ordered:  That  the  order  of  the  former  Commission  of  Gas  and  Electricity 
made  on  the  5th  day  of  June,  1907,  in  the  matter  of  the  application  of  said 
company  for  consent  to  issue  5  per  cent,  twenty -year  second  mortgage  bonds 
to  the  amount  of  $23,500,  be  and  hereby  is  amended,  so  far  as  it  lies  in  the 
power  of  this  Commission  to  amend  the  same,  by  striking  out  in  said  order 
the  words  and  figures  "  seven  thousand  feet  of  eight-inch  mains,  $8500,"  and 
inserting  in  place  thereof  the  words  and  figures  "  to  pay  note  of  $8000  given 
for  money  used  in  laying  mains  and  for  use  in  laying  further  mains,  $8500  " ; 
and  this  Commission  does  hereby  authorize  said  company  to  issue  its  bonds 
to  the  amount  of  $8500  for  the  purposes  set  forth  in  said  amendment  to 
said  order,  said  bonds  to  be,  however,  a  part  of  the  total  issue  of  $23,500 
authorized  by  said  order  of  the  Commission  of  Gas  and  Electricity;  the  use 
of  the  capital  to  be  secured  by  the  issue  of  said  bonds  being  in  the  opinion 
of  the  Commission  reasonably  required  for  the  said  purposes  of  the  corporation. 
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[Case  No.  623]  State  of  New  York, 

Public  Service  Commission,  Second  District. 

At  a  session  of  the  Public  Service  Commission,  Second 
District,   held   at  the   Capitol,  Albany,  on  the   18th 
day  of  December,  1908. 
Present: 
Frank  W.  Stevens,  Chairman, 
Martin  S.  Decker, 
James  £.  Saoue, 

Commissioners. 

In  the  matter  of  the  Petition  of  the  Katonah  Light- 
ing Company,  under  section  69  of  the  Public 
Service  Commissions  Law,  for  authority  to  issue 
$10,000  common  capital  stock. 

The  Katonah  Lighting  Company  having  on  December  8,  1908,  filed  with 
this  Commission  its  petition  under  section  69  of  the  Public  Service  Com- 
missions Law  for  authority  to  issue  $10,000  common  capital  stock,  par  value 
$100  a  share;  and  it  appearing  that  the  proceeds  of  said  capital  stock  are 
to  be  used  for  the  improvement  of  the  petitioner's  plant  and  extension  of 
its  distributing  system,  as  set  forth  in  detail  in  said  petition;  now,  upon 
the  aforesaid  petition  and  accompanying  papers,  and  after  due  deliberation, 
it  is 

Ordered:  1.  That  under  section  69  of  the  Public  Service  Commissions  Law 
this  Commission  hereby  authorizes  the  Katonah  Lighting  Company  to  issue 
$10,000  common  capital  stock  of  said  company  of  the  par  value  of  $100  a 
share,  the  use  of  the  capital  to  be  secured  by  the  issue  of  said  stock  betng 
in  the  opinion  of  this  Commission  reasonably  required  for  the  said  purposes 
of  the  said  corporation. 

Ordered:  2.  That  said  $10,000  common  capital  stock  shall  be  issued  only 
for  cash  at  the  par  value  thereof. 

Ordered:  3.  That  the  proceeds  of  said  $10,000  common  capital  stock  shall 
be  devoted  by  said  Katonah  Lighting  Company  to  and  used  for  the  following 
purposes  and  no  other,  to  wit:  the  improvement  of  its  plant  and  extension 
of  its  distributing  system,  as  set  forth  in  detail  in  said  petition. 

Ordered:  4.  That  the  Katonah  Lighting  Company  shall  make  verified 
reports  to  this  Commission,  as  follows:  (a)  Upon  the  sale  of  said  $10,000 
common  capital  stock,  or  any  part  thereojf,  the  fact  of  such  sale,  the  terms 
and  conditions  of  sale,  and  the  amounts  realized  therefrom,  which  shall  not 
be  less  than  the  par  value  of  said  stock;  (6)  at  the  termination  of  each  and 
every  period  of  six  months  from  the  date  of  this  order,  the  disposition  and 
use  made  of  the  proceeds  of  said  stock,  setting  forth  in  reasonable  detail  the 
purposes  to  which  the  proceeds  have  been  devoted;  and  that  such  reports 
shall  be  made  until  all  the  proceeds  of  said  stock  have  been  expended 
pursuant  to  the  provisions  of  this  order. 
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[Case  No.  634]  State  of  New  Yobk, 

PXTBUG   SEBTICE  COMMISSION,   SECOND  DlSTBICT. 

At  a  session  of  the  Public  Service  Commission,  Second 
District,  held  at  the  Capitol,  Albany,  on  the   18th 
day  of  December,  1908. 
Present: 
Fbank  W.  Stevens,  Chairman, 
Mabtin  S.  Decker, 
James  £.  Saque, 

Commissioners. 

In  the  matter  of  the  Petition  of  the  Rochester  Rail- 
way AND  Light  Company,  under  section  69  of  the 
Public  Service  Commissions  Law,  for  authority  to 
issue  $10,000  in  bonds  under  its  eonsolidated  mort- 
gage dated  June  15,  1904. 

The  Rochester  Railway  and  Light  Company  having  on  December  15,  1908, 
filed  with  this  Commission  its  petition  under  section  69  of  the  Public  Service 
Commissions  Law  for  authority  to  issue  $10,000  in  bonds,  bearing  interest 
at  the  rate  of  5  per  cent,  per  annum,  payable  on  the  Ist  day  of  July,  1954, 
pursuant  to  the  terms  and  conditions  of  its  consolidated  trust  mortgage 
dated  the  15th  day  of  June,  1904,  executed  to  the  Security  Trust  Company 
of  Rochester  as  trustee,  the  proceeds  of  said  bonds  to  be  used  exclusively  in 
paying  a  mortgage  upon  certain  property  owned  by  said  company;  now,  upon 
the  aforesaid  petition,  and  after  due  deliberation,  it  is 

Ordered:  1.  That  under  section  69  of  the  Public  Service  Commissions  Law 
this  Commission  hereby  authorizes  the  Rochester  Railway  and  Light  Com- 
pany to  issue  its  bonds  to  the  amount  of  $10,000,  bearing  interest  at  the 
rate  of  5  per  cent,  per  annum,  payable  on  the  Ist  day  of  July,  1954,  pursuant 
to  the  terms  and  conditions  of  its  consolidated  trust  mortgage  dated  the  15th 
day  of  June,  1904,  executed  to  the  Security  Trust  Company  of  Rochester 
as  trustee. 

Ordered:  2.  That  said  $10,000  in  bonds  be  sold  at  not  less  than  95  per 
cent,  of  their  par  value. 

Ordered:  3.  That  the  proceeds  of  said  $10,000  in  bonds  shall  be  used 
exclusively  in  paying  a  mortgage  upon  certain  property  owned  by  said  com- 
pany, said  mortgage  having  been  executed  by  Wray  L.  Cole  to  the  University 
of  Rochester,  for  $20,000,  on  the  26th  day  of  July,  1900. 

Ordered:  4.  That  said  Rochester  Railway  and  Light  Company  shall  make 
verified  reports  to  this  Commission,  as  follows:  (a)  Upon  the  sale  of  said 
$10,000  in  bonds,  or  any  part  thereof,  the  fact  of  such  sale,  the  terms  and 
conditions  of  sale,  and  the  amounts  realized  therefrom,  in  accordance  with 
the  terms  of  this  order;  (5)  within  sixty  days  from  the  date  of  this  order, 
the  disposition  and  use  made  of  the  proceeds  of  said  bonds,  in  accordance 
with  the  terms  of  this  order. 
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[Case  No.  143]  State  of  New  Yobk, 

Public  Service  Commission,  Second  District. 

At  a  session  of  the  Public  Service  Commission,  Second 
District,  held  at  the  Capitol,  Albany,  on  the  11th 
day  of  February,  1908. 

Present : 
Frank  W.  Stevens,  Chairman, 
Cuarles  H.  Keep, 
Thomas  M.  Osborne^ 
Martin  S.  Decker, 
James  E.  Sague, 

Commissioners. 

In  the  matter  of  the  Complaint  of  M.  P.  Mason  against 
The  New  York  Central  and  Hudson  River  Rail- 
road Company. 

The  complainant  having  withdrawn  the  complaint. 

Ordered:  That  the  matter  be  closed  on  the  records  of  this  Commission, 
and  that  the  hearing  therein  set  for  Wednesday,  February  12,  1908,  10  a.  m., 
in  the  city  of  Watertown,  be  and  is  hereby  canceled. 


[Case  No.  227]  State  of  New  York, 

Public  Service  Commission,  Second  District. 

At  a  session  of  the  Public  Service  Commission,  Second 
District,   held   at   the    Capitol,   Albany,   on  the    11th 
day  of  February,  1908. 
Present : 
Frank  W.  Stevens,  Chairman, 
Charles  H.  Keep, 
Thomas  M.  Osborne, 
Martin  S.  Decker, 
James  E.  Sague, 

Commissioners. 

Whereas,  Section  77  of  chapter  429,  laws  of  1907,  provides  that  if  in  any 
city  of  the  first  or  second  class  there  now  exists  or  shall  hereafter  be  created 
a  board,  body,  or  oflftcer  having  jurisdiction  of  matters  pertaining  to  gas 
or  electric  service,  such  board,  body,  or  officer  shall  have  and  may  exercise 
such  power,  jurisdiction,  and  authority  in  enforcing  the  laws  of  the  State 
and  the  orders,  rules,  and  regulations  of  the  Commission  as  may  be  prescribed 
by  statute  or  by  the  Commission;  and 

Whereas,  Pursuant  to  chapter  457  of  the  laws  of  1907,  there  now  exists 
in  the  city  of  Syracuse  a  commissioner  of  public  safety  having  jurisdiction 
of  matters  pertaining  to  gas  or  electric  service;  it  is 

Resolved,  That  the  Commission  does  hereby  prescribe,  and  said  commis- 
sioner of  public  safety  shall  have  and  may  exercise  within  said  city  of 
Syracuse,  pursuant  to  and  in  compliance  with  the  orders,  rules,  and  regu- 
lations of  this  Commission,  the  power,  jurisdiction,  and  authority  as  provided 
in  section  67  of  chapter  429  of  the  laws  of  1907:  1,  to  inspect,  examine, 
prove,  And  ascertain  the  accuracy  of  any  and  all  gas  meters  used  or  intended 
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to  be  used  for  measuring  or  ascertaining  the  quantity  of  illuminating  or 
fuel  gas  or  natural  gas  furnished  by  any  gas  corporation  to  or  for  the  use 
of  any  person  in  said  city  of  Syracuse,  and  when  found  to  be  or  made  to 
be  correct,  to  stamp  or  mark  all  such  meters  and  each  of  them  with  the 
device  adopted  by  this  Commission  for  that  purpose;  2,  upon  request  in 
writing  by  any  consumer  in  said  city  of  Syracuse  to  whom  a  gas  or  electric 
meter  has  b€^n  furnished,  to  inspect  such  meter,  to  have  the  same  inspected 
and  tested;  if  the  same  on  being  so  tested  shall  be  found  to  be  4  per  cent, 
if  an  electric  meter,  or  2  per  cent,  if  a  gas  meter,  defective  or  incorrect  to 
the  prejudice  of  the  consumer,  the  inspector  shall  order  the  gas  or  electrical 
corporation  forthwith  to  remove  the  same  and  to  place  in  stead  thereof  a 
correct  meter,  and  the  expense  of  such  inspection  and  test  shall  be  borne 
by  the  corporation;  if  the  same  on  being  so  tested  shall  be  found  to  be 
correct,  the  expense  of  such  inspection  and  test  shall  be  borne  by  the  con 
Burner.  A  uniform  reasonable  charge  as  fixed  by  this  Commission  shall  be 
made  for  this  service,  and  the  fees  received  therefrom  transferred  to  the 
Commission  to  be  paid  by  it,  pursuant  to  law,  into  the  state  treasury;  and 
it  is  further 

Resolved,  That  this  resolution  shall  take  effect  on  the  1st  day  oi  March, 
1908,  and  that  the  mayor  of  Syracuse  and  the  said  commissioner  of  public 
safety  be  served  with  a  certified  copy  hereof. 


[Case  No.  190]  State  of  New  Yobk, 

Public  Sebvice  Commission,  Second  Distbict. 
At  a  session  of  the  Public  Service  Commission,  Second 
District,   held    at   the   Capitol,   Albany,   on   the   18th 
day  of  February,  1908. 
Present: 

Fbank  W.  Stevens,  Chairman, 
Chables  H.  Keep, 
Thomas  M.  Osbobne, 
Mabtin  S.  Deckeb, 
James  E.  Sague, 

Commissioners. 
In  the  matter  of  the  Complaint  of  Abthub  J.  Phillips 
of  Norwood  against  Nobwood  Electbic  Lioiit  and 
Poweb  Company. 

A.  J.  Phillips  on  December  27,  1907,  filed  with  this  Commission  a  formal 
complaint  against  the  Norwood  Electric  Light  and  Power  Company,  alleging 
that  the  company  refused  to  furnish  to  complainant  electric  current  for 
lighting  his  residence  in  the  village  of  Norwood,  having  in  July  last  discon- 
nected the  wire  by  which  the  complainant  had  previously  been  furnished 
electricity  for  lighting  at  a  flat  rate  of  twenty-five  dollars  per  year  for  160 
candle-power;  and  that  such  refusal  was  in  violation  of  its  franchise.  A 
portion  of  the  franchise  from  the  village  to  the  company  is  as  follows: 

"And  it  is  further  agrreed  that  said  first  party  shall  and  will  during  said  term 
of  five  years  supply  and  furnish  electric  lizhtiDg  for  public  and  private  use  to 
any  party  or  person  desirinur  the  same  within  the  corporate  limits  of  the  said 
village  of  Norwood,  either  on  the  meter  system  or  on  the  so  called  '  flat  rate ' 
system  as  may  be  desired  by  the  consumer  or  purchaser ;  and  that  the  rate  charired 
for  •  flat  rate  *  lighting:  shall  not  exceed  the  rates  heretofore  and  now  charged  for 
the  same  service  during  the  same  hours  as  heretofore.  And  that  the  rate  charged 
on  the  meter-rate  system  shall  be  not  to  exceed  nine  cents  per  thousand  watts. 
Said  first  parties  are  to  give  all-night  service,  but  It  is  understood  and  agreed  that 
those  persons  and  parties  who  use  lights  on  the  *  flat  rate '  system,  shall  not  be 

Erovided  with  greater  service  nor  longer  hours  of  lighting  than  what  has  been 
eretofore  provided  without  paying  for  such  extra  service  and  longer  hours.  And 
said  first  party  shall  and  will  furnish  lights  as  aforesaid  and  in  such  quantities 
and  amount  as  the  consumer  may  desire  for  lighting  purposes  at  the  rates  afore- 
said to  any  and  all  persons  and  parties  within  said  corporate  limits  who  or  which 
shall  desire  the  same,  the  same  to  be  so  furnished  within  a  reasonable  time  after 
request  from  such  persons  and  parties  to  furnish  the  same.*' 
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The  complaint  also  alleged  that  the  twenty-five  dollars  per  year  flat  rate 
is  the  rate  "now  charged  for  the  same  service  during  the  same  hours  as 
heretofore  ". 

The  company  answered,  admitting  these  allegations,  but  asserting  that  its 
refusal  was  because  the  complainant  had  been  using  more  electricity  than  his 
contract  called  for,  and  did  not  desist  after  notice. 

A  hearing  in  this  matter  was  held  by  this  Commission  in  the  city  of 
Albany  on  February  17,  1908;  complainant  appeared  in  person;  8.  R.  Phelps, 
secretary,  appeared  for  the  company.  Upon  the  evidence  taken  at  the  hearings 
and  after  due  deliberation,  it  is 

Ordered:  1.  That  the  Norwood  Electric  Light  and  Power  Company  furnish 
to  complainant's  present  residence  in  the  village  of  Norwood  electricity  tot 
lighting  said  residence. 

Ordered:  2.  That  the  price  to  be  charged  by  said  company  for  such  electric 
light  shall  be  a  flat  rate  of  twenty-five  dollars  per  year  for  160  candle-power; 
and  that  the  company  shall  furnish  complainant  such  additional  electric 
light  as  he  may  desire  for  lighting  such  residence  at  the  same  proportionatf 
rate. 

Ordered:  3.  That  the  electric  light  shall  be  furnished  daily  by  the  company 
to  complainant's  residence  from  dusk  until  one  a.  m.,  and  with  morning 
service  from  five  a.  m.;  these  times  being  intended  to  be  the  same  as  those 
during  which  electricity  has  been  and  is  furnished  by  the  company  to  othei 
persons  in  Norwood  under  similar  circumstances. 

Ordered:  4.  That  the  company  shall  render  bills  to  complainant  for  elec- 
tricity used  each  calendar  month,  the  bills  to  be  presented  on  the  first  da> 
of  the  succeeding  month  and  to  be  paid  by  complainant  within  ten  days 
after  their  presentation. 

Ordered:  6.  That  complainant  allow  the  company  or  its  representatives  tc 
enter  his  said  residence  at  reasonable  times  to  inspect  the  electric  installatior 
and  electric  lamps  to  determine  the  amount  of  electricity  used. 

Ordered:  6.  That  this  order  shall  take  effect  February  24,  1908,  and  shall 
continue  in  force  until  modified  or  abrogated  by  this  Commission. 


[Case  No.  117]  State  of  New  Yobk, 

PuBUC  Service  Commission,  Second  District, 

At  a  session  of  the  Public  Service  Commission,  Second 
District,   held   at   the   Capitol,  Albany,   on   the   19th 
day  of  February,  1908. 
Present : 
Frank  W.  Stevens,  Chairman, 
Charles  H.  Keep, 
Thomas  M.  Osborne, 
Martin  S.  Decker, 
James  E.  Sague, 

Commissioners. 

In  the  matter  of  the  Complaint  of  Residents  of  Towns 
ON  the  Far  Rockaway  Branch  against  The  Long 
Island  Railroad  Company  as  to  passenger  train 
service. 

On  November  2,  1907,  there  was  filed  with  this  Commission  a  complaint 
against  The  Long  Island  Railroad  Company  by  Isaac  M.  Lawrence  and  other 
residents  on  the  Far  Rockaway  branch  of  said  company's  railroad,  alleging 
that  the  company  had  discontinued  for  the  winter  a  passenger  train  which 
formerly  left  Valley  Stream  at  7:45  a.  m.  for  Flatbush  avenue,  Brooklyn, 
arriving  at  Flatbush  avenue  at  8:28,  without  change;  that  this  train  had 
been  operated  at  a  convenient  time  for  residents  on  the  Far  Rockaway  branch; 
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that  for  this  train  the  company  had  substituted  one  not  so  convenient, 
leaving  Valley  Stream  nineteen  minutes  earlier,  and  not  running  through 
to  Flatbush  avenue,  but  compelling  a  change  at  VVoodhaven  junction.  Com- 
plainants asked  that  the  7:45  a.  m.  train  be  restored. 

A  hearing  in  the  matter  was  held  in  New  York  city  on  November  14th, 
at  which  Isaac  M.  Lawrence  appeared  for  complainants,  and  Joseph  F.  Keany 
appeared  for  The  Long  Island  Railroad  Company.  Upon  the  evidence  taken 
at  the  hearing,  and  after  due  deliberation,  it  is 

Ordered:  That  this  complaint  be  and  it  is  hereby  dismissed,  without 
prejudice  to  its  renewal  before  the  winter  passenger  train  schedule  of 
1908-9  is  put  into  effect  on  said  Far  Rockaway  branch. 


[Case  No.  1601  State  of  New  York, 

Public  Service  Commission,  Second  District. 

At  a  session  of  the  Public  Service  Commission,  Second 
District,   held   at   the   Capitol,   Albany,   on  the  26th 
day  of  February,  1908. 
Present : 

Frank  W.  Stevens,  Chairman, 
Charles  H.  Keep, 
Thomas  M.  Osborne, 
Martin  S.  Decker, 
James  E.  Saque, 

Commissioners. 

In  the  matter  of  the  Complaint  of  Goodwin  Brown 
of  Yonkers  against  The  New  York  Central  and 
Hudson  River  Railroad  Company  as  to  some  pas- 
senger trains  which  stop  at  Yonkers  not  stopping  at 
the  Kings  Bridge  station.  New  York  city. 

Ordered:  That  the  complainant  having  failed  to  appear  at  the  hearing  in 
this  matter,  of  which  lie  received  notice  by  order  dated  January  14,  1908, 
and  which  hearing  was  held  by  this  Commission  in  the  city  of  New  York 
on  February  3,  1908,  the  complaint  be  and  it  is  hereby  dismissed. 


[Case  No.  2421  State  of  New  York, 

Public  Service  Commission,  Second  District. 

At  a  session  of  the  Public  Service  Commission,  Second 
District,   held   at   the   Capitol,   Albany,   on   the   25th 
day  of  February,   1908. 
Present: 

Frank  W.  Stevens,  Chairman, 
Charles  H.  Keep, 
Thomas  M.  Osborne, 
Martin  S.  Decker, 
.Fames  E.  Sague, 

Commissioners. 

In  the  matter  of  the  Application  of  Buffalo,  Lockport 
and  Rochf^ter  Railway  Company,  under  section 
33  of  the  Railroad  Law,  as  to  highway  crossing  sign- 
boards. 

Buffalo,  Lockport  and  Rochester  Railway  Company  on  February  18,  1908, 
filed  with  this  Commission  an  application,  under  section  33  of  the  Railroad 
Law,  for  approval  of  a  form  of  highway  crossing  signboard  to  be  erected 
and  maintained  by  said  company  at  points  whei-e  its  railway  crosses  high- 
ways at  grade.  Accompanying  the  application  was  a  blue-print  plan  of  the 
signboard  proposed  to  be  used,  and  the  engineer  of  grade  crossings  in  this 
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department  recommended  its  approval.     Upon  the  papers  in  this  application, 
and  after  due  deliberation,  it  is 

Ordered:  1.  That  this  Commission,  under  section  33  of  the  Railroad  Law, 
approves,  and  it  does  hereby  approve,  the  shape  and  design  of  a  highway 
crossing  signboard  (shown  by  a  blue-print  plan  thereof  attached  to  this 
application  on  file  in  this  oflRce)  to  be  placed  and  constantly  maintained  by 
the  Buffalo,  Lockport  and  Rochester  Railway  Company  at  highway  grade 
crossings  of  said  company's  railway. 

Ordered:  2.  Under  section  33  of  the  Railroad  Law,  that  said  signboards 
shall  be  severally  located  at  such  crossings  so  as  to  be  readily  seen  by  persons 
on  the  highway  approaching  the  crossing,  and  that  the  elevation  of  such 
signboardfl  and  tlie  words  of  warning  thereon  shall  be  as  shown  by  said 
blue-print  plan. 


[Case  No.  146]  State  of  New  York, 

Public  Service  Commission,  Second  District. 

At  a  session  of  the  Public  Service  Commission,  Second 
District,   held  at  the   Capitol,  Albany,  on  the  27th 
day  of  February,  1908. 
Present : 
Frank  W.  Stevens,  Chairman, 
Charles  H.  Keep, 
Thomas  M.  Osborne, 
Martin  S.  Decker, 
James  E.  Sague, 

Commissioners. 

In  the  matter  of  the  Complaint  of  Elvin  N.  Edwards 
of  Freeport  against  New  York  and  Long  Island 
Traction  Company. 

Elvin  N.  Edwards  of  Freeport,  Long  Island,  on  December  4,  1907,  filed 
with  this  Commission  a  formal  complaint  against  the  New  York  and  Long 
Island  Traction  Company,  alleging  that  public  interests  and  safety  require 
that  the  company's  single-track  railroad,  extending  from  Mineola  to  Freeport, 
from  Hempstead  to  Queens,  and  from  Freeport  to  the  borough  of  Brooklyn, 
New  York  city,  should  be  double  tracked;  also  alleging  that  the  company 
is  violating  the  provisions  of  the  franchise  granted  to  it  by  the  local  author- 
ities of  the  town  of  Hempstead,  Nassau  county,  in  charging  more  than  five 
cents  fare  for  a  distance  of  five  miles  or  less. 

A  hearing  in  this  matter  and  in  the  matter  of  a  complaint  from  the 
Freeport  Board  of  Trade  against  the  company,  as  to  double  tracking,  was  held 
by  this  Commission  in  the  city  of  New  York  on  February  3d.  The  complainant 
appeared  in  person  for  himself  and  the  Freeport  Board  of  Trade;  Van  Vechien 
Veeder  appeared  for  the  company.  The  complaint  that  the  railroad  should 
be  double  tracked  has  not  yet  been  determined  by  this  Commission,  and 
this  order  is  confined  to  the  matter  of  fare. 

It  appears  from  the  papers  in  the  case  and  from  the  evidence  at  the  hearing 
that  by  the  terms  of  a  franchise  granted  by  the  commissioners  of  highways 
of  the  town  of  Hempstead,  county  of  Nassau,  to  the  Mineola,  Hempst^id  and 
Freeport  Traction  Company,  and  accepted  by  said  company,  under  which 
franchise  the  New  York  and  Long  Island  Traction  Company  is  now  operating 
its  railroad  in  the  town  of  Hempstead,  the  name  of  said  Mineola,  Hempstead 
and  Freeport  Traction  Company  having  been  changed  to  the  New  York  and 
Long  Island  Traction  Company,  the  said  New  York  and  Long  Island  Traction 
Company  is  restricted  to  charge  not  exceeding  ten  cents  for  one  continuous 
passage  in  either  direction  over  its  entire  line  as  described  in  its  original 
articles  of  association,  and  to  a  charge  not  exceeding  five  cents  for  any  five 
miles  or  less  over  said  line;  and  that  the  said  New  York  and  Long  Island 
Traction  Company  is  now  charging  ten  cents  for  a  single  passage  betweei^ 


392        Public  Seevice  Commission,  Second  District 

the  villages  of  Hempstead  and   Freeport,  the  distance  being  less  than  five 
miles.     Upon  the  evidence  in  this  matter,  and  after  due  deliberation,  it  is 

Ordered:  1.  That  the  New  York  and  Long  Island  Traction  Company  be 
and  it  is  hereby  ordered  and  directed  to  receive  and  collect  not  to  exceed 
ten  cents  for  one  continuous  passage  in  either  direction  over  its  entire  line, 
as  described  in  its  original  articles  of  association,  and  to  receive  and  collect 
not  to  exceed  five  cents  for  a  single  passage  not  exceeding  five  miles  in  length 
over  and  along  the  said  line  in  either  direction. 

Ordered:  2.  That  this  order  sliall  take  effect  forthwith  upon  its  being  served 
on  said  company,  and  shall  continue  in  force  until  modified  or  abrogated. 


[Case  No.  1081  State  of  New  Yobk, 

Public  Service  Commission,  Second  District. 

At  a  session  of  the  Public  Service  Commission,  Second 
District,  held  at  the  Capitol,  Albany,  on  the  3rd  day 
of  March,  1908. 
Present : 

Frank  W.  Stevens,  Chairman, 
Charles  H.  Keep, 
Thomas  M.  Osborne, 
Martin  S.  Decker, 
James  E.  Sague, 

Commissioners. 

In  the  matter  of  the  Complaint  of  Edward  G.  Hk-ren- 
DEEN  and  Hubert  C.  Mandeville  against  United 
States  Express  Company. 

The  Commission  having  on  the  19th  day  of  February,  1908,  decided  that 
defendant's  certain  rule  or  regulation  involved  in  this  proceeding  is  unlawful, 
and  that  order  fixing  tlie  reasonable  and  just  rule  or  regulation  to  be  substi- 
tuted therefor  be  withheld  until  March  1,  1908,  to  afford  opportunity  to 
defendant  to  prepare  and  submit  a  new  rule  or  regulation  for  approval  by 
the  Commission,  and  defendant  having  on  the  28tli  day  of  February  submitted 
a  proposed  rule  or  regulation  which  reads  as  follows : 

"Agents  at  common  points  must  decline  to  accept  for  transportation,  except  as 
provided  below,  business  orlfflnatlnp  at  their  offices  destined  to  exclusive  offices  of 
other  companies  having  offices  at  points  of  origin ;  provUUtl,  however,  that  agents 
must  accept  said  shipments  upon  prepayment  by  the  shipper  of  the  full  amount 
necessary  to  pay  the  charges  of  this  company  In  advance  at  Its  regular  local  rate, 
to  the  point  of  transfer  to  the  connecting  company,  and  In  addition  the  full 
amount  necessary  to  pay  in  advance  the  charges  of  the  connecting  company  or 
companies  from  point  of  transfer  to  destination.  Such  prepaid  shipments  must  be 
accepted  and  waybllled   the  same  as  any  ordinary  prepaid  shipment." 

And  it  appearing  to  the  Commission  that  such  proposed  rule  or  regulation 
does  not  fully  cover  the  transportation  to  which  it  may  apply,  and  should 
provide  affirmatively  for  acceptance  of  shipments,  it  is 

Ordered:  That  defendant,  the  United  States  Express  Company,  be  and  is 
hereby  notified  and  required  to  establish  and  put  in  force  tlie  following 
regulation  covering  transportation  within  the  State  of  New  York: 

Shipments  originating  at  offices  of  this  company  destined  to  |>oints  served 
only  by  another  express  company  which  also  has  an  office  at  the  point  where 
the  shipments  originate  will  be  accepted  and  forwarded  when  a  joint  tariff 
between  this  company  and  other  companies  participating  in  the  through 
transpK)rtation  is  in  effect  according  to  the  terms  of  such  tariff,  and  when  no 
joint  tariff  is  in  force  such  shipments  will  be  accepted  and  forwarded  upon 
prepayment  by  the  shipper  of  the  charges  of  this  company  to  the  point  of 
transfer  to  the  connecting  carrier  together  with  the  charges  of  the  connecting 
carrier  or  carriers  from  such  point  of  transfer  to  destination.  Such  prepaid 
shipments  must  be  accepted  and  waybilled  the  same  as  an  ordinary  prepaid 
shipment. 
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And  it  is  further  Ordered:  That  the  foregoing  regulation  shall  be  made 
effective  by  defendant  on  March  18,  1908,  the  schedule  or  supplement  con- 
taining the  same  to  be  published  at  stations  and  filed  with  this  Ck)mmission 
on  or  before  March  15,  1908,  and  that  this  order  shall  remain  in  force  until 
the  same  shall  be  suspended  or  vacated  by  the  further  order  of  this  Ck>m- 
mission,  either  upon  application  of  defendant  or  other  suitable  proceedings 
under  the  Public  Service  Commissions  Law. 


[Case  No.  48]  State  of  New  York, 

Public  Service  Commission,  Second  District. 

At  a  session  of  tlie  Public  Service  Commission,  Second 
District,  held  at  the  Capitol,  Albany,  on  the  9th 
day  of  March,  1008. 

Present  : 

Frank  W.  Stevens,  Chairman, 
Charles  H.  EIeep, 
Thomas  M.  Osborne, 
Martin  S.  Decker, 
James  E.  Sague, 

Coniniissioners. 

In  the  matter  of  the  Complaint  of  Certain  Residents 
OF  THE  City  of  Niaoarv  Faixs  against  Buffalo  and 
Niagara  Falls  Electric  Light  and  Powf.r  Com- 
pany, as  to  prices  charged  for  electricity. 

This  matter  having  been  investigated  by  this  Commission,  and  public 
hearings  held  therein,  now,  after  due  deliberution^  it  is 

Ordered:  That  said  complaint  be  and  the  same  is  hereby  dismissed,  no 
one  of  the  complainants  having  appeared  at  the  hearing  appointed  thereon 
at  the  common  council  chamber  in  said  city  on  March  5,  1908. 


[Case  No.  4^1  State  of  New  York, 

Public  Service  Commission,  Second  District. 

At  a  session  of  the  l*ublic  Service  Commission,  Second 
District,  held  at  the  Capitol,  Albany,  on  the  0th 
day  of  March,    1D08. 

Present: 
Frank  W.  Stevens,  Chairman, 
Charles  H.  Keep, 
Thomas  M.  Osborne, 
Martin  S.  Decker, 
James  E.  Sague, 

Commissioners. 

In  the  matter  of  the  Complaint  of  Certain  Residents 
of  the  City  of  Niagara  Falls  against  Niagara 
Falls  Gas  and  Electric  Light  Company,  as  to 
price  and  quality  of  gas  furnished. 

This  matter  having  been  investigated  by  this  Commission,  and  public  hear- 
ings held  therein,  now,  after  due  deliberation,  it  is 

Ordered:     That  said  complaint  be  and  it  is  hereby  dismissed. 
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[Case  No.  127]  State  of  New  Yobk, 

Public  Service  Commission,  Second  Distbict. 

At  a  session  of  the  Public  Service  Commission,  Second 
District,  held  at  the  Capitol,  Albany,  on  the  11th 
day  of  March,  l-OOS. 

Present : 

Fbank  W.  Stevens,  Chairman, 
Thomas  M.  Osborne, 
Martin  S.  Decker^ 
James  E.  Sague, 

Commissioners. 

In  the  matter  of  delays  of  passenger  train  known  as  the 
Continental  Limited  on  the  West  Shore  Railroad 
( leased  to  and  operated  Dy  The  New  York  Central  and 
Hudson  River  Railroad   Company). 

This  matter  having  been  investigated  by  this  Commission,  and  hearings 
held  therein  at  which  the  company  was  represented,  now,  after  due  delibera- 
tion, it  is 

Ordered:  1.  That  The  New  York  Central  and  Hudson  River  Railroad 
Company,  as  lessee  of  the  West  Shore  Railroad,  be  required  to  operate 
present  train  No.  4  of  the  West  Shore  railroad,  starting  from  Albany  at 
12:25  p.  m.,  at  least  as  far  as  Newburgh  (where  a  connection  can  be  made 
with  train  No.  50,  leaving  Newburgh  for  Weehawken  at  3:55  p.  m.)  on  each 
occasion  when  train  No.  1004  on  the  West  Shore  railroad,  known  as  the 
Continental  Limited,  is  reported  thirty  minutes  or  more  late  at  Ravena, 
Albany  county. 

Ordered:  2.  That  this  order  shall  take  effect  on  Thursday,  March  19, 
1908,  and  shall  continue  in  force  until  modified  or  abrogated  by  this  Com- 
mission. 


[Case  No.  1261  State  of  New  York, 

Public  Servick  Commission,  Second  District. 

At  a  session  of  the  Public  Service  Commission,  Second 
District,  held  at  the  Capitol,  Albanyj^  on  the  17th 
day  of  March,  1«08. 

Present : 

Frank  W.  Stevens,  Chairman, 
Charles  H.  Keep, 
Thomas  M.  Osborne, 
Martin  S.  Decker, 
James  K  Sague, 

Commissioners. 

In    the   matter    of    the    Complaint    of    the    Mayor   op 
Yonkers  against  Yonkers  Railroad  Company. 

The  Commission  having  been  advised  that  certain  judicial  proceedings  have 
resulted  in  the  appointment  of  Leslie  Sutherland  as  receiver  of  the  respond- 
ent, Yonkers  Railroad  Company,  and  it  appearing  to  the  Commission  that  the 
said  Leslie  Sutherland  as  receiver  of  the  Yonkers  Railroad  Company  should 
be  made  a  party  respondent  to  this  proceeding,  it  is 

Ordered:  That  said  Leslie  Sutherland,  receiver  of  the  Yonkers  Railroad 
Company,  be  and  is  hereby  made  an  additional  respondent  in  this  proceeding,, 
and  that  said  new  respondent  be  served  with  a  copy  of  this  order  and  of  the 
complaint  herein  with  leave  to  file  and  serve  answer  to  said  complaint  within 
ten  days  from  the  date  hereof. 

[See  Case  No.  378,  July  8,  1908,  page  173;  Case  No.  378,  July  13,  1908, 
pa^e  174;  Case  No.  378,  September  1,  1908,  page  180;  Case  No.  166,  Sep- 
tember 28,  1908,  page  436;  and  Caae  No.  167,  September  29,  1908,  page  438.] 
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[Cafie  No.  206]  State  of  New  York, 

Public  Service  Commission,  Second  District. 

At  a  session  of  the  Public  Service  Commission,  Second 
District,   held  at   the  Capitol,   Albany,  on   the    17th 
day  of  March,  1908. 
Present : 
Frank  W.  Stevens,  Chairman, 
Charles  H.  Keep, 
Thomas  M.  Osborne, 
Martin  S.  Decker, 
James  E.  Sague, 

Commissioners. 

In  the  matter  of  the  Complaint  of  C.  D.  Lasher 
against  The  New  York  Central  and  Hudson  River 
Railroad  Company,  as  to  station  facilities  at  North 
Germantown. 

Resolved,  In  the  matter  of  the  complaint  of  C.  D.  Lasher  against  The  New 
York  Central  and  Hudson  River  Railroad  Company:  that  The  New  York 
Central  and  Hudson  River  Railroad  Company  be  notified  that  the  Commis- 
sion will  require  the  erection  and  maintenance  of  a  station  building  at  North 
Grermantown  on  its  Hudson  division,  properly  heated  in  cold  weather,  end 
suitable  for  the  accommodation  of  passengers  previous  to  being  received  upon 
and  after  heing  discharged  from  trains  stopping  at  North  Germantown,  such 
station  building  to  have  a  waiting  room  which  will  accommodate  com- 
fortably not  less  than  twenty  passengers;  and  that  said  company  shall 
submit  to  the  Commission  for  approval  its  plans  for  said  station  building  on 
or  (before  March  30,  1908,  together  with  any  alternative  plan  or  plans  it 
may  deem  sufficient  or  desirable  for  such  purposes. 


[Case  No.  1031  State  of  New  York, 

Pudlic  Service  Commission,  Second  District. 

At  a  session  of  the  Public  Service  Commission,  Second 
District,   held   at  the   Capitol,   Albany,   on   the   19th 
day   of   March,    ISOS. 
Present : 

Frank  W.  Stevens,  Chairman, 
Charles  H.  Keep, 
Thomas  M.  Osborne, 
Martin  S.  Decker, 
James  E.  Sague, 

Commissioners. 

In  the  matter  of  the  Complaint  of  Commuters  of 
OssiNiNO  against  The  New  York  Central  and 
Hudson  River  Rahiioad  Company. 

Whereas,  The  defendant  did  on  or  about  October  27,  1907,  discontinue  the 
stopping  of  its  southbound  train  No.  92  at  Ossining,  and  thereby  deprived 
a  large  number  of  passengers  residing  at  Ossining  of  the  service  of  such 
train  to  its  Grand  Central  or  Lexington  Avenue  terminal.  New  York  city, 
which  train  formerly  left  Ossining  at  7:36  a.  m.,  and  arrived  at  Grand 
Central  Station  about  8:3i5  a.  m.,  and  which  train  service  had  been  provided 
for  Ossining  passengers  by  defendant  during  a  long  period  of  years;  and 

Whereas,  The  train  service  so  discontinued  from  Ossining  to  New  York 
city,  which  was  used  by  a  very  large  percentage  of  the  total  number  of 
New  York  city  commuters  residing  at  Ossining,  enabled  such  commuter 
passengers  to  reach  their  places  of  business  in  New  York  city  at  9:00 
o'clock  a.  m.,  the  morning  hour  when  a  large  number  of  such  commuters 
employed   in  salaried  positions  must   report   for  duty,  while   since   the   dis- 
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continuance  of  said  train  "92  stop  at  Ossining  the  said  passengers  in  order  to 
reach  their  places  of  business  at  0:00  o'clock  a.  m.  have  been  compelled  to 
take  defendant's  train  No.  108,  leaving  Ossining  at  about  7:10  a.  m. ;  and 

Whereas,  It  is  apparent  to  the  Coirtmission  that  said  train  No.  92,  which 
formerly  stopped  at  Tarrytown  as  well  as  at  Ossining,  could  again  be  stopped 
for  passengers  at  both  Ossining  and  Tarrytown  with  a  loss  of  about  six 
minutes  in  time,  making  the  arriving  time  at  Grand  Central  or  Lexington 
Avenue  terminal.  New  York  city,  8:36  a.  m.,  whicli  time  would,,  if  main- 
tained, be  satisfactory  to  the  Ossining  commuters,  and  which  might  be  re- 
duced to  0:33  a.  m.  by  omitting  the  present  stop  at  125th  Street,  New  York 
city,  if  such  omission  is  in  the  judgment  of  the  defendant  proper  and  just; 
and 

WhereaSf  Defendant's  train  No.  85,  northbound  from  New  York  city  at  4:55 
p.  m.,  stopping  at  Ossining,  is  usually  crowded  with  passengers,  while  its 
train  No.  99,  northbound  from  New  York  city  at  4:54  p.  m.,  generally  has 
a  sufficient  number  of  empty  seats  to  accommodate  passengers  for  Ossining; 
and  it  was  shown  at  the  hearing  herein  that  said  train  No.  99  can  be  stopped 
at  Ossining  without  serious  interference  with  the  service ;  and 

Whereas^  In  the  opinion  of  the  Commission  defendant's  present  morning 
train  service  from  Ossining  to  New  York  city  is  inadequate,  and  the  discon- 
tinuance of  service  hereinabove  stated  operates  to  the  wrongful  prejudice 
and  disadvantage  of  New  York  city  passengers  residing  at  Ossining;  and  the 
accommodation  of  northbound  passengers  from  New  York  city  to  Ossining 
would  be  greatly  promoted  by  the  use  of  said  train  No.  09  in  the  carriage 
of  such  passengers;  it  is,  upon  all  the  facts  and  circumstances  in  this  case. 

Ordered:  That  the  defendant,  The  New  York  Central  and  Hudson  River 
Railroad  Company,  be  and  is  hereby  required,  on  or  before  the  26th  day  of 
March,  1908,  to  stop  its  southbound  train  No.  92  on  each  business  day  at 
Ossining  for  passengers  destined  to  its  Grand  Central  or  Lexington  Avenue 
terminal  in  New  York  city,  with  schedule  time  of  arriving  at  said  terminal 
not  later  than  8:36  a.  m.,  and  to  also  stop  said  train  for  like  passengers 
at  Tarrytown;  or  to  provide  some  other  service  for  the  transportation  of 
passengers  on  each  business  day  leaving  Ossining  not  earlier  than  7:30  a.  m., 
stopping  also  at  Tarrytown,  and  arriving  at  said  terminal  in  New  York  city 
not  later  than  8:36  a.  m. 

It  is  further  Ordered:  That  the  defendant.  The  New  York  Central  and 
Hudson  River  Railroad  Company,  be  and  is  hereby  required,  on  or  before  the 
2i5th  day  of  March,  1008,  to  transport  on  each  business  day  passengers  from 
its  Grand  Central  or  Lexington  Avenue  terminal  in  New  York  city  destined 
to  Ossining  upon  its  northbound  train  No.  09  leaving  said  terminal  at 
4:54  p.  m.  and  stopping  at  Ossining. 

It  is  further  Ordered:  That  this  order  shall  remain  in  effect  until  modi- 
fied, superseded,  or  vacated  by  further  order  of  the  Commission. 


Appendix  K:  Obdees  397 

[Case  No.  193]  State  of  New  York, 

Public  Service  Commission,  Second  District. 

At  a  session  of  the  Public  Service  Commission,  Second 
District,   held   at   the   Capitol,  Albany,   on  the   19th 
day  of  March,  1908. 
Present : 
Frank  W.  Stevens,  Chairman, 
Charles  H.  Keep, 
Thomas  M.  Osborne, 
Martin  S.  Decker, 
James  E.  Saoue, 

Commissioners. 

In  the  matter  of  the  Complaint  of  Residents  of 
Northern  New  York  by  Vasco  P.  Abbott  against 
The  New  York  Central  and  Hudson  River  Rail- 
road Company. 

Resolved,  That  the  matter  of  the  complaint  of  residents  of  Northern  New 
York  by  Vasco  P.  Abbott  against  Tlie  New  York  Central  and  Hudson  River 
Railroad  Company,  be  closed  upon  the  records  of  the  Commission,  complain- 
ants now  advising  that  service  in  effect  is  satisfactory. 


[Case  No.  197]  State  of  New  York, 

Public  Service  Commission,  Second  District. 

At  a  session  of  the  Public  Service  Commission,  Second 
District,   held   at   the   Capitol,   Albany,   on  the   19th 
day  of  March,  1908. 
Present  : 
Frank  VV.  Stevens,  Chairman, 
Charles  H.  Keep, 
Thomas  M.  Osborne, 
Martin  S.  Decker, 
James  E.  Sague, 

Commissioners. 

In  the  matter  of  tlic  Complaints  of  J.  William 
O'Brien,  Schuyler  Beattie,  and  Residents  of  San- 
born against  The  New  York  Central  and  Hudson 
River  Railroad  Company. 

Whereas,  Commissioners  Stevens  and  Keep  did  on  the  5th  day  of  March, 
at  Niagara  Falls,  hear  the  complaint  of  O'Brien  and  Beattie  and  of  residents 
of  Sanborn  against  The  New  York  Central  and  Hudson  River  Railroad  Com- 
pany in  relation  to  the  inadequate  passenger  train  service  between  Lockport 
and  Niagara  Falls,  and  did  at  the  conclusion  of  said  hearing  orally  direct 
and  order  the  respondent  to  increase  its  passenger  train  service  between  said 
cities  by  running  two  additional  trains,  one  each  way,  in  the  morning  of 
each  day,  on  substantially  the  time  of  the  trains  theretofore  run  between 
said  cities  but  taken  off  on  or  about  the  17th  day  of  January,  1908;  and 

Whereas,  Said  respondent  has  complied  with  said  order  and  restored  the 
said  trains  to  service  and  is  now  operating  the  same  pursuant  to  said 
direction;  now 

Resolved,  That  the  said  order  and  direction  so  made  and  given  by  the 
said  Commissioners  be  and  the  same  is  hereby  approved,  and  that  the  said 
The  New  York  Central  and  Hudson  River  Railroad  Company  be  and  it  is 
hereby  directed  to  continue  the  operation  of  said  trains  so  restored  imtil 
the  furtliA-  order  of  the  Commission;  that  the  said  company  having  restored 
said  trains  to  service  pursuant  to  said  oral  direction,  this  resolution  shall 
be  treated  and  considered  as  the  formal  order  for  the  same. 
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[Case  No.  161]  State  of  New  York, 

Public  Service  Commission,  Second  Distbict. 
At  a  session  of  the  Public  Service  Commission,  Second 
District,   held    at   the   Capitol,   Albany,   on   the   30th 
day  of  March,  1908. 
Present: 
Frank  W.  Stevens,  Chairman, 
Martin  S.  Decker, 
James  E.  Sague, 

Commissioners. 
In  tlie  matter  of  the  Complaint  of  Charles  J.  Tobin, 
for  residents  of  Selkirk,  Ravena,  VVemple,  and  Glen- 
mont,  against  The  New  York  Central  and  Hudson 
RiviB  Railroad,  Lessee  Wert  Shore  Railroad. 

After  due  deliberation,  it  is 

Ordered:     That  the  matter   of  this  complaint  be  closed,  the  complainant 
having  informed  the  Commission  that  the  cause  of  complaint  has  been  removed. 


[Case  No.  249 J  State  of  New  York, 

Public  Service  Commission,  Second  District. 
At  a  session  of  the  Public  Service  Commission,  Second 
District,   held   at  the    Capitol,   Albany,   on   the    30th 
day  of  March,  1908. 
Present : 
Frank  W.  Stevens,  Chairman, 
Martin  S.  Decker, 
James  E.  Sague, 

Commissioners. 
In    the    matter    of    the    Complaints    of    Residents    of 
Howeixs,  Otisville,  and  Port  Jervis,  Orange  county, 
against  Erie  Railroad  Company. 

After  due  deliberation,  it  is 

Ordered:  1.  That  the  matter  of  these  complaints  be  closed,  complainants 
having  informed  this  Commission  at  a  public  hearing  in  the  matter  held  in 
the  city  of  Port  Jervis  on  March  12,  1908,  that  the  complaints  have  been 
settled. 

Ordered:  2.  That  this  order  is  without  prejudice  to  the  institution  by 
these  complainants  in  the  future  of  similar  proceedings. 


[Case  No.  251]  State  of  New  York, 

Public  Service  Commission,  Second  District. 
At  a  session  of  the  Public  Service  Commission,  Second 
District,    held    at   the   Capitol,   Albany,   on   the   30th 
day  of   March,    1908. 
Present: 

Frank  W.  Stevens,  Chairman, 
Martin  S.  Decker, 
James  E.  Sague, 

Commissioners. 

In  the  matter  of  the  Complaint  of  Raquette  Foundry 

AND   Supply   Company   of   Massena,   N.   Y.,    against 

AJifERiCAN  Express  Company. 

After  due  deliberation,  it  is 

Ordered:  That  the  complaint  in  the  above  entitled  matter  be  closed,  the 
complainant  advising  this  Commission  that  the  local  agent  of  said  American 
Express  Company  has  received  orders  to  extend  the  desired  service,  thus 
removing  cause  of  complaint. 
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[Case  No.  232]  State  of  New  Yobk, 

Public  Sebvice  CJommission,  Second  Distbict. 

At  a  session  of  the  Public  Service  Commission,  Second 
District,    held   at   the    Capitol,   Albany,   on   the    7th 
day  of  April,  1908. 
Present : 

Fbank  W.  Stevens,  Chairman, 
tuomab  m.  osbobne, 
Mabtin  S.  Deckeb, 
James  E.  Saoue, 

Commissioners.  - 

In  the  matter  of  the  Complaint  of  The  Gbeat  Lakes 
Constbuction  Company  of  Buffalo  against  Tue  New 
Yobk  Centbal  and  Hudson  Riveb  Railroad  Company. 

After  due  deliberation,  it  is 

Ordered:  That  the  complaint  in  the  above  entitled  matter  be  closed  on  the 
records  of  this  Commission,  The  New  York  Central  and  Hudson  River  Rail- 
road Company  having  agreed  to  put  in  effect  a  switching  tariff  of  $4.50  per 
car,  which  the  complainant  advises  is  satisfactory. 


[Case  No.  233]  State  of  New  Yobk, 

Public  Sebvice  Commission,  Second  Distbict. 

At  a  session  of  the  Public  Service  Commission,  Second 
District,  held  at  the  Capitol,  Albany,  on  the  7th  day 
of  April,  1908. 
Present : 
Fbank  W.  Stevens,  Chairman, 
Thomas  M.  Osbobne, 
Mabtin  S.  Deckeb, 
James  E.  Sague, 

Commissioners. 

In  the  matter  of  the  Complaint  of  Tue  Canal  Quabby 
Company  against  The  New  Yobk  Centbal  and  Hud- 
son Riveb  Railboad  Company. 

After  due  deliberation,  it  is 

Ordered:  That  the  complaint  in  the  above  entitled  matter  be  closed  on  the 
records  of  this  Commission,  The  New  York  Central  and  Hudson  River  Rail- 
road Company  having  agreed  to  put  in  effect  a  switching  tariff  of  $4.50  per 
car,  which  the  complainant  advises  is  satisfactory. 


[Case  No.   245]  State  of  New  Yobk, 

Public  Sebvice  Commission,  Second  District. 
At  a  session  of  the  Public  Service  Commission,  Second 
District,  held  at  the  Capitol,  Albany,  on  the  9th  day 
of  April,  1908. 

Present : 

Fbank  W.  Stevens,  Chairman, 
Thomas  M.  Osbobne, 
James  E.  Sague, 

Commissioners. 

In  the  matter  of  the  Complaints  of  C.  M.  Smith  of 

Perry,  N.  Y.,  and  C.   H.   McLaughlin   of   Buffalo, 

N.  Y.,  against  Ebie  Railboad  Company. 

After  due  deliberation,  it  is 

Ordered:    That  the  complaints  in  the  above  entitled  matters  be  closed  on 
the  records  of  this  Commission,  complainants  so  requesting. 


400        Public  Service  Commission,  Second  District 

[Case  No.  291]  State  of  New  York, 

Public  Service  Commission,  Second  District. 
At  a  session  of  the  Public  Service  Commission,  Second 
District,  held  at  the  Capitol,  Albany,  on  the  9th  day 
of  April,  1908. 
Present : 

Frank  W.  Stevens,  Chairman, 
Thomas  M.  Osborne, 
James  E.  Saque, 

Commissioners. 
In  the  matter  of  the  Complaint  of  Residents  of  Bur- 
dett,  Schuyler  county,  against  Lehigh  Valley  Rail- 
road Company. 

After  due  deliberation,  it  is 

Ordered:  That  the  complaint  in  tlie  above  entitled  matter  be  closed  on 
the  records  of  this  Commission,  (Jeorge  B.  Patterson,  one  of  the  complainants, 
having,  in  a  letter  dated  April  8,  1908,  informed  the  Commission  that  the 
service  at  the  company's  station  in  Burdett  is  satisfactory. 


[Case   No.   81]  State  of  New  York, 

Public  Service  Commission,  Second  District. 

At  a  session  of  the  Public  Service  Commission,  Second 
District,  held  at  the  Capitol,  Albany,  on  the  16th  day 
of  April,  1908. 
Present : 

Frank  W.  Stevens,  Chairman, 
Thomas  M.  Osborne, 
Martin  S.  Decker, 
James  E.  Sague, 

Commissioners. 

In  the  matter  of  the  Complaint  of  the  TrusteI':s  of  the 

Village  of  Adams,  Jefferson  county,  N.  Y.,  against 

The  Adams  Electric  Light  Company  (Limited),  as 

to  price  of  electricity  for   public  arc   lights  and  as 

to  incandescent  meter  rates. 

This  complaint,  under  sections  71  and  72  of  the  Public  Service  Commis- 
sions Law,  was  filed  with  this  Commission  on  August  5,  1907.  A  copy  of  the 
complaint  was  served  upon  the  company,  and  public  hearings  in  the  matter 
were  held  in  the  village  of  Adams  on  August  28,  1907,  and  February  22, 
1908;  J.  F,  La  Rue  and  Slate  d  Waite  appeared  for  the  trustees  of  the  village 
of  Adams;  Thomas  Woods  appeared  for  The  Adams  Electric  Light  Company 
(Limited).  Upon  consideration  of  the  evidence  in  this  matter,  and  after  due 
deliberation,  and  for  the  reasons  stated  in  the  opinion  of  Commissioner 
Sague,  it  is 

Ordered:     That  this  complaint  is  hereby  dismissed. 
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[Case  No.  138]  State  of  New  York, 

PuBuc  Service  Commission,  Second  District. 

At  a  session  of  the  Public  Service  Commission,  Second 
District,  held  at  the  Capitol,  Albany,  on  the  5th  day 
of  December,  1907. 
Present : 
Frank  W.  Stevens,  Chairman, 
Charles  H.  Keep, 
Martin  S.  Decker, 
James  £.  Saque, 

Commissioners. 

In  the  matter  of  the  failure  of  the  New  York  and  Port 
Chester  R^ulroad  Company  to  proceed  with  the  con- 
struction of  its  railroad;  and  in  the  matter  of  tho 
refusal  of  said  company  to  make  report  to  this  Com 
mission  as  required  by  law. 
After  due  consideration,  it  is 

Ordered:  That  the  New  York  and  Port  Chester  Railroad  Companj  oe 
directed  to  show  cause  before  this  Commission,  at  its  office  in  Albany  on  the 
13th  day  of  January,  1908,  why  it  is  not  exercising  the  rights  and  franchises 
conferred  upon  it  to  construct  a  line  in  Westcliester  county,  and  give 
explanation  why  it  neglects  and  refuses  to  make  report  to  this  Commission 
as  required  bv  law,  and  that  at  the  same  time  it  make  a  full  and  verified 
statement  of  its  affairs  and  condition.  That  an  order  be  entered  accordingly, 
and  served  in  the  manner  prescribed  by  law  upon  said  company. 

[This  case  was  closed  April  16,  1908.1 


[Case  No.  301]  State  of  New  York, 

Public  Service  Commission,  Second  District. 

At  a  session  of  the  Public  Service  Commission,  Second 
District,  held  at  the  Capitol,  Albany,  on  the  21st  day 
of  April,  1908. 
Present  : 
Frank  W.  Stevens,  Chairman, 
Martin  S.  Decker, 
James  £.  Saque, 

Commissioners. 

In  the  matter  of  tlie  Complaint  of  the  Hock  Cut  Stone 
Company  of  Syracuse  against  The  Delaware,  Lacka- 
wanna and  Western  Railroad  Company. 
After  due  deliberation,  it  is 

Ordered:     That  the  matter  of  this  complaint  be  closed  on  the  records  of 
this  Commission,  satisfactory  adjustment  having  been  made. 


[Case  No.  315]  State  of  New  York, 

PuBuc  Skrvick  Commission,  Second  District. 
At  a  sessiiin  of  the  Public  Service  Commission,  Second 
District,  held  at  the  Capitol,  Albany,  on  the  21st  day 
of  April,  1908. 
Present : 

Frank  W.  Stevens,  Chairman, 
Martin  S.  Decker, 
James  E.  Saque, 

Commissioners. 
In  the  matter  of  the  Physical  Condition  and  Operation 
of  the  Rochester,  Cliarlotte  and  Manitou  Railroad. 

It  having  appeared  from  the  reports  of  the  inspector  of  electric  railroads 
in  the  service  of  this  Commission  that  the  Rochester,  Charlotte  and  Manitou 
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railroad,  which  extends  from  Charlotte  to  Manitou  Beach,  and  its  equipment, 
was  in  unsafe  condition ;  and  public  hearings  in  tliis  matter  having  been 
held  in  the  city  of  Buffalo  on  the  9th  day  of  April,  1908,  and  in  the  city  of 
Rochester  on  the  18tli  day  of  April,  1908,  at  which  hearings  the  Rochester, 
Charlotte  and  Manitou  Railroad  Company  and  residents  along  the  line  of  said 
railroad  were  represented;  and  it  appearing  at  said  hearings  that  the  said 
railroad  can  not  be  safely  operated  without  extensive  repairs  to  the  road,  and 
the  application  of  air  or  power  brakes  to  the  cars  of  said  company,  and  that 
there  is  imperative  need  of  the  early  operation  of  said  railroad  for  the 
accommodation  of  residents  along  the  line  of  said  railroad  and  the  general 
public;  and  the  said  Rochester,  Charlotte  and  Manitou  Railroad  Company 
having  formally  consi'nted  to  entry  of  the  following  order  herein: 

/*  is  Ordered:  That  the  Rochester,  Charlotte  and  Manitou  Railroad  Com- 
pany be  and  is  hereby  directed  and  required  to  immediately  commence  the 
work  of  putting  the  roadbed,  rails,  and  appliances  of  that  portion  of  its 
railroad  extending  from  Charlotte  to  Braddock's  Bay  in  proper  condition  for 
safe  operation,  and  to  complete  the  said  work  within  thirty  days  from  the 
date  of  this  order,  such  work  to  be  subject  to  the  approval  of  this  Commis- 
sion. 

It  is  further  Ordered:  That  the  Rochester,  Charlotte  and  Manitou  Rail- 
road Company  shall  immediately  begin  the  reconstruction  or  thorough  repair 
of  the  trestle  upon  its  line  called  and  known  as  the  Braddock's  Bay  trestle, 
and  to  complete  said  reconstruction  or  tliorough  repair  of  said  trestle  so  that 
the  same  shall  be  in  proper  condition  for  safe  op<^ration  of  cars  thereover 
within  seventy- five  days  from  the  date  of  this  order,  such  work  to  be  subject 
to  the  approval  of  this  Commission. 

It  is  further  Ordered:  That  the  Rochester,  Charlotte  and  Manitou  Rail- 
road Company  shall  equip  each  of  its  cars  with  an  effective  power  brake, 
such  equipment  with  power  brakes  to  be  completed  to  the  satisfaction  of  this 
Commission  within  forty-five  days  from  the  date  of  this  order. 

And  it  is  further  Ordered:  That  the  Rochester,  Charlotte  and  Manitou 
Railroad  Company  shall  have  leave  at  any  time  during  the  periods  hereinabove 
specified  to  apply  by  petition  and  show  that  for  causes  beyond  its  control  it 
is  entitled  to  an  extension  of  time  within  which  to  comply  with  any  of  the 
foregoing  provisions  of  this  order;  a  copy  of  such  petition  to  be  previously 
served  by  the  company  upon  eacli  of  the  attorneys  for  residents  along  its  line 
appearing  of  record  in  this  proceeding. 

[See  Case  No.  315,  July  7,  1908,  page  170;  and  Case  No.  439,  August  19, 
1908,  page  148.] 

[Case  No.  145]  State  of  New  York, 

PuBLFc  Service  Commission,  Second  Distmct. 

At  a  session  of  the  Public  Service  Commission,  Second 
District,  held  at  the  Capitol,  Albany,  on  the  28th  day 
of  April,  1908. 
Present : 

Frank  W.  Stevens,  Chairman, 
Martin  S.  Decker, 
James  E.  Sague, 

Commissioners. 
In  the  matter  of  the  Complaint  of  Adam   Bernhard 
against  The  New  York  Central  and  Hudson  River 
Railroad  Company. 
After  due  deliberation,  it  is 

Ordered:  That  the  matter  of  this  complaint  be  closed  on  the  records  of 
this  Commission,  the  matters  complained  of  having  been  finally  and  amicably 
adjusted  by  the  acknowledgment  of  the  title  of  the  railroad  company  to  the 
land  in  dispute,  and  the  execution  of  a  lease  by  The  New  York  Central  and 
Hudson  River  Railroad  Company  to  complainant. 
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[Case  No.   152]  State  of  New  York, 

Public  Service  Commission,  Second  District. 
At  a  session  of  the  Public  Service  Commission,  Second 
District,  held  at  the  Capitol,  Albany,  on  the  28th  day 
of  April,  1908. 
Present: 
Frank  W.  Stevens,  Chairman, 
Martin  S.  Decker, 
James  E.  Sague, 

Commissioners. 
In  the  matter  of  the  Complaint  of  the  Highway  Com- 
missioners   OF    THE    Town    of    Busti,    Chautauqua 
county,  against  Nypano  Railroad  Company. 
After  due  deliberation,  it  is 

Ordered:  That  the  matter  of  this  complaint  be  closed  on  the  records  of 
this  Commission,  in  view  of  a  letter  to  this  Commission  from  the  attorney 
for  complainants  dated  April  21,  1908,  stating  that  a  satisfactory  adjustment 
has  been  arrived  at  between  the  town  authorities  and  the  railroad  company. 


[Case  No.  230]  State  of  New  York, 

Public  Service  Commission,  Second  District. 

At  a  session  of  the  Public  Service  Commission,  Second 
District,  held  at  the  Capitol,  Albany,  on  the  6th  day 
of  May,  1908. 
Present : 
Frank  W.  Stevens,  Chairman, 
Martin  S.  Decker, 
James  E.  Sague, 
John  B.  Olmsted, 

Commissioners. 

In  the  matter  of  the  Complaint  of  Residents  of  the 
Town  of  Sheridan,  Chautauqua  county,  against 
Pennsylvania  Railroad  Company. 

This  complaint  having  been  received  and  filed  here;  a  copy  of  the  same 
having  been  forwarded  to  said  Pennsylvania  Railroad  Company,  which 
answered;  and  a  public  hearing  thereon  having  been  held  by  Commissioners 
Stevens  and  Olmsted  of  this  Commission  in  the  city  of  Buffalo  on  April  30, 
1908;  now,  after  due  deliberation,  it  is 

Ordered:  That  the  Pennsylvania  Railroad  Company  make  its  Sheridan 
station,  in  the  town  of  Sheridan,  county  of  Chautauqua,  N.  Y.,  a  signal  or 
flag  station  for  its  southbound  train  known  as  No.  62,  and  its  northbound 
train  known  as  No.  61,  upon  its  Chautauqua  division;  that  said  trains  stop 
at  said  station  upon  flag  or  signal  given  in  the  usual  manner  according  to 
the  rules  of  said  company  for  its  flag  or  signal  stations,  to  receive  all  pas- 
sengers who  may  desire  to  enter  either  of  said  trains,  and  that  said  trains 
stop  at  said  station  to  discharge  all  passengers  who  may  wish  to  leave  either 
of  said  trains  thereat;  that  the  said  company  give  instructions  to  its  con- 
ductors and  other  employees,  necessary  and  proper  to  carry  out  this  order,  and 
upon  all  new  issues  of  its  time-tables  showing  the  movements  of  said  trains 
indicate  that  Sheridan  is  a  flag  or  signal  station  for  the  same;  that  this 
order  shall  take  effect  Monday,  May  11,  1908,  and  shall  continue  in  force  so 
long  as  said  trains  No.  61  and  No.  62  are  operated  by  said  company  upon 
said  division,  unless  earlier  modified  or  abrogated  by  this  Commission;  that 
said  company  notify  this  Commission  on  or  before  Saturday,  May  9,  1908, 
whether  the  terms  of  this  order  are  accepted  by  it  and  will  be  obeyed. 

[See  Case  No.  230,  Juno  11,  1908,  page  415.] 
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[Case  No.  .320]  State  of  New  York, 

Public  Sebvice  Commission,  Second  District. 

At  a  session  of  the  Public  Service  Commission,  Second 
District,  liekl  at  tiie  Capitol,  Albany,  on  the  Cth  day 
of  May,  1908. 
Present: 

Frank  W.  Stevens,  Chairman, 
John  B.  Olmsted, 
Martin  S.  Decker, 
James  E.  Sague, 

Commissioners. 

In  the  matter  of  Requiring  the  Vill.v(jk  of  Spring- 
ville  to  provide  and  kee|)  in  and  upon  the  premises 
of  its  municipal  lighting  plant  certain  suitable  ap- 
paratus for  testing  electric  meters  furnislied  by  said 
village  to  its  customers. 

On  reading  and  filing  the  report  of  C.  F.  Hunter,  cliief  inspector  of  electric 
meters  of  this  Commission,  dated  March  3,  1908,  wherein  it  appears  that  the 
municipal  ligliting  plant  of  tlie  village  of  Springville,  county  of  Erie,  State 
of  New  York,  is  not  provided  with  suitable  apparatus  for  proving  the  ac- 
curacy of  electric  meters  installed  on  its  system,  pursuant  to  the  requirements 
of  section  67  of  chapter  429,  laws  of  1907;  and  the  letter  of  this  Commission 
by  its  Secretary,  dated  March  6,  1908,  addressed  to  said  municipal  lighting 
plant,  wherein  the  Commission,  pursuant  to  the  powers  vested  in  it  by  said 
act,  recommended  the  purchase  of  suitable  apparatus,  to  consist  of  one  60 
cycle,  110-220  volt,  portable,  rotating  standard  test  meter,  one  indicating 
wattmeter,  and  one  stop  watch,  and  requested  said  municipal  lighting  plant  to 
advise  the  Commission  of  its  reasons,  if  any,  why  it  should  not  comply  with 
said  recommendation;  and  the  furtlier  letters  of  this  Commission,  by  its 
Secretary,  to  said  municipal  lighting  plant,  dated  respectively  March  28, 
1908,  April  15,  1908,  and  April  22,  1908,  in  reminder  of  the  aforesaid  recom- 
mendation, certified  copies  of  which  letters  and  each  of  them  being  hereto 
attached;  and  it  appearing  that  said  municipal  lighting  plant  has  not  re- 
plied or  made  answer  to  said  letters  or  any  of  them,  it  is 

Ordered:  That  the  trustees  of  said  village  of  Springville  show  cause 
before  this  Commission,  at  its  rooms  in  the  Capitol,  city  of  Albany,  county  of 
Albany,  State  of  New  York,  on  the  12th  day  of  May,  1908,  at  2  o'clock  in  the 
afternoon  of  that  day,  or  as  soon  thereafter  as  counsel  may  be  heard,  why  the 
aforesaid  recommendation  of  tlie  Commission  as  made  the  6th  day  of  March, 
1908,  sliould  not  be  complied  with,  and  the  apparatus  therein  recommended 
as  suitable  and  proper  for  use  by  said  municipal  lighting  plant  should  not 
forthwith  be  provided  by  said  village  and  kept  in  and  upon  the  premises  of 
the  municipal  lighting  plant  for  use  in  testing  the  meters  furnished  to  its 
customers. 

Service  hereof,  and  of  the  annexed  papers,  if  made  by  mail  on  or  before  the 
9th  day  of  May,  1908,  shall  be  sufficient. 
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[Case  No.  327]  State  of  New  York, 

PtJBLic  Service  Commission,  Second  District. 

At  a  session  of  the  Public  Service  Commission,  Second 
District,  held  at  the  Capitol,  Albany,  on  the  6th  day 
of  May,  1908. 
Present : 
Frank  W.  Stevens,  Chairman, 
John  B.  Olmsted, 
Martin  S.  Decker, 
James  £.  Saoue, 

Commissioners. 

In  the  matter  of  Eequiring  the  Salem  Lioht,  Heat  and 
Power  Company  to  provide  and  keep  in  and  upon 
its  premises  certain  suitable  apparatus  for  testing 
electric  meters  furninhed  by  said  comiMiny  to  its  cus- 
tomers. 

On  reading  and  filing  the  report  of  C.  F.  Hunter,  chief  inspector  of  electric 
meters  of  this  Commission,  dated  March  19,  1908,  wherein  it  appears  that 
the  Salem  Light,  ileat  and  Power  Company,  village  of  Salem,  VVashington 
county,  State  of  New  York,  is  not  provided  with  suitable  apparatus  for 
proving  the  accuracy  of  electric  meters  installed  on  its  system,  pursuant  to 
the  requirements  of  section  67  of  chapter  429,  laws  of  1907;  and  the  letter 
of  this  Commission,  by  its  Secretary,  dated  March  23,  1908,  addressed  to 
said  company,  wherein  the  Conuiiission,  pursuant  to  the  powers  N-ested  in  it 
by  said  act,  recommended  the  purchase  of  suitable  apparatus,  to  consist  of 
one  60  cycle,  110  volt,  portable,  rotating  standard  test  meter  of  standard 
manufacture,  and  requested  said  company  to  advise  the  Commission  of  its 
reasons,  if  any,  why  it  should  not  comply  with  said  recommendation;  and 
the  further  letters  of  this  Commission,  by  its  Secretary,  to  said  company, 
dated  respectively  April  15,  1908,  and  April  22,  1908,  in  reminder  of  the 
aforesaid  recommendation,  certified  copies  of  which  letters  and  each  of  them 
being  hereto  attached;  and  it  appearing  that  said  company  has  not  replied 
or  mad«  answer  to  said  letters  or  any  of  them,  it  is 

Ordered:  That  the  said  Salem  Light,  Heat  and  Power  Company  show 
cause  before  this  Commission,  at  its  rooms  in  the  Capitol,  city  of  Albany, 
oountv  of  Albany,  State  of  New  York,  on  the  12th  day  of  May,  1908,  at  2 
o'clock  in  the  afternoon  of  that  day,  or  as  soon  thereafter  as  counsel  may 
be  heard,  why  the  aforesaid  recommendation  of  the  Commission  as  made  the 
23rd  day  of  March,  1908,  should  not  be  complied  with,  and  the  apparatus 
therein  recommended  as  suitable  and  proper  for  use  by  said  Company  should 
not  forthwith  be  provided  by  said  Company  and  kept  in  and  upon  its  premises 
for  use  in  testing  the  meters  furnished  to  its  customers. 

Service  hereof,  and  of  the  annexed  papers,  if  mode  by  mail  on  or  before 
the  9th  day  of  May,  1908,  shall  be  sufficient. 

[See  Case  No.  327,  May  13,  1908,  page  411.] 
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[Case  No.  328]  State  of  New  Yobk, 

Public  Service  Commission,  Second  District. 

At  a  session  of  the  Public  Service  Commission,  Second 
District,  held  at  the  Capitol,  Albany,  on  the  6th  day 
of  May,  1908. 
Present : 

Frank  W.  Stevens,  Chairman, 
John  B.  Olmsted, 
Martin  S.  Decker, 
James  E.  Sague, 

Commissioners. 

In  the  matter  of  Requiring  the  Moravia  Electric 
Light,  Heat  and  Power  Company  to  provide  and 
keep  in  and  upon  its  premises  certain  suitable  ap- 
paratus for  testing  electric  meters  furnished  by  said 
company  to  its  customers. 

On  reading  and  filing  the  report  of  C.  F.  Hunter,  chief  inspector  of  electric 
meters  of  this  Commission,  dated  March  3,  1908,  wherein  it  appears  that  the 
Moravia  Electric  Light,  Heat  and  Power  Company,  village  of  Moravia,  county 
of  Cajruga,  State  of  New  York,  is  not  provided  with  suitable  apparatus  for 
proving  the  accuracy  of  electric  meters  installed  on  its  system,  pursuant  to 
the  requirements  of  section  07  of  chapter  429,  laws  of  1907;  and  the  letter 
of  this  Commission,  by  its  Secretary,  dated  March  5,  1908,  addressed  to  said 
company,  wherein  the  Commission,  pursuant  to  the  powers  vested  in  it  by 
said  act,  recommended  the  purchase  of  suitable  apparatus  to  consist  of  one 
125  cycle,  52-54  volt,  portable,  rotating  standard  test  meter  of  standard 
manufacture,  and  requested  said  company  to  advise  the  Commission  of  its 
reasons,  if  any,  why  it  should  not  comply  with  said  recommendation;  and  the 
further  letters  of  this  Commission,  by  its  Secretary,  to  said  company,  dated 
respectively  March  26,  1908,  April  6,  1908,  April  15,  1908,  and  April  22, 
1908,  in  reminder  of  the  aforesaid  recommendation,  certified  copies  of  which 
letters  and  each  of  them  being  hereto  attached;  and  it  appearing  that  said 
company  has  not  replied  or  made  answer  to  said  letters  or  any  of  them,  it  is 

Ordered:  That  the  said  Moravia  Electric  Light,  Heat  and  Power  Company 
show  cause  before  this  Commission,  at  its  rooms  in  the  Capitol,  city  of  Albany, 
county  of  Albany,  State  of  New  York,  on  the  12th  day  of  May,  1908,  at  2 
o'clock  in  the  afternoon  of  that  day,  or  as  soon  thereafter  as  counsel  may 
be  heard,  why  the  aforesaid  recommendation  of  the  Commission,  as  made  the 
5th  day  of  March,  1908,  should  not  be  complied  with,  and  the  apparatus 
therein  recommended  as  suitable  and  proper  for  use  by  said  company  should 
not  forthwith  be  provided  by  said  company  and  kept  in  and  upon  its  premises 
for  use  in  testing  the  meters  furnished  to  its  customers. 

Service  hereof,  and  of  the  annexed  papers,  if  made  by  mail  on  or  before 
the  9th  day  of  May,  1908,  shall  be  sufficient. 
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[Case  No.  8]  State  of  New  Yobk, 

PuBuc  Service  Commission,  Second  District. 
At  a  session  of  the  Public  Service  Commission,  Second 
District,  held  at  the  Capitol,  Albany,  on  the  7th  day 
of  May,  1908. 
Present : 
Frank  W.  Stevens.  Chairman, 
Thomas  M.  Osborne, 
Martin  S.  Decker^ 
Jakes  E.  Saoue, 
John  B.  Olmsted, 

Commissioners. 

In  the  matter  of  the  Complaint  of  Citizens  of  Rock- 
land County  against  New  Jersey  and  New  York 
Railroad  Company  and  Erie  Railroad  Company. 

This  matter  having  been  duly  heard  and  considered,  and  it  appearing  to 
the  Commission  that  the  defendant  the  New  Jersey  and  New  York  Railroad 
Company  should  improve  its  present  facilities  for  the  reception,  storage,  and 
delivery  of  freight  at  New  City,  N.  Y.,  by  abandoning  the  use  of  a  freight-car 
body  for  that  purpose  and  constructing  a  suitable  addition  to  its  station 
building  sufficiently  commodious  for  the  reception,  storage,  and  delivery  of  its 
present  and  prospective  freight  business  in  New  City;  and  it  further  appear- 
ing to  the  Commission  that  the  passenger  train  schedule  of  said  defendant 
the  New  Jersey  and  New  York  Railroad  Company  should  be  revised,  and  a 
revised  schedule  of  passenger  trains  between  such  points  having  been  prepared 
by  the  Commission  and  sent  to  said  defendant  the  New  Jersey  and  New  York 
Railroad  Company,  with  notice  that  amendments  thereto  might  be  proposed 
by  the  said  defendant  on  or  before  April  20,  1908,  and  the  time  to  propose 
said  amendments  having  been  extended  to  May  6,  1908,  and  the  said  defendant 
having  on  said  date  submitted  a  new  schedule  containing  certain  amendments 
to  the  passenger  train  schedule  so  prepared  by  the  Commission,  with  provision 
for  certain  trains  on  Saturday  and  Sunday  of  each  week;  and  it  further 
appearing  to  the  Commission  that  the  amenaed  schedule  so  submitted  by  said 
defendant  should  be  approved;  now,  therefore,  due  consideration  having  been 
had,  it  is 

Ordered:  1.  That  the  defendant  the  New  Jersey  and  New  York  Railroad 
Company  be  and  is  hereby  directed  and  required  to  prepare  and  within  fifteen 
days  from  the  date  hereof  submit  to  this  Commission  for  its  approval  a  plan 
or  plans  for  an  addition  to  its  present  station  proper  at  New  City,  N.  Y., 
which  shall  be  sufficiently  large  to  accommodate  its  present  and  prospective 
house  freight  business  at  New  City,  or  for  a  separate  building  adjacent  to 
said  station  sufficient  and  appropriate  for  said  freight  purposes,  and  that  upon 
the  approval  of  such  plan  or  plans  by  the  Commission  the  said  defendant  shall 
thereupon  proceed  with  the  construction  of  said  improvement  and  addition  to 
its  station  facilities  at  New  City  and  complete  the  same  within  three  months 
from  the  date  of  such  approval. 

Ordered:  2.  That  the  said  defendant  the  New  Jersey  and  New  York  Rail- 
road Company  be  and  is  hereby  directed  and  required  to  establish  and  on  or 
before  the  Slst  day  of  May,  1908,  put  in  force  on  its  line  between  New  City 
and  Nanuet  the  following  passenger  train  schedule: 
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Ordered:  3.  Tliat  this  order  shall  remain  in  effect  until  modified,  super- 
seded, or  vacated  by  the  Commission  upon  its  own  motion  or  upon  application 
by  any  party  herein  or  any  person  interested. 


[Case  No.  325]  State  of  New  York, 

Public  Sebvice  Commission,  Sp:cx)nd  District. 
At  a  session  of  the  Public  Service  Commission,  Second 
District,  held  at  tlie  Capitol,  Albany,  on  the  11th  day 
of  May,  1908. 
Present : 
Frank  W.  Stevens,  Chairman, 
Martin  S.  Decker, 
James  E.  Sacue, 

Commissioners. 
In  the  matter  of  the  Complaint  of  M.  F.  Simmons  of 
Schenectady  against  Schenectady  Railway  Company. 

Aiter  due  deliberation,  it  is 

Ordered:  That  the  matter  of  this  complaint  be  closed  on  the  records  of 
this  Commission,  complainant  advising  that  the  railway  company  has  taken 
tlie  necessary  steps  to  relieve  the  situation  complained  of. 


[Case  No.  147]  State  of  Nenv  York, 

Public  Service  Commission,  Secx)nd  District. 

At  a  session  of  the  Public  Service  Commission,  Second 
District,  held  at  the  Capitol,  Albany,  on  the  12th  day 
of  May,  1908. 

Present : 

Frank  W.  Stevens,  Chairman, 
Thomas  M.  Osborne, 
Martin  S.  Decker, 
James  E.  Saoue, 

Commissioners. 

In  the  matter  of  the  Complaint  of  REvSI dents  of  Water- 
town,  Glen  Park,  and  Brovvnville  against  the 
Black  River  Traction  Company  as  to  rate  of  fare 
and  service  rendered  the  public. 

This  case  having  been  duly  heard  at  the  city  of  W'atertown,  N.  Y.,  on  the 
12th  day  of  February,  1908,  and  due  invcstigition  liavin*^  been  had,  and  it 
appearing  to  the  Commission  that  the  aeti(?n  of  the  defendant  in  establishing 
by  tariff  effective  November  1,  1907,  a  fare  of  ten  cents  for  the  transportation 
of  each  passenger  from  Watertown  to  Clen  Park,  and  from  Glen  Park  to 
Watertown,  thereby  disccmtinuing  the  fare  of  live  cents  per  pass<'nger  between 
said  points  which  was  previously  in  force,  was  unreasonable  and  unjust,  and 
that  the  said  fare  of  ten  cents  between  said  ytoints  is  now  unreasonable  and 
unjust  and  in  violation  of  the  Puhlie  Service  Commissions  Law,  it  is 

Ordered:  That  the  defendant,  tlie  Hlack  River  Traction  Company,  be  and 
is  hereby  directed  and  required  lo  cease  and  desist  from  charging  its  present 
established  fare  of  ten  cents  per  passenger  from  Watertown  to  Glen  Park, 
and  from  Glen  Park  to  Watertown,  and  to  establish  and  put  in  force  on  or 
before  the  Ist  day  of  June,  1908,  a  rate  of  fare  for  the  transportation  of 
passengers  from  any  point  on  its  line  in  the  city  of  Watertown  to  a  point  on 
its  line  opposite  tlie  postotlice  in  the  village  of  Glen  Park  and  any  point 
intermediate  thereto,  and  from  a  point  on  its  line  opposite  the  postoffice  in 
the  village  of  Glen  l*ark  t^)  any  point  on  its  line  in  the  city  of  Watertown 
and  any  point  intermediate  tlie  ret  o,  whicli  shall  not  exceed  the  sum  of  five 
cents  per  passenger;   and  that  the  rate  of  fare  hereby  ordered  may  be  made 


410        Public  Seevicb  Commission,  Second  District 

effective  by  said  defendant  by  supplement  to  its  present  tariff  upon  three 
days'  previous  notice  to  the  public  and  the  Commission  in  the  manner  pre- 
scribed by  law. 

And  it  is  further  Ordered:  That  the  maximum  fare  prescribed  by  this 
order  shall  remain  in  effect  for  a  period  of  at  least  three  years,  that  is  to 
say,  until  June  1,  1911,  except  as  the  same  may  be  modified,  superseded,  or 
vacated  by  order  of  the  Commission;  and  leave  is  hereby  granted  to  the 
defendant  or  any  person  interested  to  apply  by  petition  for  such  order  at 
any  time. 

[Case  No.  247]  State  of  New  Yobk, 

Public  Sekvice  Commission,  Second  District. 

At  a  session  of  the  Public  Service  Commission,  Second 
District,  held  at  the  Capitol,  Albany,  on  the  12th  day 
of  May,  1908. 

Present : 

Frank  W.  Stevens,  Chairman, 
Thomas  M.  Osborne, 
Martin  S.  Decki-:r, 
James  E.  Sague, 

Commissioners. 

In  the  matter  of   Improvements  and  Additions  to  the 

Railway  of  the  Port  Jervis  Electric  Light,  Power, 

Gas  and  Railroad  Company. 

On  the  18th  day  of  October,  1907,  the  Commission's  inspector  of  electric 
railways  made  a  report  to  the  Commission  upon  the  operation  of  the  railway 
line  and  equipment  of  the  Port  Jervis  Electric  Light,  Power,  Gas  and  Rail- 
road Company,  concluding  as  follows: 

"  The  track  of  this  road,  with  the  exception  of  several  short  sections,  is  in  very 
poor  conditiou,   the  rail  badly  worn,  Joints  low  and   loose,   alignment  poor. 

"  The  cars  are  in  poor  condition. 

"  The  equipment  old  and  worn. 

*'  Cars  are  not  properly  maintained ;  are  not  clean,  and  need  painting. 

"  The  whole  system,  including  track,  roadbed,  and  equipment,  is  such  that  the 
safety,  comfort,  and  convenience  of  passengers  require  that  the  track  and  roadbed 
be  immediately  reconstructed,  and  that  new  and  proper  equipment  be  procured. 

*•  In  Its  present  condition  the  operating  expenses  are  far  in  excess  of  what 
they  should  be,  and  unless  the  above  suggestions  are  compiled  with,  the  operation 
of  this  road  must  necessarily  cease,  from  financial  considerations  if  for  no  other 
reason." 

A  preliminary  heaving  was  held  in  the  city  of  Port  Jervis,  N.  Y.,  on  the 
12th  day  of  March,  1908,  based  upon  such  report  and  upon  the  informal 
complaint  of  the  Port  Jervis  Board  of  Health  alleging  failure  on  the  part 
of  the  company  to  properly  heat  its  cars  in  cold  weather;  and  further  hear- 
ings were  held  in  this  matter  at  the  office  of  the  Commission  in  Albany  on 
the  7th  day  of  April  and  5th  day  of  May,  1008,  at  which  hearings  the  financial 
affairs  of  the  company,  and  the  physical  condition  of  the  road,  appliances,  and 
equipment  were  the  subjects  of  inquiry. 

Now,  after  full  consideration  and  deliberation,  it  is,  in  the  opinion  of  the 
Commission,  the  duty  of  the  said  Port  Jervis  Electric  Light,  Power,  Gas  and 
Railroad  Company  to  promptly  undertake  the  repairs  and  reconstruction  of 
its  line,  and  changes,  improvements,  and  additions  to  its  equipment  necessary 
to  bring  its  service  to  the  public  up  to  a  reasonable  standard  of  efficiency  in 
the  respects  of  safe,  adequate,  and  proper  operation  of  the  road;  and  it  is 
thereupon 

Ordered:  That  the  respondent,  tlie  Port  Jervis  Electric  Light,  Power,  Gas 
and  Railroad  Company,  be  and  is  hereby  directed  and  required  to  put  its 
railroad  line,  through  repair  or  reconstruction,  in  good  condition  for  operation, 
and  repair  or  replace  its  ecjuipment  and  power  appliances  to  such  extent  that 
the  safety,  comfort,  and  convenience  of  passengers  upon  its  line  will  be  reason- 
ably secured;  that  such  repairs,  changes,  improvements,  and  additions  shall 
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be  completed,  subject  to  the  approval  of  the  Commission,  within  three  months 
from  the  date  of  tliis  order;  and  that  to  this  end  the  said  respondent  shall, 
within  twenty  days  from  the  date  hereof,  present  to  the  Commission  for  its 
examination  and  approval,  plans  and  specilications  for  such  repairs,  changes, 
and  improvements  as  it  deems  adequate  to  meet  the  requirements  of  this 
order;  that  upon  receiving  such  plans  and  specifications  the  Commission  will 
make  its  final  order  specifying  the  repairs,  changes,  and  improvements  which 
are  required;  and  it  is  further 

Ordered:  That  the  respondent,  the  Port  Jervis  Electric  Light,  Power,  Gas 
and  Railroad  Company,  shall  have  leave  to  apply  to  the  Commission  from 
time  to  time  for  modification  or  amendment  of  this  order,  or  for  such  direction 
as  may  be  necessary. 

[See  Case  No.  247,  June  10,  1908,  page  414.] 


[Caae  No.  257]  State  of  New  York, 

Public  Sebvice  Commission,  Second  Disteict. 

At  a  session  of  the  Public  Service  Commission,  Second 
District,  held  at  the  Capitol,  Albany,  on  the  ISth  day 
of  May,  1908. 

Present : 

Frank  W.  Stevens,  Chairman, 
Thomas  M.  Osborne, 
Martin  S.  Decker, 
James  £.  Saoue, 

Commissioners. 

In  the  matter  of  the  Complaint  of  Residents  of  Vfji- 
PLANCK,   N.   Y.,   against    Pekkskux   Lighting    and 
Railroad  Company. 
After  due  deliberation,  it  is 

Ordered:  That  the  matter  of  this  complaint  be  closed  on  the  records  of 
this  Commission,  with  the  \mderstandiug  that  the  case  can  be  opened  on  re- 
application  at  any  time. 

[Case  No.  327]  State  of  New  York, 

Public  Service  Commission,  Second  District. 
At  a  session  of  the  Public  Service  Commission,  Second 
District,  lield  at  the  Capitol,  Albany,  on  the  ISth  day 
of  May,  190S. 

Present : 

Frank  W.  Stevens,  Chairman, 

Thomas  M.  Osborne, 

Martin  S.  Decker, 

James  £.  Sague, 

Commissioners. 
In  the  matter  of  Requiring  tlie   Salem  Lfght,   Heat 

AND  Power  Company  to  provide  and  keep   in  and 

upon  its  premises  certain  suitable  apparatus  for  test- 
ing electric  meters  furnished  by  said  company  to  its 

customers. 

WhereaSy  At  a  session  of  this  Commission  held  in  the  city  and  county  of 
Albany,  State  of  New  York,  on  the  6th  day  of  May,  1908,  an  order  was 
entered  in  the  above  entitled  matter  directing  the  Salem  Light,  Heat  and 
Power  Company  to  show  cause  before  the  Commission  at  its  rooms  in  the 
Capitol,  in  the  said  city  of  Albany,  on  the  12th  day  of  May,  1908,  at  2 
o'clock  in  the  afternoon  of  that  day,  why  the  recommendation  of  the  Com- 
mission as  made  the  23rd  day  of  March,  1908,  should  not  be  complied  with, 
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and  the  apparatus  therein  recommended  as  suitable  and  proper  for  use  by 
said  company  in  testing  the  electric  meters  furnished  by  it  to  its  customers 
should  not  forthwith  be  provided  and  kept  in  and  upon  its  premises  for  that 
purpose;  and  on  reading  and  filing  the  admission  of  due  service  of  said 
order,  and  upon  the  return  day  thereof  the  order  having  come  on  regularly 
to  be  heard  on  the  calendar,  and  the  said  conifmny  by  its  officers  or  attorney 
having  failed  to  appear,  and  due  deliberation  having  been  had  thereon,  it  is 

Ordered:  That  the  said  Salem  Light,  Heat  and  Power  Company  be  and 
is  hereby  required  to  provide  or  keep  in  and  upon  its  premises,  on  or  before 
the  1st  day  of  August,  11)08,  a  r.uitahle  and  proper  apparatus,  to  wit:  one 
sixty  (60)  cycle,  one  hundred  ten  (110)  volt,  portable,  rotating  standard  test 
meter  of  standard  manufacture,  to  be  approved  and  stamped  or  marked  by 
the  Commission,  for  testing  and  proving  the  accuracy  of  electric  meters 
furnished  for  use  by  it. 

[See  Case  No.  327,  May  6,  1908,  page  405.] 


[Case  No.  58]  State  of  New  York, 

Public  Skhvice  Commission,  Secx}nd  Distbict. 

At  a  session  of  the  Public  Service  Commission,  Second 
District,  held  at  the  Capitol,  Albany,  on  the  3rd  day 
of  June,  1908. 
Present : 

Frank  W.  Stevens,  Chairman, 
Martin  S.  Deckek, 
James  K.  Sague, 

Commissioners. 

In  the  matter  of  the  Comjdaint  of  Buffaix)  Paragon 
Wall  Plaster  Company  against  The  New  York 
Central  and  Hudson  River  Railroad  Company. 

After  due  deliberation,  it  is 

Ordered:  That  the  matter  of  this  complaint  be  closed  on  the  records  of 
this  Commission,  attorneys  for  the  complainant  advising  that  final  satis- 
factory settlement  has  been  made  in  the  matter. 


[Case  No.  150]  State  of  New  York, 

Public  Service  Commission,  Sixxjnd  Districtt. 

At  a  session  of  the  Public  Service  Commission,  Second 
District,  held  at  the  Capitol,  Albany,  on  the  3rd  day 
of  June,  1908. 

J*  resent: 

Frank  W.  Stevens,  Chairman, 
Martin  S.  Decker, 
James  E.  Sague, 

Commissioners. 

In  the  matter  of  the  Complaint  of  Diamond  Coal  Com- 
pany of  Cobleskill,  N.  Y.,  against  The  Deiaware  and 
Hudson  Company. 
After  due  deliberation,  it  is 
Ordered:     That  the  matter  of  this  complaint  l)e  closed  on  the  records  of 

this  Commission,  complainant  having  advised  that  a  switch   has  been  built 

by  the  company  as  agreed  upon  between  the  parties. 
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[Case  No.  225]  State  of  New  York, 

Public  Service  Commission,  Second  District. 
At  a  session  of  the  Public  Service  Commission,  Second 
District,  held  at  the  Capitol,  Albany,  on  the  3rd  day 
of  June,   1908. 
Present : 

Frank  W.  Stevens,  Chairman, 
Martin  S.  Decker, 
Jakes  E.  Sagl^, 

Commissioners. 

In  the  matter  of  the  Complaint  of  Jamrsville  Reser- 
voir Ice  Company  against  The  New  York  Centrai, 
AND  Hudson  River  Railroad  Company. 

After  due  deliberation,  it  is 

Ordered:  That  the  matter  of  this  complaint  be  closed  on  the  records  of 
this  Commission,  it  being  stated  at  the  public  hearing  held  by  Commissioner 
Decker  at  Syracuse  May  16,  1908,  that  arrangements  have  been  made  to 
install  a  private  siding,  which  siitisfled  the  complainant. 


[Case  No.  240]  State  op  New  York, 

Public  Service  Commission,  Second  District. 
At  a  session  of  the  Public  Service  Commission,  Second 
District,  held  at  the  C^apitol,  Albany,  on  the  3rd  day 
of  June,   1908. 
Present  : 
Frank  W.  Stevens,  Chairman, 
Martin  S.  Decker, 
James  E.  Saoue, 

Commissioners. 
In    the    matter    of    the    Complaint    of    Residents    of 
Spring    Valley,   Monsey,    and   Tali  man,    Rockland 
county,  against  Erie  Railroad  Company  and  New 
Jersey  and  New  York  Railroad  Company. 
After  due  deliberation,  it  is 

Ordered:  That  the  matter  of  this  complaint  be  closed  on  the  records  of 
this  Commission,  complainants  advising  that  matters  have  been  satisfactorily 
arranged  to  meet  the  acoonimodations  of  the  residents  of  the  villages  in 
question. 


[Case  No.  246]  State  of  New  York, 

Prm.io  Service  Commission,  Second  DiSTRicrr. 
At  a  session  of  the  Public  Service  Commission,  Second 
District,  held  at  the  Capitol,  Albany,  on  the  3rd  day 
of  June,   1908. 

Present : 
Frank  W.  Stevens,  Chairman, 
Martin  S.  Decker, 
James  E.  Saoue, 

Commissioners. 

In  the  matter  of  the  Complaint  of  Brand  &  Finney 
against  The  Delaware  and  Hudson  Company. 

After  due  deliberation,  it  is 

Ordered:     That  the  matter  of  this  complaint  be  closed  on  the  records  of 
this  Commission,  satisfactory  rates  having  been  made  on  shipments. 
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[Case  No.  269]  State  of  New  York, 

Public  Service  Commibsion,  Second  District. 

At  a  session  of  the  Public  Service  CJommission,  Second 
District,  held  at  the  Capitol,  Albany,  on  the  3rd  day 
of  June,  1908. 
Present : 
Frank  W.  Stevens,  Chairman, 
Martin  S.  Decker, 
James  £.  Saque, 

Commissioners. 

In  the  matter  of  the  Complaint  of  the  Highway  Com- 
missioners OF  the  Town  of  Harmony,  Chautauqua 
county,  against  The  Chautauqua  Traciion  Company. 

After  due  deliberation,  it  is 

Ordered:  That  the  matter  of  this  complaint  be  closed  on  the  records  of 
this  Commission,  complainants*  attorney  advising  that  satisfactory  disposition 
has  been  made  of  the  matters  alleged  in  the  complaint. 


[Case  No.  319]  State  of  New  York, 

Public  Service  Commission,  Second  District. 

At  a  session  of  the  Public  Service  Commission,  Second 
District,  held  at  the  Capitol,  Albany,  on  the  9th  day 
of  June,  1908. 
Present : 
Frank  W.  Stevens,  Chairman, 
James  E.  Saque, 
John  B.  Olmsted, 

Commissioners. 

In  the  matter  of  the  Complaint  of  William  C.  Shields 
and  John  J.  Shields,  composing  the  firm  of  Shields 
Bros.,  of  Bombay,  N.  Y.,  against  the  Canadian  Ex- 
press Company  and  the  American  Express  Company. 

After  due  deliberation,  it  is 

Ordered:  That  this  complaint  be  and  it  is  hereby  dismissed,  complainants 
consenting  thereto. 

[Case  No.  247]  State  of  New  York, 

Public  Service  Commission,  Second  District. 

At  a  session  of  the  Public  Service  Commission,  Second 
District,  held  at  the  Capitol,  Albany,  on  the  10th  day 
of  June,  1908. 
Present: 

Frank  W.  Stevens,  Chairman, 
Thomas  M.  Osborne, 
Martin  S.  Decker, 
James  E.  Saque, 

Commissioners. 

In  the  matter  of  Improvements  and  Additions  to  the 
Railway  of  the  Port  Jervis  Electric  Light,  Power, 
Gas  and  Railroad  Company. 

In  the  above  entitled  matter,  after  due  deliberation,  it  is 

Ordered:  That  the  plans  submitted  June  2,  1908,  by  the  Port  Jervis  Elec- 
tric Light,  Power,  Gas  and  Railroad  Company  for  repair  and  reconstruction 
of  the  railroad  of  said  Port  Jervis  Electric  Light,  Power,  Gas  and  Railroad 
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Company  be  and  the  same  are  hereby  approved ;  the  estimates  of  cost  for  such 
repair  and  reconstruction  not  having  been  considered,  and  no  opinion  thereon 
now  being  expressed. 

[See  Case  No.  247,  May  12,  1908,  pi^  411.] 


[Case  No.  230]  State  of  New  York, 

Public  Service  Commission,  Second  District. 

At  a  session  of  the  Public  Service  Commission,  Second 
District,  held  at  the  Capitol,  Albany,  on  the  11th  day 
of  June,  1908. 
Present : 
Frank  W.  Stevens,  Chairman, 
Thomas  M.  Osborne, 
Martin  S.  Decker, 
James  E.  Saoue, 
John  B.  Olmsted, 

Commissioners. 

In  the  matter  of  the  Complaint  of  Residents  of  the 
Town  of  Sheridan,  Chautauqua  county,  against 
Pennsylvania  Railroad  Company. 

After  due  deliberation,  it  is 

Ordered:  That  in  the  above  entitled  matter  the  order  of  this  Commission 
dated  May  5,  1908,  requiring  trains  Nos.  61  and  62  to  stop  on  flag  at  Sheridan 
station  on  said  company's  railroad  in  the  town  of  Sheridan,  Chautauqua 
coimty,  be  and  it  is  hereby  suspended  during  the  time  that  trains  Nos.  83 
and  84  are  run  and  scheduled  to  stop  on  flag  at  said  station. 

[See  Case  No.  230,  May  5,  1908,  page  403.] 


[Case  No.  374]  State  of  New  York, 

PuBuc  Service  Commission,  Second  District. 

At  a  session  of  the  Public  Service  Commission,  Second 
District,  held  at  the  Capitol,  Albany,  on  the  23d  day 
of  June,  1908. 
Present: 
Frank  W.  Stevens,  Chairman, 
Martin  S.  Decker, 
James  E.  Saque, 

Commissioners. 

In  the  matter  of  Requiring  The  Red  Hook  Light  and 
Power  Company  to  provide  and  keep  in  and  upon 
its  premises  certain  suitable  apparatus  for  testing 
electric  meters. 

On  reading  and  filing  the  report  of  Charles  F.  Hunter,  chief  inspector  of 
electric  meters  of  this  Commission,  dated  March  23,  1908,  wherein  it  appears 
that  The  Red  Hook  Light  and  Power  Company,  village  of  Red  Hook,  county 
of  Dutchess,  State  of  New  York,  is  not  provided  with  suitable  apparatus  for 
proving  the  accuracy  of  electric  meters  installed  on  its  system,  pursuant  to 
the  requirements  of  section  67,  chapter  429,  laws  of  1907;  and  the  letter  of 
this  Commission  by  its  Secretary  dated  March  24,  1908,  addressed  to  said 
company,  wherein  the  Commission,  pursuant  to  the  powers  vested  in  it  by 
said  act,  recommended  the  purchase  of  certain  apparatus,  to  consist  of  a  lamp 
bank  or  other  loading  device  for  obtaining  various  loads  for  checking  the 
portable  instruments  provided  by  said  company;  and  requested  said  company 
to  advise  the  Commission  of  its  reasons,  if  any,  why  it  should  not  comply 
with  said  recommendation;  and  the  further  letters  of  this  Commission  by  its 
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Secretary  to  said  company  dated  resiH.'ctiv<^ly  April  15,  1908,  April  23,  1908, 
May  6,  1908,  May  25,  1908,  and  June  4,  1908,  in  reminder  of  the  aforesaid 
recommendation,  certified  copies  of  which  letters  and  each  of  them  being 
hereto  attaclied;  and  it  appearing  that  said  company  has  not  replied  or  made 
answer  to  said  letters  or  any  of  them,  it  is 

Ordered:  That  said  The  Red  Hook  Light  and  Power  Company  show  cause 
before  this  Commission,  at  its  rooms  in  the  Capitol,  city  of  Albany,  county 
of  Albany,  State  of  New  York,  on  the  6th  day  of  July,  1908,  at  2  o'clock  in 
the  afternoon  of  tliat  day,  or  as  soon  tliereafter  as  counsel  may  be  heard,  why 
the  aforesaid  recommendation  of  the  Commission  as  made  the  24th  day  of 
March,  1908,  sliould  not  be  complied  with,  and  the  apparatus  therein  recom- 
mended as  suitable  and  proper  for  use  by  said  company  should  not  forthwith 
be  provided  by  said  company  and  kept  in  and  upon  its  premises  for  use  in 
obtaining  various  loads  for  checking  the  |)ortable  standards  provided  by  said 
company. 

Service  hereof  if  made  by  mail  on  or  before  the  3d  day  of  July,  1908,  shall 
be  sufficient. 


[Case  No.  3831  State  of  New  York, 

Public  Service  Commission,  Second  Distbict. 

At  a  session  of  the  Public  Service  Commission,  Second 
District,  hold  at  tlio  ('apitol,  Albany,  on  the  30th  day 
of  June,  1908. 
Present  : 

Fbank  W.  Stevens,  Chairman, 
Thomas  M.  Osborne, 
Martin  S.  Decker, 
James  E.  Saoue, 
John  B.  Olmsted, 

Commissioners. 

In  the  matter  of  the  Complaint  of  Residents  of  Steam- 
BUKG,  Cattaraugus  Co.,  N.  Y.,  against  Khie  Railroad 
Company  as  to  passenger-train  service. 

The  above  mentioned  complaint  having  been  received  and  filed: 

Ordered:  1.  That  a  copy  of  the  same  be  forwarded  to  said  Erie  Railroad 
Company,  and  that  tlie  matters  complained  of  be  satisfied  by  said  company 
or  that  the  cliarges  therein  be  answered  in  writing  within  five  days  from  the 
service  of  a  certified  copy  of  this  order  upon  said  company. 

Ordered:  2.  That  if  the  complaint  be  not  thus  satisfied,  the  said  railroad 
company  shall  file  its  original  answer  and  a  copy  thereof  with  the  Secretary 
of  the  Commission,  at  Albany,  who  shall  serve  by  mail  a  copy  of  the  answer 
upon  a  representative  of  complainants. 

[Service  adjusted  to  satisfaction  of  complainants  and  case  closed  August 
19,  1908,  by  resolution.! 
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[Case  No.  365]  State  op  New  York, 

Public  Sebtice  Commission,  Second  District. 

At  a  session  of  the  Public  Service  Commission,  Second 
District,  State  of  New  York,  held  at  the  Capitol  in 
the  city  of  Albany  on  the  6th  day  of  July,  1908,  at 
2  p.  m. 
Present: 
Frank  W.  Stevens,  Chairman, 
Thomas  M.  Osborne, 
Martin  S.  Decker, 
James  £.  Saque, 
John  B.  Olmsted, 

Commissioners. 

In  the  matter  of  the  Complaint  of  May  R.  DeSilva, 
Griffin  Corners,  Delaware  county,  New  York,  against 
The  Catskill  Mountain  Gas  Company. 

Upon  reading  the  petition  of  May  R.  DeSilva,  the  complainant  herein,  veri- 
fied the  20th  day  of  May,  1908,  and  the  exhibits  and  affidavits  attached  thereto 
and  filed  therewith  with  the  Public  Service  Commission,  Second  District,  on 
the  2l3t  day  of  May,  1908;  the  answer  of  The  Catskill  Mountain  Gas  Com- 
pany and  affidavits  thereto  attached  heretofore  filed  herein  on  the  1st  day 
of  June,  1908;  the  agreement  of  settlement  herein,  dated  the  1st  day  of  June, 
1908,  signed  by  the  parties,  a  copy  whereof  has  been  filed  herein;  the  affidavit 
of  Orville  F.  Ballard,  president"  of  The  Catskill  Mountain  Gas  Company, 
verified  the  27th  day  of  June,  1908,  together  with  the  report  of  F.  Tobey,  jr., 
dated  the  same  day,  attached  to  said  affidavit  and  filed  with  said  affidavit 
herein  with  the  Public  Service  Commission,  Second  District,  on  the  29th  day 
of  June,  1908;  the  proceedings  had  and  the  evidence  taken  herein  on  the  6th 
day  of  July,  1908,  the  said  complainant  appearing  herein  by  Eugene  E.  Howe, 
esq.y  of  Griffin  Corners,  New  York,  her  attorney;  and  Charles  H.  Yermilya, 
Joel  L.  Keator,  John  E.  Scndder,  OrvWe  F.  Ballard,  and  Augustus  II.  Todd, 
all  of  the  directors  of  The  Catskill  Mountain  Gas  Company,  appearing  in 
person;  and  George  A.  Fisher,  esq.,  of  Delhi,  New  York,  appearing  as  attorney 
ifor  Augustus  H.  Todd;  it  appearing  to  our  satisfaction  that  the  matters  in 
difi'erence  between  the  parties  herein  were  settled  and  adjusted  in  writing  by 
the  agreement  of  the  parties  dated  June  1,  1908,  and  that  the  said  May  R. 
DeSilva  in  pursuance  of  said  agreement  has  already  constructed  and  laid  down 
the  gas  main  from  the  east  end  of  the  gas  main  in  Main  street,  Griffin  Corners, 
Delaware  county,  New  York,  at  a  point  in  front  of  Hotel  Washington,  along 
said  Main  street  to  the  house  service  pipe  to  Hotel  Manhattan,  as  she  was  re- 
quired to  do  under  said  contract,  and  that  said  service  pipe  has  withstood  the 
required  pressure  test,  and  that  the  complainant  May  R.  DeSilva  is  entitled  to 
a  gas  supply  for  Hotel  Manhattan ;  and  that  said  gas  corporation  and  Augustus 
U.  Todd,  superintendent  of  The  Catskill  ^fountain  Gas  Company,  has  refused 
and  continues  to  refuse  to  furnish  gas  service  by  said  gas  main  to  Hotel  Man- 
hattan, now  occupied  by  Mr.  Joseph  Fisligrund  as  tenant;  after  hearing  all 
of  the  parties,  due  deliberation  being  had,  now  on  motion  of  Eugene  E.  Howe, 
esq.,  attorney  for  complainant  May  R.  DeSilva,  it  is 

Ordered:  1.  That  The  Catskill  Mountain  Gas  Company  of  Griffin  Comers, 
New  York,  is  hereby  ordered  and  directed  to  make  the  necessary  connection  of 
the  gas  main  in  front  of  Hotel  Washington  in  Main  street.  Griffin  Corners, 
New  York,  with  the  gas  main  constructed  by  May  R.  DeSilva  for  said  gas  cor- 
poration under  the  contract  of  June  1,  1908,  and  to  supply  gas  to  Hotel  Man- 
hattan, Griffin  Corners,  N.  Y.,  for  at  least  sixty-five  burners,  a  majority  of 
which  may  be  one-half  foot  burners,  and  some  one  foot  burners,  at  the  regular 
rates,  and  as  gas  is  regularly  supplied  to  other  patrons  of  said  gas  cor- 
poration. 

Ordered:     2.  That  said  The  Catskill  Mountain  Gas  Company  shall  make 
the  necessary  connection  of  the  gas  main  as  aforesaid  and  supply  gas  to  said 
Hotel  Manhattan  within  twenty-four   (24)   hours  after  personal  service  of  a 
14 
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certified  copy  of  thiB  order  upon  Onrille  F.  Ballard,  president,  and  Augustus 
H.  Todd,  a  director,  secretary,  and  superintendent  of  said  company. 

Ordered:  3.  That  said  The  Catskill  Mountain  Gas  Company,  its  ofScers, 
agents,  and  employees,  are  hereby  directed  and  required  to  obey  and  observe 
this  order  and  each  and  every  part  thereof  so  long  as  the  same  shall  be  and 
remain  in  force. 


[Case  No.  162]  State  of  New  Yqbk, 

Public  Service  Commission,  Second  District. 

At  a  session  of  the  Public  Service  Commission,  Second 
District,  held  at  the  Capitol,  Albany,  on  the  7th  day 
of  July,  1908. 
Present: 
Frank  W.  Stevens,  Chairman, 
Thomas  M.  Osborne, 
Martin  S.  Decker, 
James  E.  Sague, 
John  B.  Olmsted, 

Commissioners. 

In  the  matter  of  the  Complaint  of  Middletown  Council 
No.  320,  United  Commercial  Travelers  op  America, 
against  Erie  Railroad  Compant,  as  to  passenger 
train  service  on  the  Delaware  division  of  said  com- 
pany's railroad. 

After  due  deliberation,  it  is 

Ordered:  That  the  matter  of  this  complaint  be  closed  on  the  records  of 
this  Commission,  the  restoration  of  trains  Nos.  29  and  30  on  said  division 
removing  the  cause  of  complaint. 


[Case  No.  187]  State  of  New  York, 

PuBUc  Service  Commission,  Second  District. 
At  a  session  of  the  Public  Service  Commission,  Second 
District,  held  at  the  Capitol,  Albany,  on  the  7th  day 
of  July,  1908. 

Present: 
Frank  W.  Stevens,  Chairman, 
Thomas  M.  Osborne, 
Martin  S.  Decker, 
James  E.  Saoue, 
John  B.  Olmsted, 

Commissioners. 

In  the  matter  of  the  Complaint  of  Residents  of  Penn 
Yan,  Branchpobt,  and  Bluff  Point  against  Penn 
Yan,  Keuka  Park  and  Branchport  Railway  Com- 
pany as  to  service  rendered  the  public. 

After  due  deliberation,  it  is 

Ordered:  That  the  matter  of  this  complaint  be  closed  on  the  records  of 
this  Commission,  with  the  privilege  to  complainants  of  reopening  the  com- 
plaint at  any  time. 
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[Case  No.  209]  State  of  New  Yobk, 

Public  Service  Commission,  Secoitd  Distbict.  . 

At  a  session  of  the  Public  Service  Commission,  Second 
District,  held  at  the  Capitol,  Albany,  on  the  7th  day 
of  July,  1908. 
Present: 
Fbank  W.  Stevens,  Chairman, 
Thomas  M.  Osborne, 
Martin  S.  Decker, 
James  E.  Sague, 
John  B.  Olmsted, 

Commissioners. 

In  the  matter  of  the  Complaint  of  Residents  of  De- 
posit, Hancock,  Long  Eddt,  Hankins,  Calucoon, 
CocHECTON,  and  Nabrowsburo  against  Erie  Rail- 
road CoMPANT,  as  to  passenger  train  service  on  the 
Delaware  division  of  said  company's  railroad. 

After  due  deliberation,  it  is 

Ordered:  That  the  matter  of  this  complaint  be  closed  on  the  records  of  this 
Commission,  attorney  for  complainants  advising  that  the  restoration  to 
service  of  trains  Nos.  29  and  30  on  said  division  satisfactorily  disposes  of 
the  cause  of  complaint. 


[Case  No.  221]  State  of  New  York, 

Public  Service  Commission,  Second  District.    . 

At  a  session  of  the  Public  Service  Commission,  Second 
District,  held  at  the  Capitol,  Albany,  on  the  7th  day 
of  July,  1908. 
Present: 
Frank  W.  Stevens,  Chairman, 
Thomas  M.  Osborne, 
Martin  S.  Decker, 
James  E.  Sagxte, 
John  B.  Olmsted, 

Commissioners.  .        . 

In  the  Matter  of  the  Complaint  of  the  Villaoe  of  Lan- 
caster against  Erie  Railroad  Company,  as  to  train 
service  and  station  accommodations. 

After  due  deliberation,  it  is 

Ordered:  That  the  matter  of  this  complaint  be  closed  on  the  records  of 
this  Commission,  the  attorney  for  the  village  advising  that  the  construction 
of  a  new  station  at  Lancaster  has  been  commenced. 
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[Case  No.  243]  State  of  New  York, 

Public  Service  Commission,  Second  District. 

At  a  seBsion  of  the  Public  Service  Commission,  Second 
District,  held  at  the  Capitol,  Albany,  on  the  7th  day 
of  July,  1908. 
Present  : 
Frank  W.  Stevens,  Chairman, 
Thomas  M.  Osborne, 
Martin  S.  Decker, 
James  E.  Saque, 
John  B.  Olmsted, 

Commissioners. 

In  the  matter  of  the  Complaint  of  Newfane  Basket 
Manufacturing  Company  and  Others  against  In- 
ternational Railway  Company,  as  to  freight  rates 
and  interchange  of  cars. 

After  due  deliberation,  it  is 

Ordered:  That  the  matter  of  this  complaint  be  closed  on  the  records  of 
this  Commission,  the  question  of  the  justness  and  reasonableness  of  rates 
having  been  decided  to  the  satisfaction  of  the  complainants  by  new  tariffs, 
which  have  been  filed.  The  question  of  interchange  of  cars  between  the  Inter- 
national Railway  Company  and  The  New  York  Central  and  Hudson  River 
Railroad  Company  should  be  made  the  subject  of  a  separate  complaint,  if  a 
cause  for  complaint  still  exists. 


[Case  No.  267]  State  of  New  York, 

Public  Service  Commission,  Second  District. 

At  a  session  of  the  Public  Service  Commission,  Second 
District,  held  at  the  Capitol,  Albany,  on  the  7th  day 
of  July,  1908. 
Present : 

Frank  W.  Stevens,  Chairman, 
Thomas  M.  Osborne, 
Martin  S.  Decker, 
James  E.  Saque, 
John  B.  Olmsted, 

Commissioners. 

In  the  matter  of  the  Complaint  of  Knowles  Bros,  of 
Lockport  against  International  Railway  Company, 
as  to  freight  rates  and  interchange  of  ears. 

After  due  deliberation,  it  is 

Ordered:  That  the  matter  of  this  complaint  be  closed  on  the  records  of 
this  Commission,  the  question  of  the  justness  and  reasonableness  of  rates 
having  been  decided  to  the  satisfaction  of  the  complainants  by  new  tariffs, 
which  have  been  filed.  The  question  of  interchange  of  cars  between  the  In- 
ternational Railway  Company  and  The  New  York  Central  and  Hudson  River 
Railroad  Company  should  be  made  the  subject  of  a  separate  complaint,  if  a 
cause  for  complaint  still  exists. 
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[Case  No.  299]  State  of  New  York, 

PuftLic  SfiBViCB  Commission,  Second  District. 

At  a  eeBsion  of  the  Public  Service  Commission,  Second 
District,  held  at  the  Capitol,  Albany,  on  the  7th  day 
of  July,  1908. 
Present : 

Frank  W.  Stfvens,  Chairman, 
Thomas  M  Osborne, 
Martin  S.  Decker, 
James  E.  Saque, 
John  B.  Olmsted, 

Commissioners. 

In  the  matter  of  the  Complaint  of  the  City  of 
Rochester  against  Amf^bican  Express  Company, 
National  Express  Company,  United  States  Ex- 
press Company,  Wells  Fargo  and  Company,  Adams 
Express  Company. 

After  due  deliberation,  it  is 

Ordered:  That  the  matter  of  this  complaint  relative  to  deliveries  in  the 
city  parks  of  Rochester  be  closed  on  the  records  of  this  Commission,  a  letter 
from  W.  W.  Webb,  corporation  counsel,  stating  that  an  entirely  satisfactory 
arrangement  has  been  made  and  proceedings  can  be  dropped,  having  been 
filed  with  this  Commission. 


[Case  No.  305]  State  of  New  York, 

Public  Service  Commission,  Second  District. 

At  a  session  of  tlie  Public  Service  Commission,  Second 
District,  held  at  the  Capitol,  Albany,  on  the  7th  day 
of  July,  1908. 
Present : 
Frank  W.  Stevens,  Chairman, 
Thomas  M.  Osborne, 
Martin  S.  Decker, 
James  E.  Sague, 
John  B.  Olmsted, 

Commissioners. 

In  the  matter  of  the  Complaint  of  Residents  of  the 
Town  of  New  Scotland,  Albany  county,  against 
The  Delaware  and  Hudson  Company  as  to  pas- 
senger train  service. 

After  due  deliberation,  it  is 

Ordered:  That  the  matter  of  this  complaint  be  closed  on  the  records  of 
this  Commission,  the  attorney  for  complainants  advising  that  owing  to  change 
of  time-table  of  the  West  Shore  Railroad  (lessor),  it  is  not  possible  to  secure 
the  train  connections  sought  in  the  original  complaint. 
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[Case  No.  334]  State  op  New  Yobk, 

Public  Scbvicb  Commission,  Second  District. 

At  a  session  of  the  Public  Service  Commission,  Second 
District,  held  at  the  Capitol,  Albany,  on  the  7th  day 
of  July,  1908. 

Present: 
Fbank  W.  Stevens,  Chairman, 
Thomas  M.  Osborne. 
Martin  S.  Decker,. 
James  E.  Sague, 
John  B.  Olmsted, 

Commissioners. 

In  the  matter  of  the  Complaint  of  Homer  D.  Call  of 
Syracuse  against  American  Express  Company, 
National  Express  Company*  United  States  Ex- 
press Company. 

After  due  deliberation,  it  is 

Ordered:  That  the  matter  of  this  complaint,  for  alleged  failure  to  pick 
up  and  deliver  express  packages,  be  closed  on  the  records  of  this  Commission, 
complainant  advising  that  the  express  companies  have  agreed  to  cover  the 
territory  in  question  in  a  manner  satisfactory  to  him. 


[Case  No.  364]  State  of  New  York, 

Public  Service  Commission,  Second  District. 

At  a  session  of  the  Public  Service  Commission,  Second 
District,  held  at  the  Capitol,  Albany,  on  the  7th  day 
of  July,  1^08. 

Present : 

Frank  W.  Stevens,  Chairman, 
Thomas  M.  Osborne, 
Martin  S.  Decker, 
James  E.  Sague, 
John  B.  Olmsted, 

Commissioners. 

In  the  matter  of  the  Complaint  of  Louis  F.  Borchard 
of  Buffalo,  N.  Y.,  against  The  Delaware,  Lacka- 
wanna AND  Western  Railroad  Company;  The  New 
York  Central  and  Hlt)son  River  Railroad  Com- 
pany, West  Shore  Railroad  Company,  Pennsyl- 
vania Railroad  Company;  Buffalo,  Rochester  and 
Pittsburgh  Railway  Company;  Erie  Railroad 
Company,  and  Buffalo  and  Susquehanna  Railroad 
Company,  as  to  freight  rates  on  milk  and  cream. 

After  due  deliberation,  it  is 

Ordered:  That  the  matter  of  this  complaint  be  closed  on  the  recoi'dB  of 
this  Commission,  the  railroad  companies  in  question  having  restored  rates 
satisfactory  to  the  complainant. 
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[Case  No.  151]  ^tate  o#'New  York, 

Public  Service  Commission,  Second  District. 

At  a  session  of  the  Public  Service  Commission,  Second 
District,  held  at  the  Capitol^  Albany,  on  the  Sth  day 
of  July,  1908. 

Present: 
Frank  W.  Stevens,  Chairman, 
Thomas  M.  Osborne, 
Martin  S.  Decker, 
James  £.  Saoue, 
John  B.  Olmsted, 

Commissioners. 

In  the  matter  of  the  Complaints  of  J.   B.  Trot  and 

F.    G.    Everts    against    Lehigh    Valley   Railroad 

Company. 

Complaints  having  been  filed  herein  on  the  27th  day  of  November,  1907, 
and  the  matters  involved  having  been  heard  by  the  Commission  at  its  office 
in  Albany  on  the  ^th  day  of  March,  1908,  and  the  evidence  and  briefs  of 
counsel  having  been  duly  considered,  it  is 

Ordered:  That  the  complaints  herein  be  and  the  same  are  hereby  dis- 
missed,, but  that  the  case  so  far  as  it  involves  the  provision  of  adequate 
haggage  service  from  the  defendant's  station  at  Ithaca  be  and  the  same  is 
hereby  continued  as  an  investigation  by  the  Commission  upon  its  own 
motion,  under  the  title  of  "  In  the  matter  of  the  delivery  of  incoming 
baggage  from  the  station  of  the  Lehigh  Valley  Railroad  Company  at  Ithaca, 
N.  Y." 

[See  Case  No.  151,  October  14,  1908,  page  444.] 


[Case  No.  398]  State  of  New  York, 

Public  Service  Commission,  Second  District. 

At  a  session  of  the  Public  Service  Commission,  Second 
District,  State  of  New  York,  held  at  the  Capitol  in 
the  city  of  Albany  on  the  10th  day  of  July,  1908. 

Present : 
Frank  W.  Stevens,  Chairman, 
Thomas  M.  Osborne, 
Martin  S.  Decker, 

Commissioners. 

In  the  matter  of  Requiring  the  Delhi  Electric  Com- 
pany of  the  village  of  Delhi,  county  of  Delaware,  to 
make  certain  improvements  and  to  maintain  and  oper- 
ate its  property  for  the  security  of  the  public. 

On  reading  and  filing  the  report  of  Charles  F.  Hunter^  chief  inspector  of 
electric  meters  of  this  Commission,  dated  July  9,  1908,  a  certified  copy  of 
which  is  hereto  attached,  wherein  it  appears  that  the  property  of  the  Delhi 
Electric  Company,  to  wit:  the  electric  generating  station,  and  poles  and  lines 
erected,  o^vned,  and  maintained  and  used  by  said  company  in  and  over  the 
streets^  highways,  and  public  places  in  the  village  of  Delhi,  county  of  Dela- 
ware, for  the  purpose  of  furnishing  or  transmitting  electricity  for  light, 
heat,  or  power,  are  in  a  condition  of  disrepair  and  insecurity  and  dangerous 
to  life,  limb,  and  property,  in  that  the  poles  and  brackets  are  decayed  and 
not  properly  guyed,  the  arc  suspension  wires  rusted  and  ropes  old,  wires 
insecure,  the  insulation  on  wires  rotted  off  in  parts,  the  arc  lamps  suspended 
at  insufficient  height  above  the  ground;  and  also  that  there  is  an  absence  of 
necessary  circuit  interrupting  and  protective  devices  at  the  generating  station 
of  said  company;  it  is 
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Ordered:  That  the  said  Delhi  Electric  Company  show  cause  before  this 
Commission,  at  its  rooms  in  the  Capitol,  city  of  Albany,  county  of  Albany, 
State  of  New  York,  on  the  16th  day  of  July,  1908,  at  2  o'clock  in  the  after- 
noon of  that  day,  or  as  soon  thereafter  as  counsel  may  be  heard,  why  the 
Commission  should  not  order  said  company  to  make  such  improvements  to 
its  works,  wires,  poles,  lines,  and  system  maintained  in  connection  there- 
with, as  will  place  same  in  a  safe  and  secure  condition,  and  as  will  best  pro- 
mote the  public  interests,  preserve  the  public  health  and  security,  and  pro- 
tect those  employed  by  said  company  in  the  generation  and  distribution  of 
electricity,  and  why  this  Commission  should  not  order  such  other  and 
further  relief  in  the  premises  as  may  be  deemed  necessary  and  proper. 

Service  hereof,  and  of  the  annexed  papers,  if  made  by  mail  on  or  before  the 
lath  day  of  July,  IDQS,  shall  be  sufficient. 


[Case  No.  C8]  State  of  New  York, 

Public  Service  Commission,  Second  District. 

At  a  session  of  the  Public  Service  Commission,  Second 
District,  held  at  the  Capitol,  Albany,  on  the  21st 
day  of  July,  1908. 

Present: 
Frank  W.  Stevens,  Chairman, 
Thomas  M.  Osborne, 
James  E.  Sague, 
John  B.  Olmsted, 

Commissioners. 

In  the  matter  of  the  Complaint  dated  January  9,  1908, 
of  John  Dort  of  Oramel,  N.  Y.,  against  Pennsyl- 
vania Railroad  Company  as  to  station. 

After  due  deliberation,  it  is 

Ordered:  That  this  complaint  be  closed  on  the  records  of  this  Commission, 
the  matters  alleged  in  the  original  complaint  having  been  remedied  by  the 
railroad  r»ompany  in  accordance  with  the  directions  of  the  Commission. 


[Case  No.  3G6]  State  of  New  Y'ork, 

Public  Service  Commission,  Second  District. 

At  a  session  of  the  Public  Service  Commission,  Second 
District,   held   at  the   Capitol,  Albany,  on   the   23rd 
day  of  July,  1908. 
Present: 
Frank  W.  Stevens,  Chairman, 
Thomas  M.  Osborne, 
James  E.  Saque, 
John  B.  Olmsted, 

Commissioners. 

Petition  of  the  IVIarcellus  and  Otisco  Lake  Railway 
Company,  under  chapter  493  of  the  laws  of  1908,  for 
approval  of  the  use  of  locomotive  steam  power  in 
the  operation  of  its  railway. 

The  Marcellus  and  Otisco  Lake  Railway  Company  having  on  June  13,  1908, 
filed  with  this  Commission  its  petition,  under  chapter  493  of  the  laws  of 
1908,  for  approval  of  the  use  of  locomotive  steam  power  in  the  operation  of 
its  railway;  and  a  hearing  on  said  petition,  after  public  notice  and  notice 
to  municipal  authorities  and  others,  having  been  held  by  this  Commission 
at  its  office  in  the  Capitol,  Albany,  on  July  8,  1908;  and  proof  of  consents 
of  property  owners  and  local  authorities  to  the  operation  of  said  railway 
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by  locomotive  steam  power  having  been  filed  with  this  Commission;  now, 
After  hearing  Howard  R,  Bayne  for  the  petitioner,  and  no  one  appearing  in 
opposition,  and  after  due  deliberation,  it  is 

Ordered:  That  tmder  chapter  493  of  the  laws  of  1908,  said  petition  be 
and  it  is  hereby  granted,  and  this  Commission  hereby  approves  of  the  use 
of  locomotive  steam  power  as  motive  power  upon  the  railroad  of  the  Marcellus 
and  Otisco  Lake  Railway  Company,  as  now  constructed,  upon  the  following 
conditions,  which  are  hereby  made  a  part  of  this  order:  1.  That  this  approval 
of  the  use  of  locomotive  steam  power  as  motive  power  upon  said  company's 
railway  is  but  a  terminable  license,  which  may  be  revoked  at  any  time  by 
the  Commission  with  or  without  notice  to  said  company;  2.  That  no  steam 
locomotive  engine  with  a  driving-wheel  base  of  over  7  feet  6  inches,  a  weight 
on  driving  wheels  exceeding  37  tons,  and  a  total  weight  exceeding  55  tons, 
shall  be  used;  3.  That  the  speed  shall  not  exceed  the  following;  (a)  north 
of  Marcellus,  10  miles  per  hour;  (&)  south  of  Marcellus,  15  miles  per  hour; 
(c)  at  Coleman's  crossing,  Marcellus  Falls,  6  miles  per  hour;  {d)  at  curve 
at  paper  mill,  south  of  Marcellus  Falls,  6  miles  per  hour. 

And  it  is  further  Ordered:  That  this  order  shall  become  effective  only 
upon  the  said  company  filing  with  this  Commission  a  certified  copy  of  a 
resolution  of  its  board  of  directors  accepting  the  conditions  herein  expressed. 


(Case  No.  252]  State  of  New  York, 

Public  Service  Commission,  Second  District. 

At  a  session  of  the  Public  Service  Commission,  Second 
District,   held   at   the    Capitol,   Albany,   on   the   30th 
day  of  July,  1908. 
Present : 
Frank  W.  Stevens,  Chairman, 
Thomas  M.  Osbobne, 
James  E.  Sague, 
John  B.  Olmsted, 

Commissioners. 

In  the  matter  of  the  Complaint  of  Elias  P.  Mann, 
Mayor  of  thb  City  of  Troy,  against  United  Trac- 
tion Company,  relative  to  operation  of  its  Oakwood 
Avenue  line  in  the  city  of  Troy. 

Honorable  Elias  P.  Mann,  as  mayor  of  the  city  of  Troy,  having  on  February 
28,  1908,  filed  with  this  Commission  a  complaint  against  the  United  Traction 
Company,  operating  a  street  railroad  in  said  city,  in  relation  to  the  operation 
of  passenger  cars  by  said  company  on  its  Oakwood  Avenue  line  in  said  city; 
and  said  company  having  filed  with  this  Commission  its  answer  thereto; 
and  a  hearing  in  the  matter  having  been  held  by  this  Commission  at  its 
office  in  the  Capitol,  Albany,  on  May  6,  1908,  Oeorge  B.  Wellington^  esq., 
appearing  for  the  complainant,  and  Barrett  R,  WellingtoUy  esq.,  appearing 
for  certain  residents  along  said  Oakwood  Avenue  line  in  support  of  the  com- 
plaint, and  Levjis  E.  Carr  and  J,  E.  MacLean  appearing  for  the  United 
Traction  Company;  now,  after  hearing  evidence  and  reading  and  filing  briefs 
of  counsel,  and  upon  due  deliberation,  it  is 

Ordered:  That  said  United  Traction  Company  be  and  it  is  hereby  directed 
to  furnish  on  its  Oakwood  Avenue  line  in  Troy,  N.  Y.,  a  passenger  car  service, 
as  follows:  On  week  days:  A  fifteen-minute  service,  beginning  at  the  Union 
Station  and  running  northward  at  least  to  Frear  avenue,  and  as  far  north- 
ward beyond  that  point  as  may  be  found  practicable  without  increasing  the 
number  of  cars  now  in  use  on  said  line,  viz.,  two;  the  first  car  to  leave 
Union  Station  at  6:15  a.  m.,  and  the  last  car  to  leave  Union  Station  at  12 
midnight;  except  that  between  the  hours  of  9  a.  m.  and  11 : 40  a.  m.,  and  between 
the  hours  of  2:10  p.  m.  and  5:10  p.  m.,  the  service  shall  be  a  twenty-minute 
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service,  and  the  cars  shall  run  from  Union  Station  to  St.  Peter's  cemetery, 
the  end  of  the  line,  on  the  twenty-minute  schedule  only.  On  Sundays:  The 
service  to  be  a  twenty-minute  service  from  6:15  a.  m.  to  12  midnight,  begin- 
ning at  Union  Station  and  running  through  to  St.  Peter's  cemetery,  the 
end  of  the  line.    It  is  further 

Ordered:    That  this  order  shall  take  eflfect  on  August  10,  1908,  and  shall 
continue  in  force  until  modified  or  abrogated  by  this  Commission. 


[Case  Xo.  336]  Statk  of  New  York, 

PuBUc  Service  Commission,  Second  District. 
At  a  session  of  the  Public  Service  Commission,  Second 
District,  held  at   the   Capitol,   Albany,   on  the   30th 
day  of  July,  1908. 
Present : 

Frank  W.  Stevens,  Chairman, 
Thomas  M.  Osborne, 
James  E.  Sague, 
John  B.  Olmsted, 

Commissioners. 
In  the  matter  of  the  Complaint  of  Edward  O.  Foote 
and    Floyd    Brooks    of    Sherburne    Four    Corners 
against  New  York,  Ontario  and  Western  Railway 
Company. 

The  above  named  complainants  having  on  May  16,  1908,  filed  with  this 
Commission  a  complaint  against  New  York,  Ontario  and  Western  Railway 
Company,  as  to  passenger  train  service  at  Sherburne  Four  Comers,  and 
said  company  having  filed  with  this  Commission  its  answer;  and  a  hearing 
in  the  matter  having  been  held  by  Commissioner  Olmsted  of  this  Commission 
in  the  village  of  Sherburne  on  July  9,  1908,  Fuller  dc  Truesdell  appearing 
for  complainants,  and  John  B.  Kerr  and  Hoxcard  F,  Neicton  appearing  for 
the  New  York,  Ontario  and  Western  Railway  Company;  and  the  company 
having  stipulated  on  the  hearing  that  it  would  stop  on  signal  train  number  2, 
being  the  southbound  train  which  passes  Sherburne  Four  Comers  about 
10:30  a.  m. ;  and  having  further  stipulated  that  it  would  stop  train  number  1, 
being  the  northbound  train  which  passes  Sherburne  Four  Comers  about 
4:45  p.  m.,  for  any  passengers  from  points  south  of  Sidney  on  the  line 
of  the  New  York,  Ontario  and  Western  railway;  and  having  further  stipu- 
lated that  it  would  make  an  arrangement  with  the  owner  of  the  store  in 
which  the  present  passenger  station  is  now  located  to  keep  the  same  open 
as  a  station,  with  the  usual  conveniences  to  the  public  of  a  station;  it  is 

Ordered:  That  said  New  York,  Ontario  and  Western  Railway  Company 
be  and  it  is  hereby  directed  to  stop  train  number  2  on  signal  at  Sherburne 
Four  Comers,  and  to  stop  train  number  1  at  Sherburne  Four  Corners  to 
let  off  any  passengers  on  said  train  from  points  south  of  Sidney;  and  said 
New  York,  Ontario  and  W^estern  Railway  Company  is  Jiereby  directed  to 
make  an  arrangement  with  the  owner  or  proprietor  of  the  store  adjoining  tho 
railroad  lands  in  Sherburne  Four  Comers  where  the  postoffice  and  present 
station  are  now  located,  which  shall  give  to  the  public  the  usual  facilities 
and  privileges  of  a  railroad  station  at  that  point,  to  wit:  that  the  store 
shall  be  open  for  the  accommodation  of  passengers  at  any  time  when  pas- 
senger trains  are  due  at  Sherburne  Four  Corners,  and  that  the  store  shall 
remain  open  to  accommodate  passengers  when  trains  are  late,  that  proper 
seating  facilities  shall  be  provided  in  the  store,  and  that  passengers  shall 
go  there  as  a  matter  of  right  and  not  on  sufferance;  but  this  shall  not  be 
construed  to  mean  that  tickets  shall  be  sold  at  the  station. 

It  is  further  Ordered:  That  the  prayer  of  the  petition,  that  train  number 
1  northbound  shall  stop  regularly  or  on  signal  at  Sherburne  Four  Comers, 
be  and  it  is  hereby  denied. 
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It  i8  further  Ordered:  That  this  order  ehall  take  effect  upon  the  servici 
of  a  certified  copy  thereof  upon  said  New  York,  Ontario  and  Western  Rail 
way  Company,  and  shall  continue  in  force  until  modified  or  abrogated-  by 
this  Commission. 


[Case  No.  100]  State  op  New  Yobk, 

Public  Service  Commission,  Second  District. 

At  a  session  of  the  Public  Service  Commission,  Secona 
District,  held  at  the  Capitol,  Albany,  on  the  ad  day 
of  August,  1908. 
Present: 
Frank  W.  Stevens,  Chairman, 
Thomas  M.  Osborne, 
Martin  S.  Decker, 
James  E.  Saoue, 

Commissioners. 
In  the  matter  of  the  Complaint  of  Whjjam  T.  Gridley 
AND  Others  against  Westchester  Liqhtino   Com- 
pany, the  respondent. 
After  due  deliberation,  it  is 

Ordered:  That  in  the  above  entitled  matter  the  Westchester  Lighting 
Company  be  and  it  is  hereby  directed  to  answer  the  annexed  interrogatories 
in  writing  on  or  before  the  20th  instant,  such  answers  to  be  verified  by 
the  oath  of  an  officer  of  respondent,  and  a  copy  of  the  answers  to  be  served 
on  the  attorney  for  complainant  at  the  time  the  original  is  filed  with  the 
Commission;  that  in  case  the  respondent  is  unable  to  answer  any  of  said 
interrogatories  in  whole  or  in  part,  such  inability  shall  be  stated  affirma- 
tively, with  the  reason  why  the  desired  information  can  not  be  furnished. 

[Answers  to  interrogatories  filed  with  the  Commission,  and  case  pending.] 


[Case  No.  280]  State  op  New  York, 

Public  Service  Commission,  Second  District. 

At  a  session  of  the  Public  Service  Commission,  Second 
District,  held  at  the  Capitol,  Albany,  on  the  6th  day 
of  August,  1908. 
Present : 
Frank  W.  Stevens,  Chairman, 
Thomas  M.  Osborne, 
Martin  S.  Decker, 
James  E.  Sague, 
John  B.  Olmsted, 

Commissioners. 

In  the  matter  of  the  Complaint  of  Residents  in  the 
Vicinity  of  Crittenden,  Erie  county,  against  The 
New  York  Central  and  Hudson  River  Railroad 
Company  as  to  need  of  additional  help  at  Crittenden 
station. 

After  due  deliberation,  it  is 

Ordered:  That  the  matter  of  this  complaint  be  closed  on  the  records  of 
this  Commission,  complainants'  attorney  advising  that  the  company  has  put  an 
additional  man  to  work  at  this  station. 
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(Cose  No.  260]  State  of  New  York, 

Public  Sebvice  Commission,  Second  Distbict. 
At  a  session  of  the  Public  Service  Commission,  Second 
District,   held   at   the   Capitol,   Albany,   on  the   19th 
day  of  August,  1908. 
Present : 

Fbank  W.  Stetens,  Chairman, 

Thomas  M.  Osbobne, 

Mabtin  S.  Deckeb, 

Commissioners. 
In  the  matter  of  the  Complaint  of  Bbyn  Mawb  Pabk 

Impbovement  Association  of  Yonkers  against  The 

New  Yobk  Centbal  and  Hudson  Riveb  Railboad 

Company,  New  York  and  Putnam  division,  as  to  pas- 
senger train  service. 

That  portion  of  the  complaint  in  the  above  entitled  proceeding  relating 
to  passenger  train  service  between  New  York  city  and  Bryn  Mawr  Park  and 
other  points  upon  the  New  York  and  Putnam  division  of  The  New  York 
Central  and  Hudson  River  Railroad  Company  having  been  duly  beard  and 
submitted;  and  the  defendant  having,  after  conference  with  representatives 
of  complainants  and  with  the  Commission,  established  on  June  14,  1908,  a 
schedule  greatly  improving  the  passenger  train  service  between  said  points; 
and  it  appearing  to  the  Commission  that  such  passenger  train  service  as 
now  rendered  by  defendant  is  satisfactory  to  practically  all  of  the  com- 
plainants; it  is 

Ordered:  That  the  passenger  train  service  established  by  defendant  June 
14,  1908,  between  New  York  city  and  points  on  its  New  York  and  Putnam 
division  be  and  is  hereby  deemed  to  constitute  satisfaction  of  so  much  of 
the  complaint  as  relates  to  passenger  train  service  upon  said  division,  and 
that  the  defendant.  The  New  York  Central  and  Hudson  River  Railroad 
Company,  be  and  is  hereby  directed  and  required  to  continue  the  train 
service  so  established  by  the  schedule  of  June  14,  1908,  until  the  further 
order  of  this  Commission;  provided,  however,  that  the  defendant  may  increase 
the  number  of  trains  or  the  number  of  stops  for  existing  trains  upon  said 
division  at  any  time,  and  that  defendant  may  also  apply  for  modification 
of  this  order  at  any  time. 

[See  Case  No.  250,  October  20,  1908,  page  446.] 


[Case  No.  219]  State  of  New  Yobk, 

Public  Sebvice  Commission,  Second  Distbict. 

At  a  session  of  the  Public  Service  Commission,  Second 
District,  held  at  the  Capitol,  Albany,  on  the  1st  day 
of  September,   1908. 
Present : 

Fbank  W.  Stevens,  Chairman, 
Mabtin  S.  Deckeb, 
James  E.  Sague, 
John  B.  Olmsted, 

Commissioners. 
In  the  matter  of  the  Complaint  of  Residents  of  Wells- 
vnxE  against  Ebie  Railboad  Company,  as  to 
dangerous  condition  at  the  crossing  at  grade  in  said 
village  of  Farnum  street  and  said  company's  rail- 
road; and  as  to  lack  of  water  closets  at  the  station 
of  said  company  in  said  village. 
After  due  deliberation,  it  is 

Ordered:  That  the  matter  of  this  complaint  be  closed  on  the  records  of 
this  Commission,  complainants  advising  that  the  cause  of  the  complaint  has 
been  adjusted. 
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[Case  No.  222]  State  of  New  York, 

Public  Service  Ck>MMis8ioN,  Second  District. 
At  a  seasion  of  the  Public  Service  Commiaaion,  Seoond 
District,  held  at  the  Capitol^  Albany,  on  the  lat  da/ 
ot  September,  1908. 
Present: 
Frank  W.  Stevens,  Chairman, 
Martin  S.  Decker, 
James  E.  Saque, 
John  B.  Olmsted, 

Commissioners. 
In  the  matter  €d  the  Complaint  of  Besidents  of 
Barnard  (igaiusi  The  New  York  Central  and  Hud- 
son Biveb  Railroad  Company,  as  to  discontinuance 
of  paaaenger  train  service  om  the  Charlotte  branch 
of  said  oompany^B  railroad. 
After  due  deUberation,  it  is 

Ordered:  That  the  matter  of  this  complaint  be  dosed  on  the  records  of 
this  Commission,  complainants  advising  that  the  present  passenger  serriee 
is  entirely  satisfactory. 

[Case  No.  230]  State  of  New  Yobk, 

Public  Service  Commission,  Sboond  Dibtriot. 

At  a  session  of  the  Public  Service  CommiaBioB,  Second 
District,  held  at  the  Capitol,  Albany,  on  tne  Ist  daj 
of  September,  1908. 


Frank  W.  Stevens,  Chairman, 

Martin  S.  Deckex, 

James  B.  Sagub, 

JoKN  B.  Olmsted, 

Commission's. 
In  the  matter  of  the  Complaint  of  Mohawk  Gas  Com- 

FAirr  OF  Schenectady  against  The  New  Tobk  Cen- 
tral AND  Hudson  River  Rahboad  Company  and 

The  Delawabb  and  Hudson  Companz. 

After  due  deliberation,  it  is 

Ordered:  That  the  matter  of  this  complaint  be  closed  on  the  records  of 
this  Conmiission,  the  attorney  for  the  complainant  advising  that  it  will  be 
satisfactory  to  close  the  complaint,  reserving  to  complainant  the  right  to 
file  a  new  complaint  in  the  future  if  found  necessary  to  do  so. 


[Case  No.  400]  State  of  New  York, 

Public  Service  Commission,  Second  District. 
At  a  session  of  the  Public  Service  Conmiission,  Second 
District,  held  at  the  Capitol,  Albany,  on  the  1st  day 
of  September,  1908.  , 

Present: 
Frank  W.  Stevens,  Chairman, 
Martin  S.  Decker, 
James  E.  Sague, 
John  B.  Olmsted, 

Commissioners. 

In  the  matter  of  the  Complaint  of  the  Town  of  Carroll 
against  Warren  and  Jamestown  Street  Railway 

Ck>MPANY. 

Hearings   in  the  above  entitled  matter   upon   the  complaint  and  answer 
therein  were  had  before  Commissioner  Stevens  at  Jamestown  on  the  15th 
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and  22nd  days  of  August,  1908,  E.  Green,  esq,,  appearing  for  the  town  of 
Carroll,  and  George  T,  Armstrong,  esq.,  for  the  respondent.  Upon  the  final 
hearing  it  was  stipulated  by  both  parties  that  this  Commission  should  make 
and  enter  an  order  containing  the  provisions  and  requirements  hereinafter 
set  forth.  Pursuant  to  the  terms  of  said  stipulation,  which  is  approved  by 
the  Commission,  it  is 

Ordered:  That  the  respondent,  the  Warren  and  Jamestown  Street  Railway 
Company,  restore  Institute  street,  in  the  village  of  Frewsburg  and  town  of 
Carroll,  on  the  east  side  of  the  right  of  way  of  the  Dunkirk,  Allegheny  Valley 
and  Pittsburgh  railroad,  to  a  proper  and  safe  condition  for  use  as  a  public 
highway  in  the  following  manner:  1.  It  shall  construct  a  fence  along  the 
top  of  the  embankment  or  slope  separating  the  portion  of  the  highway  used 
by  the  respondent  from  the  portion  used  as  a  public  team  track,  said  fence 
to  be  placed  eighteen  feet  north  from  the  fence  now  standing  within  the 
highway  and  southerly  from  said  public  team  track,  and  to  extend  east  along 
Institute  street  a  distance  of  about  three  hundred  and  eighteen  feet;  2.  Said 
fence  shall  be  constructed  in  the  following  manner:  The  posts  shall  be  sub- 
stantial wooden  posts  and  shall  be  placed  eight  feet  apart  from  center  to 
center;  the  posts  shall  support  iron  pipe  or  boards,  at  the  option  of  the 
respondent;  if  iron  pipe  is  used,  it  shall  be  constructed  with  two  runs  of 
two-inch  pipe:  the  top  run  to  be  four  feet  from  the  general  surface  of  the 
ground  and  the  lower  run  to  be  twenty  inches  below  the  top  run;  pipe 
to  be  properly  painted  or  coated  to  prevent  rust;  if  boards  are  used,  they 
shall  be  of  good  timber,  each  board  six  inches  in  width,  %  of  an  inch  thick, 
with  three  runs  properly  spaced,  the  top  of  the  top  run  being  four  feet  from 
the  general  surface  of  the  ground;  3.  The  respondent  shall  grade,  in  proper 
and  suitable  form  for  a  wagon  road  or  track,  the  surface  east  of  the  railroad 
and  south  of  the  fence  to  be  constructed,  and  as  far  east  as  may  be  necessary, 
not  extending  however  beyond  the  east  end  of  the  fence;  the  town  to  remove 
the  fence  on  the  south  now  standing  within  the  bounds  of  the  highway; 
4.  The  respondent  shall  care  for  the  slope  or  embankment  as  far  east  as  the 
fourth  rail  joint  in  its  track  as  now  laid  east  of  the  bridge,  being  a  distance 
of  approximately  one  hundred  and  thirty  feet,  by  making  such  construction 
with  stone  riprap  work  or  by  post  and  timber  work  as  its  engineer  shall 
deem  best  suited  for  the  purpose,  which  purpose  is  permanently  to  prevent 
the  slope  or  embankment  from  caving  or  sliding. 

It  is  further  Ordered:  That  the  said  work  shall  be  commenced  within 
thirty  days  from  the  date  of  this  order  and  prosecuted  to  completion  with 
all  reasonable  dispatch,  and  when  the  fence  and  embankment  work  are  com- 
pleted they  shall  be  perpetually  maintained  by  the  said  Warren  and  James- 
town Street  Railway  Company. 

It  is  further  Ordered:  That  if  the  work  herein  directed  shall  at  any  time 
prove  inadequate  or  unsatisfactory  to  the  proper  authorities  of  the  town  of 
Carroll,  they  shall  be  at  liberty  to  apply  for  a  modification  of  this  order,  to 
the  end  that  the  respondent  may  be  required  to  keep  the  hiflrhway  at  said 
place  in  a  safe  and  proper  condition  so  far  as  the  existence  of  its  road  may 
make  the  same  unsafe  or  unsuitable  for  public  travel. 
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[Case  No.  450]  State  of  New  York, 

Public  Service  Commission,  Second  District. 

At  a  session  of  the  Public  Service  Commission,  Second 
District,  held  at  the  Capitol,  Albany,  on  the  1st  day 
of  September,  1908. 
Present: 
Frank  W.  Stevens,  Chairman, 
Martin  S.  Decker, 
James  E.  Saque, 
John  B.  Olmsted, 

Commissioners. 

In  the  matter  of  the  Complaint  of  J.  Hollenbeck  and 
Others  against  Erie  Railroad  Company  as  to  ob- 
struction of  the  Ashville  Avenue  crossing  in  James- 
town by  locomotive  engines. 

After  due  deliberation,  it  is 

Ordered:  That  the  matter  of  this  complaint  be  closed  on  the  records  of 
this  Commission,  arrangements  having  been  made  for  the  proper  operation 
of  locomotive  engines  over  Ashville  avenue. 


[Case  No.  458]  State  of  New  York, 

Public  Service  Commission,  Second  District. 

At  a  session  of  the  Public  Service  Commission,  Second 
District,  held  at  the  Capitol,  Albany,  on  the  1st  day 
of  September,  1908. 
Present: 
Frank  W.  Stevens,  Chairman, 
Martin  S.  Decker, 
James  E.  Sague, 
John  B..  Olmsted, 

Commissioners. 

In  the  matter  of  the  Complaint  of  the  Board  of  Edu- 
cation OF  THE  Village  of  Candor,  Tioga  county, 
against  Eureka  Gas  Company. 

After  due  deliberation,  it  is 

Ordered:  That  the  report  of  H.  C.  Hazzard,  chief  of  the  division  of  light, 
heat,  and  power,  upon  the  complaint  of  the  Board  of  Education  of  the  Village 
of  Candor  against  the  Eureka  Gas  Company  of  Candor,  Tioga  county,  be 
transmitted  to  said  Eureka  Gas  Company;  and  that  the  said  company  be 
and  it  is  hereby  directed  and  required  to  show  cause  before  this  Commission, 
at  its  hearing  room  in  the  Capitol  at  Albany  on  the  14th  day  of  September, 
1908,  at  2  o'clock  in  the  afternoon,  why  an  order  should  not  be  made  requiring 
it  to  comply  with  the  recommendations  made  in  said  report  to  install  new 
apparatus  as  therein  set  forth. 
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[Case  No.  279]  State  of  New  York, 

Public  Sebvice  Commission,  Second  District. 

At  a  session  of  the  Public  Service  Commission,  Second 
District,  held  at  the   Capitol,  Albany,   on   the   14th 
day  of  September,  1908. 
Present : 

Frank  W.  Stevens,  Chairman, 
Thomas  M.  Osborne, 
Martin  S.  Decker, 
James  E.  Sague, 

Commissioners. 

In  the  matter  of  the  Complaint  of  Residents  of  Cen- 
tral Park,  Deer  Park,  Wyandanch,  Farmingdalb, 
HiCKSViLLE,  and  Brentwood  against  The  Long 
Island  Railroad  Company. 

After  due  deliberation,  it  is 

Ordered:  That  the  matter  of  this  complaint  be  closed  on  the  records  of 
this  Commission,  complainants  advising  that  by  reason  of  the  adoption  of 
a  new  schedule  over  its  lines  the  railroad  company  has  removed  the  cause 
of  complaint. 


[Case  No.  384]  State  of  New  York, 

Public  Service  Commission,  Second  District. 

At  a  session  of  the  Public  Service  Commission,  Second 
District,  held  at  the  Capitol,  Albany,  on  the  Htb- 
day  of  September,  1908. 

Present : 

Frank  W.  Stevens,  Chairman, 
Thomas  M.  Osborne, 
Martin  S.  Decker, 
James  E.  Sague, 

Commissioners. 

In  the  matter  of  the  Complaint  of  William  T.  Clabk, 
G.  M.  Holmes,  and  Lewis  H.  Mitchell  of  Hailesboro 
against  The  New  York  Central  and  Hudson  River 
Railroad  Company  as  to  an  agent  not  being  em- 
ployed at  the  Hailesboro  station,  St.  Lawrence  county. 

After  due  deliberation^  it  is 

Ordered:  That  this  complaint  be  dismissed,  an  inspector  of  this  Commis- 
sion  having  reported  under  date  of  August  25,  1-908,  that  the  railroad  company 
has  provided  for  the  proper  care  of  the  station  in  accordance  with  the- 
promise  made  by  the  company's  representatives  at  the  hearing  on  July  13,. 
1906. 
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[Case  No.  410]  State  of  New  York, 

Public  Sssvicb  Commission,  Second  District. 

At  a  sesfiion  of  the  Public  Service  Commission,  Second 
District,  held  at  the  Capitol,  Albany,  on  the  14th 
day  of  September,  1908. 

Present : 

Frank  W.  Stevens,  Chairman, 
Thomas  M.  Osborne, 
Martin  S.  Decker, 
James  E.  Sague, 

Commissioners. 

In  the  matter  of  the  Complaint  of  the  Solvay  Process 
Company  against  The  New  York  Central  and  Hud- 
son River  Railroad  Company  as  to  freight  rate  on 
crushed  stone  and  cinders  from  Solvay,  N.  Y.,  to  Syra- 
cuse, N.  Y. 

After  due  deliberation,  it  is 

Ordered:  That  the  application  filed  September  10,  1908,  of  the  com- 
plainant in  this  matter,  lor  leave  to  withdraw  this  complaint,  be  and  it  is 
hereby  granted. 

[Case  No.  427]  State  of.  New  York, 

PuBuc  SiaviCE  Commission,  Second  Disraicr. 

At  a  session  of  the  Public  Service  Commission,  Second 
District,  held   at  the   Capitol,   Albany,  on   the    14th 
day  of  September,  1908. 
Present : 
Frank  W.  Stevens,  Chairman, 
Thomas  M.  Osborne, 
ACabtin  S.  Decker, 
James  £.  Sa«ue, 

Conmissioiiers. 

In  the  matter  of  the  Complaint  of  Robert  S.  Fowler 
AND  Others  iigainst  The  Ulster  and  Delaware 
Railroad  Company,  as  to  passenger- train  service  be- 
tween Kingston  and  Mount  Pleasant  and  intermedi- 
ate stations. 

After  due  deliberation,  it  is 

Ordered:  That  the  matter  of  this  complaint  be  closed  on  the  records  of 
this  Commission,  attorney  for  complainants  advising  that  a  satisfactory 
agreement  has  been  reached  with  the  railroad  company. 
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[Cases  No.  333,  376,  377.]  State  of  New  Yobk, 

Public  Service  Commission,  Second  District. 

At  a  session  of  the  Public  Service  Commission,  Second 
District,  held  at  the  Capitol,  Albany,  on  the   17th 
day  of  September,  1908. 
Present : 

Frank  W.  Stevens,  Chairman, 
Thomas  M.  Osborne, 
Martin  S.  Decker, 
James  K  Sague, 
John  B.  Olmsted, 

Commissioners. 

In  the  matter  of  the  Complaint  of  Residents  of  the 
City  of  Ithaca  against  Ithaca  Street  Railway 
Company. 

Whereas,  In  the  report  of  the  inspector  of  this  Commission  dated  Novem- 
ber 15,  1907,  the  following  suggestions  were  made  for  the  improvement  of  the 
physical  condition,  equipment,  and  methods  of  operation: 

1.  The  palntinj?  of  several  of  the  brides ; 

2.  That  a  number  of  the  bridges  should  be  examined  by  a  bridge  expert  and  a 
copy  of  bis  report  submitted  to  this  Commission ; 

3.  That  the  main  line  be  double  tracked  from  the  Lehigh  Valley  depot  to  corner 
of  Eddy  and  State  streets; 

4.  That  all  cars  operated  on  State  street  line  should  be  double-truck  and  equipped 
with  air  brakes ; 

5.  That  the  forty-five  pound  rail  on  the  Campus  and  through  Cornell  Heights 
be  replaced  by  a  heavier  rail ; 

6.  That  a  manually  operated  block-signal  system  be  installed  protecting  the 
section  of  track  between  the  Junction  of  State  street  line  and  Huestls  street,  and 
the  Eddy  street  siding  at  the  Junction  of  Eddy  and   State  streets. 

And  WhereaSy  A  copy  of  this  report  was  sent  to  the  company  and  the  sug- 
gestions have  not  been  complied  with  so  far  as  this  Commission  is  informed; 
therefore  be  it 

Resolved,  That  the  Ithaca  Street  Railway  Company  should  be  required  to 
show  cause,  at  the  office  of  this  Commission  at  Albany  on  the  28th  day  of 
September,  1908,  at  2  o'clock  in  the  afternoon,  why  this  Commission  should 
not  issue  the  following  orders: 

1.  That  all  cars  operated  on  the  grades  above  Tioga  street  be  equipped 
with  some  braking  system  in  addition  to  the  hand  brake  now  in  use  on  such 
cars.  Such  additional  braking  system  to  be  approved  by  this  Commission. 
This  order  to  be  complied  with  before  December  1,  1908. 

2.  That  after  May  1,  1909,  no  single- truck  car  shall  be  operated  on  the 
grades  above  Tioga  street.  The  class  of  cars  to  replace  the  single-truck  cars 
to  be  approved  by  this  Commission. 

3.  That  the  closed  cars  operated  on  this  company's  system  shall  be  equipped 
with  full  vestibules  with  side  doors.  The  vestibuling  of  cars  to  be  completed 
before  December  1,  1-908. 

4.  That  all  of  the  forty-five  pound  rails  in  the  track  on  the  curves  through 
the  Campus  and  Cornell  Heights  be  replaced  by  sixty-pound  rails.  This 
work  to  be  completed  not  later  than  December  1,  1908. 

6.  That  a  manually  operated  block-signal  system  be  installed  protecting 
the  East  Ithaca  cars  on  the  section  of  track  on  the  State  Street  line  over 
which  they  are  operated;  also  at  the  junction  of  Stewart  avenue  and  State 
street,  and  at  the  junction  of  State  street  and  Eddy  street.  The  plan  for 
and  the  location  of  these  signals  to  be  approved  by  this  Commission.  This 
work  to  be  completed  not  later  than  December  1,  1908. 

6.  That  not  later  than  December  1,  1*908,  a  ten-minute  headway  service  be 
installed  in  each  direction  around  the  loop  through  the  Campus  and  Cornell 
Heights. 

7.  That  a  man  be  employed  sanding  the  track  on  the  heavy  grades  on  State 
street  at  all  hours  during  which  cars  are  operated. 
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.  8.  That  the  State  Street  line  be  equipped  with  a  telephone  system,  with 
telephones  at  all  turnouts  connected  with  the  superintendent's  office.  This 
system  to  be  completed  before  December  1,  1908. 

9.  That  when  necessary  to  prevent  the  overloading  of  cars  on  the  East 
Ithaca  line^  two  cars  should  be  run. 


[Case  No.  478]  State  of  New  Yobk, 

Public  Service  Commission,  Second  District. 

At  a  session  of  the  Public  Service  Commission,  Second 
District,   held  at  the  Capitol,  Albany,  on  the   17th 
day  of  September,  1908. 
Present : 
Frank  W.  Stevens,  Chairman, 
Thomas  M.  Osborne, 
Martin  S.  Decker, 
James  E.  Sague, 
John  B.  Olmsted, 

Commissioners. 

In  the  matter  of  drilling  stay  bolts  of  fireboxes  of 
locomotive  engines  of  The  Long  Island  Railroad 
Company. 

After  due  deliberation,  it  is 

Ordered:  That  The  Long  Island  Railroad  Company  be  granted  an  extension 
of  time  for  drilling  stay  bolts  for  31  locomotives  built  in  1905  and  1906, 
until  said  locomotives  are  required  to  be  shopped  for  heavy  firebox  work; 
it  having  been  shown  by  the  report  of  Inspector  Robinson  that  The  Long 
Island  Railroad  Company  is  using  sufficient  care  in  the  inspection  of  its 
boilers  to  justify  this  exemption,  under  the  regulations  of  this  Commission. 


[Case  No.  486]  State  of  New  York, 

Public  Service  Commission,  Second  District. 

At  a  session  of  the  Public  Service  Conunission,  Second 
District,  held   at  the   Capitol,  Albany,  on  the  23rd 
day  of  September,  1908. 
Present : 

Frank  W.  Stevens,  Chairman, 
Thomas  M.  Osborne, 
Martin  S.  Decker, 
James  E.  Sague, 
John  B.  Olmsted, 

Commissioners. 

In  the  matter  of  drilling  stay  bolts  of  fireboxes  of 
locomotive  engines  of  The  Long  Island  Railroad 
Company. 

After  due  deliberation,  it  is 

Ordered:  That  The  liong  Island  Railroad  Company  be  granted  an  ex- 
tension of  time  for  drilling  telltale  holes  in  the  stay  bolts  of  locomotives 
Nos.  160,  161,  162,  165,  166,  167,  and  170,  until  said  locomotives  are  re- 
quired to  be  shopped  for  heavy  firebox  work;  it  having  been  shown  by  the 
report  of  Inspector  Robinson  that  The  Long  Island  Railroad  Company  is 
using  sufficient  care  in  the  inspection  of  its  boilers  to  justify  this  exemption, 
under  the  regulations  of  this  Commission. 
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[Case  Xo.  16]  State  of  New  Yokk, 

Public  Service  Commission,  Second  Dist&ict. 

At  a  session  of  the  Public  Serrioe  Commission,  Second 
District,  held  at  the   Capitol,  Albany,  on  the   24th 
day  of  September,  1903. 
Present: 

Frank  W.  Stevens,  Chairman, 
Mabtin  S.  Deckeb, 
James  E.  Sague, 
John  B.  Olmsted, 

Commissioners. 
In  the  matter  of  the  Petition  of  Fbedebick  W.  Batter 
for    the    revocation    of    a    certificate    of    public    con- 
venience and  a  necessity  granted  February  5,   1903, 
to  the  Rockland  Railroad  Company. 

After  due  deliberation,  it  is 

Ordered:  That  the  petition  of  Frederick  W.  Bauer  for  leave  to  discon- 
tinue his  application  for  revocation  of  the  certificate  of  public  convenience 
and  a  necessity  to  the  Rockland  Railroad  Company  be  granted,  and  that 
said  proceeding  be  dismissed  in  accordance  with  such  petition. 


[Case  No.  16C]  State  of  New  York, 

PuBUC  Service  Commission,  Second  District. 

At  a  session  of  the  Public  Service  Commission,  Second 
District,  held  at  the  Capitol,  Albany,   on   the   28th 
day  of  September,  1908. 
Present : 
Frank  W.  Stevens,  Chairman, 
Thomas  M.  Osborne, 
Martin  S.  Decker, 
James  £.  Sague, 
John  B.  Olmsted, 

CommissioneTB. 

In  the  matter  of  the  Complaint  of  Fremont  Wilson 
against  The  Yonkers  Railroad  Company,  and  Leslie 
Sutherland,  Receiver  of  said  Company. 

Fremont  Wilson  of  Youkers,  N.  Y.,  having  filed  with  this  Commission 
a  complaint  against  The  Yonkers  Railroad  Company  alleging,  among  other 
things,  that  the  passenger  cars  on  said  company's  railroad  are  not  properly 
equipped  with  braking  apparatus;  and  a  copy  of  the  complaint  having  been 
sent  to  the  company,  and  its  answer  received;  and  a  public  hearing  on  said 
complaint  having  been  held  in  the  city  of  Yonkers,  at  which  complainant, 
the  city,  and  respondent  company  were  represented;  and  a  receiver  of  said 
company's  property  thereafter  having  been  appointed  and  been  made  a 
party  to  this  proceeding,  and  having  answered  this  complaint;  and  in- 
spections of  the  passenger  cars  operated  on  said  railroad,  and  reports  in 
relation  thereto,  having  been  made  by  the  electrical  expert  of  this  Com- 
mission; now,  upon  the  aforesaid  complaint,  answers,  reports,  and  evidence 
at  the  hearing,  and  after  due  deliberation,  it  is 

Ordered:  That  all  cars  operated  in  passenger  serviee  on  the  lines  of  The 
Yonkers  Railroad  Company  which  are  not  now  so  equipped  shall  be  equipped 
with  air  brakes,  and  that  Leslie  Sutherland,  receiver  of  said  company,  shall 
begin  forthwith  the  work  of  placing  air  brakes  upon  all  such  passenger  cars; 
and  that  from  the  date  of  this  order  not  less  than  &ve  cars  per  month 
shall  be  so  equipped  with  air  brakes;  that  said  receiver  shall  immediately 
submit  to  this   Commission,  for  approval,  plans  showing  the  kind  of   air 
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brake  with   which  he  proposes  to  equip   the  said  cars  in   compliance  with 
this  order. 

[See  Case  No.  126,  Sfarch  17,  1908,  page  394;  Case  No.  378,  July  8,  1908, 
page  173;  Case  No.  378,  July  13,  1908,  page  174;  Case  No.  378,  September 
1,  1908,  page  180;  and  Case  No.  167,  September  29,  1908,  page  438.] 


[Case  No.  281]  St^te  or  New  Yobk, 

PuBUC  Service  Commission,  Second  District. 

At  a  session  of  the  Public  Service  Commission,  Second 
District,  held  at  the  Capitol,  Albany,   on  the   28th 
day  of  September,  1908. 
Present : 

Frank  W.  Stevens,  Chairman, 
Thomas  M.  Osborne, 
Martin  S.  Decker, 
James  E.  Sague, 
John  B.  Olmsted, 

Commissioners. 

In  the  matter  of  the  Complaint  of  Residents  of  the 
Village  of  Clyde  and  the  Town  of  Galen,  Wayne 
county,  against  The  New  York  Central  and  Hud- 
son River  Railroad  Company,  Lkssee  West  Shore 
Railroad,  as  to  construction  and  operation  of  a  gate 
at  the  Hemingway  crossing. 

After  due  consideration,  it  is 

Ordered:  That  the  matter  of  tliis  complaint  be  closed  on  the  records 
of  this  Commission,  the  directions  of  the  Commission  as  to  mainteiianco 
of  a  flagman  and  removal  of  the  crossing  bell  to  a  proper  location  having 
been  complied  with. 


[Case  No.  73]  State  of  New  York, 

Public  Service  Commission,  Second  District. 

At  a  session  of  the  Public  Service  Conimission,  Second 
District,   held   at  the   Capitol,   Albany,   on   tlie   29th 
day  of  September,  1908. 
Present : 

Frank  W.  Stevens,  Chairman, 
Thomas  M.  Osborne, 
Martin  S.  Decker, 
James  E.  Sague, 
John  B.  Olmsted, 

Commissioners. 

In  the  matter  of  the  Complaint  of  Arthl^  W.  Evans 
against  The  New  Y^ork  Central  and  Hudson  River 
Railroad  Company. 

Arthur  W.  Evans  of  Corning,  N.  Y.,  having  on  July  19,  1907,  filed  with 
this  Commission  a  complaint  against  The  New^York  Central  and  Hudson 
River  Railroad  Company,  alleging  "  That  prior  hereto  and  at  the  present 
time  the  said  New  York  Central  &  Hudson  River  Railroad  Company  in 
violation  of  law  have  reduced  the  train  crews  of  the  freight  trains  of  service 
upon  said  Division  (Pennsylvania  division)  of  said  New  York  Central  and 
Hudson  River  Railroad  Company  by  taking  off  one  man  and  the  present 
erews  on  trains  running  out  of  Coming  in  the  direction  of  Lyons,  wholly 
within  the  State  of  New  Y^ork  consists  of  five  men  made  up  as  follows: — 
Engineer,  fireman,  conductor,  flagman,  and  brakeman.  That  the  said  brake- 
man  is  obliged  in  addition  to  his  regular  service  of  braking  on  train  to 
shovel   coal   on   engine   and   do  other   services.     That    said   trains    are    not 
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properly  equipped  with  sufficient  number  of  men  to  run  and  control  said 
trains,  and  the  work  required  of  the  brakeman  and  other  employees  on  said 
freight  and  coal  trains  is  more  than  the  said  employees  are  capable  of 
doing  proficiently,  and  the  running  of  said  trains  so  equipped  without 
sufficient  men  to  properly  control  and  do  the  work  required  on  the  said 
train  is  in  violation  of  the  interest  of  public  policy  and  in  the  interests 
of  the  men  employed  on  said  trains  endangering  the  lives  of  said  men  and 
other  fellow  servants  as  well  as  the  public  in  general " ;  and  praying  this 
Commission  to  "  take  such  action  as  may  be  necessary  to  compel  the  said 
New  York  Central  &  Hudson  River  Railroad  Company  to  properly  equip 
and  man  their  said  trains  " ;  and  said  company  having  answered  said  com- 
plaint; and  hearings  on  said  complaint  having  been  held  by  this  Commission 
in  the  city  of  Albany  on  November  12,  1907,  and  March  2,  1908,  the 
complainant  appearing  in  person,  and  Ira  A.  Place  appearing  for  said,  com- 
pany; now,  upon  the  aforesaid  complaint  and  answer  and  the  evidence  at 
the  hearings,  and  after  due  deliberation,  it  is 

Ordered:  1.  That  The  New  York  Central  and  Hudson  River  Railroad 
Company  be  and  is  hereby  ordered  to  run  its  general  freight  trains  on  its 
Pennsylvania  division  between  Dresden  and  Lyons  with  a  crew  of  not  less 
than  six  men  (namely:  conductor,  engineer  and  fireman,  flagman,  and  two 
brakemen),  which  is  the  regular  equipment  now  used  by  that  company 
for  its  general  freight  trains  on  that  division  between  Corning  and  Dresden. 

Ordered:  2.  That  this  order  shall  take  effect  on  Saturday,  October  24, 
1908,  and  shall  continue  in  force  until  modified  or  abrogated  by  this  Com- 
mission. 

October  21,  1908;  above  order  modified  by  extending  time  it  shall  take 
effect  to  Monday,  November  2,   1908. 

October  21,  1908;  above  order  modified  by  extending  time  it  shall  take 
efl'ect  to  Tuesday,  December  1,   1908. 

[See  Case  No.  73,  December  9,  1908,  page  468.] 


[Case  No.  107]  State  of  New  York, 

Public  Sebvice  Commission,  Second  Distbiot. 

At  a  session  of  the  Public  Service  Commission,  Second 
District,  held  at  the  Capitol,  Albany,  on  the  29th 
^^^_^_^^^^^__^____^    day  of  September,  1908. 
Present: 
Frank  W.  Stevens,  Chairman, 
TuoMAS  M.  Osborne, 
Martin  S.  Decker, 
James  E.  Saoue, 
John  B.  Olmsted, 

Commissioners. 

In  the  matter  of  Complaints  in  relation  to  the  inclosing 
or  vestibuling  of  the  platforms  of  street  railroad  cars 
in  the  county  of  Westchester. 

There  having  been  filed  with  this  Commission  complaints  by  the  common 
council  of  the  city  of  Yonkers,  and  others,  alleging  that  all  cars  operated  on 
street  railroads  in  Westchester  county  are  not,  but  should  be,  provided  with 
inclosures  or  vestibules  fully  inclosing  the  platforms  of  said  cars;  and  public 
hearings  on  said  complaints  having  l^n  held  by  this  Commission  in  the  city 
of  New  York,  at  which  the  city  of  Yonkers,  the  Peekskill  Lighting  and  Rail- 
road Company,  the  Hudson  River  and  Eastern  Traction  Company,  the  receiver 
of  The  Yonkers  Railroad  Company,  the  New  York  and  Stamford  Railway 
Company,  the  receiver  of  The  Westchester  Electric  Railway  Company,  the 
receiver  of  the  Tarrytown,  White  Plains  and  Mamaroneck  Railway  Company, 
the  Central  Trust  Company,  Fremont  Wilson,  one  of  the  complainants,  and 
the   Amalgamated  Association   of    Street   and   Electric   Railway   Employees, 
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one  of  the  complainants,  were  represented ;  and  inspections  of  the  cars  operated 
on  the  railroads  above  named,  and  reports  in  relation  thereto,  having  been 
made  by  the  electrical  expert  of  this  Commission;  and  it  appearing  that  the 
platforms  of  cars  now  operated  on  the  Peekskill  Lighting  and  Railroad  Com- 
pany's railroad  and  the  Hudson  River  and  Eastern  Traction  Company's 
railroad  are  completely  inclosed  or  vestibuled;  now,  upon  the  aforesaid  com- 
plaints, reports,  and  evidence  at  the  hearings,  and  after  reading  and  filing 
briefs  of  counsel,  and  after  due  deliberation,  it  is 

Ordered:  That  the  platforms  of  all  cars  operated  upon  the  Yonkers  railroad, 
the  New  York  and  Stamford  railway,  the  Westchester  Electric  railroad,  and 
the  Tarrytown,  White  Plains  and  Mamaroneck  railway,  shall  be,  on  or  before 
January  1,  1909,  completely  inclosed  or  vestibuled  by  inclosures  of  iron,  wood, 
and  glass,  with  doors  therein  to  allow  of  entering  or  leaving  the  platforms 
so  inclosed  or  vestibuled.    And  it  is  further 

Ordered:  That  a  certified  copy  of  this  order  be  served  upon  The  Yonkers 
Railroad  Company,  and  Leslie  Sutherland,  receiver  of  said  The  Yonkers  Rail- 
road Company;  the  New  York  and  Stamford  Railway  Company;  The  West- 
chester Electric  Railroad  Company,  and  J.  Addison  Young,  receiver  of  said 
The  Westchester  Electric  Railroad  Company;  the  Tarrytown,  White  Plains 
and  Mamaroneck  Railway  Company,  and  J.  Addison  Young,  receiver  of  said 
Tarrytown,  White  Plains  and  Mamaroneck  Railway  Company. 

[See  Case  No.  166,  September  28,  1908,  page  436;  Case  No.  167,  December 
7,  1908,  page  4fi6;  Case  No.  167,  December  23,  1908,  page  471.] 


[Case  No.  369]  State  or  New  York, 

Public  Service  Commission,  Second  District. 

At  a  session  of  the  Public  Service  Commission,  Second 
District,  held   at  the   Capitol,  Albany,   on  the   29th 
day  of  September,  1908. 
Present: 

Frank  W.  Stevens,  Chairman, 
Thomas  M.  Osborne, 
Martin  S.  Decker, 
James  E.  Sague, 
John  B.  Olmsted, 

Commissioners. 

In  the  matter  of  the  Complaint  of  the  Nitro  Powder 
Company  of  Kingston,  N.  Y.,  against  New  York, 
Ontario  and  Western  Railway  Company,  and 
Central  New  England  Railway  Company. 

After  due  deliberation^  it  is 

Ordered:  That  the  matter  of  this  complaint  be  closed  on  the  records  of 
this  Commission,  complainant  advising  that  a  satisfactory  arrangement  has 
been  made  with  the  railroad  companies. 
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[Case  No.  494]  State  of  New  York, 

Public  Sebvice  Commission,  Second  Disthct. 

At  a  session  of  the  Public  Service  Commission,  Second 
District,   held   at   the   Capitol,  Albany,   on   the   29th 
day  of  September,  1908. 
Present: 

Fbank  W.  Stevens,  Chairman, 
TuoMAS  M.  Osborne, 
Mabtin  S.  Decker, 
James  E.  Sague, 
John  B.  Olmsted, 

Commissioners. 

In  the  matter  of  a  request  of  the  Forest,  Fish,  and 
Game  Commissioner  to  this  Commission  as  to  th# 
setting  of  fires  by  sparks  from  locomotive  engines. 

Whereas,  The  Forest,  Fish,  and  Game  Commissioner  has  served  upon  this 
Commission  the  following  request,  to  wit: 

State  op  New  York, 
Forest,  Fish,  and  Gamb  Commissioj^, 

Albany,  September  29,  1908. 

To      THE      nONORABLB,      THB      PUBLIC      SERVICE      COMMISSION,       SECOXU      DISTRICT, 

Albany,  N.  Y.  : 

Oentlemen:  Based  upon  the  following  statement  of  facts,  the  request  Is.  made 
to  your  honorable  body  and  hereto  attached  for  an  order  compelling  a  change  of 
fuel  on  railroads. 

A  careful  survey  of  the  conditions  which  have  existed  for  the  past  forty  days 
along  all  the  lines  of  railroads  running  through  the  Forest  Preserve  shows  that 
upwards  of  four  hundred  fires  have  been  started  upon  the  right  of  way  and 
Immediately  adjacent   to   the  right  of  way  of   these  railroads. 

I  consider  it  a  conservative  estimate  that  90  per  cent,  of  the  fires  started  In 
the  Forest  Preserve  are  started  by  sparks  from  the  railroad  locomotives. 

Even  a  casual  observer  passing  over  the  railroads  In  the  Forest  Preserve  will 
observe  that  almost  the  entire  surface  of  the  right  of  way  has  been  burned  over 
In  spots,  thus  showing  with  absolute  certainty  that  small  fires  running  Into  the 
thousands  in  number  have  been   set. 

This  Department  has  taken  the  most  diligent  precaution  and  has  exercised  the 
utmost  diligence  to  prevent  these  fires.  It  has  stationed  patrols  three  miles  apart 
along  the  line  of  every  railroad  in  the  Adirondack  region,  and  these  patrols  have 
followed  every  train  until  they  came  to  the  next  man,  thus  making  a  complete 
circuit  which  Is  patrolled  Immediately  after  the  passage  of  every  train;  and  these 
patrols  have  extinguished  thousands  of  Incipient  flre^. 

Inspectors  have  examined  the  fire  boxes  and  smoke  stacks  of  every  engine  on 
every  railroad  running  into  the  Forest  Preserve,  and  so  far  as  they  have  been 
able  to  observe  the  utmost  diligence  has  been  exercised  on  the  part  of  the  railroad 
companies  in  equipping  their  engines  with  the  most  approved  apparatus  for  the 
prevention  of  fires. 

All  these  precautions  and  all  this  diligence  has  gone  for  practically  nothing 
and  will  continue  to  go  for  nothing  until  some  strict  regulations  are  made  which 
will  absolutely  prevent  the  burning  of  coal  for  fuel  during  the  seasons  of  the 
year  when  there  is  danger  of  fire,  and  this  Department,  as  a  representative  of 
the  Interests  of  the  State  in  that  locality,  respectfully  and  verv  urgently  requests 
that  your  Honorable  Commission  give  this  matter  your  attention  without  further 
delay. 

Very  truly  yours, 

J.  S.  Whipple. 

Commissioner. 
and 

Whereas,  Section  72,  chapter  130  of  the  laws  of  1908,  the  act  for  the  pro- 
tection of  the  forests,  fish,  and  game  of  this  State,  provides,  among  other 
things,  as  follows: 

The  Public  Service  Commission  must,  upon  the  reouest  of  the  Forest,  Fish  and 
Game  Commissioner,  and  on  notice  to  the  railroad  company  or  companies  affected, 
require  any  railroad  company  having  a  railroad  running  through  the  forest  lands 
In  counties  containing  parts  of  the  Forest  Preserve,  to  adopt  sucU  devices  and 
precautions  against  setting  fire  upon  its  line  in  such  forest  lands  as  the  public 
Interest  requires; 

and 

Whereas  J  The  following  named  railroad  companies,  to  wit:  The  New  York 
Central  and  Hudson  River  Railroad  Company,  The  Delaware  and  Hudson 
Company,  Carthage  and  Copenhagen  Railroad  Company,  Glenfield  and  Western 
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Railroad  Company,  The  Lowville  and  Beaver  River  Railroad  Company,  Fonda, 
Johnstown  and  GloverBville  Railroad  Company,  The  Ulster  and  Delaware 
Railroad  Company,  Erie  Railroad  Company,  New  York,  Ontario  and  Western 
Railway  Company,  Delaware  and  Eastern  Railroad  Company,  Catskill  Moun- 
tain Railway  Company,  Catskill  and  Tannersville  Railway  Company,  Cran- 
berry Lake  Railroad  Company,  Rutland  Railroad  Company,  Adirondack  and 
St.  Lawrence  Railroad  Company,  Paul  Smith's  Electric  Light,  Power  and 
Railroad  Company,  Lake  Cham  plain  and  Moriah  Railroad  Company,  and 
Keeseville,  Ausable  Chasm  and  Lake  Champlain  Railroad  Company,  are 
operating  railroads  running  through  forest  lands  in  counties  containing  parts 
of  the  Forest  Preserve;  now,  therefore,  it  is 

Ordered:  That  a  hearing  upon  the  subject  matter  of  the  said  request  be 
and  it  is  hereby  appointed  to  be  held  at  the  hearing  room  of  this  Commission 
in  the  Capitol  in  the  city  of  Albany  on  the  12th  day  of  October,  1908,  at 
2  o'clock  in  the  afternoon,  and  that  the  following  named  railroad  companies, 
to  wit:  The  New  York  Central  and  Hudson  River  Railroad  Company,  The 
Delaware  and  Hudson  Company,  Carthage  and  Copenhagen  Railroad  Company, 
Glenfield  and  Western  Railroad  Company,  The  Lowville  and  Beaver  River 
Railroad  Company,  Fonda,  Johnstown  and  Gloversville  Railroad  Company, 
The  Ulster  and  Delaware  Railroad  Company,  Erie  Railroad  Company,  New 
York,  Ontario  and  Western  Railway  Company,  Delaware  and  Eastern  lUilroad 
Company,  Catskill  Mountain  Railway  Company,  Catskill  and  Tannersville 
Railway  Company,  Cranberry  Lake  Railroad  Company,  Rutland  Railroad 
Company,  Adirondack  and  St.  Lawrence  Railroad  Company,  Paul  Smith's 
Electric  Light,  Power  and  Railroad  Company,  Lake  Champlain  and  Moriah 
Railroad  Company,  and  Keeseville,  Ausable  Chasm  and  Lake  Champlain  Rail- 
road Company,  are  and  each  of  them  is  hereby  directed  and  required  to  be 
and  appear  at  said  hearing  and  show  what  devices  and  precautions  are  now 
used  and  employed  by  them  against  setting  fires  upon  their  respective  lines 
in  such  forest  lands ;  and  also  to  show  cause  why  they  and  each  of  them  should 
not  either  use  some  fuel  upon  their  locomotive  engines  which  will  not  give 
out  sparks  and  set  fires,  or  why  their  motive  power  should  not  be  changed 
to  some  other  than  steam. 


[Case  No.  607]  State  of  New  Yobk, 

Public  Service  Commission,  Second  Distbict. 
At  a  session  of  the  Public  Service  Commission,  Second 
District,  held  at  the  Capitol,  Albany,  on   the  29th 
day  of  September,  1908L 
Present: 
Frank  W.  Stevens,  Chairman, 
Thomas  M.  Osbobne, 
Mabtin  S.  Decker, 
James  E.  Saque, 
John  B.  Olmsted, 

Commissioners. 

In  the  matter  ef  the  Facilities  afforded  by  the  Syracuse, 
Lake  Shore  and  Northern  Railroad  (>c>mpany  at  the 
State  Fair  Grounds  in  the  city  of  Syracuse. 

Whereas,  The  report  of  the  chief  of  the  division  of  traffic  of  this  Com- 
mission dated  the  22nd  day  of  September,  1908,  tends  to  show  that  the 
facilities  afi'orded  by  the  Syracuse,  I^ake  Shore  and  Northern  Railroad  Com- 
pany at  the  State  Fair  Grounds  in  the  city  of  Syracuse  were  inadequate  and 
insiifficient  during  the  state  fair,  and  that  such  facilities  should  be  improved 
and  enlarged  before  the  holding  of  another  state  fair;  now,  therefore,  it  is 

Ordered:  That  a  copy  of  such  report  be  served  upon  the  Syracuse,  Lake 
Shore  and  Northern  Railroad  Company,  and  said  company  is  hereby  directed 
and  required  to  show  cause  at  a  hearing  to  be  held  at  the  hearing  room 
of  the  Commission  in  the   Capitol  at  Albany  on  the   12th  day  of  October, 
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1908,  at  2  o'clock  in  the  afternoon^  why  it  should  not  enlarge  and  rearrange 
its  terminal  facilities  and  accommodations  for  receiving  and  discharging 
passengers  at  or  near  the  State  Fair  Grounds  in  the  city  of  Syracuse,  and 
why  it  should  not  afford  more  frequent  service  with  cars  of  greater  capacity 
during  the  holding  of , the  state  fair. 


[Case  No.  464]  State  of  New  York, 

Public  Sebvige  Commission,  Second  Distbict. 

At  a  session  of  the  Public  Servicer  Commission,  Second 
District,  held  at  the  Capitol,  Albany,  on  the  6th  day 
of  October,  1908. 
Present : 

Fbane  W.  Stevens,  Chairman, 
Thomas  M.  Osbobne, 
James  E.  Saoue, 

Commissioners. 

In  the  matter  of  the  Complaint  of  Residents  op 
WfiiorfT,  Washington  county,  N.  Y.,  against  The 
Delawabe  and  Hudson  Company  as  to  passenger 
train  service  at  Wright. 

After  due  deliberation,  it  is 

Ordered:  That  the  matter  of  this  complaint  be  closed  on  the  records  of 
this  Commission,  with  the  understanding  that  if  conditions  do  not  continue 
satisfactory  it  may  be  taken  up  again  at  any  time. 


[Case  No.  412]  State  of  New  York, 

Public  Sebvice  Commission,  Second  Distbict. 

At  a  session  of  the  Public  Service  Commission,  Second 
District,    held   at   the    Capitol,   Albany,   on   the   7th 
day  of  October,  1908. 
Present : 

J'bank  W.  Stevens,  Chairman, 
Thomas  M.  Osbobne, 
James  E.  Sague, 

Commissioners. 

In  the  matter  of  the  Complaint  of  the  Boabd  of  Tbade 
OF  Batavia,  N.  Y.,  against  Lehigh  Valley  Rail- 
BOAD  Company  as  to  passenger  train  service  and  the 
stationing  of  an  additional  employee  at  said  com- 
pany's station  in  Batavia. 

After  due  deliberation,  it  is 

Ordered:  That  the  matter  of  this  complaint  be  closed  on  the  records  of 
this  Commission,  satisfactory  adjustment  having  been  made  of  the  matter 
at  the  hearing  held  by  this  Commission  at  Rochester  on  October  1,  1908. 
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[Case  No.  617]  State  of  New  York, 

Public  Sertice  Commission,  Second  District. 

At  a  session  of  the  Public  Service  Commission^  Second 
District,  held  at  the  Capitol,  Albany,  on  the  7th 
day  of  October,  1908. 

Present : 
Frank  W.  Stevens,  Chairman, 
Thomas  M.  Osborne, 
James  £.  Sague, 

Commissioners. 

In  the  matter  of  derailing  switches  in  the  Syracuse, 
Lake  Shore  and  Northern  railroad  at  its  crossing  of 
the  Rome,  Watertown  and  Ogdensburg  railroad 
(leased  to  and  operated  by  The  New  York  Central 
and  Hudson  River  Railroad  Company)  at  Noxon 
street  in  the  city  of  Syracuse. 

After  hearing  William  Nottingham  for  the  Syracuse,  Lake  Shore  and 
Northern  Railroad  Company,  and  after  due  deliberation,  it  is 

Ordered:  That  the  Syracuse^  Lake  Shore  and  Northern  Railroad  Company 
is  hereby  directed  to  operate,  during  the  six  months  of  each  year  from  May 
to  October  inclusive,  derailing  switches  in  its  railroad  where  said  railroad 
crosses  at  grade  the  Rome,  Watertown  and  Ogdensburg  railroad  (leased 
to  and  operated  by  The  New  York  Central  and  Hudson  River  Railroad 
Company)  at  Noxon  street  in  the  city  of  Syracuse. 

It  «  further  Ordered:  That  this  order  shall  remain  in  force  until  modi- 
fied or  abrogated  by  this  Commission. 


[Case  No.  461]  State  of  New  York, 

Public  Service  Commission,  Second  District. 

At  a  session  of  the  Public  Service  Commission,  Second 
District,  held  at  the  Capitol,  Albany,  on  the  l-2th 
day  of  October,  1008. 

Present : 
Frank  W.  Stevens,  Chairman, 
Thomas  M.  Osborne, 
Martin  S.  Decker, 
James  £.  Sague, 

Commissioners. 

In  the  matter  of  the  Complaint  of  H.  Paulding  of 
Huntington,  N.  Y.,  against  The  Long  Island  Rail- 
road Company,  as  to  express  charges. 

H.  Paulding  of  Huntington,  N.  Y.,  having  on  September  5,  1908,  filed 
with  this  Commission  a  complaint  a^inst  The  Long  Island  Railroad  Com- 
pany, alleging  unreasonable  charges  by  said  company  for  the  shipment  by 
express  and  return  of  the  empty  packages,  of  cider  in  bottles,  packed  in 
cases,  between  Huntington  and  New  York  city ;  and  The  Long  Island  Railroad 
Company  having  filed  its  answer  to  said  complaint;  and  a  hearing  on  said 
complaint  having  been  held  by  Commissioner  Decker  of  this  Commission  in 
the  city  of  New  York  on  September  25,  1908,  the  complainant  appearing  in 
person,  and  L.  «/.  Carruthers  appearing  for  The  Long  Island  Railroad  (Com- 
pany; now,  after  due  deliberation,  and  for  the  reasons  stated  in  the  opinion 
in  this  matter  by  Commissioner  Decker,  it  is 

Ordered:  That  the  matter  of  this  complaint  be  and  it  is  hereby  closed 
on  the  records  of  this  Commission. 
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[Ca^e  Xo.  444]  State  of  New  York, 

PcBUC  Service  Lommissiox,  Second  District. 

At  a  se-^sion  of  the  Public  Service  Commission.  Second 
District,   held   at   the   Capitol,   Albany,   on    the    13th 
day  of  October,  IDOs. 
Present  : 

Fhajsk  W.  Steaens,  Chairman, 
Thomas  M.  Osbtjene, 
Martin  S.  Decker, 
James  E.  Sague, 

Commissioners. 

In  the  matt^T  of  the  Complaint  of  Residents  of  the 
Village  cf  Sandy  Hill  aoain^t  The  Delaware  asd 
Hudson  Company  as  to  passenger  station. 

There  having  bf*^n  filed  with  this  Commission  on  Aujrnst  17,  1908,  a  com- 
plaint signf'd  by  tiie  pre-ident  and  trustees  and  by  residents  of  the  village 
of  Sandy  Hill,  Wa-hingUjn  county,  against  The  D*^laware  and  Hudson  Com- 
pany as  to  the  condition  of  the  passenger  station  on  the  steam  railroad 
operated  by  said  company  in  said  village,  and  asking  that  this  Commission 
require  said  company  to  build  a  new  pa=isenger  station;  and  a  copy  of  the 
complaint  having  been  sent  to  the  company  and  its  answer  received;  and 
hearings  on  said  complaint  having  been  held  on  September  29  and  October 
13,  1908,  B.  G.  Bifjhy  apf^earing  for  complainants  and  L.  E.  Carr  appearing 
for  the  company;  now,  upon  the  aforesaid  complaint,  an-wer,  and  evidence  at 
the  hearing  Octol>er  13th,  and  after  due  delilK'ration,  it  is 

Ordered:  1.  That  The  Delaware  and  Hudson  Company  is  hereby  di- 
rected and  required  to  erect  a  new  passenger  station  in  the  village  of  Sandy 
Hill,  Washington  county,  with  suitable  and  adequate  waiting  rooms,  toilet 
rooms,  baggage  room,  ticket  oflice,  platforms,  and  canopies  for  platforms,  said 
station  to  be  constructed  as  to  its  walls  of  some  material  other  than  wood. 

Ordered:  2.  That  the  !«aid  company  prepare  and  submit  to  this  Commis- 
sion on  or  before  the  20th  day  of  November,  1008,  plans  drawn  to  a  scale, 
elevations,  and  specifications  for  said  passenger  station,  said  plans  to  show 
the  prof>osed  location  and  approaches  thereto. 

Upon  receiving  said  plans,  elevations,  and  specifications  the  Commission 
will  examine  the  same,  and  when  the  same  or  other  plans,  elevations,  and 
specifications  are  approved,  the  Commission  will  then  direct  the  time  within 
which  said  station  shall  be  constructed,  and  make  such  other  and  further 
orders  as  may  be  proper  and  necessary. 


[Case  No.  1511  State  of  New  York, 

PuBue  Service  Commission,  Second  District. 

At  a  session  of  the  Public  Service  CommissioiL  Second 
District,   held   at   the   Capitol,   Albany,   on   tlie   14tli 
day  of  October,  1908. 
Present : 

Frank  W.  Stevens,  Chairman, 
Thomas  M.  Osborne, 
Martin  S.  Decker, 
James  E.  Sague, 
John  B.  Olmsted, 

Commissioners. 

In  the  matter  of  the  Delivery  of  Iiuxnning  Baggage 
from  the  Station  of  the  Lehigh  Valley  Railroad  Com- 
pany at  Ithaca,  N.  Y. 

After  due  deliberation,  it  is 

Ordered:    That  in  the  above  entitled  matter  the  report  of  the  chief  of  the 
division  of  traffic  be  filed,  and  that  upon  the  showing  of  present  satisfactory 
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conditions  set  forth  in  said  report  the  case  be  closed  upon  the  records  of  the 
Commission,  subject  to  order  reopening  the  investigation  if  such  action  shall 
appear  necessary. 

[^ee  Case  No.  151,  July  8,  1908,  page  423.  Case  Xo.  544  consolidated  in 
the  investigation  and  decision.] 

[Case  Xo.  266]  State  of  Xew  Yobk, 

Public  Service  Commission,  Second  Distbict. 

At  a  session  of  the  Public  Service  Commission,  Second 
District,   held  at   the   Capitol,   Albany,   on    the    14th 
day  of  October,  1908. 
Present : 

Frank  W.  Stevens,  Chairman, 
Thomas  M.  Osborne, 
Martin  S.  Decker, 
James  E.  Sague, 
John  B.  Olmsted^ 

Commissioners. 

In  the  matter  of  the  Complaint  of  Citizens  Committee 
of    Watebvliet,    N.    Y.,   against    United    Traction 

COMPANT. 

A  citizens  committee  of  Watervliet,  Albany  county,  having  on  March  19, 
1908,  filed  with  this  Commission  a  petition  asking  the  Commission  to  order 
the  United  Traction  Company  to  so  readjust  its  passenger  fares  between  the 
cities  of  Watervliet  and  Albany  that  a  passenger  may  ride  on  the  cars  of  said 
company  from  any  point  on  Broadway  in  Watervliet  to  State  street  in  Albany, 
and  vice  versa,  upon  the  payment  of  five  cents  instead  of  ten  cents  now 
charged;  and  the  United  Traction  Company  having  filed  its  answer  to  said 
complaint;  and  the  common  council  of  the  city  of  Watervliet  having  joined 
in  said  complaint ;  and  hearings  thereon  having  been  held  by  this  Commission 
at  the  Capitol,  Albany,  on  May  7th  and  July  6th;  James  L.  Braman  appear- 
ing for  complainants;  William  O.  Van  Loon  and  William  B.  Jones  appear- 
ing for  the  Chamber  of  Commerce  of  Albany  in  support  of  the  complaint; 
Lewis  E.  Carr  and  John  E,  MacLean  appearing  for  the  United  Traction 
Company;  now,  after  hearing  arguments  and  reading  briefs  of  counsel,  and 
for  the  reasons  stated  in  the  opinion  in  this  matter  by  Commissioner  Olmsted, 
it  is 

Ordered:    That  this  complaint  be  and  it  is  hereby  dismissed. 


[Case  No.  459]  State  of  Xew  York, 

PuBUC  Service  Commission,  Second  District. 
At  a  session  of  the  Public  Service  Commission,  Second 
District,   held   at   the   Capitol,   Albany,  on   the   19th 
day  of  October,  1908. 
Present : 
Frank  W.  Stevens,  Chairman, 
Mabtin  8.  Deckeb, 
James  E.  Saoxte, 
John  B.  Olmsted, 

Commissioners. 

In  the  matter  of  the  Complaint  of  J.  L.  Shultz  and 
Company  of  Skaneateles,  N.  Y.,  against  Skaneateles 
Railroad  Company  as  to  requirement  of  prepayment 
of  freight  charges  upon  perishable  property. 

After  due  deliberation*  it  is 

Ordered:  That  the  above  entitled  matter  be  closed  on  the  records  of  this 
Commission,  parties  to  the  contest  agreeing  at  public  hearing  held  in  Syracuse 
on  September  30,  1^08,  that  matter  would  be  settled  between  them. 


446        Public  Service  Commission,  Second  District 

[Case  No.  260]  State  of  New  York, 

Public  Service  Commission,  Second  District. 

At  a  sesdion  of  the  Public  Seryice  Commission,  Second 
District,  held  at  the  Capitol,  Albany^  on   the  20th 
day  of  October,  1908. 
Present : 
Frank  W.  Stevens,  Chairman, 
Thomas  M.  Osborne, 
Martin  S.  Decker, 
James  £.  Sague, 
John  B.  Olmsted, 

Commissioners. 

In  the  matter  of  the  Complaint  of  Brtn  Mawr  Park 
Improvement  Association  of  Yonkers  against  The 
New  York  Central  and  Hudson  River  Railroad 
Company,  New  York  and  Putnam  division,  as  to  pas- 
senger train  service. 

The  New  York  Central  and  Hudson  River  Railroad  Company  having  filed 
a  petition  for  amendment  of  the  order  entered  herein  on  the  19th  S&j  of 
August,  1908,  and  hearing  upon  said  petition  having  been  had  at  the  office 
of  the  Public  Service  Commission  for  the  First  District  in  New  York  city 
on  the  15th  day  of  October,.  1908, 

It  is  Ordered:  That  the  order  entered  herein  on  the  19th  day  of  August, 
1908,  shall  not  be  deemed  to  have  application  to  the  operation  of  trains  be- 
tween 165th  Street,  New  York  city,  and  points  on  the  Yonkers  branch  of  the 
New  York  and  Putnam  division  of  defendant's  system. 

It  is  further  Ordered:  That  the  petition  for  modification  of  said  order  of 
the  19th  day  of  August,  1908,  as  applying  to  stations  on  the  New  York 
and  Putnam  division  of  The  New  York  Central  and  Hudson  River  Railroad 
Company,  other  than  the  Yonkers  branch,  be  and  is  hereby  granted. 

The  modificatioos  of  said  order  of  the  19th  day  of  Auj^st,  1908,  hereby 
granted,  are  as  follows: 

The  discontlDuance  of  train  No.  54  sonthbound;  and  change  of  time  of  train 
No.  58  southbound,  now  leaving  Yorktown  Heights  at  7 :50  p.  m.,  to  7  :20  p.  m., 
to  take  the  place  of  train  No.  54  from  Pocantico  Hills  to  New  York ;  train  No.  58 
to  stop  at  Bryn  Mawr  on  flag  at  8 :25  p.  m. ;  no  stops  now  made  by  either  train 
54  or  train  68  to  be  omitted. 

Pocantico  Hills  to  be  the  northerly  terminus  of  train  No.  35  northbound,  and 
the  starting  point  of  train  No.  64  southbound. 

The  discontinuance  of  operation  of  trains  No.  17  and  No.  19  northbound. 

A  change  of  time  of  train  No.  5  northbound,  now  leaving  155th  Street  at  4  :80 
p.  m.,  to  4  :40  p.  m.,  the  same  stops  to  be  made  in  accordance  with  such  changed 
time. 

Train  No.  49  northbound  to  have  its  northerly  terminus  at  Yorktown  Heights 
Instead  of  Pocantico  Hills. 

Train  No.  51  northbound  to  have  its  northerly  terminus  at  Pocantico  Hills 
Instead  of  Yorktown  Heights. 

Train  No.  34  southbound  to  run  from  Pocantico  Hills  Instead  of  Yorktown 
Heights. 

Train  No.  44  southbound  to  run  from  Yorktown  Heights  instead  of  Brewster. 

It  is  further  Ordered:  That  the  respondent  company  shall  have  leave  to 
vary  the  schedule  at  stations,  not  exceeding  ten  minutes,,  for  any  particular 
train  according  as  operating  conditions  or  the  accommodation  of  patrons  may 
appear  to  require;  and  that  any  party  or  person  interested  may  apply  for 
further  amendment  or  modification  of  said  order  at  any  time. 

//  is  further  Ordered:  That  the  respondent  company,  upon  submission  of 
its  1909  summer  passenger  train  schedule  on  its  New  York  and  Putnam 
division  and  approval  thereof  by  this  Commission,  may  apply  for  an  order 
abrogating  said  order  of  the  19th  day  of  August,  1(908,  and  any  order  issued 
in  modification  or  amendment  thereof. 

[See  Case  No.  260,  August  19,  1908,  page  428.] 
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[Case  No.  1S9]  State  of  New  York, 

PxTBLic  Service  Commission,  Second  District. 

At  a  session  of  the  Public  Service  Commission,  Second 
District,   held  at  the   Capitol,  Albany,  on  the  2 1st 
day  of  October,  190&. 
Present: 
Frank  W.  Stevens,  Chairman, 
Thomas  M.  Osborne, 
Martin  S.  Decker, 
James  £.  Saque, 
John  B.  Olmsted, 

Commissioners. 

In  the  matter  of  the  Complaint  of  the  Board  of  Man- 
agers OF  the  Gowanda  State  Homeopathic  Hos- 
pital against  Erie  Railroad  Company,  as  to  station 
at  Collins,  Erie  county. 

There  having  been  filed  with  this  Commission  on  December  21,  1907,  a 
complaint  by  the  board  of  managers  of  the  Gowanda  State  Homeopathic  Hos- 
pital against  the  Erie  Railroad  Company  as  to  the  condition  of  the  station 
on  the  railroad  operated  by  said  company  at  Collins,  Erie  county^  and  ask- 
ing this  Commission  to  require  said  company  to  build  a  new  station  at  said 
point;  and  said  company  having  answered  said  complaint;  and  a  hearing  on 
said  complaint  having  been  held  by  this  Commission  in  the  city  of  Bulfalo 
on  October  16,  lOO^;  George  E.  Spring  appearing  for  complainants,  and 
W,  L,  Marcy  and  J,  C,  Tucker  appearing  for  the  company;  now,  upon  the 
aforesaid  complaint,  answer,  and  evidence  at  the  hearing,  and  after  due 
deliberation,  it  is 

Ordered:  1.  That  the  Erie  Railroad  Company  is  hereby  directed  and  re- 
quired to  erect  a  new  passenger  station  at  Collins,  in  the  county  of  Erie, 
with  two  suitable  and  adequate  waiting  rooms,  freight  and  baggage  room, 
ticket  office,  and  platforms. 

Ordered:  2.  That  the  said  company  prepare  and  submit  to  this  Commis- 
sion, on  or. before  the  23rd  day  of  November,  1^08,  plans  drawn  to  a  scale, 
elevations,  and  specifications,  for  said  passenger  station,  said  plans  to  show 
the  proposed  location  of  the  station  building. 

Upon  receiving  said  plans,  elevations,  and  specifications,  the  Commission 
will  examine  the  same,  and  when  the  same  or  other  plans,  elevations,  and 
specifications  are  approved,  the  Commission  will  then  direct  the  time  within 
which  said  station  shall  be  constructed,  and  make  such  other  and  further 
orders  as  may  be  proper  and  necessary. 


[Case  No.  168]  State  of  New  York, 

PxjBLic  Service  Commission,  Second  District. 

At  a  session  of  the  Public  Service  Commission,  Second 
District,   held  at  the   Capitol,  Albany,  on  the  27th 
day  of  October,  1908. 
Present: 
Frank  W.  Stevens,  Chairman, 
TuoMAS  M.  Osborne, 
Martin  S.  Decker, 
James  E.  Sague, 
John  B.  Olmsted, 

Commissioners. 

In  the  matter  of  the  Complaint  of  Buffalo  Foundry 
AND  Machine  Company  against  The  New  York 
Central  and  Hudson  River  Railroad  Company. 

The  Buffalo  Foundry  and  Machine  Company  of  Buffalo,  N.  Y.,  having  on 
December  17,  1907,  filed  with  this  Commission  a  complaint  against  The  New 
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York  Central  and  Hudson  River  Railroad  Company  for  charging  the  alleged 
unjust  and  unreasonable  sum  of  fifty  cents  each  car  for  weighing  on  the 
individual  track  scales  of  the  complainant  loaded  and  empty  cars,  such  scales 
being  located  upon  the  premises  of  the  complainant,  with  the  siding  or  tracks 
of  tlie  complainant  over  which  all  cars  to  be  weighed  must  pass,  located  over 
the  said  scales,  and  the  weighing  of  cars  involving  no  additional  train  move- 
ment except  the  stopping  of  the  car  to  be  weighed  over  and  upon  such  scales 
and  starting  of  same  after  the  weighing  is  complete,  and  no  delay  except 
the  time  required  to  weigh  the  car  after  it  is  properly  placed  upon  the  scales; 
and  said  railroad  company  having  answered  said  complaint;  and  hearings 
having  been  held  in  the  city  of  Buffalo  on  January  24,  March  12,  and  October 
9  and  16,  1908,  Crangle  d  Burke  appearing  for  complainant,  and  Eoyt  d 
Sprat t  appearing  for  The  New  York  Central  and  Hudson  River  Railroad 
Company;  now,  upon  said  complaint  and  answer  and  the  evidence  at  the 
hearings,  and  after  due  deliberation,  it  is 

Ordered:  1.  That  the  charge  of  fifty  cents  for  each  car,  loaded  or  empty, 
made  by  the  respondent  for  such  weighing  is  unjust  and  unreasonable. 

Ordered:  2.  That  the  just  and  reasonable  charge  to  be  hereafter  observed 
and  in  force  as  the  maximum  to  be  charged  by  the  respondent,  The  New 
York  Central  and  Hudson  River  Railroad  Company,  for  the  weighing  of  cars 
upon  the  individual  track  scales  of  the  complainant,  the  Buffalo  Foundry 
and  Machine  Company,  where  such  weighing  involves  no  movement  other  than 
the  stopping  of  the  engine,  car,  or  train  so  as  to  place  the  car  to  be  weighed 
properly  over  and  upon  the  scales,  to  be  there  weighed,  is  the  sum  of  twenty- 
five  cents  for  each  car,  loaded  or  empty.  . 

Ordered:  3.  That  the  respondent  shall  charge  no  greater  sum  than  twenty- 
five  cents  for  such  service  rendered  under  like  conditions  to  complainant  or 
others. 

Ordered:  4.  That  the  respondent  is  hereby  ordered  and  directed  to  amend 
paragraph  17-b  of  its  joint  circular  No.  7,  and  all  other  circulars,  schedules, 
tariffs,  and  regulations  covering  the  same  matter  as  said  paragraph  17-b, 
so  that  the  same  shall  provide  as  the  maximum  charge  for  weighing  cars, 
loaded  or  empty,  for  the  accommodation  of  shippers  and  consignees,  the  sum 
of  twenty-five  cents  each  car,  in  cases  where  such  weighing  is  upon  the  scales 
of  such  shipper  and  consignee,  and  involves  no  car  movement  other  than 
stopping  the  car  and  properly  placing  it  upon  the  scales  and  starting  after 
weighing  is  complete.  That  such  amended  schedule  be  filed  and  published 
upon  three  days*  notice. 

Ordered:  5.  That  this  order  shall  be  construed  to  relate  only  to  traffic 
under  the  jurisdiction  and  supervision  of  this  Commission. 

Ordered:  6.  That  this  order  shall  take  effect  on  the  2d  day  of  November, 
1908,  and  continue  in  force  until  modified  or  abrogated  by  this  Commission. 
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[Cage  No.  220]  State  of  New  Yobk, 

Public  Service  Commission,  Second  District. 

At  a  session  of  the  Public  Service  Commission,  Second 
District,    held   at   the   Capitol,   Albany,   on   the   27th 
day  of  October,  1908. 
Present: 
Frank  W.  Stevens,  Chairman, 
Thomas  M.  Osborne, 
Martin  S.  Decker, 
James  E.  Saque, 
John  B.  Olmsted, 

Commissioners. 

In  the  matter  of  the  Complaint  of  Residents  of  the 
Villages  of  Friendship,  Belmont,  and  Cuba,  Alle- 
gany county,  against  Erie  Railroad  Company,  as  to 
passenger  train  service. 

After  due  deliberation,  it  is 

Ordered:  That  the  matter  of  this  complaint  be  closed  on  the  records  of 
this  Commission,  the  attorney  for  the  petitioners  stating  that  the  people  of 
the  villages  affected  do  not  wish  to  press  the  matter  to  a  hearing  at  present, 
or  perhaps  not  at  all  if  the  service  continues  as  good  as  at  present. 


[Case  No.  283]  State  of  New  York, 

Public  Service  Commission,  Second  District. 

At  a  session  of  the  Public  Service  Commission,  Second 
District,   held  at   the   Capitol,   Albany,   on  the   27th 
day  of  October,  1908. 
Present : 
Frank  W.  Stevens,  Chairman, 
Thomas  M.  Osborne, 
Martin  S.  Decker, 
James  E.  Saque, 
John  B.  Olmsted, 

Commissioners. 

In  the  matter  of  the  Complaint  of  the  Commissioners 
OF  Highways  of  the  Town  of  Romulus,  Seneca 
county,  against  Lehioh  Valley  Railroad  Company. 

After  due  deliberation,  it  is 

Ordered:  That  the  matter  of  this  complaint,  as  to  need  of  flagman  at 
Kendaia  crossing,  be  closed  on  the  records  of  this  Commission,  agreeable  to 
communication  received  from  complainants  on  October  23,  1908,  the  matter 
having  been  adjusted  in  a  satisfactory  manner. 
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[Case  No.  467]  State  of  New  York, 

PuBuc  Sebvice  Commission,  Secoxd  District. 

At  a  session  of  the  Public  Service  Commission,  Second 
District,   held  at   the   Capitol,   Albany,   on   the   27th 
day  of  October,  1908. 
Present : 
Frank  W.  Stevens,  Chairman, 
Thomas  M.  Osborne, 
Martin  S.  Decker, 
James  E.  Saoue, 
John  B.  Olmsted, 

Commissioners. 

In  the  matter  of  the  Complaint  of  M.  L.  Grkoort  and 
Other  Residents  of  Colonie,  Albany  county, 
against  Schenectady  Railway  Company,  as  to  stop- 
ping point  for  passenger  cars,  and  as  to  rate  of  fare. 

M.  L.  Gregory  and  other  residents  of  the  town  of  Colonie,  Albany  county, 
having  on  September  13,  1908,  filed  with  this  Commission  a  complaint  against 
the  Schenectady  Railway  Company,  asking  that  this  Commission  order  said 
company  "  to  make  and  establish  a  regular  stopping  point  for  its  passenger 
cars  at  said  Mereline  avenue,  between  the  aforesaid  *  Stop  No.  32 '  and  *  Stop 
No.  33,'  for  the  accommodation  of  complainants  and  the  public,  and  make 
and  fix  a  rate  of  service  therefrom  and  thereto,  to  and  from  points  in  the 
city  'of  Albany,  of  five  cents  per  passenger " ;  and  said  company  having 
answered  said  complaint;  and  a  public  hearing  on  said  complaint  having  been 
held  by  this  Commission  in  the  Capitol,  Albany,  on  October  20,  1908,  Roscoe 
C,  Sanford  appearing  for  complainants,  and  L.  E.  Carr  and  Hubbell  Robinson 
appearing  for  said  company;  now,  upon  the  aforesaid  complaint  and  answer, 
and  it  satisfactorily  appearing  from  the  evidence  taken  and  from  a  personal 
inspection  by  members  of  this  Commission  that  an  additional  local  stop  for 
the  local  trains  of  said  railway  company  is  needed  and  required  for  the 
proper  accommodation  of  the  public  at  the  junction  or  crossing  of  Mereline 
avenue,  in  the  town  of  Colonie,  and  that  the  just  and  reasonable  maTimnm 
rate  of  fare  from  such  stop  to  Broadway  in  the  city  of  Albany,  and  to  all 
points  between  said  stop  and  said  Broadway,  either  direction,  is  the  sum 
of  five  cents,  it  is 

Ordered:  1.  That  said  Schenectady  Railway  Company  be  and  it  is  hereby 
ordered  and  required  to  establish  and  maintain  a  new  stopping  place  for 
all  of  its  local  trains  or  cars  at  the  junction  of  Mereline  avenue,  in  the  town 
of  Colonie,  with  suitable  and  convenient  walks  or  approaches  from  the  sidewalk 
on  the  southerly  side  of  Albany  and  Schenectaidy  turnpike,  at  which  all 
local  trains  and  cars  shall  stop  on  signal  to  receive  or  discharge  passengers. 
That  the  just  and  reasonable  maximum  rate  of  fare  from  said  stop  to 
Broadway  in  the  city  of  Albany,  and  all  intermediate  points,  either  direction, 
is  the  sum  of  five  cents,  and  that  the  maximum  fares  to  and  from  said  stop- 
ping place  from  and  to  said  Broadway  and  intermediate  points  be  and  they 
are  hereby  fixed  accordingly.  That  the  said  Schenectady  Railway  Ck>mpany 
be  and  it  is  hereby  directed  to  file  and  publish  a  proper  schedide  of  fares 
pursuant  to  section  33  of  the  Public  Service  Commissions  Law,  forthwith, 
the  same  to  take  effect  on  one  day's  notice. 

Ordered:  2.  That  this  order  shall  take  effect  on  the  30th  day  of  October, 
1908,  and  shall  continue  in  force  until  modified  or  abrogated  by  this 
Commission. 

Ordered:  3.  That  said  Schenectady  Railway  Company  shall  notify  this 
Commission  within  three  days  from  the  service  upon  it  of  a  certified  copy 
of  this  order  whether  the  terms  of  the  order  are  accepted  and  will  be  obeyed. 
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[Case  No.  481]  State  of  New  Yoik, 

Public  Service  Coichission,  Second  District. 

At  a  session  of  the  Public  Service  Commission,  Second 
District,  held  at  the  Capitol,  Albany,  on  the  27 tt 
day  of  October,  1908. 
Present: 
Frank  W.  Stevens,  Chairman, 
Thomas  M.  Osborne, 
Martin  S.  Decker, 
James  £.  Sagub, 
John  B.  Olmsted, 

Commissioners. 

In  the  matter  of  the  Complaint  of  F.  J.  Millener 
againet  Erie  Railroad  Company  as  to  alleged  ex- 
cessive passenger  fare  charged  in  the  city  of 
Bochester. 

After  due  deliberation,  it  is 

Ordered:  That  the  matter  of  this  complaint  be  closed  on  the  records  of 
this  Commission,  in  accordance  with  request  of  complainant  dated  October 
21,  1908.  

[Case  No.  613]  State  or  New  York, 

Public  Service  Commission,  Second  District. 

At  a  session  of  the  Public  Service  Conmiission,  Second 
District,  held  at  the  Capitol,  Albany,  on  the  27th 
day  of  October,  1908. 
Present: 
Frank  W.  Stevens,  Chairman, 
Thomas  M.  Osborne, 
Martin  S.  Decker, 
James  E.  Saque, 
John  B.  Olmsted, 

Commissioners. 

In  the  matter  of  the  Complaint  of  R.  Darell  Jeffreys 
of  Vails  Gate,  Orange  county,  against  Erie  Railroad 
Company  as  to  operation  of  passenger  trains. 

After  due  deliberation,  it  is 

Ordered:  That  the  matter  of  this  complaint  be  closed  on  the  records  of 
this  Commission,  complainant  advising  that  new  service,  effective  October  26, 
1908,  satisfactorily  removes  his  cause  of  complaint. 
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[CaM  No.  520]  State  of  New  Yoek. 

PuBUC  Service  Commission,  Seco:^d  District. 

At  a  session  of  the  Public  Service  Commission,  Second 
District,   held   at   the   Capitol,  Albany,  on  the  27th 
day  of  October,  1908. 
PrcMeni : 

Frakk  W.  Stevewb,  Chairman, 
Thomab  M.  Osborne, 
MARmv  S.  Decker, 
James  E.  Sague, 
John  B.  Olmsted, 

CommiBsioners. 

In  the  matter  of  the  Complaint  of  Ernest  B.  Dat  of 
Haynes,  Chenango  county,  against  The  Delaware, 
Lackawanna  and  Western  Railroad  Company  as 
to  lack  of  station  to  shelter  passengers  and  non- 
delivery and  receipt  of  freight  in  less  than  carload 
lots  at  Haynes. 

After  due  deliberation,  it  is 

Ordered:  That  the  matter  of  this  complaint  be  closed  on  the  recorda  of 
this  Commission,  the  company  having  agreed  to  provide  a  shelter  shed  with 
screenings  platform  and  to  deliver  less  carload  shipmenta  at  that  station. 
Complainant  advises  that  this  arrangement  satisfactorily  disposes  of  his 
causes  of  complaint. 

[Case  No.  6^1]  Statv  of  New  York, 

PuBUO  Service  Commission,  Second  District. 

At  a  session  of  the  Public  Service  Commission,  Second 
District,  held  at  the  Capitol,  Albany,  on  the  29th 
day  of  October,  1908. 
Present: 

Frank  W.  Stevens,  Chairman, 
Thomas  M.  Osborne, 
Martin  S.  Decker, 
James  E.  Saoue, 
John  B.  Olmsted, 

Commissioners. 

In  the  matter  of  the  extension  of  time  to  The  Dela- 
ware, Lackawanna  and  Western  Railroad  Com- 
pany for  drilling  telltale  holes  in  stay  bolts. 

After  due  deliberation,  it  is 

Ordered:  That  The  Delaware,  Lackawanna  and  Western  Railroad  Com- 
pany be  granted  an  extension  of  time  for  drilling  telltale  holes  in  stay  bolts 
which  were  applied  prior  to  September  1,  1007,  until  September  1,  1909,  it 
having  been  snown  by  the  report  of  Inspector  Robinson  that  The  Delaware, 
Lackawanna  and  Western  Railroad  Company  is  using  sufficient  care  in  ih» 
inspection  of  these  boilers  to  justify  this  exemption^  under  the  regulations 
of  this  Commission. 
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[Case  No.  652]  State  of  New  Yobk, 

Public  Service  Com&ussion,  Skcond  District. 

At  a  session  of  the  Public  Service  Commission,  Second 
District,   held   at  the   Capitol,  Albany,   on  the  29th 
day  of  October,  10O8. 
Present : 

Frank  W.  Stevens,  Chairman, 
Thomas  M.  Osborne, 
Martin  S.  Decker, 
James  E.  Saque, 
John  B.  Olmsted, 

Commissioners. 

In  the  matter  of  the  extension  of  time  to  The  Dela- 
ware, Lackawanna  and  Western  Railroad  Com- 
pany for  applying  hydrostatic  test  to  two  hundred 
and  sixty  locomotive  boilers. 

After  due  deliberation,  it  is 

Ordered:  Tliat  The  DelawarCj  Lackawanna  and  Western  Railroad  Com- 
pany be  granted  an  extension  of  time  for  applying  hydrostatic  test  to  two 
hundred  and  sixty  locomotive  boilers  which  have  not  received  a  test*  for  a 
period  exceeding  one  year,  until  May  1,  1909,  it  having  been  shown  by  the 
report  of  Inspector  Robinson  that  The  Delaware,  Lackawanna  and  Western 
Railroad  Company  is  using  sufficient  care  in  the  inspection  of  these  boilers 
to  justify  this  exemption,  under  the  regulations  of  this  Commission. 


[Case  No.  ^71  State  of  New  York, 

Public  Service  Commission,  Second  District. 

At  a  session  of  the  Public  Service  Commission,  Second 
District,  held  at  the  Capitol,  Albany,  on  the  10th 
day  of  November,  1908. 

Present : 
Frank  W.  Stevens,  Chairman, 
Martin  S.  Decker, 
James  E.  Sague, 
John  B.  Olmbted, 

Commissioners. 

In  the  matter  of  the  Complaint  of  E.  M.  Voisinet  and 
Alex.  J.  Ross  against  International  Railway  Com- 
pany, as  to  said  company  not  stopping  its  passenger 
cars  at  Buffalo  City  line,  Kenmore  avenue. 

E.  M.  Voisinet  and  Alex.  J.  Ross  having  on  June  9,  190S,  filed  with  this 
Commission  a  complaint  against  the  International  Railway  Company,,  asking 
that  said  company  be  required  to  stop  its  cars  at  Buffalo  City  line,  Kenmor* 
avenue;  and  said  company  having  answered  said  complaint;  and  hearings  on 
said  complaint  having  been  held  by  this  Commission  in  the  city  of  Buffalo 
on  August  7  and  14,  and  October  9,  I90S,  Charles  A.  Pooley  appearing  for 
complainants,  and  Morris  Cohn  appearing  for  said  company;  now,  upon  the 
aforesaid  complaint  and  answer,  and  evidence  at  the  hearings,  it  is 

Ordered:  1.  That  the  International  Railway  Company  be  and  it  is  hereby 
directed  to  stop  its  northbound  and  southbound  cars  to  take  on  or  let  off 
passengers,  on  signal,  either  at  Kenmore  avenue  in  the  city  of  Buffalo,  or  at 
a  point  within  two  hundred  feet  north  or  south  of  said  Kenmore  avenue  as 
may  be  deemed  advisable  by  the  aaid  railway  company. 

Ordered:  2.  That  this  order  shall  take  effect  November  18,  1908,  and  shall 
continue  in  force  until  modified  or  abrogated  by  this  Commission. 
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[Case  No.  5^7]  State  of  New  York, 

PuBUc  Service  Commission,  Second  District. 

At  a  session  of  the  Public  Service  Commission,  Second 
District,   held   at  the  Capitol,  Albany,  on   the   10th 
day  of  November,  1908. 
Present : 
Frank  W.  Stevens,  Chairman, 
Martin  S.  Decker, 
James  £.  Sague, 
John  B.  Oi.msted, 

Conunissioners. 

In  the  matter  of  the  Complaint  of  William  P.  Allis 
of  Cold-Spring-on-Hudson,  N.  Y.,  against  The  New 
York  Central  and  Hudson  River  Railroad  Com- 
pany as  to  facilities  for  handling  freight  at  said 
station. 

After  due  deliberation,  it  is 

Ordered:  That  the  matter  of  this  complaint  be  closed  on  the  records  of 
this  Commission,  in  accordance  with  request  from  complainant  dated 
November  6,  1908. 


[Case  No.  52d]  State  of  New  York, 

Public  Service  Commission,  Second  District. 

At  a  session  of  the  Public  Service  Commission,  Second 
District,  held   at  the   Capitol,   Albany,  on   the   10th 
day  of  November,  1908. 
Present : 

Frank  W.  Stevens,  Chairman, 
Martin  S.  Decker, 
James  E.  Sague, 
John  B.  Olmsted, 

Commissioners. 

In  the  matter  of  the  Complaint  of  A.  M.  McIlroy 
against  American  Express  Company  and  Wells 
Fargo  and  Company  as  to  rate^  for  shipments  from 
Wilson,  N.  Y. 

After  due  deliberation,  it  is 

Ordered:  That  the  iratter  of  this  complaint  be  closed  on  the  records  of 
this  Commission,  complainant  having  sent  on  communication  stating  that 
the  matter  has  been  adjusted  to  his  satisfaction. 
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[Caae  No.  537]  State  of  New  York, 

PuBUC  Sebvice  Commission,  Second  District. 

At  a  session  of  the  Public  Service  Commission,  Second 
District,  held  at  the  Capitol,  Albany,  on  the  10th 
day  of  November,  1908. 

Present : 

Frank  W.  Stevens,  Chairman, 
Martin  S.  Decker, 
James  E.  Sague, 
John  B.  Olmsted, 

Commissioners. 

In  the  matter  of  the  Complaint  of  B.  R.  Lansing  of 
Rensselaer,  N.  Y.,  against  The  New  York  Central 
AND  Hudson  River  Railroad  Company  as  to  switch- 
ing charges  from  Albany  to  Rensselaer. 

After  due  deliberation,,  it  is 

Ordered:  That  the  n^atter  of  this  complaint  be  closed  on  the  records  of 
this  Commission,  the  company  having  filed  new  schedule  of  rates  satisfactory 
to  complainant. 

[Case  No.  664]  State  of  New  York, 

Public  Service  Commission,  Second  District. 

At  a  session  of  the  Public  Service  Commission,  Second 
District,   held  at   the   Capitol,   Albany,   on   the   10th 
day  of  November,  1908. 
Present: 

Frank  W.  Stevens,  Chairman, 
Martin  S.  Decker, 
James  E.  Sague, 
John  B.  Olmsted, 

Commissioners. 

In  the  matter  of  Report  to  this  Commission  by  The 
New  York  Central  and  Hudson  River  Railroad 
Company  as  to  passenger  revenues  at  Buffalo. 

After  due  deliberation,  it  is 

Ordered:  That  The  New  York  Central  and  Hudson  River  Railroad  Com- 
pany be  and  it  is  hereby  required  to  make  report  to  this  Commission  on  or 
before  November  30,  1908,  of  the  amount  of  its  receipts  from  sales  of  pas- 
senger tickets,  mileage  books,  and  passenger  transportation  of  all  kinds  at 
its  stations  at  Exchange  street  and  the  Terrace,  and  its  Main  Street  ticket 
oflBce,  in  the  city  of  Buffalo,  for  the  ten  years  ended  Septemb3r  30,  1908, 
which  report  shall  show  separately: 

1.  The  receipts  for  each  month  of  said  period; 

2.  The  receipts  at  each  station  and  office; 

3.  So  far  as  practicable  the  receipts  from  sales  of  (a)  regular  one-way 
tickets,  (h)  return  tickets,  (c)  commutation  tickets,  {d)  excursion  tickets, 
(e)  mileage  books. 
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[Case  No.  565]  State  of  New  York, 

Public  Service  Commission,  Second  District. 

At  a  session  of  the  Public  Service  Commission,  Second 
District,   held  at   the   Capitol,   Albany,   on   the    lOlh 
day  of  November,  1908. 
Present : 
Frank  W.  Stevens,  Chairman, 
Martin  S.  Decker, 
James  E.  Saoue, 
John  B.  Olmsted, 

Commissioners. 

In  the  matter  of  Report  to  this   Commission   by  The 
Delaware  and  Hudson  Company. 

WhereaSf  This  Commission  did  in  the  form  of  annual  report  prescribed  by 
it  pursuant  to  section  46  of  the  Public  Service  Commissions  Law,  require 
The  Delaware  and  Hudson  Company  to  answer  question  1  on  page  6  of  said 
report,  which  question  is  as  follows,  to  wit: 

1.  Give  the  name  of  the  members  of  the  respondent  who.  on  June  30.  1008,  had 
the  twenty  bifrhest  voting  powers  therein,  showing  for  each  his  address,  the  num- 
ber of  votes  which  he  would  have  had  a  right  to  cast  on  that  day  had  a  meeting 
been  In  order,  such  right  being  determined  according  to  the  records  of  the  re- 
spondent as  of  that  date,  and  the  par  values  of  securities  (if  any)  held  by  him 
in  respect  of  which  holding  he  had  such  voting  power,  such  securities  being  classi- 
fied in  stock,  second  preferred  stock,  first  preferred  stock,  and  other  securities ; 

and 

Whereas,  The  said  The  Delaware  and  Hudson  Company  has  delivered  to 
this  Commission  a  report  upon  said  form  in  which  it  refuses  to  answer  the 
aforesaid  question,  assigning  as  a  reason  for  such  refusal  that  it  is  not 
required  by  law  to  answer  the  same  in  its  said  annual  report,  and  that  such 
answer  would  be  a  disclosure  by  it  of  the  private  affairs  of  its  stockholders, 
which  reason  this  Commission  regards  as  wholly  inadequate;  and 

Whereas,  The  returning  of  said  report  for  correction  would  delay  and 
embarrass  the  division  of  statistics  and  accounts  in  its  work,  and  the  informa- 
tion required  can  be  obtained  as  expeditiously  in  another  manner ;  but  without 
waiving  any  right  to  require  hereafter  an  answer  to  said  question  as  a  part 
of  said  annual  report, 

Ordered:  That  The  Delaware  and  Hudson  Company  be  and  it  is  hereby 
ordered  to  file  with  this  Commission  on  or  before  the  23rd  day  of  November, 
1908,  a  sworn  copy  of  the  stock  book  kept  by  it  pursuant  to  section  29  of 
the  Stock  Corporation  Law,  showing  the  names,  alphabetically  arranged,  of 
all  persons  who  are  stockholders  of  the  said  corporation,  their  places  of 
residence,  the  number  of  shares  of  stock  held  by  them  respectively,  the  time 
when  they  respectively  became  the  owners  thereof,  and  the  amount  paid 
thereon. 

That  this  order  take  effect  at  once,  and  continue  in  force  until  it  shall 
have  been  fully  obeyed. 
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[Case  No.  566]  State  of  New  Yobk, 

PcDLic  Skrvich  Commission,  Skcoxd  District. 

At  a  session  of  the  Public  Sorxice  Commission,  Second 
District,   held   at   the   Capitol,   Albany,   on   the    lOlh 
day  of  November,  1908. 
Present: 

Frank  W.  Stevens,  Chairman, 
Martin  S.  Decker, 
James  E.  Sague, 
John  B.  Olmsted, 

Commissioners. 

In  the  matter  of  Report  to  this  Commission  by  The 
New  York  Central  and  Hudson  River  Railroad 
Company  as  to  certain  employees,  agents,  and 
servants  at  Buffalo. 

After  due  deliberation,  it  is 

Ordered:  That  The  New  York  Central  and  Hudson  River  Railroad  Company 
be  and  it  is  hereby  required  to  make  report  to  this  Commission  on  or  before 
November  30,  1908,  of  the  number  of  its  employees,  agents,  and  servants 
engaged  and  employed  in  and  about  its  passenger  station  and  the  yards 
and  tracks  used  in  connection  therewith  as  yards  for  its  passenger  service, 
at  Exchange  street  in  the  city  of  Buffalo,  for  and  during  the  ten  years  ended 
September  30,  1908,  such  report  to  be  for  each  of  said  ten  years  separately, 
and  80  far  as  practicable,  to  show  the  maximum  and  minimum  number 
employed  in  each  year.  Said  employees  to  be  reported,  so  far  as  practicable, 
in  classes  such  as  baggagemen,  switch  tenders,  towermen,  attendants,  ticket 
sellers,  and  the  like. 


[Case  No.  577]  State  of  New  York, 

PuBLio  Service  Commission,  Second  District. 

At  a  session  of  the  Public  Service  Commission,  Second 
District,   held   at   tue   Capitol,  Albany,   on  the    12t!i 
day  of  November,  1908. 
Present: 
Frank  W.  Stevens,  Chairman, 
James  E.  Sague, 
John  B.  Olmsted, 

Commissioners. 

In  the  matter  of  Annual  Reports  to  this  Commission 
by  express  companies. 

After  due  deliberation,  it  is 

Ordered:  1.  That  the  form  of  annual  report  prescribed  by  the  Interstate 
Commerce  Commission  for  reports  of  express  companies  for  the  year  ended 
June  30,  1908,  be  adopted,  with  such  verbal  changes  as  may  be  necessary  to 
adapt  it  to  the  State  of  New  York,  and  that  as  thus  changed  and  modified, 
such  report  form  be  prescribed  for  annual  reports  for  the  said  year  to  be 
made  by  express  companies  within  the  jurisdiction  of  this  Commission. 

Ordered:  2.  That  each  such  company  be  required  to  make  upon  such  form 
so  modi6ed  its  annual  report  for  the  said  year,  and  to  file  the  same  in  the 
office  of  this  Commission  on  or  before  the  15th  day  of  December  proximo. 

Ordered:  3.  That  the  Secretary  of  this  Commission  forthwith  serve  upon 
each  such  company  a  certified  copy  of  this  order,  accompanied  by  two  copies 
of  the  said  form. 
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[Case  No.  198]  State  of  New  Yobk, 

Public  Service  Commission,  Second  District. 

At  a  session  of  the  Public  Service  Commission,  Second 
District,    held   at   the    Capitol,   Albany,   on   the    13l!i 
day  of  November,  1908. 
Present  : 

1^'HANK  W.  Stevens,  Chairman, 
Martin  S.  Decker, 
James  E.  Saoue, 

Commissioners. 
In  the  matter  of  the  Complaint  of  the  Cuambeu  of  Com- 
merce OF  VVatertown,  N.  Y.,  against  The  New  York 
Central  and  Hudson  River  Railroad  Company  as 
to  rates  and  service. 

After  due  deliberation,  it  is 

Ordered:    That  the  matter  of  this  complaint  be  closed  on  the  records  of 
this  Commission. 


[Case  No.  375]  State  of  New  York, 

Public  Service  Commission,  Second  District. 

At  a  session  of  the  Public  Service  Commission,  Second 
District,   held   at   the  Capitol,   Albany,   on  the    16th 
day  of  November,  1908. 
Present: 

Frank  W.  Stevens,  Chairman, 
Thomas  M.  Osborne, 
Martin  S.  Decker, 
James  £.  Sague, 
John  B.  Olmsted, 

Commissioners. 

In  the  matter  of  the  Complaint  of  Buffalo  Cereal 
Company  against  Lehigh  Valley  Railroad  Com- 
pany and  Erie  Railroad  Company,  as  to  placing  of 
grain  cars  on  the  Buffalo  Creek  railroad,  leased 
to  and  operated  by  said  Lehigh  Valley  Railroad  Com- 
pany and  said  Erie  Railroad  Company. 
After  due  deliberation,  it  is 
Ordered:    That  the  matter  of  this  complaint  be  closed  on  the  records  of 

this  Commission,  agreeable  to  communication  received  from  complainant  on 

November  13,  1908. 


[Case  No.  489]  State  of  New  York, 

Public  Service  Commission,  Second  District. 
At  a  session  of  the  Public  Service  Commission,  Second 
District,   held   at   the   Capitol,   Albany,   on  the    16th 
day  of  November,  1908. 
Present: 

Frank  VV.  Stevens,  Chairman, 
Thomas  M.  Osborne, 
Martin  S.  Decker, 
James  E.  Saguk, 
John  B.  Olmsted, 

Commissioners. 
In  the  matter  of  the  Complaint  of  Cornelius  Slxlivan 
against  International  Railway  Company  as  to  its 
Plymouth  Avenue  line,  Buffalo. 

Cornelius  Sullivan  of  Buffalo,  N.  Y.,  having  filed  with  this  Commission  a 
petition  complaining  of  undue  noise  made  by  cars  of  the  International  Rail- 
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way  Company  operating  on  Plymouth  avenue  between  Jersey  and  Hudson 
streets  in  said  dty;  and  the  company  having  answered  said  petition;  and 
hearings  thereon  having  been  held  by  this  Commission  in  the  city  of  BufTalc 
on  October  23  and  30,  1908,  John  jl  Sullivan  appearing  for  the  complainant, 
and  Porter  Norton  appearing  for  the  International  Railway  Company;  now, 
upon  the  aforesaid  petition  and  answer  and  evidence  at  the  hearings,  and 
after  due  deliberation,  it  is 

Ordered;  That  on  compliance  by  the  International  Railway  Company  with 
the  following  recommendations,  to  wit:  that  it  shall  order  and  direct  its 
motormen  and  conductors  to  exercise  all  precautions  for  the  prevention  of 
noise  while  running  through  Plymouth  avenue  from  Jersey  street  to  Hudson 
street,  especially  during  the  night  runs;  to  refrain  from  any  unnecessary 
sounding  of  the  gongs  on  cars,  and  to  observe  especial  precaution  in  the 
use  of  the  brake  and  turning  on  of  power  so  that  the  use  of  either  shall  not 
produce  unnecessary  noise;  also  to  keep  the  curve  at  Hudson  street  well 
greased,  and  to  run  no  more  lines  of  cars  on  Plymouth  avenue  (except  in 
an  emergency)  than  are  now  run  there,  to  wit:  the  Hoyt  line,  the  Grant 
line,  and  the  Connecticut  belt  line;  that  the  complaint  herein  be  disraij^sed, 
with  leave  to  the  complainant  to  bring  the  same  before  the  Commission  at 
any  time  should  the  foregoing  recommendations  not  be  promptly  complied 
with. 


[Case  No.  666]  State  of  New  York, 

Public  Sebvice  Commission,  Second  District. 

At  a  session  of  the  Public  Service  Commission,  Second 
District,   held   at   the   Capitol,   Albany,   on   the    16th 
day  of  November,  1908. 
Present : 
Frank  W.  Stevens,  Chairman, 
Thomas  M.  Osborne, 
Martin  S.  Decker, 
James  E.  Sague, 
John  B.  Olmsted, 

Commissioners. 

In  the  matter  of  the  Complaint  of  Emmet  Hayns,  John 
R.  Hayns,  and  Charles  W.  Vroman  against 
National  Express  Company  as  to  rate  on  ship- 
ments of  cream  from  Middleburg,  Schoharie  county, 
to  the  city  of  Albany. 

After  due  deliberation,  it  is 

Ordered:  That  the  matter  of  this  complaint  be  closed  on  the  records  of 
this  Commission,  a  new  tariff  naming  rates  satisfactory  to  complainants 
having  been  filed,  effective  November  10,  1908. 
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[Case  Ne.  382]  State  of  New  York, 

Public  Service  Commission,  Second  District. 

At  a  session  of  the  Public  Service  Commission,  Second 
District,    held    at   tlie   Capitol,   Albany,   on   the    17th 
day  of  November,  1908. 
Present : 

Frank  W.  Stevens,  Chairman, 
Martin  S.  Decker, 
James  E.  Sague, 
John  B.  Olmsted, 

Commissioners. 

In  the  matter  of  the  Complaint  of  the  Village  of  Sea 
Cliff,  L.  I.,  against  The  Nassau  County  Railway 
Company  as  to  height  of  steps  of  passenger  cars. 

After  due  deliberation,  it  is 

Ordered:  That  the  matter  of  this  complaint  be  closcil  on  tlie  records  of 
this  Commission,  attorney  for  complainant  advising  that  the  defendant  com- 
pany has  begun  work  to  obviate  the  cause  of  complaint  and  that  complaint 
may  be  dismissed. 


[Case  No.  411]  State  of  New  York, 

Public  Service  Commission,  Second  District. 

At  a  session  of  the  Public  Service  Commission,  Second 
District,   held   at   the   Capitol,   Albany,   on   the    17th 
day  of  November,  1908. 
Present : 
Frank  W.  Stevens,  Chairman, 
Martin  S.  Decker, 
James  E.  Saqub, 
John  B.  Olmsted, 

Commissioners. 

In  the  matter  of  the  Complaint  of  the  Board  of  Trade 
OF  Dansville,  N.  Y.,  against  The  Delaware,  Lacka- 
wanna AND  Western  Railroad  Company  as  to  pas- 
senger train  service. 

The  Board  of  Trade  of  Dansville,  N.  Y.,  having  on  July  21,  1908,  filed 
with  this  Commission  a  complaint  against  The  Delaware,  Lackawanna  and 
Western  Railroad  Company,  alleging  that  the  passenger  train  service  furnished 
to  said  village  by  said  company  is  inadequate;  and  the  said  company  having 
answered  said  complaint,  and  complainants  having  replied  to  said  answer; 
and  hearings  in  said  matter  having  been  held  in  the  city  of  Buffalo  on  October 
2rid  and  30th,  Newton  B.  Oorham  appearing  for  complainant,  F,  W.  Thomson 
and  Louis  L,  Babcock  appearing  for  said  company;  now,  upon  the  aforesaid 
complaint,  answer,  reply,  and  evidence  at  the  hearings,  and  after  due  deliber- 
ation; and  it  appearing  that  the  passenger  train  service  now  given  by  said 
company  at  its  Dansville  station  is  unjust,  unreasonable,  and  inadequate, 
in  that  the  said  company  fails  to  give  a  just,  reasonable,  and  adequate  pas- 
senger train  service  from  Dansville  westward  to  Buffalo  between  the  hours 
of  five  o'clock  and  eleven  o'clock  in  the  forenoon,  and  from  Buffalo  eastward 
to  Dansville  between  the  hours  of  six  o'clock  and  eleven  o'clock  in  the  after- 
noon; it  is 

Ordered:  1.  That  such  just,  reasonable,  and  adequate  service  be  given  at 
said  Dansville  station  by  said  The  Delaware,  Lackawanna  and  Western 
Railroad  Company,  by  regularly  stopping  thereat  its  westbound  train  known 
as  train  No.  9,  which  now  passes  said  station  at  approximately  six  o'clock 
in  the  morning;  and  by  stopping  upon  signal  or  request  to  receive  or  discharge 
passengers  at  the  said  station  its  eastbound  train  known  as  No.  12,  which 
now  passes  said  station  at  approximately  half  past  ten  o'clock  in  the  afternoon. 
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Ordered:  2.  That  the  said  The  Delaware,  Lackawanna  and  Western  Rail- 
road Company  may  at  its  option  omit  stopping  the  said  trains  9  and  12  at 
Dansville,  upon  condition  that  it  provides  and  operates  a  regular  passenger 
train  with  suitable  and  adequate  accommodations,  which  shall  leave  Dansville 
for  Buffalo  each  day,  except  Sundays,  not  earlier  than  six  o'clock  nor  later 
than  seven  o'clock  in  the  morning,  and  run  to  Buffalo  upon  a  time  schedule 
of  approximately  two  hours;  and  another  such  regular  passenger  train  with 
suitable  and  adequate  accommodations,  which  shall  leave  Buffalo  each  day, 
except  Sundays,  not  earlier  than  eight  o'clock  nor  later  than  nine  o'clock 
in  the  evening,  and  run  to  Dansville  upon  a  time  schedule  of  approximately 
'  two  hours,  the  said  trains  to  be  placed  in  service  on  the  30th  day  of  November, 
1008,  and  their  operation  to  be  continued  until  the  further  order  of  this 
Commission. 

Ordered:  3.  That  this  order  shall  take  effect  on  the  30th  day  of  November, 
1908,  and  shall  continue  in  force  until  otherwise  ordered  by  this  Commission. 

Ordered:  4.  That  said  The  Delaware,  Lackawanna  and  Western  Railroad 
Company  shall  notify  this  Commission  within  five  days  from  the  service  upon 
said  company  of  a  certified  copy  of  this  order  whether  the  terms  of  this 
order  are  accepted  and  will  be  obeyed  by  said  company. 


[Case  No.  674]  State  or  New  York, 

PuBUC  Sebvice  Commission,  Second  District. 

At  a  session  of  the  Public  Service  Commission,  Second 
District,  State  of  New  York,  held  at  the  Capitol  in 
the  city  of  Albany  on  the  17th  day  of  November,  1908. 
Pre9etU: 
Frank  W.  Stevens,  Chairman, 
Martin  8.  Decker, 
John  B.  Olmsted, 

Commissioners. 

In  the  matter  of  Requiring  the  Catskill  Illitminatino 
AND    Power    Company    of   the    village    of    Catskill,         Order  to  Show 
county  of  Greene,  to  make  certain  improvements  to  Cause, 

its  plant  and  property. 

On  reading  and  filing  the  report  dated  November  16,  1908,  of  C.  H.  Stone, 
chief  inspector  of  gas  of  this  Commission,  made  after  inspection  and  exami- 
nation by  him  on  November  13th  of  the  works  of  the  Catskill  Illuminating 
and  Power  Company  of  the  village  of  Catskill,  Greene  county,  a  copy  of 
which  is  hereto  attached  and  made  a  part  hereof,  wherein  it  appears  that 
said  company  is  not  provided  with  sufficient  and  proper  apparatus  and 
appliances  to  enable  it  to  manufacture  gas  of  illuminating  power  and  purity 
in  compliance  with  the  standards  prescribed  by  this  Commission;  and  upon 
the  record  on  file  in  this  office  of  the  investigations  of  the  quality  of  gas 
supplied  by  said  company,  made  from  time  to  time  by  this  Commission,  to 
wit:  on  August  21,  1907,  January  16,  April  22,  August  28,  October  1,  and 
October  29,  1908,  a  copy  of  which  record  is  hereto  attached  and  made  a 
part  hereof,  wherein  it  appears  that  said  gas  contains  impurities  in  excess 
quantities;  now,  after  due  deliberation,  and  pursuant  to  the  general  powers 
conferred  upon  this  Commission  by  section  66  of  chapter  429,  laws  of  1907, 
it  is 

Ordered:  That  said  Catskill  Illuminating  and  Power  Company  be  and 
is  hereby  directed  to  show  cause  before  this  Commission  at  its  rooms  in  the 
Capitol,  city  of  Albany,  county  of  Albany,  State  of  New  York,  on  the  26th 
day  of  November,  1908,  at  2  o'clock  in  the  afternoon  of  that  day,  or  as  soon 
thereafter  as  counsel  may  be  heard,  why  an  order  should  not  be  entered  by 
this  Commission  requiring  said  company  forthwith  to  provide  and  install 
at  its  works  in  the  said  village  of  Catskill,  for  use  in  the  manufacture  of 
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gas,  a  tar  extractor,  an  exhauster,  and  an  additional  purifying  box,  and  to 
take  steps  looking  forward  to  the  construction  at  an  early  date  of  an 
additional  gas  holder;  and  why  this  Commission  should  not  order  such  other 
and  further  relief  in  the  premise?  as  may  be  deemed  necessary  and  proper, 
and  as  will  best  promote  the  public  interests,  preserve  the  public  health  and 
security,  and  protect  those  employed  by  said  company  in  the  manufacture 
and  distribution  of  gas. 

[Case  No.  90]  State  of  New  York, 

PuBUC  Service  Commission,  Second  District. 

At  a  session  of  the  Public  Service  Commission,  Second 
District,    held   at   the   Capitol,   Albany,   on   the   25th 
day  of  November,  1908. 
Present : 
Frank  W.  Stevens,  Chairman, 
TiiOMAS  M.  Osborne, 
Martin  S.  Decker, 
James  E.  Sague, 
John  B.  Olmsted, 

Commissioners. 

In  the  matter  of  the  Complaint  of  J.  E.  Armstrong  of 
Long  Eddy,  Sullivan  county,  as  to  hours  of  towermen 
on  the  Erie  Railroad. 

After  due  deliberation,  it  is 

Ordered:  That  the  matter  of  this  complaint  be  closed  on  the  records  of 
this  Commission,  complainant  advising  the  Commission  that  satisfactory 
settlement  has  been  made  of  his  complaint. 


[Case  No.  417]  State  of  New  York, 

Public  Service  Commission,  Second  District. 

At  a  session  of  the  Public  Service  Commission,  Second 
District,   held   at   the   Capitol,   Albany,   on   the   25th 
day  of  November,  1908. 
Present : 
Frank  W.  Stevens,  Chairman, 
Thomas  M.  Osborne, 
Martin  S.  Decker, 
James  E.  Sague, 
John  B.  Olmsted, 

Commissioners. 

In  the  matter  of  the  Complaint  of  the  Village  of  Ber- 
gen against  the  Genesee  County  Electric  Light, 
Power  and  Gas  Company  of  Batavia,  N.  Y.,  as  to 
failure  to  carry  out  provisions  of  contracts  as  to 
the  lighting  of  streets  of  the  village  of  Bergen. 

After  due  deliberation,  it  is 

Ordered:  That  the  matter  of  this  complaint  be  closed  on  the  records  of 
this  Commission,  attorney  for  complainant  having  advised  the  Commission 
of  satisfactory  adjustment  of  all  matters  of  complaint. 

[See  Case  No.  310,  April  16,  1908,  page  318;  Case  No.  311,  April  16,  1908, 
page  292;  Case  No.  417,  December  8,  1908,  page  328:  and  C^e  No.  661, 
becember  29,  1908,  page  310.] 
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[Case  No.  466]  State  of  New  York, 

PuBUC  Service  Commission,  Second  District, 
At  a  session  of  the  Public  Service  Commission,  Second 
District,    held   at   the   Capitol,   Albany,  on   the   25th 
day  of  November,  1908. 
Present : 
Fraitk  W.  Stevens,  Chairman, 
Thomas  M.  Osborne, 
Martin  S.  Decker, 
James  E.  Saque, 
John  B.  Olmsted, 

Commissioners. 
In  the  matter  of  the  Complaint  of  George  Hornuno 
of  Buffalo,  N.  Y.,  against  The  Delaware,  Lacka- 
wanna AND  Western  Railroad  Company,   relative 
to  error  in  quotation  of  rates. 
After  due  deliberation,  it  is 

Ordered:  That  the  matter  of  this  complaint  be  closed  on  the  records  of 
this  Commission,  disposition  of  same  having  been  made  at  the  hearing  held 
in  Buffalo  on  Thursday,  November  19,  1908. 


[Case  No.  642]  State  of  New  York, 

Public  Service  Commission,  Second  District. 
At  a  session  of  the  Public  Service  Commission,  Second 
District   held   at  the   Capitol,   Albany,  on   the   25th 
day  of  November,  1908. 
Present: 
Frank  W.  Stevens,  Chairman, 
Thomas  M.  Osborne, 
Martin  S.  Decker, 
James  E.  Saque, 
John  B.  Olmsted, 

Commissioners. 
In  the  matter  of  the  Complaint  of  Residents  of  Niobe 
AND  Vicinity,  Chautauqua  county,  against  Erie  Rail- 
road Company  as  to  passenger  train  service. 
After  due  deliberation,  it  is 

Ordered:  That  the  matter  of  this  complaint  be.  closed  on  the  records  of 
this  Commission,  complainants  having  advised  that  the  arrangements  made 
by  the  company  to  stop  two  additional  trains  on  signal  at  Niobe  satisfactorily 
settle  the  matter. 


State  of  New  York, 
Public  Service  Commission,  Second  District. 
At  a  session  of  the  Public  Service  Commission,  Second 
District,    held    at    the   Capitol,    Albany,    on    the    Ist 
day  of  December,   1908. 
Present : 
Frank  W.  Stevens,  Chairman, 
Thomas  M.  Osborne, 
Martin  S.  Decker, 
James  E.  Saque, 
John  B.  Olmsted, 

Commissioners. 
In  the  matter  of  the  Filing  and  Publication  at  Stations 
of  Schedules  of  Rates  and  Regulations. 

It   appearing   to   the   Commission   that   it   should   be  advised   as   to   the 
methods  employed  by  railroad  corporations  respecting  the  transmission,  filing, 
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arrangement  and  checking  at  stations  of  schedules  showing  rates,  fares,  and 
regulations  applying  to  the  transportation  of  passengers  and  property,  it  is 

Ordered:  That  each  corporation  operating  a  railroad  by  steam  within  this 
State  be  and  is  hereby  directed  and  required  to  file  with  the  Commission, 
on  or  before  the  1st  day  of  January,  1909,  a  statement  verified  by  the  proper 
officer,  setting  forth  in  full  detail  answers  to  the  following  questions: 

1.  When  new  rates  or  regulations  are  established  by  the  filing  of  schedules 
or  supplements  to  schedules,  are  these  schedules  or  supplements  sent  to  agents 
at  stations  at  the  same  time  that  they  are  sent  for  filing  with  this  Com- 
mission? 

2.  Are  these  new  schedules  or  supplements  always  in  the  hands  of  agents 
for  the  full  time  specified  by  law:  namely,  thirty  days  before  they  become 
effective,  or  such  shorter  time  as  may  be  allowed  by  special  order  of  the 
Commission? 

3.  What  rules  are  established  and  enforced  governing  the  transmission  of 
schedules  or  supplements  to  agents  at  stations? 

4.  What  system  of  checking  is  enforced  whereby  the  date  when  a  schedule 
or  supplement  is  received  by  an  agent  at  a  station  is  made  known  to  the 
company,  and  what  record  is  kept  by  the  company  as  to  the  receipt  thereof 
by  the  agent,  and  the  date  of  such  receipt? 

5.  If  in  any  case  it  appears  that  a  schedule  or  supplement  has  not  been 
received  by  an  agent  so  that  it  shall  be  in  his  hands  at  least  thirty  days  prior 
to  the  effective  date,  or  such  shorter  time  as  the  Commission  shall  have 
allowed,  what  is  done  to  cure  that  disregard  of  the  statutory  requirement? 

6.  What  rules  are  in  force  to  insure  that  a  schedule  or  supplement  received 
by  an  agent  at  a  station  will  be  kept  in  the  station  files  open  to  public  in- 
spection for  the  full  time  before  it  may  become  effective? 

7.  What  rules  are  in  force  for  the  government  of  agents  as  to  the  arrange- 
ment, maintenance,  and  handling  of  schedules  or  supplements  kept  by  them  for 
public  inspection? 

8.  What  rules  are  in  force  under  which  agents  must  frequently  remove 
expired,  canceled,  or  superseded  schedules  from  the  station  files? 

9.  What  svstem  of  checking  schedules  or  supplements  is  in  force  at  stations: 
how  is  the  checking  done,  and  how  often  is  it  done? 

10.  To  what  extent  do  agents  call  upon  the  general  or  division  freight 
officers  for  the  quotation  of  rates?  Explain  fully  why  this  occurs  as  to 
traffic  within  this  State,  and  why,  under  the  requirements  of  the  law  for 
posting  at  stations,  it  should  occur  in  any  instance. 

11.  In  what  ways  can  the  system  of  filing  and  maintaining  schedules  at 
stations  be  improved,  to  the  end  that  the  using  of  rates  not  in  force  or  not 
published  at  stations  at  the  time  of  billing  freight  or  ticketing  passengers 
can  be  avoided? 

12.  What  additional  suggestions  can  be  added  to  the  information  called 
for  by  the  foregoing  questions? 

It  is  further  Ordered:  That  a  copy  of  this  order  be  sent  to  the  heads  of 
the  passenger  and  freight  departments  of  each  such  railroad  corporation,  and 
that  answers  as  above  required  be  made  to  the  foregoing  questions  separately 
for  the  passenger  and  freight  departments. 
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[Case  No.  636]  Statb  of  New  Yoik, 

Public  Service  Cohmissioit,  Second  District. 

At  a  session  of  the  Public  Senrice  Commission,  Second 
District,   held   at   the   Capitol,   Albany,   on   the   2d 
day  of  December,  1908. 
Pre$ent: 
Fbaitk  W.  Stevens,  Chairman, 
Thomas  M.  Osborne, 
Martin  S.  Decker, 
James  E.  Saque, 
John  B.  Olmsted, 

Commissioners. 

Chamflain  Brick  Company,  Ferris  Paving  Brick 
Company,  New  England  Brick  Company,  against 
Boston  and  Maine  Railroad. 

Upon  the  complaint  and  answer  herein,  and  the  evidence  presented  at  a 
hearing  held  before  the  Commission  in  the  city  of  Albany  on  the  16th  day 
of  November,  1908,  it  appears  and  the  Commission  finds  and  determines  that 
since  August  27,  1906,  and  for  a  number  of  years  prior  thereto,  defendant*s 
voluntarily  established  charge  for  the  switching  of  freight  in  carloads  between 
complainants'  plants  or  yards  in  Mechanicville,  N.  Y.,  and  the  tracks  of  The 
Delaware  and  Hudson  Company  in  Mechanicville,  in  relation  to  shipments 
transported  within  this  State,  has  been  the  sum  of  $2.00  per  car;  that 
defendant  filed  a  schedule  with  this  Commission  September  30,  1908,  to  be 
effective  November  4,  1908,  increasing  the  said  switching  charge  to  30  cents 
per  net  ton,  except  on  coal,  for  which  the  said  charge  was  thereby  fixed  at 
30  cents  per  gross  ton;  that  in  consequence  of  the  early  hearing  fixed  for 
this  case  defendant  was  granted  a  postponement  of  such  hearing  to  November 
16,  1908,  to  enable  said  defendant  to  have  further  and  sufficient  time  for 
the  preparation  and  submission  of  its  defense  herein  upon  condition  that  the 
said  increased  rates  of  30  cents  per  ton  be  canceled  and  not  again  made 
effective  until  December  7,  1908;  that  the  said  cancellation  was  thereafter 
made  by  defendant  and  a  new  tariff  was  filed  by  defendant  October  31,  1908, 
making  the  said  rate  of  30  cents  per  ton  as  aforesaid  effective  on  December 
7,  1908;  that  the  said  rate  of  30  cents  per  ton  upon  a  carload  of  brick 
weighing  thirty  thousand  pounds  constitutes  an  increase  in  the  switching 
charge  from  $2.00  to  $9.00  per  car;  that  the  carload  of  brick  often  exceeds 
thir^  thousand  pounds,  and  such  increased  rate  may  often  be  $12.00  or 
more  per  car;  that  such  increased  rate  is  prohibitive  or  otherwise  excessive 
upon  numerous,  if  not  all,  freight  shipments  made  by  or  to  complainants  to 
which  it  may  be  applied;  that  the  distances  between  complainants'  plants, 
located  on  or  near  defendant's  tracks,  and  the  tracks  of  The  Delaware  and 
Hudson  Company,  are  short,  and  the  rate  of  $2.00  per  car  voluntarily  enforced 
by  defendant  on  this  switching  service  for  a  long  period  is  compensatory 
and  under  all  the  circumstances  just  and  reasonable;  that  the  said  increased 
rate  of  30  cents  per  ton  is  unjust  and  unreasonable  and  in  violation  of  the 
Public  Service  Commissions  Law.  Upon  all  the  facts  and  considerations  in 
this  case,  and  after  due  deliberation,  it  is 

Ordered:  That  the  defendant,  Boston  and  Maine  Railroad,  be  and  is  hereby 
directed  and  required  to  put  in  force  in  the  manner  provided  by  law  on  or 
before  December  7,  1908,  a  rate  or  charge  for  switching  loaded  cars  in  either 
direction  between  complainants'  plants  or  yards  in  Mechanicville,  N.  T.,  to 
the  customary  place  of  delivery  upon  or  at  the  tracks  of  The  Delaware  and 
Hudson  Company  in  Mechanicville,  which  shall  not  exceed  the  sum  of  $2.00 
for  each  loaded  car  switched  or  hauled  as  aforesaid.    It  is  further 

Ordered:  That  the  defendant,  Boston  and  Maine  Railroad,  may  put  the 
rate  hereby  prescribed  in  force  on  one  day's  notice  to  the  Commission  and 
the  public.    And  it  is  further 
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Ordered:  That  this  order  shall  remain  in  force  and  eflfect  for  a  period  of 
three  years  from  December  7,  1908,  unless  sooner  modified,  superseded,  or 
abrogated  by  order  of  the  Commission,  upon  the  application  of  any  party 
or  person  interested. 

[Case  No.  82]  State  or  New  York, 

Public  Service  Commission,  Second  District. 

At  a  session  of  the  Public  Service  Commission,  Second 
District,   held   at   the    Capitol,   Albany,    on   the   7th 
day  of  December,  1908. 
Present : 
Frank  W.  Stevens,  Chairman, 
Thomas  M.  Osborne, 
Mastin  S.  Decker, 

Commissioners. 

In  the  matter  of  the  Complaint  of  Spencer  Kellooo 
against  The  New  York  Central  and  Hudson  River 
Railroad  Company. 

After  due  deliberation,  it  is 

Ordered:  That  the  complaint  of  Spencer  Kellogg  against  The  New  York 
Central  and  Hudson  River  Railroad  Company  be  dismissed,  it  not  appearing 
from  the  complaint,  answer,  and  evidence  that  he  is  entitled  to  any  relief 
from  this  Commission. 


[Case  No.  167]  State  of  New  York, 

PuBUC  Service  Commission,  Second  District. 

At  a  session  of  the  Public  Service  Commission,  Second 
District,  held  at  the  Capitol,  Albany,  on  the  7th  day 
of  December,  1908. 
Present : 
Frank  W.  Stevens,  Chairman, 
Thomas  M.  Osborne, 
Martin  S.  Decker, 
James  E.  Saque, 
John  B.  Olmsted, 

Commissioners. 

In  the  matter  of  Complaints  in  relation  to  the  inclosing 
or  vestibuling  of  the  platforms  of  street  railroad 
oars  in  the  county  of  Westchester. 

Upon  the  application  of  J.  Addison  Young,  receiver  of  The  Westchester 
Electric  Railroad  Company,  and  after  due  deliberation,  it  is 

Ordered:  That  the  time  of  The  Westchester  Electric  Railroad  Company  to 
comply  with  the  order  of  the  Commission  entered  herein  on  the  29th  day 
of  September,  1908,  be  and  is  hereby  extended  as  follows,  to  wit:  That  with 
the  exception  of  twelve  cars,  the  said  company  shall  have  all  of  its  closed 
cars  used  in  passenger  transportation  equipped  with  vestibules  as  described 
in  said  order  of  September  29,  1908,  on  or  before  the  15th  day  of  January, 
1909,  and  that  it  snail  have  all  of  its  cars  so  equipped  with  vestibules  on 
or  before  the  1st  day  of  February,  1909. 

[See  Case  No.  167,  September  29,  1908,  page  438  j  Case  No.  167,  December 
23,  1908,  page  471.J 
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[Case  No.  641]  State  of  New  York, 

Public  Service  CJommission,  Second  District. 

At  a  session  of  the  Public  Service  Ck>miiiission,  Second 
District,  held  at  the  Capitol,  Albany,  on  the  7th  day 
of  December,  1908. 
Presefit : 
Frank  W.  Stevens,  Chairman, 
Thomas  M.  Osborne, 
Martin  S.  Decker, 
James  E.  Saque, 
John  B.  Olmsted, 

Commissioners. 

In  the  matter  of  the  Complaint  of  the  Dansville 
Board  of  Trade  against  Erie  Railroad  Company 
and  Receiver  ok  the  Dansviixe  and  Mt.  Morris 
Railroad  Company  as  to  passenger-car  service. 

After  due  deliberation,  it  is 

Ordered:  That  the  matter  of  this  complaint  be  closed  on  the  records  of 
this  Commission,  complainant  having  withdrawn  complaint  at  hearing  at 
Rochester,  December  4,  1908;  the  respondents  stating  that  a  satisfactory 
service  would  be  put  in  operation  between  Dansville  and  Rochester  beginning 
December  5,  1908. 


[Case  No.  690]  State  of  New  York, 

Public  Service  Commission,  Second  District. 

At  a  session  of  the  Public  Service  Commission,  Second 
District,  held  at  the  Capitol,  Albany,  on  the  7th  day 
of  December,  1908. 
Present  : 
Frank  W.  Stevens,  Chairman, 
Thomas  M.  Osborne, 
Martin  S.  Decker, 
James  E.  Sague, 
John  B.  Olmsted, 

Commissioners. 

In  the  matter  of  the  Complaint  of  Residents  of  the 
Town  of  East  Greenbush,  Rensselaer  county,  and 
of  the  City  of  Rensselaer  against  Albany  and 
Hudson  Railroad  Company  as  to  construction  of  a 
passenger  station  at  station  No.  17  on  said  railroad 
in  the  town  of  East  Greenbush. 

After  due  deliberation,  it  is 

Ordered:  That  the  matter  of  this  complaint  be  closed  on  the  records  of 
this  Commission,  general  manager  of  the  Company  having  advised  that  a 
small  waiting  station  will  shortly  be  erected  at  this  stop. 
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[Case  No.  73]  State  of  New  York, 

Public  Service  Commission,  Second  Distbict. 

At  a  Beasion  of  the  Public  Service  Commission,  Second 
District,  held  at  the  Capitol,  Albany,  on  the  9th  da/ 
of  December,  1908. 
Present: 
Thomas  M.  Osbobne, 
Mabtin  S.  Deokeb, 
James  E.  Saous, 
John  B.  Olmsted, 

Commissioners. 

In  the  matter  of  the  Complaint  of  Abthub  W.  Evans 
against  The  New  Yobk  Centbal  and  Hudson 
RiVEB  Railboad  Company. 

Upon  the  application  of  the  respondent  for  a  rehearing,  and  upon  a  supple- 
mental communication  from  the  respondent  alleging  the  existence  of  changed 
conditions  upon  the  section  of  railroad  involved;  and  in  view  of  the  advisa- 
bility under  those  conditions  of  further  evidence  by  or  on  behalf  of  com- 
plainant as  well  as  respondent  (and  also  on  behalf  of  the  Commission  should 
it  be  deemed  necessary),  it  is 

Ordered:  1.  That  such  rehearing  be  and  is  hereby  granted,  and  the  case 
is  reopened  accordingly. 

Ordered:  2.  That  the  case  be  set  for  rehearing  at  a  time  and  place  to  be 
hereafter  fixed  by  the  Commission,  and  at  such  rehearing  both  parties  shall 
have  the  right  to  introduce  further  testimony,  and  further  testimony  will 
also  be  taken  by  the  Commission  upon  its  own  motion  so  far  as  may  be 
deemed  necessary. 

Ordered:  3.  That  the  order  of  the  Commission  entered  herein  on  the  29th 
day  of  September,  1908,  as  modified  by  order  dated  the  21st  day  of  October, 
1908,  shall  remain  in  full  force  and  effect,  unless  the  same  shall  be  super- 
seded, modified,  or  abrogated  by  the  Commission. 

[See  Case  No.  73,  September  29,  1908,  page  437.] 


[Case    No.    407]  State  of  New  Yobk. 

Public  Sebvice  Commission,  Second  Distbict. 

At  a  session  of  the  Public  Service  Commission,  Second 
District,  held  at  the  Capitol,  Albany,  on  the  16th  day 
of  December,  1908. 
Present : 
Fbank  W.  Stevens,  Chairman, 
ImoMAS  M.  Osbobne, 
Mabtin  S.  Deckeb. 
James  E.  Sague, 
John  B.  Olmsted, 

Commissioners. 

In  the  matter  of  the  Complaint  of  the  Oswego  Cham- 
BEB  OF  Commebce  against  The  New  Yobk  Centbal 
and  Hudson  Riveb  Railboad  Company  as  to  failure 
of  its  passenger  trains  to  connect  with  Lehigh  Valley 
railroad  passenger  trains  at  Sterling. 

After  due  deliberation,  it  is 

Ordered:  That  the  matter  of  this  complaint  be  closed  on  the  records  of 
this  Commission,  attorney  for  complainant  stating  that  he  feels  satisfied 
that  the  present  arrangement  serves  the  greatest  number  of  people. 
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[Case   No.   433]  State  or  New  Yobk, 

PuBuc  Sebvice  Commission,  Second  District. 

At  a  session  of  the  Public  Service  Commission,  Second 
District,  held  at  the  Capitol,  Albany,  on  the  16th  day 
of  December,  1908. 
Present : 
Fhksk  W.  Stevens,  Chairman, 
Thomas  M.  Osborne, 
Martin  S.  Decker, 
James  E.  Saoue, 
John  B.  Olmsted, 

Commissioners. 

In  the  matter  of  the  Complaint  of  William  Patten  of 
Port  Washington,  Nassau  county,  against  The  New 
York  and  North  Shore  Traction  Company,  alleging 
excessive  noise  made  by  compressed  air  signal 
whistles  on  passenger  trains. 

After  due  deliberation,  it  is 

Ordered:  That  the  matter  of  this  complaint  be  closed  on  the  records  of 
this  Commission,  complainant  having  advised  that  the  nuisance  has  been 
somewhat  diminished. 


I  Case   No.   679]  State  or  New  York, 

Public  Service  Commission,  Second  District. 

At  a  session  of  the  Public  Service  Commission,  Second 
District,  held  at  the  Capitol,  Albany,  on  the  16th  day 
of  December,  1908. 
Present : 
Frank  W.  Stevens,  Chairman, 
Thomas  M.  Osborne, 
Martin  S.  Decker, 
James  E.  Saoue, 
John  B.  Olmsted, 

Commissioners. 

In  the  matter  of  the  Complaint  of  C.  Colton  of  Oswe- 
gatchie,  N.  Y.,  ayainst  The  New  York  Central  and 
Hudson  River  Railroad  Company  as  to  freight  rate 
on  grain  and  feed  in  carload  lots  from  Carthage  to 
Oswegatchie. 

After  due  deliberation,  it  is 

Ordered:  That  the  matter  of  this  complaint  be  closed  on  the  records  of 
this  Commission,  complainant  having  advised  that  the  establishment  of  a 
rate  of  five  cents  per  100  lbs.  on  such  shipments  satisfactorily  disposes  of  his 
complaint. 
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[Ca«-e   Xo.    75]  State  of  Nk\«^  Yobk, 

Public  Sebvice  Commission,  Second  District. 

At  a  session  of  the  Public  Service  Commission,  Secoml 
District,  held  at  the  Capitol,  Albany^  on  the  18th  day 
of  December,  1908. 
Present  : 

Frank  W.  Stevens,  Chairman, 
Martin  S.  Decker, 
James  £.  Sague, 

Commissioners. 

In  the  matter  of  the  Complaint  of  the  President  of 
THE  Village  of  Scotia,  Schenectady  county,  against 
Schenectady  Railway  Company  as  to  construction 
of  an  extension  of  said  company's  railway  in  said 
village. 

After  due  deliberation,  it  is 

Ordered:  That  the  matter  of  this  complaint  be  closed  on  the  records  of 
this  Commission,  a  report  from  Inspector  Barnes  dated  December  18,  1908, 
having  shown  that  the  line  has  been  completed  and  put  in  operation,  as  de- 
sired by  the  village  authorities. 

[See  Case  No.  75,  December  9,  1908,  page  140.] 


[Case  No.  65Q]  State  of  New  York, 

PuBUC  Service  Commission,  Second  District. 

At  a  session  of  the  Public  Service  Commission,  Second 
District,    held   at   the   Capitol,   Albany,    on    the   22d 
day   of  December,    1908. 
Present  : 

Frank  W.  Stevens,  Chairman, 
Thomas  M.  Osborne, 
Martin  S.  Decker, 
John  B.  Olmsted, 

Commissioners. 

In  the  matter  of  Accidents  on  Steam  Railroads. 

Whereas,  The  reports  of  investigations  of  accidents  upon  steam  railroads 
made  to  this  Commission  during  the  year  1908  indicate  that  a  very  large 
proportion  of  all  the  accidents  so  investigated  upon  such  roads  during  the 
past  year  have  been  caused  by  the  failure  of  employees  to  obey  standard 
operating  rules  or  special  instructions  which  were  in  force  for  the  safe 
movement  of  trains;  and 

Whereas,  It  is  important  tbat  the  Commission  have  all  attainable  infor- 
mation regarding  the  operating  rules  of  such  roads,  the  methods  used  in 
examining  applicants  for  employment  as  to  capacity  and  fitness  to  discharge 
the  duties  of  such  emplo>*ment,  the  methods  used  in  instructing  employees 
as  to  the  rules  and  their  duties  under  them,  and  the  systems  in  use  for  en- 
forcing observance  of  rules,  to  the  end  that  it  may  properly  discharge  the 
duties  iuFposed  upon  it  by  section  47  of  the  Public  Service  Commissions  Law; 

Ordered:  That  each  and  every  operating  steam  railroad  corporation  under 
the  supervision  of  this  Commission  be  and  it  is  hereby  required  and  directed, 
pursuant  to  the  provisions  of  sections  45  and  46  of  the  Public  Service  Com- 
missions Law,  to  furnish  and  report  to  this  Commission,  on  or  before  the 
Ist  day  of  Fd>ruary,  1909,  the  following  papers  and  information,  to  wit: 

1.  Five  copies  of  all  printed  rules  for  the  operation  of  its  road. 

2.  A  statement  showing  for  each  of  the  following  classes  of  employees 
engaged  in  the  operation  of  its  road:  namely,  (a)  engineers,  (b)  firemen, 
(c)    conductors,     (d)    trainmen,     (e)    flagmen,     (f)    freightmen,     (g)    switch 
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tenders,  (h)  gatemen  at  crossings,  (i)  flagmen  at  crossings,  (j)  towermen, 
(k)  telegraph  operators,  (1)  train  dispatchers,  (m)  any  other  employees 
engaged  in  operating  trains,  what  examination  or  inquiry,  if  any,  ia  made 
previous  to  their  employment  in  or  promotion  to  such  positions,  as  to  their 
mental  and  physical  capacity,  experience,  and  general  fitness  for  the  pro- 
posed employment. 

3.  A  statement  showing  what  steps  are  taken  to  require  of  each  employee 
a  competent  knowledge  of  the  operating  rules  governing  his  duties  and  con- 
duct as  such  employee. 

4.  A  statement  showing  what  examinations  or  investigations  are  made  from 
time  to  time,  either  regularly  or  otherwise,  to  keep  informed  as  to  whether 
employees  of  the  said  classes  are  familiar  with  the  rules  and  instructions 
governing  tbeir  duties  and  conduct,  and  what  measures  are  taken  to  improve 
the  efTectivenees  of  operating  rules  from  time  to  time  and  their  applicability 
to  disclose  accident  situations. 

5.  What  record,  if  any,  is  kept  of  violations  of  rules  and  instructions  by 
any  of  the  aforesaid  employees. 

6.  Any  other  information  which  may,  in  the  opinion  of  the  chief  operating 
officer  of  each  of  said  corporations,  be  of  use  to  the  Commission  in  investigat- 
ing the  causes  of  accidents  so  far  as  such  accidents  arise  from  neglect  or 
ncn-observance  of  rules  and  instructions  by  employees. 


[Case  No.  167]  State  of  New  York, 

PuBUc  Service  Commission,  Second  District. 
At  a  session  of  the  Public  Service  Commission,  Second 
District,  held  at  the  Capitol,  Albany,  on  the  23rd  day 
of  December,  1908. 
Present : 
Frank  W.  Stevens,  Chairman, 
Thomas  M.  Osborne, 
Martin  S.  Decker, 
John  B.  Olmsted, 

Commissioners. 
In  the  matter  of  Complaints  in  relation  to  tlie  inclos- 
ing or  vestibuling  of  the  platforms  of  street  railroad 
cars  in  the  county  of  Westchester. 

Ordered:  In  the  above  entitled  matter,  that  the  petition  of  J.  Addison 
Young,  as  temporary  receiver  of  the  Tarrytown,  White  Plains  and  Mamar- 
oneck  Railway  Company,  for  an  extension  of  time  to  February  1,  1909,  within 
which  to  comply  with  the  order  of  the  Commission  entered  in  that  pro- 
ceeding on  September  29,  1908,  having  been  duly  considered,  be  and  the  same 
is  hereby  granted. 

[See  Case  No.  167,  September  29,  1908,  page  438;  Case  No.  167,  December 
7,  1908,  page  466.]  

[Cases  No.  248,  272]  State  of  New  York, 

Public  Service  Commission,  Second  District. 

At  a  session  of  the  Public  Service  Commission,  Second 
District,    held    at   the  Capitol,   Albany,   on   the   23d 
day  of  December,  1908. 
Present : 

Frank  W.  Stevens,  Chairman, 
Thomas  M.  Osborne, 
Martin  S.  Decker, 
John  6.  Olmsted^ 

Commissioners. 
In  the  matter  of  Complaints  of  Residents  of  the  City 
of  Buffalo  and  the  Citizens  Union  of  Buffalo  as 
to  Passenger  Stations  and  Terminals  in  said  City. 

Whereas,  This  Commission  did  on  the  7th  day  of  July,  1908,  adopt  the 
following  preamble  and  resolution: 


472       Public  Sekvice  Commission,  Second  District 

*' Whereat,  The  proceeding:  upon  the  complaints  of  residents  of  the  city  of 
Buffalo  and  of  citizens  of  said  city  concerning  the  passenger  terminal  facilities 
in  that  city  is  now  pending  undetermined,  and  the  evidence  taken  upon  the  hear- 
ings therein  and  the  personal  observations  of  the  Commission  have  shown  a 
condition  at  the  passenger  station  of  the  New  Yoric  Central  and  Hudson  Rlvef 
railroad  upon  Exchange  street,  which  In  the  Judgment  of  the  Commission  Im- 
peratively demands  changes  In  said  station  in  order  to  secure  adequate  service 
and  facilities  for  the  transportation  of  passengers  and  property,  and  the  Com- 
mission being  satisfied  that  the  situation  with  respect  to  said  matters  demands 
and  requires  the  exercise  of  the  powers  conferred  upon  it  by  section  60  of  the 
Public  Service  Commissions  Law; 

'*  Resolved,  That  a  further  hearing  upon  said  complaint  be  had  at  the  hearing 
room  of  the  Commission  at  the  Capitol  in  the  city  of  Albany  on  Monday, 
the  13th  day  of  July,  1008,  at  2  o'clock  in  the  afternoon,  and  that  The 
New  York  Central  and  Hudson  River  Railroad  Company  be  and  it  is  hereby 
directed  and  required  to  show  cause  at  said  hearing  why  it  should  not  within 
a  reasonable  time,  to  be  fixed  by  this  Commission,  erect  a  new  passenger  station 
of  a  character,  dimensions,  and  arrangement  to  be  designated  by  this  Commis- 
sion upon  the  lands  now  owned  and  occupied  by  it  and  abutting  upon  Exchange 
street  and  Washington  street  in  said  city  of  Buffalo,  and  that  said  company 
further  show  cause  at  said  place  and  time  why  its  facilities  at  Its  Exchange 
Street  station  should  not  be  used  exclusively  by  it  and  its  so  called  allied  lines  ;'* 

and 

WhercM,  At  the  hearing  had  pursuant  to  said  resolution,  the  general 
counsel  for  The  New  York  Central  and  Hudson  River  Railroad  Company  did 
state  to  and  request  of  this  Commission,  as  follows:  "Mr.  Chairman,  I  have 
had  a  conference  with  Mr.  Brown  and  with  the  other  officers  of  the  company, 
and  first  of  all  on  their  behalf  and  with  their  authority,  I  beg  to  inform  the 
Commission  that  as  far  as  the  New  York  Central  is  concerned  it  is  in  earnest 
in  reference  to  this  Buffalo  proposition,  this  Buffalo  matter,  and  that  the 
company  is  desirous  of  reaching,  as  soon  as  can  be  properly  done,  some  dis- 
position of  the  permanent  terminal  facilities  in  that  city,  and  to  that  end  are 
prepared,  if  they  have  not  done  so  in  the  past,  to  give  an  assurance  to  the 
Commission  that  they  will  hereafter  co5perate  with  the  Commission  in  the 
endeavor  to  bring  about  some  solution  of  that  question  in  the  way  that  it 
should  be  solved,  some  proper  solution  of  it.  In  the  next  place,  we  have 
suggested  to  the  Commission  that  the  matter  of  the  investigation  of  the 
Exchange  Street  site  be  proceeded  with  in  just  the  way  that  the  Commission 
suggested  it  should  be  considered  at  the  time  of  its  last  adjournment  in  the 
matter;  let  that  matter  go  on,  so  far  as  the  New  York  Central  is  concerned, 
for  whom  I  speak,  as  though  the  letter  of  June  9,  if  that  is  the  date,  had  not 
been  written,  be  unaffected  by  that  letter;  that  this  intermediate  proceeding, 
if  I  can  80  designate  it,  be  adjourned  to  a  time  to  be  fixed  by  the  Chairman, 
that  is  subject  to  the  call  of  the  Chairman,  so  that  if  it  becomes  necessary 
to  take  this  matter  up  further  that  it  can  be  brought  up  at  any  time  by 
the  Commission";  and 

Whereas,  This  Commission  acceded  to  said  request  and  held  open  indefi- 
nitely the  proceedings  under  said  order  to  show  cause  during  the  pendency  of 
further  hearings  upon  the  original  complaint,  which  further  hearings  have 
shown  the  impracticability  of  obtaining  the  construction  of  a  joint  or  union 
passenger  station  in  the  city  of  Buffalo,  and  have  demonstrated  the  only 
feasible  way  to  obtain  adequate  passenger  facilities  in  said  city  by  action 
of  this  Commission  is  by  the  improvement  of  the  existing  passenger  terminals; 

Resolved,  That  a  further  hearing  upon  said  order  to  show  cause  be  held 
at  the  hearing  room  of  the  Commission  in  the  city  of  Albany  on  the  20th 
day  of  January,  1909,  at  2  o'clock  in  the  afternoon. 
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[Cases  No.  248,  272]  State  of  New  Yobk, 

PuBuc  Service  Commission,  Second  District. 
At  a  session  of  the  Public  Service  Commission,  Second 
District,   held   at  the  Capitol,   Albany,   on   the   23d 
day  of  December,  1008. 
Present : 

Frank  W.  Stevens,  Chairman, 

Thomas  M.  Osborne, 

Martin  S.  Decker, 

John  B.  Olmsted, 

Commissioners. 
In  the  matter  of  Complaints  of  Residents  of  the  City 

of  Buffalo  and  the  Citizens  Union  of  Buffalo  as 

to  Passenger  Stations  and  Terminals  in  said  City. 

Whereas,  In  the  hearings  heretofore  had  upon  the  complaint  of  the  citizens 
of  Buffalo  and  the  Citizens  Union  of  Buffalo,  N.  Y.,  regarding  the  passenger 
stations  and  terminals  in  the  said  city  of  Buffalo  of  the  several  steam  rail- 
road corporations  having  lines  located  in  said  city,  and  in  the  hearings  here- 
tofore had  upon  the  motion  of  this  Commission  respecting  the  Main  Street 
crossing  of  the  tracks  of  The  Delaware,  Lackawanna  and  Western  Railroad 
Company  in  said  city,  evidence  has  been  given  tending  to  show  that  the 
passenger  station  of  the  said  The  Delaware,  Lackawanna  and  Western  Rail- 
road Company  in  said  city  is  inadequate  and  does  not  afford  reasonable  and 
proper  facilities  for  public  use,  and  that  the  tracks  of  said  company  extend- 
ing in  and  along  Onio  street  in  said  city,  and  crossing  Illinois,  Indiana, 
Washington,  and  Main  streets  at  grade  are  so  situated  and  placed  that  the 
operation  of  trains  over  and  along  said  tracks  is  dangerous  to  persons  and 
property,  and  that  the  security  and  convenience  of  the  public  require  a 
change  in  the  manner  of  crossing  and  occupying  the  said  streets  by  the 
said  tracks  of  the  said  railroad  company;  and 

Whereas,  This  Commission  has  no  power  to  require  steam  railroad  cor- 
porations having  lines  or  tracks  for  passenger  service  in  said  city  to  join 
in  the  construction,  use,  and  operation  of  a  joint  or  union  passenger  station, 
and  the  several  railroad  corporations,  parties  to  the  first  above  mentioned  pro- 
ceeding, have  taken  action  indicating  the  impossibility  of  obtaining  such  joint 
or  union  passenger  station  in  said  city  by  voluntary  agreement; 

Resolved,  That  as  a  continuation  of  the  above  mentioned  proceedings,  and 
both  of  them,  and  also  upon  the  Commission's  own  motion,  after  hearing  the 
evidence  taken  in  said  proceedings  and  personally  inspecting  and  investigat- 
ing the  facilities  afforded  by  The  Delaware,  Lackawanna  and  Western  Rail- 
road Company  in  said  city  of  Buffalo,  and  the  condition  and  location  of  its 
tracks  in  said  Ohio  street  and  at  the  grade  crossings  aforesaid,  that  a  hearing 
be  had  at  the  hearing  room  of  the  Commission  in  the  city  of  Albany  on  the 
20th  day  of  January,  1909,  at  2  o'clock  in  the  afternoon  of  that  day,  upon 
the  subject  of  the  adequacy  of  the  facilities  afforded  by  said  passenger 
station  and  its  accompanying  tracks  and  terminals,  and  of  the  dangers  and 
inconveniences  occasioned  by  the  location  of  said  tracks  in  Ohio  street  and 
crossing  the  aforesaid  Illinois,  Indiana,  aWshington,  and  Main  streets;  and 
that  the  said  The  Delaware,  Lackawanna  and  Weetem  Railroad  Company 
be  and  it  is  hereby  ordered  and  required  to  show  cause  at  said  time  and  place 
why  this  Comnrission  should  not,  pursuant  to  section  50  of  the  Public  Service 
Commissions  Law,  make  and  serve  an  order  directing  the  construction  of  a 
new  passenger  station  in  the  said  city  of  Buffalo  by  the  said  company,  or 
that  it  should  make  such  repairs,  changes,  and  additions  about,  in,  and  to 
its  existing  passenger  station  in  said  city  as  will  make  the  same  adequate  in 
the  facilities  which  it  shall  provide  in  and  about  the  transportation  of  pas- 
sengers; and  that  the  said  company  further  show  cause  at  the  said  time 
and  place  why  it  should  not  make  such  improvements  to  and  changes  in  its 
tracks  extending  along  said  Ohio  street  and  crossing  the  streets  above  named, 
in  said  city,  as  are  reasonably  required  in  order  to  provide  for  the  proper 
security  and  convenience  of  the  public  having  occasion  to  use  the  said  streets. 
That  the  Secretary  forthwith  serve  a  copy  of  this  resolution  upon  The 
Delaware,  Lackawanna  and  Western  Railroad  Company. 
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[Caees  No.  248,  272]  State  of  New  York, 

Public  Service  Commission,  Second  District. 

At  a  session  of  the  Public  Service  Commission,  Second 
Dicrtrict,   held   at   the   Capitol,   Albany,   on    the   23d 
day  of  December,  1908. 
Present : 
Frank  W.  Stevens,  Chairman, 
Thomas  M.  Osborne, 
Martin  S.  Decker, 
John  B.  Olmsted, 

Commissioners. 

In  the  matter  of  Complaints  of  Residents  of  the  City 
OF  Buffalo  and  the  Citizens  Union  of  Buffalo  as 
to  Passenger  Stations  and  Terminals  in  said  City. 

Whereas,  In  the  hearings  heretofore  had  upon  the  complaint  of  the  citi- 
zens of  Buffalo  and  Citizens  Union  of  Buffalo,  N.  Y.,  regarding  the  passenger 
stations  and  terminals  in  the  said  city  of  Buffalo  of  the  aeveral  steam  rail- 
road corporations  having  lines  located  in  said  city,  evidence  has  been  given 
tending  to  show  that  the  passenger  station  of  the  Erie  Railroad  Company 
in  said  city  is  inadequate  and  does  not  afford  reasonable  and  proper  facilities 
for  public  use;  and 

Whereas  J  This  Commission  is  without  power  to  require  steam  railroad 
corporations  having  lines  or  tracks  for  passenger  service  in  said  city  to  join 
in  the  construction,  use,  and  operation  of  a  joint  or  union  passenger  station, 
and  the  several  railroad  corporations  parties  to  the  above  mentioned  pro- 
ceeding have  taken  action  indicating  the  impossibility  of  obtaining  such  joint 
or  union  passenger  station  in  said  city  by  voluntary  agreement; 

Resolved,  That  as  a  continuation  of  the  above  mentioned  proceeding,  and 
also  upon  the  Commission's  own  motion,  after  hearing  the  evidence  taken  in 
said  proceeding  and  personally  inspecting  and  investigating  the  facilities 
afforded  by  the  passenger  station  of  the  Erie  Railroad  Company  in  the  said 
city  of  Buffalo,  that  a  hearing  be  had  at  the  hearing  room  of  the  Commission 
in  the  city  of  Albany  on  the  20th  day  of  January,  1909,  at  2  o'clock  in  the 
afternoon  of  that  day,  upon  the  subject  of  the  adequacy  of  the  facilities 
afforded  by  said  passenger  station  and  its  accompanying  tracks  and  term- 
inals; and  that  the  said  Erie  Railroad  Company  be  and  it  is  hereby  ordered 
and  required  to  show  cause  at  said  time  and  place  why  this  Commission 
should  not,  pursuant  to  section  50  of  the  Public  Service  Commissions  Law, 
make  and  serve  an  order  directing  the  construction  of  a  new  passenger 
station  in  the  said  city  of  Buffalo  by  the  said  company,  or  that  it  should 
make  such  repairs,  changes,  and  additions  about,  m,  and  to  its  existing 
passenger  station  in  said  city  as  will  make  the  same  adequate  in  the  facilities 
which  it  should  reasonably  provide  in  and  about  the  transportation  of  pas- 
sengers. That  the  Secretary  forthwith  serve  a  copy  of  this  resolution  upon 
the  said  Erie  Railroad  Company. 
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[Cases  No.  248,  272]  Statb  of  New  Yobk, 

Public  Service  Commission,  Second  District. 

At  a  session  of  the  Public  Service  Commission,  Second 
District,  held  at  the  Capitol,  Albany,  on  the  23d  day 
of  December^  1908. 
Present  : 
Frank  W.  Stevens,  Chairman, 
Thomas  M.  Osborne, 
Martin  S.  Decker, 
John  B.  Olmsted, 

Commissioners. 

In  the  matter  of  Complaints  of  Residents  of  the  City 
of  Buffalo  and  the  Citizens  Union  of  Buffalo  as 
to  Passenger  Stations  and  Terminals  in  said  City. 

Whereas,  In  the  hearings  heretofore  had  upon  the  complaint  of  the  citi- 
zens cf  Buffalo  and  the  Citizens  Union  ot  Buffalo,  N.  Y.,  regarding  the 
passenger  stations  and  terminals  in  the  said  city  of  Buffalo  of  the  several 
steam  railroad  corporations  having  lines  located  in  said  city,  evidence  has 
been  given  tending  to  show  that  the  passenger  station  of  the  Lehigh  Valley 
Railroad  Company  in  said  city  is  inadequate  and  does  not  afford  reasonable 
and  proper  facilities  for  public  use,  and  that  the  tracks  of  said  company  lead- 
ing to  its  said  passenger  station  and  crossing  Michigan  street,  Chicago  street, 
and  Louisiana  street  in  said  city  at  grade  are  so  placed  that  the  operation  of 
trains  over  and  alonff  said  tracks  is  dangerous  to  persons  and  property,  and 
that  the  security  ana  convenience  of  the  public  require  a  change  in  the  man- 
ner of  crossing  the  said  streets  by  the  said  tracks  of  the  said  railroad  com- 
pany; and 

WheredSf  This  Commission  is  without  power  to  require  steam  railroad 
corporations  having  lines  or  tracks  for  passenger  service  in  said  city  to  join 
in  the  construction,  use,  and  operation  of  a  joint  or  union  passenger  station, 
and  the  several  railroad  corporations  parties  to  the  above  mentioned  pro- 
ceeding have  taken  action  indicating  the  impossibility  of  obtaining  such 
joint  or  union  passenger  station  in  said  city  by  voluntary  agreement; 

Resolved,  That  as  a  continuation  of  the  above  mentioned  proceeding,  and  also 
upon  the  Commission's  own  motion,  after  hearing  the  evidence  taken  in  said 
proceeding  and  personally  inspecting  and  investigating  the  facilities  afforded 
by  the  passenger  station  of  the  iSbigh  Valley  Railroad  Company  in  said 
city  of  Buffalo,  and  the  condition  and  location  of  its  tracks  at  the  street 
crossings  aforesaid,  that  a  hearing  be  had  at  the  hearing  room  of  the  Com- 
mission in  the  city  of  Albany  on  the  20th  day  of  January,  1909,  at  2  o'clock 
in  the  afternoon  of  that  day,  upon  the  subject  of  the  adequacy  of  the  facili- 
ties afforded  by  said  passenger  station  and  its  accompanying  tracks  and 
terminals  and  of  the  dangers  and  inconveniences  of  the  aforesaid  grade  cross- 
ings at  said  streets;  and  that  the  said  Lehigh  Valley  Railroad  Company  be 
and  it  is  hereby  ordered  and  required  to  show  cause  at  said  time  and  place 
why  this  Commission  should  not,  pursuant  to  Rection  50  of  the  Public  Ser- 
vice Commissions  Law,  make  and  serve  an  order  directing  the  construction 
of  a  new  passenger  station  in  the  said  city  of  Buffalo  by  the  said  company, 
or  that  it  should  not  make  such  repairs,  changes,  and  additions  about,  in, 
and  to  its  existing  passenger  station  in  said  city  as  will  make  the  same  ade- 
quate in  the  facilities  which  it  should  reasonably  provide  in  and  about  the 
transportation  of  passengers;  and  that  the  said  company  further  show  cause, 
at  the  said  time  and  place,  why  it  should  not  make  such  improvements  to 
and  changes  in  its  tracks  extending  along  or  near  Scott  street  in  the  said 
city  and  crossing  Michigan,  Chicago,  and  Louisiana  streets  at  the  said  streets 
as  are  reasonably  required  in  order  to  provide  for  the  proper  semirity  and 
convenience  of  the  public  having  occasion  to  use  the  said  streets.  That  the 
Secretary  forthwith  serve  a  copy  of  this  resolution  upon  the  said  Lehigh 
Valley  Railroad  Company. 
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[Case  Xo.  669]  State  of  New  York, 

Public  Service  Ooicmission,  Second  Distbict. 

At  a  session  of  the  Public  Service  Commission,  Second 
District,   held   at   the   Capitol,  Albany,  on  the   29th 
day  of  December,  1908. 
Present : 

Frank  W.  Stevens,  Chairman, 
Martin  S.  Decker, 
James  E.  Saoue, 
John  B.  Olmsted, 

Commissioners. 

In  the  Matter  of  Accidents  on  Street  Surface  Railroads. 

Whereas,  The  reports  of  investigations  of  accidents  upon  street  surface 
railroads  made  to  this  Commission  during  the  year  lOOS  indicate  that  a  very 
large  proportion  of  all  the  accidents  so  investigated  upon  suoh  roads  during 
the  past  year  have  resulted  from  one  of  the  following  causes,  namely: 

1.  Failure  on  the  part  of  the  company  to  adopt  a  set  of  rules  for  the 
government  of  employees; 

2.  Failure  on  the  part  of  companies  to  adopt  a  proper  running  schedule; 

3.  Defects  in  rules; 

4.  Violation  of  rules  by  employees. 

Whereas,  The  methods  employed  in  securing  efficient  and  capable  employees, 
the  methods  employed  in  maintaining  such  efficiency  and  capability  of  em- 
ployees, the  character  of  rules  and  schedules  adopted  by  such  companies 
seriously  affect  the  foregoing  causes  of  accidents;  and  to  the  end  that  it  may 
properly  discharge  the  duties  imposed  upon  it  by  section  47  of  the  Public 
Service  Commissions  Law,  it  is  important  that  the  Commission  have  all  at- 
tainable information  in  regard  to  each  of  the  above  items  in  the  operation 
of  all  such  roads;  therefore 

Ordered:  That  each  and  every  operating  street  surface  railroad  corpora- 
tion under  the  supervision  of  this  Commission  be  and  it  is  hereby  required 
and^ directed,  pursuant  to  the  provisions  of  section  45  and  section  46  of  the 
Public  Service  Commissions  Law,  to  furnish  and  report  to  this  Commission 
on  or  before  the  1st  day  of  February,  1909,  the  following  papers  and 
information,  to  wit: 

1.  Five  copies  of  all  printed  rules  governing  employees  in  the  operation  of 
its  road; 

2.  Five  copies  of  the  running  schedule  in  effect  on  this  date; 

3.  One  complete  set  of  blanks  used  in  the  employment  of  motormen  and 
conductors ; 

4.  A  statement  showing  what  instructions,  either  on  the  road  or  in  the 
shop,  are  given  applicants  for  the  positions  of  motorman  and  conductor,  and 
how  much  time,  if  any,  must  be  spent  by  him  in  each  case; 

5.  A  statement  showing  the  methods  employed,  in  addition  to  the  use  of 
blanks,  in  ascertaining  the  qualifications  of  applicants  for  the  positions  of 
motorman  and  conductor; 

6.  In  cases  where  the  system  includes  city  and  suburban  lines,  whether 
promotions  are  made  from  the  city  to  the  suburban  lines;  if  so,  what  ex- 
aminations are  motormen  and  conductors  applicants  for  promotion  required  to 
pass ; 

7.  Does  the  company  maintain  a  school  of  instruction  for  applicants  for 
motormen  and  conauctors;  if  so,  give  full  description  of  equipment  in  school 
and  methods  employed  in  conduct  of  same; 

8.  A  statement  showing  what  methods  are  employed  by  operating  officials 
to  keep  informed  of  the  efficiency  and  capability  of  motormen  and  conductors; 

9.  What  records,  if  any,  are  kept  of  the  violations  of  rules  by  motormen 
and  conductors; 

10.  Any  other  information  on  the  subjects  of  maintaining  discipline  of 
employees,  disclosing  accident  situations,  and  suggestions  which  may  in  the 
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opinion  of  the  chief  operating  officer  be  of  use  to  the  Gommistion  in  investi- 
gating the  causes  of  accidents  so  far  as  they  relate  to  defectire  rules  or 
running  schedules  and  lack  of  discipline  of  the  emplojees. 


[Case  No.  431]  State  op  New  York, 

Public  Sebvige  Commission,  SE00in>  Distbiot. 

At  a  session  of  the  Public  Service  Commiasion,  Seoond 
District,  held  at  the  Capitol,  Albany,  on  the  29th  day 
of  December,  1908. 
Present: 
Fbank  W.  Stevens,  Chairman, 
Mabtin  S.  Deckeb, 
James  E.  Saoue, 
John  B.  Olmsted, 

Conmiissioners. 

In  the  matter  of  Station  building  on  the  Ulster  and 
Delaware  Railroad  at  Kortright. 

After  due  deliberation,  it  is 

Ordered:  That  the  plans  submitted  by  The  Ulster  and  Delaware  Railroad 
Company  for  the  improvement  of  its  station  at  Kortriffht  be  approved  by 
this  Conunission,  the  Citizens  Committee  of  that  village  having  advised  that 
they  are  satisfactory. 

[Case  No.  568]  State  of  New  Yobk, 

Public  Sebvicb  Commission,  Second  Distbiot. 

At  a  session  of  the  Public  Service  Commission,  Second 
District,  held  at  the   Capitol,  Albany,  on  the  29th 
day  of  December,  1908. 
Present: 
Pbank  W.  Stevens,  Chairman, 
Mabtin  S.  Deckeb, 
James  E.  Sague, 
John  B.  Olmsted, 

Commissioners. 

In  the  matter  of  the  Complaint  of  Fbed  W.  Hadden 
and  M.  L.  Beadle  of  Savannah,  Wayne  county, 
against  Rochester,  Syracuse  and  Eastebn  Rail- 
boad  Company,  as  to  need  of  additional  stop  by  cars 
of  said  company  at  a  point  midway  between  stops 
Nos.  65  and  66. 

After  due  deliberation,  it  is 

Ordered:  That  the  matter  of  this  complaint  be  closed  on  the  records  of 
this  Commission,  the  company  having  arranged  to  make  a  stop  at  the  "  High 
Bridge". 
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[Caae  No.  598]  State  of  New  Yobk, 

PuBUc  Service  Commission,  Second  Distbict. 

At  a  session  of  the  Public  Service  Commission,  Second 
District,  held  at  the  Capitol,  Albany,  on  the  29th 
day  of  December,  1908. 
Present : 
Frank  W.  Stevens,  Chairman, 
Martin  S.  Decker, 
James  E.  Sague^ 
John  B.  Olmsted, 

Commissioners. 

In  the  matter  of  the  Complaint  of  Frank  G.  Sawyer 
of  Auburn,  N.  Y.,  against  Auburn  and  Northern 
Electric  Railroad  Compant,  as  to  refusal  of  said 
company  to  construct  culvert  adjoining  complainant's 
farm  land. 

After  due  deliberation,  it  is 

Ordered:  That  the  matter  of  this  complaint  be  closed  on  the  records  of 
this  Commission,  complainant  having  advised  that  the  company  has  com- 
pleted such  construction  to  his  satisfaction. 
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Section  29  of  the  Public  Service  Commissions  Law  provides  that 
for  good  cause  shown  the  Commission  may  allow  changes  in  rates 
without  requiring  the  thirty  days'  notice  and  publication  therein 
provided  for,  "  by  duly  filing  and  publishing  in  such  manner  as 
it  may  direct  an  order  specifying  the  changes  so  made  and  the 
time  when  it  shall  take  effect  ;all  such  changes  shall  be  immedi- 
ately indicated  upon  its  schedules  by  the  common  carrier  ". 

Under  this  section  of  the  law,  during  the  fiscal  year  ended  De- 
cember 31,  1908,  the  Commission  issued  special  permits  for  short 
notice  tariffs  as  follows,  the  office  order  No.,  the  date,  and  the 
name  of  the  corporation  making  the  application  therefor  preceding 
the  formal  order : 

No.  186;  January  2,  1908;   The  New  York  Central  and  Hudson  River  Rail- 
road Company: 

Ordered:  That  The  New  York  Central  and  Hudson  River  Railroad  Com- 
pany be  and  is  hereby  authorized  to  cancel  its  passenger  tariffs  P.  S.  C, 
2  N.  Y.,  Nos.  12  and  18,  naming  local  round-trip  fares;  provided  that  such 
cancellations  are  filed  with  this  Commission  under  Supplements  No.  1  to 
P.  S.  C,  2  N.  Y.,  Nos.  85  and  86,  and  posted  at  stations  at  least  one  day 
prior  to  the  effective  date  specified  in  such  schedules.  Such  schedules  shall 
be  filed  and  posted  within  ten  days  from  the  date  of  this  order,  and  shall 
bear  the  following  notation :  "  Issued  under  special  permission  of  the  Public 
Service  Commission,  Second  District,  State  of  New  York,  No.  186,  of  date 
January  2,  19C8." 

No.  187;  January  4,  1908;  The  Long  Island  Railroad  Company: 

Ordered:  That  The  Long  Island  Railroad  Company  be  and  is  hereby 
authorized  to  change  its  tariff  P.  S.  C,  2  N.  Y.,  No.  107,  by  eliminating 
therefrom  that  portion  under  heading  "  Storage  in  Cars  on  Public  Team 
Tracks,"  provided  that  a  tariff  making  such  change  shall  be  filed  with  this 
Commission  under  P.  S.  C,  2  N.  Y.,  No.  133,  and  posted  at  stations  at 
least  three  days  prior  to  the  effective  date  specified  in  such  tariff.  Such 
tariff  shall  be  so  filed  and  posted  within  ten  days  from  the  date  of  this  order, 
and  shall  bear  the  following  notation :  "  Issued  under  special  permission 
of  the  Public  Service  Conmiission,  Second  District,  State  of  New  York,  No. 
187,  of  date  January  4,  1908." 

No.  188;  January  13,  1908;  New  York  and  Ottawa  Railway  Company: 

Ordered:  That  the  New  York  and  ^"Jttawa  Railway  Company,  in  con- 
nection with  The  New  York  Central  and  Hudson  River  Railroad  Company, 
be  and  is  hereby  authorized  to  establish  special  rate  of  nine  cents  ($0.09) 
per  100  pounds  on  Bark,  carloads,  minimum  weight  as  per  Official  Classi- 
fication, from  Santa  Clara,  N.  Y.,  Meno,  N.  Y.,  Dickinson  Center,  N.  Y., 
and  St.  Regis  Falls,  N.  Y.,  to  Middleville,  N.  Y.,  via  Tupper  Lake  Junction, 
N.  Y.,  and  N.  Y.  C.  &  H.  R.  R.  R.  Co.;  provided  that  a  tariff  naming  said 
rate  shall  be  filed  with  this  Commission  under  P.  S.  C,  2  N.  Y.,  No.  72, 
and  posted  at  stations  at  least  five  days  prior  to  the  effective  date  specified 
in   such  tariff.     Such   tariff  shall   be  so   filed  and   posted   within   ten  days 
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from  the  date  of  this  order,  and  shall  bear  the  following  notation :  "  Issued 
under  special  permission  of  the  Public  Service  Commission,  Second  District, 
State  of  New  York,  No.  188,  of  date  January  13,  1908." 

No.  189;  January  13,  1908;   West  Shore  Railroad   (N.  Y.  C.  &  H.  R.  R.  R. 

Co.  Lessee)  : 

Ordered:  That  the  West  Shore  Railroad  (N.  Y.  C.  &  H.  R.  R.  R.  Co. 
Lessee)  be  and  is  hereby  authorized  to  establish  special  rates  as  named  in 
application  on  Barley,  Buckwheat,  Corn,  Oats,  Rye,  and  Wheat,  carloads, 
minimum  weight  as  per  Oificial  Classification,  from  Amboy,  N.  Y.,  and  other 
stations  named  in  application  to  Rochester,  X.  Y.,  and  other  stations  named 
in  application;  provided  that  a  taritT  naming  said  rates  shall  be  filed  with 
this  Commission  under  P.  S.  C,  2  N.  Y.,  No.  740,  and  posted  at  stations 
at  least  one  day  prior  to  the  effective  date  specified  in  such  tariff.  Such 
tariff  shall  be  so  filed  and  posted  within  ten  days  from  the  date  of  this 
order,  and  shall  bear  the  following  notation:  "Issued  under  special  per- 
mission of  the  Public  Service  Commission,  Second  District,  State  of  New 
York,  No.  189,  of  date  January  13,  1908." 

No.  190;  January  15,  1908;  The  New  York  Central  and  Hudson  River  Rail- 
road Company: 

Ordered:  That  The  New  York  Central  and  Hudson  River  Railroad  Com- 
pany be  and  is  hereby  authorized  to  establish  special  rate  of  eight  cents 
($0.40)  per  net  ton  on  Ice,  carloads,  minimum  weight  50,000  pounds  unlesa 
marked  capacity  of  car  is  less,  in  which  case  the  marked  capacity  of  car  will 
govern,  but  in  no  case  shall  the  minimum  weight  be  less  than  40,000  pounds, 
from  Potsdam,  N.  Y.,  to  Eben,  N.  Y.;  provided  that  a  tariff  naming  said 
rate  shall  be  filed  with  this  Commission  under  P.  S.  C.»  2  N.  Y.,  No.  3175, 
and  posted  at  stations  at  least  five  days  prior  to  the  effective  date  specified 
in  such  tariff.  Such  tariff  shall  be ,  so  filed  and  posted  within  ten  days 
from  the  date  of  this  order,  and  shall  bear  the  following  notation:  "Issued 
under  special  permission  of  tlie  Public  Service  Commission,  Second  District, 
State  of  New  York,  No.  190,  of  date  January  15,  1908." 

No.  191;  January  15,  1908;  The  New  York  Central  and  Hudson  River  Rail- 
road Company: 

Ordered:  That  The  New  York  Central  and  Hudson  River  Railroad  Com- 
pany be  and  is  hore]>y  authorized  to  establish  special  rat«  of  eight  centa 
($().^»8)  per  1(H)  poun<N  on  Bark,  carloads,  minimum  weight  as  per  Official 
ClasFification,  from  Edwards,  N.  Y.,  to  Middleville,  N.  Y. ;  provided  that 
a  tariff  naming  said  rate  shall  be  filed  with  tliis  Commission  under  P.  S.  C, 
2  N.  Y.,  No.  3177.  and  posted  at  stations  at  least  five  days  prior  to  the 
effective  date  specified  in  such  tariff.  Such  tariff  shall  be  so  filed  and  posted 
witliin  ten  days  from  the  date  of  this  order,  and  shall  bear  the  following 
notation:  "Issued  under  special  permission  of  the  Public  Service  Com- 
mission, Second  District,  State  of  New  York,  No.  191,  of  date  January  15, 
1908." 

No.  192;  January  17,  1908;  The  New  York  Central  and  Hudson  River  Rail- 
road Company: 

Ordered:  That  The  New  York  Central  and  Hudson  River  Railroad  Com- 
pany be  and  is  hereby  authorized  to  establish  special  rate  of  forty-five  cents 
($0.45)  per  net  ton  on  Ice,  carloads,  minimum  weight  50,000  pounds  unless 
marked  capacity  of  car  is  less,  in  which  case  the  marked  capacity  of  car 
will  govern,  but  in  no  case  shall  the  minimum  be  less  than  40,000  pounds, 
from  Cape  Vincent,  N.  Y'.,  to  Dexter,  N.  Y.;  provided  that  a  tariff  naming 
said  rate  shall  be  filed  with  this  Commission  under  P.  S.  C,  2  N.  Y., 
No.  3204,  and  posted  at  stations  at  least  five  days  prior  to  the  effective 
date  sj^ecified  in  such  tariff.  Such  tariff  shall  be  so  filed  and  posted  within 
ten  days  from  tlie  date  of  this  order,  and  shall  bear  the  following  notation: 
"  Issued  under  special  permission  of  the  Public  Service  Commission,  Second 
District,  State  of  New  York,  No.  192,  of  date  January  17,  1908." 
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No.  193;  January  18,  1908;  Auburn  Construction  Ck)mpany: 

Ordered:  That  the  Auburn  Construction  Company,  constructing  and  oper- 
ating the  New  York,  Auburn  and  Lansing  railroad,  be  and  is  hereby  author- 
ized to  cancel  and  reissue  its  tariff  P.  S.  C,  2  N.  Y.,  No.  1,  and  to  establish 
rates  as  named  in  application;  provided  that  tariffs  naming  such  rates 
are  filed  with  this  Commission  under  P.  S.  C,  2  N.  Y.,  Nos.  2,  3,  and  4, 
and  posted  at  stations  at  least  five  days  prior  to  the  effective  date  specified 
therein.  Such  tariffs  shall  be  so  filed  and  posted  within  ten  days  from  the 
date  of  this  order,  and  shall  bear  the  following  notation :  "  Issued  under 
special  permission  of  the  Public  Service  Commission,  Second  District,  State 
of  New  York,  No.  193,  of  date  January  18,  1908." 

No.  194;  January  20,  1908;  Erie  Railroad  Company: 

Ordered:  That  the  Erie  Railroad  Company  be  and  is  hereby  authorized 
to  establish  special  rates  as  named  in  application  on  Ice,  carloads,  minimum 
weight  20  net  tons,  from  Narrowsburg,  N.  Y.,  Monroe,  N.  Y.,  and  New 
Hampton,  N.  Y.,  to  Cohecton,  N.  Y.,  and  other  stations  named  in  appli- 
cation; also  switching  charge  of  five  dollars  ($5.00)  per  car  at  New  Hamp- 
ton, N.  Y.,  from  pond  to  ice  houses;  provided  that  a  tariff  naming  said 
rates  shall  be  filed  with  this  Commission  under  P.  S.  C,  2  N.  Y.,  No.  829, 
and  posted  at  stations  at  least  five  days  prior  to  the  effective  date  specified 
in  such  tariff.  Such  tariff  shall  be  so  filed  and  posted  within  ten  days 
from  the  date  of  this  order,  and  shall  bear  the  following  notation :  "  Issued 
under  special  permission  of  the  Public  Service  Commission,  Second  District, 
State  of  New  York,  No.  194,  of  date  January  20,  1908." 

No.  196;  January  20,  1908;  Raquette  Lake  Railway  Company: 

Ordered:  That  the  Raquette  Lake  Railway  Company  be  and  is  hereby 
authorized  to  establish  special  rate  of  twenty  cents  ($0.20)  per  net  ton 
on  Ice,  carloads,  minimum  weight  25  net  tons,  from  Rondaxe,  N.  Y.,  and 
Raquette  Lake,  N.  Y.,  to  Clearwater,  N.  Y.;  provided  that  a  tariff  naming 
such  rate  shall  be  filed  with  this  dJommission  under  P.  S.  C,  2  N.  Y., 
No.  3202,  and  posted  at  stations  at  least  five  days  prior  to  the  effective 
date  specified  in  such  tariff.  Such  tariff  shall  be  so  filed  and  posted  within 
ten  days  from  the  date  of  this  order,  and  shall  bear  the  following  notation: 
"  Issued  under  special  permission  of  the  Public  Service  Commission,  Second 
District,  State  of  New  York,  No.  195,  of  date  January  20,  1908." 

No.  196;  January  23,  1908;  The  New  York  Central  and  Hudson  River  Rail- 
road Company: 

Ordered:  That  The  New  York  Central  and  Hudson  River  Railroad  Com- 
pany, in  connection  with  the  Lima-Honeoye  Electric  Light  and  Railroad  Com- 
pany, be  and  is  hereby  authorized  to  establish  special  rate  of  eighty-five 
cents  ($0.86)  per  gross  ton  on  Pig  Iron,  carloads,  minimum  weight  25  gross 
tons  except  when  the  marked  capacity  of  car  is  less,  in  which  case  the 
marked  capacity  of  the  car  will  be  the  minimum  weight,  but  in  no  case 
•hall  the  minimum  carload  weight  be  less  than  15  gross  tons,  from  Char- 
lotte, N.  Y.,  to  Lima,  N.  Y.,  via  Honeoye  Falls,  N.  Y.,  and  Lima-Honeoye 
Electric  Light  and  Railroad  Company;  provided  that  a  tariff  naming  said  rate 
shall  be  filed  with  this  Commission  under  P.  S.  C,  2  N.  Y.,  No.  3250,  super- 
seding tariff  P.  S.  C,  2  N.  Y.,  No.  3185,  and  posted  at  stations  at  least 
five  &ys  prior  to  the  effective  date  specified  in  such  tariff.  Such  tariff  shall 
be  so  filed  and  posted  within  ten  days  from  the  date  of  this  order,  and 
shall  bear  the  following  notation :  "  Issued  under  special  permission  of  the 
Public  Service  Commission,  Second  District,  State  of  New  York,  No.  196,  of 
date  January  23,  1908." 

No.  197;  January  23,  1908;  The  New  York  Central  and  Hudson  River  Rail- 
road Company: 

Ordered:  That  The  New  York  Central  and  Hudson  River  Railroad  Com- 
pany be  and  is  hereby  authorized  to  establish  special  rate  of  four  and 
one-half  cents   ($0.04%)  per  100  pounds  on  Pulp  Wood,  carloads,  minimum 
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weight  40,000  pounds,  from  Emeryville,  N.  Y.,  Talcville,  N.  Y.,  and  Edwardi, 
N.  Y.,  to  Watertown,  N.  Y.;  provided  that  a  tariff  naming  said  rate  shall 
be  filed  with  this  Commission  under  P.  S.  C,  2  N.  Y.,  No.  3227,  and  posted 
at  stations  at  least  three  days  prior  to  the  effective  date  specified  in  such 
tariff.  Such  tariff  shall  be  so  filed  and  posted  within  ten  days  from  the 
date  of  this  order,  and  shall  bear  the  following  notation :  '*  Issued  under 
special  permission  of  the  Public  Service  Commission,  Second  District,  State 
of  New  York,  No.  197,  of  date  January  23,  1908." 

No.  198;  January  23,  1908;  The  New  York  Central  and  Hudson  River  Rail- 
road Company: 

Ordered:  That  The  New  York  Central  and  Hudson  River  Railroad  Com- 
pany be  and  is  hereby  authorized  to  establish  on  Cord  Wood,  Stove  Wood, 
and  Slab  Wood,  carloads,  minimum  weight  40,000  pounds,  special  rate  of 
three  cents  ($0.03)  per  100  pounds  from  Benson  Mines,  N.  Y.,  Harrisville, 
N.  Y.,  Kalurah,  N.  Y.,  Newton  Falls,  N.  Y.,  and  Oswegatchie,  N.  Y.;  and 
two  and  one-half  cents  ($0.02^)  per  100  pounds  from  Natural  Bridge,  N.  Y., 
to  Carthage,  N.  Y.;  provided  that  a  tariff  naming  said  rates  shall  be  filed 
with  this  Commission  under  P.  S.  C,  2  N.  Y.,  No.  3240,  and  posted  at 
stations  at  least  five  days  prior  to  the  effective  date  specified  in  such  tariff. 
Such  tariff  sliall  be  so  filed  and  posted  within  ten  days  from  the  date  of  this 
order,  and  shall  bear  the  following  notation:  "  Issued  under  special  per- 
mission of  the  Public  Service  Commission,  Second  District,  State  of  New 
York,  No.  198,  of  date  January  23,  1908." 

No.  199 ;  January  24,  1908 ;  The  New  York  Central  and  Hudson  River  Rail- 
road Company: 

Ordered:  That  The  New  York  Central  and  Hudson  River  Railroad  Com- 
pany be  and  is  hereby  authorized  to  add  Batavia,  N.  Y.,  as  a  station  at 
which  arrangements  for  milling  or  mixing  in  transit  as  shown  in  its 
tariff  P.  S.  C,  2  N.  Y.,  No.  3076,  will  apply;  provided  that  a  tariff  making 
sudi  addition  shall  be  filed  with  this  Commission  under  Supplement  No.  1 
to  P.  S.  C,  2  N.  Y.,  No.  3076,  and  posted  at  stations  at  least  uve  days  prior 
to  the  effective  date  specified  in  such  tariff.  Such  tariff  shall  be  so  filed 
and  posted  within  ten  days  from  the  date  of  this  order,  and  shall  bear  the 
following  notation:  "Issued  under  special  permission  of  the  Public  Service 
Commission,  Second  District,  State  of  New  York,  No.   199,  of  date  January 

24,  1908." 

No.  200;  January  25,  1908;  Fulton  Chain  Railway  Company: 

Ordered:  That  the  Fulton  Chain  Railway  Company  be  and  is  hereby  au- 
thorized to  establish  special  rate  of  fifteen  cents  per  net  ton  on  Ice,  carloads, 
minimum  weight  25  net  tons,  from  Old  Forge,  N.  Y.,  to  Fulton  Chain,  N.  Y.; 
provided  that  a  tariff  naming  said  rate  shall  be  filed  with  this  Commission 
under  P.  S.  C,  2  N.  Y.,  No.  1,  and  posted  at  stations  at  least  five  days  prior 
to  the  effective  date  specified  in  such  tariff.  Such  tariff  shall  be  so  filed  and 
posted  within  ten  days  from  the  date  of  this  order,  and  shall  contain  th<i 
following  notation :  "  Issued  under  special  permission  of  the  Public  Service 
Commission,  Second  District,  State  of  New  York,  No.  200,  of  date  January 

25,  1908." 

No.  201;  January  27,  1908;  New  York  and  Ottawa  Railway  Company: 

Ordered:  That  the  New  York  and  Ottawa  Railway  Company  be  and  is 
hereby  authorized  to  establish  special  rate  of  two  dollars  ($2.00)  per  thou- 
sand feet  on  Soft  Wood  Logs,  carloads,  minimum  four  thousand  (4,000)  feet 
per  car,  from  Santa  Clara,  N.  Y.,  and  Spring  Cove,  N.  Y.,  to  Tupper  Lak* 
Junction,  N.  Y.;  provided  that  a  tariff  naming  said  rate  shall  be  filed  with 
this  Commission  under  P.  S.  C,  2  N.  Y.,  No.  77,  and  posted  at  stations  at 
least  five  days  prior  to  the  effective  date  specified  in  such  tariff.  Such  tariff 
shall  be  so  filed  and  posted  within  ten  days  from  the  date  of  this  order,  and 
shall  bear  the  following  notation:  "Issued  under  special  permission  of  ths 
Public  Service  Commission,  Second  District,  State  of  New  York,  No.  201,  of 
date  January  27,  1908." 
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No.  202;  January  28,  1908;  Little  Falls  and  Dolgeville  Railroad  Ck>mpany: 

Ordered:  That  the  Little  Falls  and  Dolgeville  Railroad  Company,  in  con- 
nection with  The  New  York  Central  and  Hudson  River  Railroad  Company, 
be  and  hereby  is  authorized  to  establish  special  rate  of  one  dollar  and  sixty 
cents  ($1.60)  per  net  ton  on  Piles,  carloads,  minimum  weight  as  per  Official 
Classification,  from  Dolgeville,  N.  Y.,  to  Hoffmans,  N.  Y.,  via  N.  Y.  C.  & 
H.  R.  R.  R.  Co.;  provided  that  a  tariff  naming  said  rate  shall  be  filed  with 
this  Commission  under  P.  S.  C,  2  N.  Y.,  No.  35,  and  posted  at  stations  at 
least  five  days  prior  to  the  effective  date  specified  in  such  tariff.  Such  tariff 
shall  be  so  filed  and  posted  within  ten  days  from  the  date  of  this  order,  and 
shall  bear  the  following  notation:  '*  Issued  under  special  permission  of  the 
Public  Service  Commission,  Second  District,  State  of  New  York,  No.  202,  of 
date  January  28,  1908." 

No.  203;  January  31,  1908;  Raquette  Lake  Railway  Company: 

Ordered:  That  the  Raquette  Lake  Railway  Company  be  and  is  hereby 
authorized  to  establish  special  rate  of  twenty  (20)  cents  per  net  ton  on 
Ice,  carloads,  minimum  weight  twenty-five  (25)  net  tons,  from  Rondaxe, 
N.  Y.,  and  Raquette  Lake,  N.  Y.,  to  Clearwater,  N.  Y.;  provided  that  a  tariff 
naming  such  rate  shall  be  filed  with  this  Commission  and  posted  at  stations 
at  least  one  day  prior  to  the  effective  date  specified  in  such  tariff.  Such 
tariff  shall  be  so  filed  and  posted  within  ten  days  from  the  date  of  this  order, 
and  shall  bear  the  following  notation :  "  Issued  under  special  permission  of 
the  Public  Service  Commission,  Second  District,  State  of  New  York,  No.  203, 
of  date  January  31,  1908." 

No.  204;  January  31,  1908;  The  New  York  Central  and  Hudson  River  Rail- 
road Company: 

Ordered:  That  The  New  York  Central  and  Hudson  River  Railroad  Com- 
pany, in  connection  with  the  Cranberry  Lake  Railroad  Company,  be  and  is 
hereby  authorized  to  establish  special  rate  of  ten  dollars  ($10.00)  per  car  on 
Logs,  carloads,  cars  not  to  be  loaded  beyond  marked  capacity,  from  Kalurah, 
N.  Y.,  Newton  Falls,  N.  Y.,  and  Oswegatchie,  N.  Y.,  to  Wanakena,  N.  Y.; 
provided  that  a  tariff  naming  said  rate  shall  be  filed  with  this  Commission 
under  P.  S.  C,  2  N.  Y.,  No.  3221,  and  posted  at  stations  at  least  one  day 
prior  to  the  effective  date  specified  in  such  tariff.  Such  tariff  shall  be  so  filed 
and  posted  within  ten  days  from  the  date  of  this  order,  and  shall  bear  the 
following  notation:  "Issued  under  special  permission  of  the  Public  Service 
Commission,  Second  District,  State  of  New  York,  No.  204,  of  date  January 
31,  1908." 

No.  205;  January  31,  1908;  The  New  York  Central  and  Hudson  River  Rail- 
road Company: 

Ordered:  That  The  New  York  Central  and  Hudson  River  Railroad  Com- 
pany be  and  is  hereby  authorized  to  establish  special  rate  of  fifty  cents 
($0.50)  per  cx)rd  on  Pulp  Wood,  carloads,  minimum  12  cords  per  car,  from 
Lake  Kushaqua,  N.  Y.,  to  Tekene,  N.  Y.;  provided  that  a  tariff  naming  said 
rate  shall  be  filed  with  this  Commission  under  P.  S.  C,  2  N.  Y.,  No.  3277, 
and  posted  at  stations  at  least  one  day  prior  to  the  effective  date  specified  in 
such  tariff.  Such  tariff  shall  be  so  filed  and  posted  within  ten  days  from 
the  date  of  this  order,  and  shall  bear  the  following  notation:  "Issued  under 
special  permission  of  the  Public  Service  Commission,  Second  District,  State 
of  New  York,  No.  205,  of  date  January  31,  1908." 

No.  200;  February  1,  1908;  The  New  York  Central  and  Hudson  River  Rail- 
road Company: 

Ordered:  That  The  New  York  Central  and  Hudson  River  Railroad  Com- 
pany be  and  is  hereby  authorized  to  establish  special  rate  of  thirty  cents 
($0.30)  per  net  ton  on  Pulp  Wood,  carloads,  minimum  weight  40,000  pounds, 
from  Felts  ^lills,  N.  Y.,  to  Carthage,  N.  Y. ;  provided  that  a  tariff  naming 
said  rate  shall  be  filed  with  this  Commission  under  P.  S.  C,  2  N.  Y.,  No. 
3279,  and  posted  at  stations  at  least  one  day  prior  to  the  effective  date  spec!- 
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fied  in  such  tariff.  Such  tariff  shall  be  so  filed  and  posted  within  ten  days 
from  the  date  of  this  order,  and  shall  bear  the  following  notation:  '*  Issued 
under  special  permission  of  the  Public  Service  Commission,  Second  District, 
State  of  New  York,  No.  206,  of  date  February  1,  1908." 

No.  207;  February  1,  1908;  The  New  York  Central  and  Hudson  River  Rail- 
road Company: 

Ordered:  That  The  New  York  Central  and  Hudson  River  Railroad  Com- 
pany be  and  is  hereby  authorized  to  establish  on  Pulp  Wood,  carloads,  mini- 
mum weight  40,000  pounds,  special  rate  of  three  and  one-half  cents  ($0.03^^) 
per  100  pounds  from  Keenes,  N.  Y.,  and  four  cents  ($0.04)  per  100  poundB 
from  Riehville,  N.  Y.,  to  Watertown,  N.  Y.;  provided  that  a  tariff  naming 
said  rates  shall  be  filed  with  this  Commission  under  P.  S.  C,  2  N.  Y.,  No. 
3276,  and  posted  at  stations  at  least  one  day  prior  to  the  effective  date  speci- 
fied in  such  tariff.  Such  tariff  shall  be  so  filed  and  posted  within  ten  days 
from  the  date  of  this  order,  and  shall  bear  the  following  notation :  "  Issued 
under  special  permisfiion  of  the  Public  Service  Commission,  Second  District, 
State  of  New  York,  No.  207,  of  date  February  1,  1908." 

No.  208;  February  1,  1908;  The  New  York  Central  and  Hudson  River  Rail- 
road Company: 

Ordered:  That  The  New  York  Central  and  Hudson  River  Railroad  Com- 
pany be  and  is  hereby  authorized  to  establish  special  rate  of  seventy-five 
cents  ($0.75)  per  net  ton  on  Ice,  carloads,  minimum  weight  50,000  pounds 
unless  marked  capacity  of  car  is  less,  when  the  marked  capacity  of  car  will 
govern,  but  in  no  case  less  than  40,000  pounds,  from  Towners,  N.  Y.,  to  High 
Bridge,  N.  Y.;  provided  that  a  tariff  naming  said  rate  shall  be  filed  with 
this  Commission  under  P.  S.  C,  2  N.  Y.,  No.  3278,  and  posted  at  stations  at 
least  five  days  prior  to  the  effective  date  specified  in  such  tariff.  Such  tariff 
shall  be  so  filed  and  posted  within  ten  days  from  the  date  of  this  order,  and 
shall  bear  the  following  notation:  "Issued  under  special  permission  of  the 
Public  Service  Commission,  Second  District,  State  of  New  York,  No.  208,  of 
date  February  1,  1908." 

No.  209;  February  1,  1908;  Erie  Railroad  Company: 

Ordered:  That  the  Erie  Railroad  Company  be  and  is  hereby  authorized  to 
establish  special  rates  as  named  in  application  on  Ice,  carloads,  minimum 
weiglit  20  net  tons,  from  Cuba  Summit,  N.  Y.,  and  Andover,  N.  Y.,  to  Hins- 
dale, N.  Y.,  and  other  stations  named  in  application;  provided  that  a  tariff 
naming  said  rates  shall  be  filed  with  this  Commission  under  P.  S.  C,  2  N.  Y., 
No.  839,  and  posted  at  stations  at  least  five  days  prior  to  the  effective  date 
specified  in  such  tariff.  Such  tariff  shall  be  so  filed  and  posted  within  ten 
days  from  the  date  of  this  order,  and  shall  bear  the  following  notation: 
"  Issued  under  special  permission  of  the  Public  Service  Commission,  Second 
District,  State  of  New  York,  No.  209,  of  date  February  1,  1908." 

No.    210;    February   1,    1908;    Fonda,   Johnstown   and   Gloversville   Railroad 
Company: 

Ordered:  That  the  Fonda,  Johnstown  and  Gloversville  Railroad  Company 
be  and  is  hereby  authorized  to  establish  on  Ice,  carloads,  special  rate  of 
fifteen  cents  ($0.15)  per  net  ton  to  Gloversville,  N.  Y.,  minimum  charge  five 
dollars  per  car,  and  twenty  cents  ($0.20)  per  net  ton  to  Johnstown,  N.  Y., 
minimum  charge  six  dollars  per  car,  from  Mayfield,  N.  Y. ;  provided  that  a 
tariff  naming  said  rates  shall  be  filed  with  this  Commission  under  P.  S.  C, 
2  N.  Y.,  No.  64,  and  posted  at  stations  at  least  three  days  prior  to  the 
effective  date  specified  in  such  tariff.  Such  tariff  shall  be  so  filed  and  posted 
within  ten  days  from  the  date  of  this  order,  and  shall  bear  the  following 
notation:  "Issued  under  special  permission  of  the  Public  Service  Commis- 
sion, Second. District,  State  of  New  York,  No.  210,  of  date  February  1,  1908." 

No.  211;  February  1,  1908;  Little  Falls  and  Dolgeville  Railroad  Company: 

Ordered:  That  the  Little  Falls  and  Dolgeville  Railroad  Company  be  and 
is  hereby  authorized  to  establish  special  rate  of  tliirty  cents   ($0.30)   per  net 
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ton  on  Ice,  carloads,  minimum  weight  40,000  pounds,  from  Inghams,  N.  Y., 
to  Dolgeville,  N.  Y.;  provided  that  a  tariff  naming  said  rate  shall  be  filed 
with  this  Commission  under  P.  S.  C,  2  N.  Y.,  No.  41,  and  posted  at  stations 
at  least  one  day  prior  to  the  effective  date  specified  in  such  tariff.  Such 
tariff  shall  be  so  filed  and  posted  within  ten  days  from  the  date  of  this 
order,  and  shall  bear  the  following  notation :  "  Issued  under  special  per- 
mission of  the  Public  Service  Commission,  Second  District,  State  of  New 
York,  No.  211,  of  date  February  1,  1908." 

No.  212;  February  3,  1908;  The  Delaware  and  Hudson  Company: 

Ordered:  That  The  Delaware  and  Hudson  Company,  in  connection  with  The 
New  York  Central  and  Hudson  River  Kailroad  Company,  be  and  is  hereby 
authorized  to  establish  special  rate  of  thirteen  cents  ($0.13)  per  100  pounds 
on  Printing  Paper  for  Newspapers,  in  Rolls  or  Bundles,  carloads,  minimum 
weight  as  per  Official  Classification,  from  Fort  Edward,  N.  Y.,  and  Glens 
Falls,  N.  Y.,  to  Melrose  Junction,  N.  Y.,  routed  via  Troy,  N.  Y.,  and  The 
New  York  Central  and  Hudson  River  Railroad  Company;  provided  that  a 
tariff  naming  said  rate  shall  be  filed  with  this  Commission  under  P.  S.  C, 
2  N.  Y.,  No.  1439,  and  posted  at  stations  at  least  three  days  prior  to  the 
effective  date  specified  in  such  tariff.  Such  tariff  shall  be  so  filed  and  posted 
within  ten  days  from  the  date  o'f  this  order,  and  shall  bear  the  following 
notation :  "  Issued  under  special  permission  of  the  Public  Service  Commis- 
sion, Second  District,  State  of  New  York,  No.  212,  of  date  February  3,  1908." 

No.  213;  February  4,  1908;  The  New  York  Central  and  Hudson  River  Rail- 
road Company: 

Ordered:  That  The  New  York  Central  and  Hudson  River  Railroad  Com- 
pany be  and  is  hereby  authorized  to  establish  special  rate  of  one  and  one- 
quarter  cents  ($0.01%)  per  100  pounds  on  Wood  Pulp,  carloads,  minimum 
weight  40,000  pounds,  from  Dexter,  N.  Y.,  to  Brownville,  N.  Y. ;  provided  that 
a  tariff  naming  said  rate  shall  be  filed  with  this  Commission  under  P.  S.  C, 
2  N.  Y.,  No.  3307,  and  posted  at  stations  at  least  one  day  prior  to  the 
effective  date  specified  in  such  tariff.  Such  tariff  shall  be  so  filed  and  posted 
within  ten  days  from  the  date  of  this  order,  and  shall  bear  the  following 
notation :  "  Issued  under  special  permission  of  the  Public  Service  Commis- 
sion, Second  District,  Slate  of  New  York,  No.  213,  of  date  February  4,  1908." 

No.  214;  February  7,  1908;  The  New  York  Central  and  Hudson  River  Rail- 
road Company: 

Ordered:  That  The  New  York  Central  and  Hudson  River  Railroad  Com- 
pany be  and  is  hereby  authorized  to  establish  special  rates  as  named  in 
application  on  Ice,  carloads,  minimum  weight  60,000  pounds  unless  marked 
capacity  of  car  is  less,  in  which  case  the  marked  capacity  of  car  will  govern, 
but  in  no  case  shall  the  minimum  weight  be  less  than  40,000  pounds,  from 
Cayuga,  N.  Y.,  to  Sennett,  N.  Y.,  and  other  stations  named  in  application ;  pro- 
vided that  a  tariff  naming  said  rates  shall  be  filed  with  this  Commission  under 
P.  S.  C,  2  N.  Y.,  No.  3258,  and  posted  at  stations  at  least  five  days  prior 
to  tlie  effective  date  specified  in  such  tariff.  Such  tariff  shall  be  so  filed  and 
posted  within  ten  days  from  the  date  of  this  order,  and  shall  bear  the  fol- 
lowing notation :  "  Issued  under  special  permission  of  the  Public  Service 
Commission,  Second  District,  State  of  New  York,  No.  214,  of  date  February 
7,  1908." 

No.  215;  February  7,  1908;  The  New  York  Central  and  Hudson  River  Rail- 
road Company: 

Ordered:  That  The  New  York  Central  and  Hudson  River  Railroad  Com- 
pany be  and  is  hereby  authorized  to  establish  special  rate  of  forty  cents 
($0.40)  per  gioss  ton  on  Limestone  or  Fluxing  Stone,  carloads,  minimum 
weight  marked  capacity  of  car  but  not  less  than  20  gross  tons,  from  Gouver- 
neur,  N.  Y.,  to  Dexter,  N.  Y.;  provided  that  a  tariff  naming  said  rate  shall 
be  filed  with  this  Commission  under  P.  S.  C,  2  N.  Y.,  No.  3309,  and  posted 
at  stations  at  least  one  day  prior  to  the  effective  date  specified  in  such  tariff. 
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Such  tariflf  shall  be  so  filed  and  posted  within  ten  days  from  the  date  of- 
this  order,  and  shall  bear  the  following  notation:  "Issued  under  special 
permission  of  the  Public  Service  Commission,  Second  District,  State  of  New 
York,  No.  215,  of  date  February  7,  1908." 

No.  216;  February  7,  1908;  The  New  York  Central  and  Hudson  River  Rail- 
road Company: 

Ordered:  That  The  New  York  Central  and  Hudson  River  Railroad  Com- 
pany be  and  is  hereby  authorized  to  establish  special  rates  as  named  in  ap- 
plication on  Bark,  carloads,  minimum  weight  as  per  Official  Classification, 
from  Kalurah,  N.  Y.,  and  other  stations  named  in  application  to  Middleville, 
N.  Y. ;  provided  that  a  tariff"  naming  said  rates  shall  be  filed  with  this  Com- 
mission under  P.  S.  C,  2  N.  Y.,  No.  3340,  and  posted  at  stations  at  least 
one  day  prior  to  the  effective  date  specified  in  such  tariff.  Such  tariff  shall 
be  so  filed  and  posted  within  ten  days  from  tlie  date  of  this  order,  and  shall 
bear  the  following  notation:  "  Issued  under  special  permission  of  the  Public 
Service  Commission,  Second  District,  State  of  New  York,  No.  216,  of  date 
February  7,   1908." 

No.  217;  February  7,  1908;  Norwood  and  Saint  Lawrence  Railroad  Company: 

Ordered:  That  the  Norwood  and  Saint  Lawrence  Railroad  Company,  in 
connection  with  The  New  York  Central  and  Hudson  River  Railroad  Company, 
be  and  is  hereby  authorized  to  establish  special  rate  on  Wood  Pulp  Refuse 
(Screenings),  carloads,  minimum  weight  40,000  pounds,  from  Norfolk,  N.  Y., 
to  Watertown,  N.  Y.,  of  four  and  one-half  cents  ($0,041/^)  per  100  pounds; 
and  to  Fulton,  N.  Y.,  of  eight  and  one-half  cents  ($0.08^)  per  100  pounds, 
via  Norwood,  N.  Y.,  and  N.  Y.  C.  &  H.  R.  R.  R.  Co.;  provided  that  a  tariff 
naming  said  rates  is  filed  with  this  Conmiission  under  P.  S.  C,  2  N.  Y.,  No. 
6,  and  posted  at  stations  at  least  five  days  prior  to  the  effective  date  specified 
in  such  tariff.  Such  tariff  shall  be  so  filed  and  posted  within  ten  days  from 
the  date  of  this  order,  and  shall  bear  the  following  notation :  "  Issued  under 
special  permission  of  the  Public  Service  Commission,  Second  District,  State 
of  New  York,  No.  217,  of  date  February  7,  1908." 

No.  218;  February  10,  1908;  The  Delaware  and  Hudson  Company: 

Ordered:  That  The  Delaware  and  Hudson  Company  be  and  is  hereby  au- 
thorized to  establish  special  rate  on  all  traffic  moved  over  Tekene  branch, 
including  shipments  received  from  or  delivered  to  Tlie  New  York  Central  and 
Hudson  River  Railroad  Company  at  Tekene  Junction,  N.  Y.,  of  ten  cents 
($0.10)  per  net  ton  in  addition  to  rate  to  or  from  Loon  Lake,  N.  Y.  It  is 
further 

Ordered:  And  said  company  is  hereby  authorized  to  cancel  from  their 
Supplement  No.  7  to  P.  S.  C,  2  N.  Y.,  No.  1227,  on  the  effective  date  of  the 
schedule,  February  27,  1908,  the  following  rate  provided  for  therein:  "On 
all  traffic  except  Pulp  Wood  moved  over  Tekene  branch,  add  $5.00  per  car 
to  rate  to  or  from  Loon  Lake,  N.  Y.  On  Pulp  Wood,  add  10  cents  per  net 
ton  to  rate  to  or  from  Loon  Lake,  N.  Y.  Waybill  to  Loon  Lake,  N.  Y." 
Provided  that  a  tariff  naming  said  rate  shall  be  filed  with  this  Commission 
under  Supplement  No.  8  to  P.  S.  C,  2  N.  Y.,  No.  1227,  and  posted  at  stations 
at  least  three  days  prior  to  the  effective  date  si)ecified  in  such  tariff.  Such 
tariff  shall  be  so  filed  and  posted  within  ten  days  from  the  date  of  this  order, 
and  shall  bear  the  following  notation:  "Issued  under  special  permission  of 
the  Public  Service  Commission,  Second  District,  State  of  New  York,  No.  218, 
of  dale  February  10,  1908." 

No.  219;   February  10,  1908;  Erie  Railroad  Company: 

Ordered:  That  the  Erie  Railroad  Company  be  and  is  hereby  authorized  to 
establish  special  rates  as  named  in  application  on  Ice,  carloads,  minimum 
weight  twenty  net  tons,  from  Narrowsburg,  N,  Y.,  Cameron  Mills,  N.  Y.,  and 
Andover,  N.  Y.,  to  Callicoon,  N.  Y.,  and  other  stations  named  in  application; 
provided  that  a  tariff  naming  said  rates  shall  be  filed  with  this  Commission 
under  P.  S.  C,  2  N.  Y.,  No.  852,  and  posted  at  stations  at  least  five  days 
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prior  to  the  effective  date  specified  in  such  tariff.  Such  tariff  shall  be  so 
filed  and  posted  within  ten  days  from  the  date  of  this  order,  and  shall  bear 
the  following  notation:  "Issued  under  special  permission  of  the  Public 
Service  Commission,  Second  District,  State  of  New  York,  No.  219,  of  date 
February  10,  1908.'* 

No.  220;  February  10,  1908;  The  Delaware,  Lackawanna  and  Western  Rail- 
road Company: 

Ordered:  That  The  Delaware,  Lackawanna  and  Western  Railroad  Com- 
pany, in  connection  with  The  New  York  Central  and  Hudson  River  Railroad 
Company,  be  and  is  hereby  authorized  to  establish  special  rates  as  named 
in  application  on  Flour,  carloads  and  less  carloads,  governed  by  the  Official 
Classification,  from  Baldwinsville,  N.  Y.,  to  Woodard,  N.  Y.,  and  other  sta- 
tions named  in  application;  provided  that  a  tariff  naming  such  rates  shall 
be  filed  with  this  Commission  under  P.  S.  C,  2  N.  Y.,  No.  425,  and  posted 
at  stations  at  least  fifteen  days  prior  to  the  effective  date  specified  in  such 
tariff.  Such  tariff  shall  be  so  filed  and  posted  within  ten  days  from  the 
date  of  this  order,  and  shall  bear  the  following  notation :  "  Issued  under 
special  permission  of  the  Public  Service  Commission,  Second  District,  State 
of  New  York,  No.  220,  of  date  February  10,  1908." 

No.  222;  February  17,  1908;  The  New  York  Central  and  Hudson  River  Rail- 
road Company: 

Ordered:  That  The  New  York  Central  and  Hudson  River  Railroad  Com- 
pany be  and  is  hereby  authorized  to  reissue  its  tariff  P.  S.  C,  2  N.  Y.,  No. 
3336,  to  show  destination  as  Remsen,  N.  Y.,  instead  of  Rensselaer,  N.  Y.; 
provided  that  a  tariff  making  such  change  shall  be  filed  with  the  Commission 
under  P.  S.  C,  2  N.  Y.,  No.  3366,  and  posted  at  stations  at  least  five  days 
prior  to  the  effective  date,  March  9,  1908,  specified  therein.  Such  tariff  shall 
be  so  filed  and  posted  within  ten  days  from  the  date  of  this  order,  and  shall 
bear  the  following  notation :  "  Issued  under  special  permission  of  the  Public 
Service  Commission,  Second  District,  State  of  New  York,  No.  222  corrected, 
of  date  February  17,  1908." 

No.  223;  February  17,  1908;  The  Lehigh  and  Hudson  River  Railway  Company: 

Ordered:  That  The  Lehiffh  and  Hudson  River  Railway  Company,  in  con- 
nection with  the  Erie  Railroad  Company,  be  and  is  hereby  authorized  to 
establish  special  rate  of  forty  cents  ($0.40)  per  net  ton  on  Ice,  carloads, 
minimum  weight  20  net  tons,  from  Burnside,  N.  Y.,  to  Chester,  N.  Y.,  via 
Greycourt,  N.  Y.,  and  Erie  Railroad  Company;  provided  that  a  tariff  naming 
said  rate  shall  be  filed  with  this  Commission  under  P.  S.  C,  2  N.  Y.,  No. 
35,  and  posted  at  stations  at  least  one  day  prior  to  the  effective  date  specified 
in  such  tariff.  Such  tariff  shall  be  so  filed  and  posted  within  ten  days  from 
the  date  of  this  order,  and  shall  bear  the  following  notation :  "  Issued  under 
special  permission  of  the  Public  Service  Commission,  Second  District,  State 
of  New  York,  No.  223,  of  date  February  17,  1908." 

No.  224;  February  17,  1908;  The  New  York  Central  and  Hudson  River  Rail- 
road Company: 

Ordered:  That  The  New  York  Central  and  Hudson  River  Railroad  Com- 
pany be  and  is  hereby  authorized  to  establish  special  rate  of  ten  cents  ($0.10) 
per  100  pounds  on  Marble,  Chiseled,  Polished,  Dressed,  Sawed,  or  Hammered, 
valuation  restricted  to  forty  cents  ($0.40)  per  cubic  foot,  carloads,  minimum 
weight  as  per  Official  Classification,  from  Gouverneur,  N.  Y.,  to  Victor,  N.  Y.; 
provided  that  a  tariff  naming  said  rate  shall  be  filed  with  this  Commission 
under  P.  S.  C,  2  N.  Y.,  No.  3388,  and  posted  at  stations  at  least  one  day 
prior  to  the  effective  date  specified  in  such  tariff.  Such  tariff  shall  be  so 
filed  and  posted  within  ten  days  from  the  date  of  this  order,  and  shall  bear 
the  following  notation :  "  Issued  under  special  permission  of  the  Public 
Service  Commission,  Second  District,  State  of  New  York,  No.  224,  of  date 
February  17,  1008." 
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No.  225;  February  18,  1908;  The  New  York  Central  and  Hudson  River  Rail- 
road Company: 

Ordered:  That  The  New  York  Central  and  Hudson  River  Railroad  Com- 
pany be  and  is  hereby  authorized  to  establish  special  switching  charge  of 
four  dollars  ($4.00)  per  car  at  Auburn,  N.  Y.,  on  cars  handled  for  account 
of  New  York,  Auburn  and  Lansing  railroad;  provided  that  a  tariff  naming 
said  rate  shall  be  filed  with  this  Commission  under  P.  S.  C,  2  N.  Y.,  No. 
3399,  and  posted  at  stations  at  least  fifteen  days  prior  to  the  effective  date 
specified  in  such  tariff.  Such  tariff  shall  be  so  filed  and  posted  within  ten 
days  from  the  date  of  this  order,  and  shall  bear  the  following  notation: 
"  J&sued  under  special  permission  of  the  Public  Service  Commission,  Second 
District,  State  of  New  York,  No.  225,  of  date  February  18,  1908." 

No.  220;  February  19,  1908;  Little  Falls  and  Dolgeville  Railroad  Company: 
Ordered:  That  the  Little  Falls  and  Dolgeville  Railroad  Company  be  and 
is  hereby  authorized  to  establish  special  rate  of  sixty  cents  ($0.60)  per  net 
ton  on  Hay,  carloads,  minimum  weight  as  per  Official  Classification,  from 
Little  Falls,  N.  Y.,  to  Dolgeville,  N.  Y.;  provided  that  a  tariff  naming  said 
rate  shall  be  filed  with  this  Commission  under  P.  S.  C,  2  N.  Y.,  No.  46,  and 
posted  at  stations  at  least  one  day  prior  to  the  effective  date  specified  in 
such  tariff.  Such  tariff  shall  be  so  filed  and  posted  within  ten  days  from 
the  date  of  this  order,  and  shall  bear  the  following  notation:  "Issued  under 
special  permission  of  the  Public  Service  Commission,  Second  District,  State 
of  New  York,  No.  226,  of  date  February  19,  1908." 

No.  227;  February  24,  1908;  New  York,  Ontario  and  Western  Railway  Com- 
pany: 

Ordered:  That  the  New  York,  Ontario  and  Western  Railway  Company 
be  and  is  hereby  authorized  to  reissue  its  tariff  P.  S.  C,  2  N.  Y.,  No.  937, 
which  becomes  effective  February  29,  1908,  and  establish  rate  of  $5.00  per 
car  on  Ice,  carloads,  from  New  York,  Ontario  and  Western  Railway  Company 
tracks  to  Lehigh  and  Hudson  River  railway  company  tracks  at  Burnside, 
N.  Y.,  and  reestablish  other  rates  as  named  in  P.  S.  C,  2  N.  Y.,  No.  937; 
provided  that  a  tariff  making  such  change  shall  be  filed  with  this  Commis- 
sion under  P.  S.  C,  2  N.  Y.,  No.  963,  and  posted  at  stations  at  least  three 
days  prior  to  the  effective  date  specified  in  such  tariff  (February  29,  1908). 
Such  tariff  shall  be  so  filed  and  posted  within  five  days  from  the  date  ol 
this  order,  and  shall  bear  the  following  notation :  "  Issued  vnder  special 
permission  of  the  Public  Service  Commission,  Second  District,  State  of  New 
York,  No.  227,  of  date  February  24,  1908." 

No.  228;  February  24,  1908;  The  New  York  Central  and  Hudson  River  Rail- 
road Company: 

Ordered:  That  The  New  York  Central  and  Hudson  River  Railroad  Com- 
pany be  and  is  hereby  authorized  to  establish  special  rate  of  eleven  cents 
($0.11)  per  100  pounds  on  Oats,  carloads,  minimum  weight  as  per  Official 
Classification,  from  Cape  Vincent,  N.  Y.,  to  Troy,  N.  Y.;  provided  that  a 
tariff  naming  said  rate  shall  be  filed  with  this  Commission  under  P.  S.  C, 
2  N.  Y.,  No.  3430,  and  posted  at  stations  at  least  three  days  prior  to  the 
effective  date  specified  in  such  tariff.  Such  tariff  shall  be  so  filed  and  posted 
within  ten  days  from  the  date  of  this  order,  and  shall  bear  the  following 
notation :  "  Issued  under  special  permission  of  the  Public  Service  Commis- 
sion, Second  District,  State  of  New  York,  No.  228,  of  date  February  24,  1908." 

No.  229;  February  24,  1908;  Erie  Railroad  Company: 

Ordered:  That  the  Erie  Railroad  Company  be  and  is  hereby  authorized 
to  establish  special  rate  of  sixty-five  cents  ($0.65)  per  net  ton  on  Ice,  car- 
loads, minimum  weight  twenty  net  tons,  from  Lakeville,  N,  Y.,  to  Corning, 
N.  Y.;  provided  that  a  tariff  naming  said  rate  shall  be  filed  with  this  Com- 
mission under  P.  S.  C,  2  N.  Y.,  No.  864,  and  posted  at  stations  at  least 
one  day  prior  to  the  effective  date  specified  in  such  tariff.  Such  tariff  shall 
be   so  filed  and   posted  within  ten  days  from  the   date  of  this  order,   and 
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shall  bear  the  following  notation :  "  Issued  under  special  permission  of  the 
Public  Service  Commission,  Second  District,  State  of  New  York,  No.  229,  of 
date  February  24,  1908." 

No.  230;  February  28,  1908;  West  Shore  Railroad   (N.  Y.  C.  &  H.  R  R.  R. 
Co.  Lessee) : 

Ordered:  That  the  West  Shore  Railroad  (N.  Y.  C.  &  H.  R.  R.  R.  Co. 
Lessee)  be  and  is  hereby  authorized  to  reissue  tariff  P.  S.  C,  2  N.  Y.,  No. 
823,  without  making  any  change  whatever  in  any  of  the  rules,  reflations, 
or  charges  contained  therein;  provided  that  such  reissue  shall  be  Sled  with 
this  Commission  under  P.  S.  C,  2  N.  Y.,  No.  855,  to  become  effective  March 
2,  1908,  and  shall  bear  the  following  notation:  "Issued  under  special  per- 
mission of  the  Public  Service  Commission,  Second  District,  State  of  New 
York,  No.  230,  of  date  February  28,  1908." 

No.  231;  February  28,  1908;  Tlie  New  York  Central  and  Hudson  River  Rail- 
road Company: 

Ordered:  That  The  New  York  Central  and  Hudson  River  Railroad  Com- 
pany be  and  is  hereby  authorized  to  reissue  its  tariff  P.  S.  C,  2  N.  Y.,  No. 
3328;  provided  that  such  reissue  shall  be  filed  with  this  Commission  under 
P.  S.  C,  2  N.  Y.,  No.  3419,  and  posted  at  stations  at  least  five  days  prior  to 
the  effective  date  (March  12,  1908)  s]wcified  in  such  tariff.  Such  tariff  shall 
be  so  filed  and  posted  within  ten  days  from  the  date  of  this  order,  and  shall 
bear  the  following  notation :  "  Issued  under  special  permission  of  the  Public 
Service  Commission,  Second  District,  State  of  New  York,  No.  231,  of  date 
February  28,  1908." 

No.  232 ;  February  28,  1908 ;  The  New  York  Central  and  Hudson  River  Rail- 
road Company: 

Ordered:  That  The  New  York  Central  and  Hudson  River  Railroad  Com- 
pany be  and  is  hereby  authorized  to  reissue  its  tariff  P.  S.  C,  2  N.  Y.,  No. 
3421;  provided  that  such  tariff  shall  show  rate  Utica,  N.  Y.,  to  Honnedaga, 
N.  Y.,  at  $1.40  per  net  ton;  and  Utica,  N.  Y.,  to  Forestport,  N.  Y.,  at  $1.60 
per  net  ton;  and  no  change  in  any  other  rates;  and  shall  be  filed  with  this 
Commission  under  P.  S.  C,  2  N.  Y.,  No.  3454,  and  posted  at  stations  at 
least  twenty  days  prior  to  the  effective  date  (March  26,  1908)  specified  in 
such  tariff.  Such  tariff  shall  be  so  filed  and  posted  within  ten  days  from  the 
date  of  this  order,  and  shall  bear  the  following  notation :  "  Issued  under 
special  permission  of  the  Public  Service  Commission,  Second  District,  State 
of  New  York,  No.  232,  of  date  February  28,  1908." 

No.  233;   February  28,   1908;   Norwood  and  Saint  Lawrence  Railroad  Com- 
pany: 

Ordered:  That  the  Norwood  and  Saint  Lawrence  Railroad  Company,  in 
connection  with  The  New  York  Central  and  Hudson  River  Railroad  fcom- 
pany,  be  and  is  hereby  authorized  to  establish  special  rate  of  nine  and  one- 
half  cents  ($0.09%)  per  100  pounds  on  Wood  Pulp  Refuse  (Screenings), 
car/oads,  minimum  weight  40,000  pounds,  from  Norfolk,  N.  Y.,  to  North  Tona- 
wanda,  N.  Y.,  via  Norwood,  N.  Y.,  and  New  York  Central  and  Hudson  River 
railroad;  provided  that  a  tariff  naming  said  rate  shall  be  filed  with  this  Com- 
mission under  P.  S.  C,  2  N.  Y.,  No.  8,  and  posted  at  stations  at  least  five 
days  prior  to  the  effective  date  specified  in  such  tariff.  Such  tariff  shall  bo 
so  filed  and  posted  within  ten  days  from  the  date  of  this  order,  and  shall 
bear  the  following  notation :  "  Issued  under  special  permission  of  the  Public 
Service  Commission,  Second  District,  State  of  New  York,  No.  233,  of  date 
February  28,  1908." 

No.  234;  February  29,  1908;  T^high  Valley  Railroad  Company: 

Ordered:  That  the  Lehigh  Valley  Railroad  Company  be  and  is  hereby 
authorized  to  reissue  its  tariff  P.  S.  C,  2  N.  Y.,  No.  752,  and  include  switch- 
ing charge  of  three  dollars  ($3.00)  per  car  at  Cayuga,  N.  Y.,  on  Ice,  carloads, 
from  Independent  Ice  Co.'s  Ice  House  to  tracks  of  The  New  York  Ontral 
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and  Hudson  River  Railroad  Company  when  destined  to  Genera,  N.  Y.;  also 
substitute  Shannon  k  Co.'s  Ice  House  for  Farmer's  Dairy  Despatch  Co.'s  loe 
House;  provided  that  such  tariff  shall  be  filed  with  this  Commission  under 
P.  S.  C,  2  N.  Y.,  No.  D-752,  and  posted  at  stations  at  least  one  day  prior 
to  the  effective  date  specified  in  such  tariff.  Such  tariff  shall  be  so  filed  and 
posted  within  ten  days  from  the  date  of  this  order,  and  shall  bear  the  fol- 
lowing notation:  ''Issued  under  special  permission  of  the  Public  Sorvioe 
Commission,  Second  District,  State  of  New  York,  No.  234,  of  date  February 
29,  1908." 

No.  235;   March  2,  1908;   The  New  York  Central  and  Hudson  River  Rail- 
road Company: 

Ordered:  That  in  view  of  special  and  unusual  conditions.  The  New  York 
Central  and  Hudson  River  Railroad  Company  and  other  carriers  terminating 
at  New  York  city  which  have  published  tariffs  effective  March  1  and  2,  1908, 
containing  rules  and  regulations  governing  lighterage  and  delivery  service 
in  New  York  harbor  which  affect  certain  advances  over  the  charges  previously 
in  force  for  said  service,  are  hereby  authorized  to  make  effective  upon  one 
day's  notice  to  the  Commission  and  to  the  public,  supplements  to  such  tariffs, 
naming  said  rules  and  charges  which  said  supplements  shall  cancel,  and  pro- 
vide that  the  rules  and  regulations  affecting  such  lighterage  and  delivery 
service  in  force  prior  to  March  1  and  2,  1908,  shall  bQ  reinstated  and  con- 
tinue in  force  until  March  14,  1908.    It  is  further 

Ordered:  That  said  The  New  York  Central  and  Hudson  River  Railroad 
Company  and  other  carriers  terminating  at  New  York  city  may  make  effective 
March  15,  1908,  upon  three  days'  notice  to  the  public  and  to  the  Commission, 
tariffs  establishing  revised  rules  and  charges  governing  lighterage  and  de- 
livery service  in  New  York  city,  as  submitted  with  the  application.  It  is 
further 

Ordered:  That  tariffs  issued  by  connecting  carriers  of  Tlie  New  York 
Central  and  Hudson  River  Railroad  Company,  or  by  fast  freight  lines  ap- 
plicable over  The  New  York  Central  and  Hudson  River  Railroi^  Companjrs 
line,  and  embodying  said  rules  and  regulations  governing  lighterage  and 
delivery  service  at  New  York  as  established  by  The  New  York  Central  and 
Hudson  River  Railroad  Company  to  become  effective  March  1  and  2,  1908, 
may  be  canceled  upon  one  day's  notice  to  the  public  and  to  the  Commission, 
by  appropriate  supplements  to  said  tariffs,  which  supplements  shall  provide 
that  the  said  rules  and  charges  at  New  York  in  effect  prior  to  March  1  and 
2,  1908,  shall  be  reinstated  and  remain  in  effect  until  and  including  March 
14,  1908;  and  that  such  carriers  or  fast  frieght  lines  may  make  effective 
March  15,  1908,  upon  three  days'  notice  to  the  Commission  and  to  the  public, 
such  revised  rules  and  regulations  governing  charges  for  lighterage  and  de- 
livery service  at  New  York  as  may  be  established  by  said  The  New  York 
Central  and  Hudson  River  Railroad  Company  under  the  authority  herein 
granted.  Tariffs  or  supplements  issued  under  this  order  must  bear  the  fol- 
lowing notation:  "Issued  under  special  permission  of  the  Public  Service 
Commission,  Second  District,  State  of  New  York,  No.  235,  of  date  March  2, 
1908." 

No.  236;  March  4,  1908;  Norwood  and  Saint  Lawrence  Railroad  Company: 

Ordered:  That  the  Norwood  and  Saint  Lawrence  Railroad  Company,  in 
connection  with  The  New  York  Central  and  Hudson  River  Railroad  Com- 
pany, be  and  is  hereby  authorized  to  establish  special  rate  of  thirteen  and 
one-half  cents  ($0.13M»)  per  100  pounds  on  Wood  Pulp  Refuse  (Screenings}, 
carloads,  minimum  wei^rht  40,000  pounds,  from  Norfolk,  N.  Y.,  to  Castleton, 
N.  Y.,  via  Norwood,  N.  Y.,  and  New  York  Central  and  Hudson  River  rail- 
road; provided  that  a  tariff  naming  said  rate  shall  be  filed  with  this  Com- 
mission under  P.  S.  C,  2  N.  Y.,  No.  9,  and  |)osted  at  stations  at  least  five 
days  prior  to  the  effective  date  specified  in  such  tariff.  Such  tariff  shall  be 
so  filed  and  posted  within  ten  days  from  the  date  of  this  order,  and  shall 
bear  the  following  notation:  "  Issued  under  special  permission  of  the  Public 
Service  Commission.  Second  District,  State  of  New  York,  No.  236,  of  date 
March  4,  1908." 
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No.  237;  March  4,  1908;  The  New  York,  Auburn  and  Lansing  Railroad  Com- 
pany: 

Ordered:  That  The  New  York,  Auburn  and  Lansing  Railroad  Company 
be  and  is  hereby  authorized  to  issue  its  Local  Freight  Tariff  of  Class  Rates, 
Local  Proportional  Commodity  Tariff,  Official  Classification,  and  Supple- 
ments Nos.  1,  2,  3,  4,  and  6  thereto,  and  Local  Switching  Tariff  at  Auburn, 
N.  Y.,  as  shown  in  application,  and  which  are  a  reissue  of  existing  rates 
now  in  effect;  provided  that  such  tariffs  shall  be  filed  with  this  Commis- 
sion under  P.  S.  C,  2  N.  Y.,  Nos.  1,  2,  3,  and  4,  and  posted  at  stations  at 
least  five  days  prior  to  the  effective  dates  specified  in  such  tariffs.  Such 
tariffs  shall  be  so  filed  and  posted  within  ten  days  from  the  date  of  this 
order,  and  shall  bear  the  following  notation:  "Issued  under  special  per- 
mission of  the  Public  Service  Commission,  Second  District,  State  of  New 
York,  No.  237,  of  date  March  4,  1908." 

No.  238;  March  4,  1908;  The  New  York  Central  and  Hudson  River  Rail- 
road Company,  and  West  Shore  Railroad  (N.  Y.  C.  &  H.  R.  R.  R.  Co. 
Lessee) : 

Ordered:  That  The  New  York  Central  and  Hudson  River  Railroad  Com- 
pany and  West  Shore  Railroad  (N.  Y.  C.  &  H.  R.  R.  R.  Co.  Lessee)  be 
and  are  hereby  authorized  to  make  effective  three  days  after  filing  copy 
thereof  with  the  Commission  and  posting  at  their  stations,  their  tariffs 
N.  Y.  C.  &  H.  R.  R,  R.  Co.  P.  S.  C,  2  N.  Y.,  No.  122;  West  Shore  Rail- 
road P.  S.  C,  2  N.  Y.,  No.  64;  such  tariffs  to  establish  instructions  and  con- 
ditions governing  the  issuance  of  tickets  at  temporarily  reduced  fares  on 
account  of  conventions,  meetings,  and  other  special  occasions,  from  stations 
on  the  N.  Y.  C.  &  H.  R.  R.  R.  and  stations  on  the  West  Shore  railroad 
as  set  forth  in  their  applications.  This  permission  is  limited  strictly  to 
its  terms,  and  does  not  include  later  supplements  to  or  reissues  of  the 
tariffs  issued  hereunder.  It  is  void  unless  tariffs  above  specified  are  filed 
with  the  Commission  within  ten  days  from  the  date  hereof.  Such  tariffs 
must  bear  notation:  "Issued  under  special  permission  of  the  Public  Service 
Commission,  Second  District,  State  of  New  York,  No.  238,  of  date  March  4, 
1908." 

No.  239;  March  4,  1908;  New  York,  Ontario  and  Western  Railway  Company: 
Ordered:  That  the  New  York,  Ontario  and  Western  Railway  Company 
be  and  is  hereby  authorized  to  make  effective  April  1,  1908,  its  Supple- 
ment No.  6  to  P.  S.  C,  2  N.  Y.,  No.  663;  provided  that  such  schedule  shall 
be  filed  with  this  Commission  and  posted  at  stations  within  five  days 
from  the  date  of  this  order.  Such  schedules  shall  bear  the  following  nota- 
tion: "Issued  under  special  permission  of  the  Public  Service  Commission, 
Second  District,  State  of  New  York,  No.  239,  of  date  March  4,  1908." 

No.  240;  March  4,  1908;  New  York,  Ontario  and  Western  Railway  Company: 

Ordered:  That  the  New  York,  Ontario  and  Western  Railway  Company 
be  and  is  hereby  authorized  to  reissue  its  tariff  P.  S.  C,  2  N.  Y.,  No.  965, 
to  provide  rate  of  fifty  cents  ($0.60)  per  net  ton  on  conmiodities  specified 
therein,  from  Munns,  N.  Y.,  ixy  stations  Deansboro,  N.  Y.,  to  Rome,  N.  Y., 
inclusive,  and  to  Utica,  N.  Y.,  and  New  Hartford,  N.  Y.;  provided  that 
such  reissue  shall  be  filed  with  this  Commission  under  P.  S.  C,  2  N.  Y., 
No.  973,  and  posted  at  stations  at  least  fifteen  days  prior  to  the  effective 
date  (March  27,  1908)  specified  therein.  Such  tariff  shall  be  so  filed  and 
posted  within  ten  days  from  the  date  of  this  order,  and  shall  bear  the  fol- 
lowing notation :  "  Issued  under  special  permission  of  the  Public  Service 
Commission,  Second  District,  State  of  New  York,  No.  240,  of  date  March  4, 
1908." 

No.  241;  March  4,  1908;  New  York,  Ontario  and  Western  Railway  Company: 

Ordered:  That  the  New  York,  Ontario  and  Western  Railway  (Company 
be  and  is  hereby  authorized  to  reissue  its  tariff  P.  S.  C,  2  N.  Y.,  No.  964, 
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to  provide  the  same  rates  upon  Crude  Wood  Alcohol,  in  barrels,  carloads 
and  less  carloads;  provided  that  such  reissue  shall  be  filed  with  this  Com- 
mission within  five  days  from  the  date  of  this  order,  to  become  effective 
March  27,  1908,  and  bear  the  following  notation:  "Issued  under  special 
permission  of  the  Public  Service  Commission,  Second  District,  State  of  New 
York,  No.  241,  of  date  March  4,  1908." 

No.  242;  March  5,  1908;  New  York  and  Ottawa  Railway  Company: 

Ordered:  That  the  New  York  and  Ottawa  Railway  Company  be  and  is 
hereby  authorized  to  establish  special  rate  of  one  dollar  ($1.00)  per  cubic 
cord  on  Cord  Wood,  Slab  Wood,  and  Block  Wood,  carloads,  minimum  12 
cubic  cords;  also  special  rate  of  fifty  cents  ($0.50)  per  lineal  cord  on 
Corner  Wood,  Listings,  and  Goosenecks,  carloads,  minimum  20  lineal  cords, 
from  Santa  Clara,  N.  Y.,  St.  Regis  Falls,  N.  Y.,  and  Shanle/s,  N.  Y.,  to 
Moira,  N.  Y.,  Helena,  N.  Y.,  and  Nyando,  N.  Y.;  provided  that  a  tariff 
naming  said  rates  shall  be  filed  with  this  Commission  under  P.  S.  C,  2 
N.  Y.,  No.  80,  and  posted  at  stations  at  least  five  days  prior  to  the  effective 
date  sj>ecified  in  such  tariff.  Such  tariff  shall  be  so  filed  and  posted  within 
ten  days  from  the  date  of  this  order,  and  shall  bear  the  following  notation: 
"  Issued  under  special  permission  of  the  Public  Service  Conunission,  Second 
District,  State  of  New  York,  No.  242,  of  date  March  5,  1908." 

No.  243;   March  5,   1908;   The  New  York  Central  and  Hudson  River  Rail- 
road Company: 

Ordered:  That  in  view  of  special  and  unusual  conditions,  and  good  cause 
shown,  The  New  York  Central  and  Hudson  River  Railroad  Company,  and 
all  other  railroad  corporations  operating  within  the  State  of  New  York 
which  have  filed  with  this  Commission  and  published  as  required  by  law 
Official  Classification  No.  31,  be  and  are  hereby  authorized  to  issue  Supple- 
ment No.  5  to  Official  Classification  No.  31,  and  make  the  same  effective 
April  1,  1908,  upon  fifteen  (15)  days'  notice  to  the  public  and  to  the 
■Commission;  provided  that  said  supplements  contain  no  other  changes  than 
the  following: 

Brooms,  Wire,  in  boxes,  less  carloads 3d  class 

Brushes,  Wire,  N.  O.  S.,  (not  toilet  brushes)   in  boxes,  less  carloads.  .3d  class 

Such  supplements  must  bear  the  following  notation:  "Issued  under  special 
permission  of  the  Public  Service  Commission,  Second  District,  State  of  New 
York,  No.  243,  of  date  March  6,  1908." 

No.  244;  March  10,   1908;  The  New  York  Central  and  Hudson  River  Rail- 
road Company: 

Ordered:  That  The  New  York  Central  and  Hudson  River  Railroad  Com- 
pany be  and  is  hereby  authorized  to  establish  special  rate  of  two  cents 
($0.02)  per  100  pounds  on  Old  Grindstones,  carloads,  minimum  weight  as 
per  Official  Classification,  from  Carthage,  N.  Y.,  Great  Bend,  N.  Y.,  and 
Felts  Mills,  N.  Y.,  to  Deer  River,  N.  Y.;  provided  that  a  tariff  naming  said 
rate  shall  be  filed  with  this  Commission  under  P.  S.  C,  2  N.  Y.,  No.  3626, 
and  posted  at  stations  at  least  one  day  prior  to  the  effective  date  specifleil 
in  such  tariff.  Such  tariff  shall  be  so  filed  and  posted  within  ten  days 
from  the  date  of  this  order,  and  shall  bear  the  following  notation :  "  Issued 
under  special  permission  of  the  Public  Service  Commission,  Second  District, 
State  of  New  York,  No.  244,  of  date  March  10,  1908." 

No.  246;  March   10,  1908;  The  New  York  Central  and  Hudson  River  Rail- 
road Company: 

Ordered:  That  The  New  York  Central  and  Hudson  River  Railroad  Com- 
pany be  and  is  hereby  authorized  to  establish  special  switching  charge  of 
one  dollar  ($1.00)  per  car  for  switching  carload  freight  between  industries 
and  private  sidings  within  the  switching  limits  of  North  Tonawanda,  N.  Y.; 
provided  that  a  tariff  naming  said  rate  shall  be  filed  with  this  Ommission 
under  Supplement  No.  2  to  P.  S.  C,  2  N.  Y.,  No.  1219,  and  posted  at  stations 
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at  least  one  day  prior  to  the  effective  date  specified  in  such  tariff.  Such 
tariff  shall  be  so  filed  and  posted  within  ten  days  from  the  date  of  this 
order,  and  shall  bear  the  following  notation:  "Issued  under  special  per- 
mission of  the  Public  Service  Commission,  Second  District,  State  of  New 
York,  No.  245,  of  date  March  10,  1908." 

No.  246;  March  10,   1908;   West  Shore  Railroad    (N.  Y.  C.  &  H.  R.  R.  R. 
Co.  Lessee) : 

Ordered:  That  the  West  Shore  Railroad  (N.  Y.  C.  &  H.  R.  R.  R.  Co. 
Lessee)  be  and  is  hereby  authorized  to  establish  special  switching  charge 
of  one  dollar  ($1.00)  per  car  for  switching  carload  freight  between  industries 
and  private  sidings  within  the  switching  limits  of  North  Tonawanda,  N.  Y.; 
provided  that  a  tariff  naming  said  rate  shall  be  filed  with  this  Commission 
under  Supplement  No.  2  to  P.  S.  C,  2  N.  Y.,  No.  272,  and  posted  at 
stations  at  least  one  day  prior  to  the  effective  date  specified  in  such  tariff. 
Such  tariff  shall  be  so  filed  and  posted  within  ten  days  from  the  date  of 
this  order,  and  shall  bear  the  following  notation:  "Issued  under  special 
permission  of  the  Public  Service  Commission,  Second  District,  State  of 
New  York,  No.  246,  of  date  March  10,  1908." 

No.  247;  March  10,  1908;  Boston  and  Albany  Railroad  Company: 

Ordered:  That  the  Boston  and  Albany  Railroad  Company  be  and  is 
hereby  authorized  to  reissue  its  tariffs  P.S.  C,  2  N.  Y.,  Nos.  81  and  82, 
as  specified  in  application,  reducing  the  per  diem  charge  for  the  first  four 
days  cars  are  held  at  Rensselaer,  N.  Y.,  warehouse,  from  fifty  cents  ($0.60) 
per  car  to  twenty-five  cents  ($0.25)  per  car;  provided  that  tariffs  making 
such  change  shall  be  filed  with  this  Commission  under  P.  S.  C,  2  N.  Y., 
Nos.  95  and  9G,  and  posted  at  stations  at  least  two  days  prior  to  the 
effective  dates  specified  in  such  tariffs.  Such  tariffs  shall  be  so  filed  and 
posted  within  ten  days  from  the  date  of  this  order,  and  shall  bear  the  fol- 
lowing notation:  "Issued  under  special  permission  of  the  Public  Service 
Commission,  Second  District,  State  of  New  York,  No.  247,  of  date  March 
10,  1908." 

No.  248;  March  10,  1908;  Central  New  England  Railway  Company: 

Ordered:  That  the  Central  New  England  Railway  Company  be  and  is 
hereby  authorized  to  establish  special  rate  of  twenty-five  cents  ($0.25)  per 
car  per  day  for  the  first  four  days  on  cars  held  for.  diversion  at  Campbell 
Hall  Transfer,  N.  Y.,  Fishkill  Landing,  N.  Y.,  and  Rhinecliff,  N.  Y.;  pro- 
vided that  a  tariff  naming  this  rate  shall  be  filed  with  this  Commission 
under  P.  S.  C,  2  N.  Y.,  No.  351,  and  posted  at  stations  at  least  two  days 
prior  to  the  effective  date  specified  in  such  tariff.  Such  tariff  shall  be 
so  filed  and  posted  within  ten  days  from  the  date  of  this  order,  and  shall 
bear  the  following  notation :  "  Issued  under  special  permission  of  the  Public 
Service  Commission,  Second  District,  State  of  New  York,  No.  248,  of  date 
March  10,  1908." 

No.  249;  March  11,  1908;   The  New  York  Central  and  Hudson  River  Rail- 
road Company: 

Ordered:  That  The  New  York  Central  and  Hudson  River  Railroad  Com- 
pany be  and  is  hereby  authorized  to  establish  special  rate  of  ten  cents 
($0.10)  per  100  pounds  on  less  carload  and  eight  cents  ($0.08)  per  100 
pounds  on  carload  shipments  of  Iron  and  Steel  Articles,  as  shown  in  P.  S.  C, 
2  N.  Y.,  No.  2413,  and  at  carload  minimum  weights  as  specified  therein; 
provided  that  a  tariff  naming  said  rates  shall  be  filed  with  this  Commission 
under  Supplement  No.  1  to  P.  S.  C,  2  N.  Y.,  No.  3433,  and  posted  at  stations 
at  least  three  days  prior  to  the  effective  date  specified  in  such  tariff.  Such 
tariff  shall  be  so  filed  and  posted  within  ten  days  from  the  date  of  this 
order,  and  shall  bear  the  following  notation:  "Issued  under  special  per- 
mission of  the  Public  Service  Commission,  Second  District,  State  of  New 
York,  No.  249,  of  date  March  11,  1908." 
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No.  250;  March  11,  1908;   The  New  York  Central  and  Hudson  River  Rail- 
road Company: 

Ordered:  That  The  New  York  Central  and  Hudson  River  Railroad  Com- 
pany be  and  is  hereby  authorized  to  establish  special  class  rates  from  Water- 
town,  N.  Y.,  to  various  N.  Y.  C.  &  H.  R.  R.  R.  stations  to  apply  on  shipment* 
of  Axes  and  other  commodities,  subject  to  the  rules  and  regulations  of  the 
current  Ollicial  Classification,  rates  and  destination  points  named  in  appli- 
cation; provided  that  a  tariff  naming  such  rates  shall  be  filed  with  this 
Commission  imder  P.  S.  C,  2  N.  Y.,  No.  3478,  and  posted  at  stations  at 
least  three  days  prior  to  the  effective  date  specified  in  such  tariff.  Such 
tariff  shall  be  so  filed  and  posted  within  ten  days  from  the  date  of  this 
order,  and  shall  bear  the  following  notation :  "  Issued  under  special  per- 
mission of  the  Public  Service  Commission,  Second  District,  State  of  New 
York,  No.  250,  of  date  March  11,  1908." 

No.  251;  March   11,  1908;   West  Shore  Railroad    (N.  Y.  C.  &  H.  R.  R.  R. 
Co.  Lessee) : 

Ordered:  That  the  West  Shore  Railroad  (N.  Y.  C.  &  H.  R.  R.  R.  Co. 
Lessee)  be  and  is  hereby  authorized  to  reissue  its  tariff  P.  S.  C,  2  N.  Y., 
No.  786,  changing  the  rate  of  seventy  cents  ($0.70)  per  net  ton  on  Conmion 
Brick,  carloads,  from  West  Haverstraw,  N.  Y.,  to  West  Point,  N.  Y.,  to 
sixty  cents  ($0.00)  per  net  ton;  provided  that  a  tariff  making  such  change 
shall  be  filed  with  this  Commission  under  P.  S.  C,  2  N.  Y.,  No.  866,  and 
posted  at  stations  at  least  one  day  prior  to  the  effective  date  specified  in 
such  tariff.  Such  tariff  shall  be  so  filed  and  posted  within  ten  days  from 
the  date  of  this  order,  and  shall  bear  the  following  notation:  "Issued  under 
special  permission  of  the  Public  Service  Commission,  Second  District,  State 
of  New  York,  No.  251,  of  date  March  11,  1908." 

No.  252;  March  11,  1908;  The  Rochester  and  Sodus  Bay  Railway  Company: 

Ordered:  That  The  Rochester  and  Sodus  Bay  Railway  Company  be  and 
is  hereby  authorized  to  establish  special  one-way  and  round-trip  passenger 
fares  between  Rochester,  N.  Y.,  and  various  stations  as  named  in  application; 
provided  that  a  tariff  naming  the  rat^s  specified  in  the  application  is  filed 
with  this  Commission  and  posted  at  stations  at  least  five  days  prior  to 
the  effective  date  specified  in  such  tariff.  Such  tariff  shall  be  so  filed  and 
posted  within  ten  days  from  the  date  of  this  order,  and  shall  bear  the  fol- 
lowing notation:  "Issued  under  special  permission  of  the  Public  Service 
Commission,  Second  District,  State  of  New  York,  No.  252,  of  date  March  11, 
1908." 

No.  252;  March  12,  1908;  The  New  York  Central  and  Hudson  River  Rail- 
road Company: 

Ordered:  That  the  New  York  Central  and  Hudson  River  Railroad  Com- 
pany be  and  is  hereby  authorized  to  establish  special  rate  of  two  dollars 
($2.00)  per  head  (regardless  of  weight)  on  Cattle,  less  carloads,  when 
shipped  in  live  stock  pick-up  cars  on  Tuesdays  from  stations  on  the  Putnam 
division,  Morris  Heights,  N.  Y.,  to  Tilly  Foster,  N.  Y.,  inclusive,  to  New 
York  city;  provided  that  a  tariff  naming  said  rate  is  filed  with  this  Com- 
mission imder  P.  S.  C,  2  N.  Y.,  No.  3544,  and  posted  at  stations  at  least 
one  day  prior  to  the  effective  date  specified  in  such  tariff.  Such  tariff  shall 
be  BO  filed  and  posted  within  four  days  from  the  date  of  this  order,  and 
shall  bear  the  following  notation:  "Issued  under  special  permission  of  the 
Public  Service  Commission,  Second  District,  State  of  New  York,  No.  262, 
of  date  March  12,  1908." 

No.  263;  March  16,  1908;  Pennsylvania  Railroad  Company: 

Ordered:  That  the  Pennsylvania  Railroad  Company  be  and  is  hereby 
authorized  to  reissue  its  tariff  G.  O.,  P.  S.  C,  2  N.  Y.,  No.*  92,  making 
the  changes  specified  in  the  application;  provided  that  such  reissue  bearing 
effective  date  of  April  4,  1908,  is  filed  with  this  Commission  under  G.  0., 
P.  S.  C,  2  N.  Y.,  No.  97,  and  posted  at  stations  at  least  ten  days  prior 
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to  April  4,  1908.  Such  tariff  shall  be  so  filed  and  posted  within  fifteen  days 
from  the  date  of  this  order,  and  shall  bear  the  following  notation :  "  Issued 
under  special  permission  of  the  Public  Service  Commission,  Second  District, 
State  of  New  York,  No.  253,  of  date  March  16,  1908." 

No.  264;  March  16,  1908;  New  York  and  Ottawa  Railway  Company: 

Ordered:  That  the  New  York  and  Ottawa  Railway  Company,  in  connection 
with  The  New  York  Central  and  Hudson  River  Railroad  Company,  be  and 
is  hereby  authorized  to  establish  a  permanent  special  rate  of  seventeen 
cents  ($0.17)  per  100  pounds  on  Horses,  carloads,  minimum  weight  "20,000 
pounds,  from  Santa  Clara,  N.  Y.,  and  St.  Regis  Falls,  N.  Y.,  to  Long  Lake 
West,  N.  Y.,  via  Tupper  Lake  Junction,  N.  Y.,  and  The  New  York  Central 
and  Hudson  River  Railroad  Company;  provided  that  a  tariff  naming  said 
rate  shall  be  filed  with  this  Commission  under  P.  S.  C,  2  N.  Y.,  No.  85, 
and  posted  at  stations  at  least  one  day  prior  to  the  effective  date  specified 
in  such  tariff.  Such  tariff  shall  be  so  filed  and  posted  within  ten  days 
from  the  date  of  this  order,  and  shall  bear  the  following  notation :  "  Issued 
under  special  permission  of  the  Public  Service  Commission,  Second  District, 
State  of  New  York,  No.  254,  of  date  March  10,  1908." 

No.  256;   March   18,   1908;   The  New  York,  Auburn  and  Lansing  Railroad 

Company : 

Ordered:  That  The  New  York,  Auburn  and  Lansing  Railroad  Company 
be  and  is  hereby  authorized  to  establish  special  permanent  rates  on  com- 
modities as  named  in  application  between  stations  on  The  New  York,  Auburn 
and  Lansing  Railroad  Company  and  junction  with  the  Lehigh  Valley  rail- 
road at  Auburn,  N.  Y.;  provided  that  a  tariff  naming  the  rates  specified 
in  the  application  is  filed  with  this  Commission  under  P.  S.  C,  2  N.  Y., 
No.  8,  and  posted  at  stations  at  least  five  days  prior  to  the  effective  date 
specified  in  such  tariff.  Such  tariff  shall  be  so  filed  and  posted  within 
ten  days  from  the  date  of  this  order,  and  shall  bear  the  following  notation; 
"  Issued  under  special  permission  of  the  Public  Service  Commission,  Second 
District,  State  of  New  York,  No.  255,  of  date  March  18,  1908." 

No.  256;  March  16,  1908;   The  New  York  Central  and  Hudson  River  Rail- 
road Company: 

Ordered:  That  The  New  York  Central  and  Hudson  River  Railroad  Com- 
pany be  and  is  hereby  authorized  to  establish  permanent  special  rates  as 
named  in  application  from  Harrisville,  N.  Y.,  to  Carthage,  N.  Y.,  to  apply 
on  Printing  Paper,  carloads  and  less  carloads,  minimum  weight  as  per 
Official  Classification;  provided  that  a  tariff  naming  said  rates  shall  be 
filed  with  this  Commission  under  P.  S.  C,  2  N.  Y.,  No.  3565,  and  posted 
at  stations  at  least  three  days  prior  to  the  effective  date  specified  in  such 
tariff.  Such  tariff  shall  be  so  filed  and  posted  within  ten  days  from  tho 
date  of  this  order,  and  shall  bear  the  following  notation :  "  Issued  under 
special  permission  of  the  Public  Service  Commission,  Second  District,  State 
of  New  York,  No.  256,  of  date  March  16,  1908." 

No.  267;  March  19,  1908;  The  Delaware  and  Hudson  Company: 

Ordered:  That  The  Delaware  and  Hudson  Company,  in  connection  with 
the  Hudson  Navigation  Company,  be  and  is  hereby  authorized  to  establish 
joint  class  rates  applying  between  New  York,  N.  Y.,  and  Brooklyn  Eastern 
District  Terminal,  Jay  Street  Terminal,  and  Bush  Docks  Terminal,  Brooklyn, 
N.  Y.,  and  The  Delaware  and  Hudson  Company  stations  index  Nos.  1  to 
8  inclusive,  and  27  to  60  inclusive,  as  follows: 
12  3  4  5  6       classes 

46  40  31  21%  19  IG       cents  per    100  pounds, 

minimum  charge  forty- five  cents    ($0.46)  ;    and  The  Delaware  and  Hudson 
Company  stations  index  Nos.  9  to  24  inclusive,  as  follows: 
12  3  4  6  6       classes 

60  43  33  24  201/^  17      cents  per   100  pounds, 
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minimum  charge  fifty  cents  ($0.50)  ;  and  The  Delaware  and  Hudson  Com- 
pany stations  index  Xos.  25  and  26,  as  follows: 

12  3  4  5  6        classes 

66  48^  38  28  24  20      cents  per   100  pounds, 

minimum  charge  fifty-six  cents  ($0.56)  ;  provided  that  a  tariflf  naming  said 
rates  shall  be  filed  with  this  Commission  under  P.  S.  C,  2  N.  Y.,  No.  1488, 
and  posted  at  stations  giving  three  days'  notice  of  the  change  in  rates. 
Such  tariff  to  provide  on  its  title  page  that  it  will  become  effective  on  the 
opening  of  navigation  on  the  Huds^on  river,  the  effective  date  to  be  specified 
by  supplement  to  be  filed  with  tliis  Commission  and  posted  at  stations  one 
day  in  advance;  and  it  is  further 

Ordered:  That  such  tariff  sliall  be  so  filed  and  posted  within  ten  days 
from  the  date  of  this  order,  and  shall  bear  the  following  notation:  "Issued 
under  special  permission  of  the  Public  Service  Commission,  Second  D-istrict, 
State  of  New  York,  No.  257,  of  date  March  19,  1908." 

No.  258;  March  19,  1908;  The  Delaware  and  Hudson  Company: 

Ordered:  That  The  Delaware  and  Hudson  Company,  in  connection  with 
Murray's  Line,  be  and  is  hereby  authorized  to  establish  joint  class  rates 
applying  between  New  York,  N.  Y.,  and  Brooklyn  Eastern  District  Terminal, 
Jay  Street  Terminal,  and  Bush  Docks  Terminal,  Brooklyn,  and  The  Dela- 
ware and  Hudson  Company  stations  index  Nos.  1  to  8  inclusive,  and  27  to 
60  inclusive,  as  follows: 

12  3  4  5  6        classes 

42  37  29  19^5  18  15       cents   per    100   pounds, 

minimum  charge  forty-two  cents  ($0.42);  and  The  Delaware  and  Hudson 
Company  stations  index  Nos.  9  to  24  inclusive,  as  follows: 

12  3  4  5  6        classes 

47  40  31  22  nVi  16       cents   per   100   pounds, 

minimum  charge  forty-seven  cents  ($0.47);  and  The  Delaware  and  Hudson 
Company  stations  index  Nos.  25  and  26,  as  follows: 

12  3  4  6  6       classes 

63  45%  36  26  23  19       cents  per   100  pounds, 

minimum  charge  fifty- three  cents  ($0.53);  provided  that  a  tariff  naming 
said  rates  shall  be  filed  with  this  Commission  under  P.  S.  C,  2  N.  Y., 
No.  1490,  and  posted  at  stations  giving  three  days*  notice  of  the  change  in 
rates.  Such  tariff  to  provide  on  its  title  page  that  it  will  become  effective 
on  the  opening  of  navigation  on  the  Hudson  river,  the  effective  date  to  be 
specified  by  supplement  to  be  filed  with  this  Commission  and  posted  at 
stations  one  day  in  advance;  and  it  is  further 

Ordered:  That  such  tariff  shall  be  so  filed  and  posted  within  ten  days 
from  the  date  of  this  order,  and  shall  bear  the  following  notation :  "  Issued 
under  special  permission  of  the  Public  Service  Commission,  Second  District, 
State  of  New  York,  No.  258,  of  dat«  March  19,  1908." 

No.  259;  March   19,  1908;  The  New  York  Central  and  Hudson  River  Rail- 
road Company: 

Ordered:  That  The  New  York  Central  and  Hudson  River  Railroad  Com- 
pany be  and  is  hereby  authorized  to  reissue  its  tariff  P.  S.  C,  2  N.  Y., 
No.  3504,  to  change  the  originating  point  from  Williamson,  N.  Y.,  to 
Williamstown,  N.  Y.;  provided  that  such  reissue  shall  be  filed  with  this 
Commission  under  P.  S.  C,  2  N.  Y.,  No.  3564,  superseding  P.  S.  C,  2  N.  Y., 
No.  3504,  and  posted  at  stations  at  least  fifteen  days  prior  to  its  effective 
date,  April   10,   1908.     Such  tariff  shall  be  so  filed  and  posted  within  ten 
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days  from  the  date  of  this  order  and  bear  the  following  notation :  "  Issued 
under  special  permission  of  the  Public  Service  Commission,  Second  District, 
State  of  New  York,  No.  259,  of  date  March  19,  1908." 

No.  200;  March  21,  1908;  The  Delaware  and  Hudson  Company: 

Ordered:  That  The  Delaware  and  Hudson  Company,  in  connection  with 
the  Citizens  Steamboat  Company  and  the  Hudson  Navigation  Company,  be 
and  is  hereby  authorized  to  establish  joint  rates  of  passenger  fares,  such 
fares  not  to  exceed  the  sum  of  the  local  fare  from  the  various  stations  on 
The  Delaware  and  Hudson  Company's  line  to  Albany  or  Troy,  and  one  dollar 
and  fifty  cents  ($1.50)  from  Troy,  N.  Y.,  in  connection  with  the  Citizens 
Steamboat  Company,  and  from  Albany,  N.  Y.,  in  connection  with  the  Hudson 
Navigation  Company  (Peoples  Line  Steamers) ;  provided  that  a  tariff  naming 
said  rates  shall  be  filed  with  this  Commission  under  P.  S.  C,  2  N.  Y., 
No.  53,  and  posted  at  stations  at  least  five  days  prior  to  the  effective  date. 
Such  tariff  shall  be  so  filed  and  posted  within  five  days  from  the  date  of 
this  order,  and  shall  bear  effective  date  as  of  April  1,  1908;  also  the  fol- 
lowing notation :  "  Issued  under  special  permission  of  the  Public  Service 
Commission,  Second  District,  State  of  New  York,  No.  260,  of  date  March  21, 
1908." 

No.  261;  March  21,  1908;   The  New  York  Central  and  Hudson  River  Rail- 
road Company: 

Ordered:  That  The  New  York  Central  and  Hudson  River  Railroad  Com- 
pany be  and  is  hereby  authorized  to  correct  rate  of  six  cents  ($0.08)  per 
100  pounds  applying  on  Lumber  and  Forest  Products  now  specified  in  Supple- 
ment No.  3  to  P.  S.  C,  2  N.  Y.,  No.  2380,  reducing  such  rate  to  three 
cents  ($0.03)  per  100  pounds;  provided  that  a  tariff  making  such  reduction 
shall  be  filed  with  this  Commission  under  Supplement  No.  4  to  P.  S.  C, 
2  N,  Y.,  No.  2380,  and  posted  at  stations  at  least  fifteen  days  prior  to  the 
effective  date.  Such  tariff  shall  be  so  filed  and  posted  within  ten  days 
from  the  date  of  this  order,  and  shall  bear  effective  date  of  April  10,  1908; 
also  the  following  notation:  "Issued  under  special  permission  of  the  Public 
Service  Commission,  Second  District,  State  of  New  York,  No.  261,  of  date 
March  21,  1908." 

No.  262;  March  21,  1908;  The  Delaware  and  Hudson  Company: 

Ordered:  That  The  Delaware  and  Hudson  Companj^  in  connection  with 
the  Hudson  Navigation  Company  and  Murray's  Line,  be  and  is  hereby 
authorized  to  restore  the  joint  commodity  rates  heretofore  in  effect  applying 
between  The  Delaware  and  Hudson  Company  stations  and  New  York,  N.  Y. 
(except  P.  S.  C,  2  N.  Y.,  No.  724),  which  rates  were  suspended  until  further 
notice  account  of  close  of  navigation  on  the  Hudson  river,  the  schedules 
containing  such  rates  being  D.  &  H.  Company  tariffs  P.  S.  C,  2  N.  Y.,  Nos. 
1370  and  1373,  of  date  L^cember  12  and  16,  1907;  provided  that  a  notice 
of  such  restoration  be  issued  as  an  amendment  to  each  of  the  schedules 
affected  and  as  canceling  conflicting  portions  of  tariffs  P.  S.  C,  2  N.  Y., 
Nos.  1370  and  1375,  and  is  filed  with  this  Commission  and  posted  at  stations 
at  least  three  days  in  advance  of  the  effective  date  thereof.  Such  schedules 
shall  be  so  filed  and  posted  within  five  days  from  the  date  of  this  order 
and  bear  the  following  notation :  "  Issued  under  special  permission  of  the 
Public  Service  Commission,  Second  District,  State  of  New  York,  No.  262, 
of  date  March  21,  1908." 

No.  263;  March  26,  1908;  The  Champlain  Transportation  Company: 

Ordered:  That  The  Champlain  Transportation  CJompany  be  and  is  hereby 
authorized  to  reestablish  the  rates  heretofore  in  effect  applying  between 
landings  on  Lake  Champlain,  which  rates  were  suspended  until  furtiier 
notice  account  of  close  oi  navigation  December  14,  1907,  the  schedules  con- 
taining such  rates  being  Champlain  Transportation  Company  issues  bearing 
P.  S.  C,  2  N.  Y.,  Nos.  2,  3,  4,  5,  6,  and  9;  provided  that  a  notice  announcing 
said  restoration  of  rates  be  issued,  filed  with  this  Commission,  and  posted 
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at  stations  at  least  fifteen  days  in  advance  of  the  effective  date  thereof. 
Such  notice  shall  be  so  filed  and  posted  within  ten  days  from  the  dat<» 
of  this  order,  and  shall  bear  the  followin;^  notation:  "Issued  under  special 
permission  of  the  Public  Service  Commission,  Second  District,  State  of  New 
York,  No.  263,  of  date  March  26,  1908." 

No.  264;  March  23,  1908;  The  New  York  Central  and  Hudson  River  Rail- 
road Company: 

Ordered:  That  The  New  York  Central  and  Hudson  River  Railroad  CJom- 
pany  be  and  is  hereby  authorized  to  establish  special  permanent  rate  of 
forty  cents  ($0.40)  per  net  ton  on  Marble  Waste,  carloads,  minimum  weight 
40,000  pounds,  from  Gouverneur,  N.  Y.,  to  Norwood,  N.  Y.;  provided  that 
a  tariff  naming  said  rate  shall  be  filed  with  this  Commission  under  P.  S.  C, 
2  N.  Y.,  No.  3G04,  and  posted  at  stations  at  least  three  days  prior  to  the 
effective  date  specified  in  such  tariff.  Such  tariff  shall  be  so  filed  and 
posted  within  ten  days  from  the  date  of  this  order,  and  shall  bear  the 
following  notation :  "  Issued  under  special  permission  of  the  Public  Service 
Commission,  Second  District,  State  of  New  York,  No.  264,  of  date  March 
23,  1908." 

No.  265;  March  26,  1908;  The  Delaware  and  Hudson  Company: 

Ordered:  That  The  Delaware  and  Hudson  Company,  in  connection  with 
the  Murray's  Line,  be  and  is  hereby  authorized  to  establish  class  rates  of 

25,  20,  17,  13,  13,  12  cents  per  100  pounds,  minimum  charge  25  cents  ($0.25), 
between  Mechanicville,  N.  Y.,  and  New  York  city,  N.  Y.,  and  Brooklyn, 
N.  Y.,  deliveries;  provided  a  schedule  naming  said  rates  shall  be  filed  with 
this  Commission  under  Supplement  No.  1  to  P.  S.  C,  2  N.  Y.,  No.  1490, 
and  posted  at  stations  at  least  one  day  prior  to  the  effective  date  specified 
in  such  schedule.  Such  schedule  shall  be  so  filed  and  posted  within  fiv«? 
days  from  the  date  of  this  order  and  bear  the  following  notation :  **  Issued 
under  special  permission  of  the  Public  Service  Commission,  Second  District, 
SUte  of  New  York,  No.  265,  of  date  March  26,  1908." 

No.  206;  March  26,  1908;  The  New  York  Central  and  Hudson  River  Rail- 
road (Company: 

Ordered:  That  The  New  York  Central  and  Hudson  River  Railroad  Com- 
pany be  and  is  hereby  authorized  to  establish  special  rate  of  three  centa 
($0'03)  per  100  pounds  on  Wood  Pulp  Board,  carloads,  minimum  weight  as 
per  current  Official  Classification,  supplements  thereto  and  superseding 
issues  thereof;  provided  that  a  schedule  naming  said  rate  shall  be  filed 
with  this  Commission  under  P.  S.  C,  2  N.  Y.,  No.  3615,  with  date  of  ex- 
piration as  April  5,  1908,  and  posted  at  stations  at  least  one  day  prior 
to  the  effective  date  specified  in  such  tariff.  Such  tariff  shall  be  so  filed 
and  posted  within  five  days  from  the  date  of  this  order  and  bear  the  fol- 
lowing notation:  "Issued  under  special  permission  of  the  Public  Service 
Commission,  Second  District,   State  of  New  York,  No.  266,  of  date  March 

26,  1908." 

No.  267;   March  26,  1908;  Tlie  New  York  Central  and  Hudson  River  Rail- 
road Company: 

Ordered:  That  The  New  York  Central  and  Hudson  River  Railroad  Com- 
pany be  and  is  hereby  authorized  to  establish  special  rate  of  seventy  cents 
($0.70)  per  cord  on  Pulp  Wood,  carloads,  minimum  ten  (10)  cords  per 
car,  from  White  Lake,  N.  Y.,  to  Tupper  Lake  Junction,  N.  Y.;  provided  that 
a  tariff  naming  said  rate  is  filed  with  this  (Commission  under  P.  S.  C,  2 
N.  Y.,  No.  3625,  and  posted  at  stations  at  least  one  day  prior  to  the  effective 
date  specified  in  such  tariff.  Such  tariff  shall  be  so  filed  and  posted  within 
ten  days  from  the  date  of  this  order,  and  shall  bear  the  following  notation: 
"Issued  under  special  permission  of  the  Public  Service  Commission,  Second 
District,  State  of  New  York,  No.  267,  of  date  March  20,  1908." 
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No.  268;  Afarch  27,  1908;  Rutland  Railroad  Company: 

Ordered:  That  the  Rutland  Railroad  Company  be  and  is  hereby  authorized 
to  establish  class  rates  per  one  hundred  (100)  pounds  as  follows:  First 
class,  fifty-one  cents  ($0.61);  second  class,  forty- fiye  cents  ($0.45);  third 
class,  thirty-five  cents  ($0.35) ;  fourth  class,  twenty-four  cents  ($0.24) ; 
fifth  class,  twenty  cents  ($0.20);  and  sixth  class,  seventeen  cents  ($0.17); 
to  apply  from  Ogdensburg,  N.  Y.,  and  its  other  stations  named  in  appli- 
cation, to  New  York  state  deliveries.  New  York  city.  Palmer's  Dock,  Jay 
Street  Terminal,  Bush  Docks,  and  Brooklyn,  via  Rouses  Point,  N.  Y.,  The 
Delaware  and  Hudson  Company  to  Albany,  N.  Y.,  and  Hudson  Navigation 
Company  (Peoples  Line  Steamers) ;  provided  that  a  tariflf  naming  said  rates 
is  filed  with  this  Commission  and  posted  at  stations  one  day  in  advance 
of  the  eflfective  date  thereof.  Such  tariff  shall  be  so  filed  and  posted  within 
five  days  from  the  date  of  this  order  and  bear  the  following  notation: 
"  Issued  under  special  permission  of  the  Public  Service  Commission,  Second 
District,  State  of  New  York,  No.  268,  of  date  March  27,  1908." 

No.  269;  March  27,  1908;  Rutland  Railroad  Company: 

Ordered:  That  the  Rutland  Railroad  Company  be  and  is  hereby  authorized 
to  establish  class  rates  per  one  hundred  (100)  pounds  as  follows:  Group  1: 
first    class,    twenty-eight    cents     ($0.28);    second    class,    twenty- four    cents 

($0.24);  rule  twenty-five,  twenty-one  cents  ($0.21);  third  class,  twenty- 
one  cents  ($0.21);  rule  twenty-six,  seventeen  cents  ($0.17);  fourth  class, 
sixteen  cents,  ($0.16) ;  fifth  class,  fifteen  cents  ($0.15) ;  sixth  class,  fourteen 
cents  ($0.14);  Group  2:  first  class,  twenty-eight  cents  ($0.28);  second 
class,  twenty-four  cents  ($0.24);  rule  twenty-five,  twenty-one  cents  ($0.21); 
third    class,    twenty-one    cents     ($0.21);    rule    twenty-six,    seventeen    cents 

($0.17)  ;  fourth  class,  sixteen  cents  ($0.18) ;  fifth  class,  fifteen  cents  ($0.15) ; 
and  sixth  class,  twelve  cents  ($0.12)  ;  group  one  rates  to  apply  from  Peters- 
burgh  Junction,  N.  Y.,  and  other  stations  named  in  application  and  which 
are  intermediate  to  and  include  Rajrville,  N.  Y.;  group  two  rates  to  apply 
from  Old  Chatham,  N.  Y.,  to  New  York  city,  Pier  43,  North  River,  via 
Chatham,  N.  Y.,  Boston  and  Albany  Railroad  Company,  Hudson,  N.  Y., 
and  New  York  and  Hudson  Steamboat  Company;  provided  that  a  tariff 
naming  said  rates  is  jQled  with  this  Commission  and  posted  at  stations  one 
day  in  advance  of  the  efl'ective  date  thereof.  Such  tariff  shall  be  so  filed 
and  posted  within  five  days  from  the  date  of  this  order  and  bear  the  fol- 
lowing notation:  "Issued  under  special  permission  of  the  Public  Service 
Commission,  Second  District,  State  of  New  York,  No.  269,  of  date  March 
27,  1908." 

No.  270;  March  27,  1908;  The  Long  Island  Railroad  Company: 

Ordered:  That  The  Long  Island  Railroad  Company  be  and  is  hereby 
authorized  to  establish  special  club  car  service  upon  payment  of  monthly 
charge  of  two  hundred  and  fifty  dollars  ($250.00)  and  the  purchase  of  not 
less  than  twenty- five  (25)  monthly  commutation  tickets  between  Long  Island 
City,  N.  Y.,  and  either  of  the  .stations  named  in  the  application,  each  occu- 
pant of  such  club  car  on  each  trip  to  pay  regular  cash  fare  or  surrender 
ticket  good  for  his  transportation,  such  cars  to  be  transported  on  regular 
trains  between  Long  Island  City,  N.  Y.,  and  Roslyn,  N.  Y.,  and  other  points 
named  in  application  one  round  trip  daily  except  Sundays  and  legal  holidays; 
provided  that  a  tariff  naming  said  rates  shall  be  filed  with  this  Commission 
under  P.  S.  C,  2  N.  Y.,  No.  44,  and  posted  at  stations  at  least  one  day 
prior  to  the  effective  date  specified  in  such  tariff.  Such  tariff  shall  be  so 
filed  and  posted  within  five  days  from  the  date  of  this  order  and  bear  the 
following  notation :  "  Issued  under  special  permission  of  the  Public  Service 
Commission,  Second  District,  State  of  New  York,  No.  270,  of  date  March 
27,  1908." 

No.  271;  March  27,  1908;  The  Long  Island  Railroad  Company: 

Ordered:  That  The  Long  Island  Railroad  Company  be  and  is  hereby 
authorized  to  establish  special  permanent  rates  as  named  in  application  on 


502        Public  Service  Commission,  Second  District 

Manure,  carloads,  minimum  weight  44,000  pounds,  from  Blisaville  Docks, 
N.  Y.,  East  New  York,  N.  Y.,  and  Bushwick,  N.  Y.,  and  from  Norwood, 
N.  Y.,  Brentwood,  N.  Y.,  and  Huntington,  N.  Y.,  to  Long  Island  City,  N.  Y., 
and  other  stations  named  in  application;  provided  a  tariff  naming  said  rates 
is  filed  with  this  Commission  under  P.  S.  C,  2  N.  Y.,  Nos.  149  and  150, 
respectively,  and  posted  at  stations  at  least  three  days  prior  to  the  effective 
date  specified  in  such  tariffs.  Such  tariffs  shall  be  so  filed  and  posted  within 
ten  days  from  the  date  of  this  order  and  bear  the  following  notation: 
"  Issued  under  special  permission  of  the  Public  Service  Commission,  Second 
District,  State  of  New  York,  No.  271,  of  date  March  27,  1908." 

No.  272;   March  27,  1908;   The  New  York  Central  and  Hudson  River  Rail- 
road Company: 

Ordered:  That  The  New  York  Central  and  Hudson  River  Railroad  Com- 
pany, in  connection  with  The  Delaware  and  Hudson  Company,  be  and  is 
hereby  authorized  to  establish  special  permanent  rate  of  ninety  cents  ($0.90) 
per  net  ton  on  Crushed  Stone,  carloads,  minimum  weight  marked  capacity 
of  car,  but  not  less  than  forty  thousand  (40,000)  pounds,  from  Little  Falls, 
N.  Y.,  to  Oneonta,  N.  Y.,  via  Schenectady,  N.  Y.,  and  The  Delaware  and 
Hudson  Company;  provided  that  a  tariff  naming  said  rate  shall  be  filed 
with  this  Commission  under  P.  S.  C,  2  N.  Y.,  No.  3614,  and  posted  at 
stations  at  least  three  days  prior  to  the  effective  date  specified  in  such 
tariff.  Such  tariff  shall  be  so  filed  and  posted  within  ten  days  from  the 
date  of  this  order  and  bear  the  following  notation :  "  Issued  under  special 
permission  of  the  Public  Service  Commission,  Second  District,  State  of  New 
York,  No.  272,  of  date  March  27,  1908." 

No.  273;  March  27,  1908;  The  New  York  Central  and  Hudson  River  Rail- 
road Company: 

Ordered:  That  The  New  York  Central  and  Hudson  River  Railroad  Com- 
pany be  and  is  hereby  authorized  to  establish  special  permanent  rate  of 
fifty  cents  ($0.50)  per  gross  ton  on  Limestone  or  Fluxing  Stone,  carloads, 
minimum  weight  marked  capacity  of  car,  but  not  less  than  twenty  (20) 
gross  tons,  from  Richville,  N.  Y.,  to  Dexter,  N.  Y.;  provided  that  a  tariff 
naming  said  rate  is  filed  with  this  Commission  under  P.  S.  C,  2  N.  Y.,  No, 
3621,  and  posted  at  stations  at  least  one  day  prior  to  the  effective  date 
specified  in  such  tariff.  Such  tariff  shall  be  so  filed  and  posted  within 
ten  days  from  the  date  of  this  order  and  bear  the  following  notation: 
"  Issued  under  special  permission  of  the  Public  Service  Commission,  Second 
District,  State  of  New  York,  No.  273,  of  date  [March  27,  1908." 

No.  274;  March  27,   1908;  The  New  York  Central  and  Hudson  River  Rail- 
road Company: 

Ordered:  That  The  New  York  Central  and  Hudson  River  Railroad  Com- 
pany, in  connection  with  the  Newton  Falls  and  Northern  Railroad,  and 
Williams  Line,  be  and  is  hereby  authorized  to  establish  special  permanent 
rates  on  Soft  Wood  Lumber,  Lath,  and  Shingles,  carloads,  minimum  weight 
thirty-five  thousand  (35,000)  pounds,  except  when  capacity  of  car  is  less, 
when  actual  weight  will  be  charged  for,  but  in  no  case  less  than  thirty 
thousand  (30,000)  pounds,  from  stations  on  the  N.  Y.  C.  &  H.  R.  R.  R. 
and  Newton  Falls  and  Northern  railroad  to  New  York,  N.  Y.,  and  other 
stations  named  in  application;  provided  that  a  tariff  naming  said  rates  is 
filed  with  this  Commission  under  P.  S.  C,  2  N.  Y.,  No.  3506,  and  posted 
at  stations  at  least  fifteen  days  prior  to  its  effective  date  (April  15,  1908). 
Such  tariff  shall  be  so  filed  and  posted  within  five  days  from  the  date  of 
this  order  and  bear  the  following  notation:  "Issued  under  special  per- 
mission of  the  Public  Service  Commission,  Second  District,  State  of  New 
York,  No.  274,  of  date  March  27,  1908." 

No.  276;  March  30,  1908;  United  States  Express  Company: 

Ordered:  That  the  United  States  Express  Company  be  and  is  hereby 
authorized   to  establish   permanent   local   and   joint   merchandise    and  com- 
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modity  rates  to  apply  between  offices  opened  on  the  line  of  the  Oneonta 
and  Mohawk  Valley  railroad  and  other  United  States  Express  local  and 
common  point  offices  in  the  State  of  New  York,  such  new  offices  and  rates 
to  be  as  named  in  schedules  accompanying  and  made  a  part  of  the  appli- 
cation; provided  the  tariffs  naming  said  rates  shall  be  filed  with  this  Com- 
mission under  proper  P.  S.  C,  2  N.  Y.,  numbers,  and  posted  at  offices  as 
required  by  law  at  least  three  days  in  advance  of  the  effective  date  specified 
in  such  tariffs.  Such  tariffs  shall  be  so  published,  filed,  and  posted  within 
ten  days  from  the  date  of  this  order,  and  shall  bear  the  following  notation: 
"  Issued  under  special  permission  of  the  Public  Service  Commission,  Second 
District,  State  of  New  York,  No.  275,  of  date  March  30,  1908." 

No.  276;  March  30,  1908;  Oneonta  and  Mohawk  Valley  Railroad  Company: 
Ordered:  That  the  Oneonta  and  Mohawk  Valley  Railroad  Company  be 
and  is  hereby  authorized  to  cancel  local  freight  and  express  tariffs  and 
express  classification  P.  S.  C,  2  N.  Y.,  Nos.  three  (3),  five  (5),  six  (6), 
seven  (7),  eight  (8),  nine  (9),  ten  (10),  eleven  (11),  twelve  (12),  thirteen 
(13),  fourteen  (14),  fifteen  (15),  sixteen  (16),  and  nineteen  (19),  and 
to  issue  a  local  freight  tariff  establishing  class  rates  subject  to  the  current 
Official  Classification,  supplements  thereto  and  superseding  issues  thereof; 
also  to  supplement  local  passenger  tariff  P.  S.  C,  2  N.  Y.,  No.  6,  and 
establish  rates  for  corpse  and  baggage  transportation;  the  rates,  stations 
applying  between,  and  the  P.  S.  C,  2  N.  Y.,  numbers  of  schedules  in  which 
they  are  to  be  published  to  be  as  named  in  the  application;  provided  that 
tariffs  naming  said  rates  shall  be  filed  with  this  Commission  and  posted 
at  stations  at  least  three  days  in  advance  of  the  effective  date  specified 
in  such  schedules.  Such  tariffs  shall  be  so  filed  and  posted  within  ten 
days  from  the  date  of  this  order  and  bear  the  following  notation:  "Issued 
under  special  permission  of  the  Public  Service  Commission,  Second  District, 
State  of  New  York,  No.  276,  of  date  March  30,  1908." 

No.  277;  March  31,  1908;  The  New  York  Central  and  Hudson  River  Rail- 
road Company: 

Ordered:  That  The  New  York  Central  and  Hudson  River  Railroad  Com- 
pany be  and  is  hereby  authorized  to  put  in  effect  a  tariff  to  provide  that 
switching  charges  of  connecting  lines  at  Rochester,  N.  Y.,  will  be  absorbed 
as  follows:  On  all  freight,  except  Coal,  Coke,  Live  Stock,  or  Dressed  Meats, 
in  lots  of  ten  thousand  (10,000)  pounds  or  more,  and  when  minimum  revenue 
is  fifteen  dollars  ($15.00)  per  car,  maximum  switching  charge  of  three 
dollars  and  fifty  cents  ($3.50)  per  car  will  be  absorbed;  and  when  in  lots 
of  ten  thousand  (10,000)  pounds  or  more  and  minimum  revenue  is  twenty 
dollars  ($20.00),  maximum  switching  charge  of  seven  dollars  ($7.00)  per 
car  will  be  absorbed;  and  on  Fresh  Dressed  Meats,  carloads,  maximum 
switching  charge  of  three  dollars  and  fifty  cents  ($3.50)  per  car  will  be 
absorbed;  provided  that  a  tariff  making  such  provision  shall  be  filed  with 
this  Commission  under  Supplement  No.  8  to  P.  S.  C,  2  N.  Y.,  No.  2703, 
and  posted  at  stations  at  least  one  day  prior  to  the  effective  date  specified 
therein.  Such  tariff  shall  be  so  filed  and  posted  within  ten  days  from  the 
date  of  this  order  and  bear  the  following  notation:  "Issued  under  special 
permission  of  the  Public  Service  Commission,  Second  District,  State  of  New 
York,  No.  277,  of  date  March  31,  1908." 

No.  278;  March  31,  1908;  West  Shore  Railroad    (N.  Y.  C.  &  H.  R.  R.  R. 

Co.  Lessee) : 

Ordered:  That  the  West  Shore  Railroad  (N.  Y.  C.  &  H.  R.  R.  R.  Co. 
Lessee)  be  and  is  hereby  authorized  to  put  in  effect  a  tariff  to  provide 
that  switching  charges  of  connecting  lines  at  Rochester,  N.  Y.,  will  be 
absorbed  as  follows:  On  all  freight,  except  Coal,  Coke,  Live  Stock,  or  Dressed 
Meats,  in  lots  of  ten  thousand  (10,000)  pounds  or  more,  and  when  minimum 
revenue  is  fifteen  dollars  ($15.00)  per  car,  maximum  switching  charge  of 
three  dollars  and  fifty  cents  ($3.50)  per  car  will  be  absorbed;  and  when 
in  lots  of  ten  thousand  (10,000)   pounds  or  more  and  minimum  revenue  is 
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twenty  dollars  ($20.00)  per  car,  niaximum  ewitchinff  charge  of  seven  dollars 
(17.00)  per  car  will  be  absorbed;  and  on  Fresh  Dressed  Meats,  carloads, 
maximum  switching  charge  of  three  dollars  and  fifty  cents  ($3.50)  per  car 
will  be  absorbed;  provided  that  a  tariff  making  such  provision  shall  be 
filed  with  this  Commission  under  Supplement  No.  8  to  F.  S.  C,  2  N.  Y., 
No.  512,  and  posted  at  stations  at  least  one  day  prior  to  the  effective  date 
specified  therein.  Such  tariff  shall  be  so  filed  and  posted  within  ten  days 
from  the  date  of  this  order  and  bear  the  following  notation:  "  Issued  under 
special  permission  of  the  Public  Service  Ommission,  Second  District,  State 
of  New  York,  No.  278,  of  date  March  31,  1908." 

No.  279;  March  31,  1908;  Hudson  Navigation  (Company: 

Ordered:  That  the  Hudson  Navigation  Company  be  and  is  hereby  author- 
ized to  establish  via  Peoples  Line  first  and  second  class  one-way  passenger 
fares  and  first  class  round-trip  passenger  fares  as  follows:  Between  iiew 
York,  N.  Y.,  and  Troy,  N.  Y.,  first  class,  one  way,  one  dollar  and  fifty 
cents  ($1.50) ;  and  round  trip,  three  dollars  ($3.00) ;  and  second  class, 
one  way,  one  dollar  ($1.00) ;  and  it  is  further 

Ordered:  That  the  Hudson  Navigation  Company  be  and  is  hereby  author- 
ized to  establish  via  Citizens  Line  first  and  second  class  one-way  passenger 
fares  and  first  class  round-trip  passenger  fares  as  follows:  Between  JiTew 
York.  N.  Y.,  and  Troy,  N.  Y.,  first  class,  one  way,  one  dollar  and  fifty 
cents  ($1.50) ;  and  round  trip,  two  dollars  and  fifty  cents  ($2.50) ;  and 
second  class,  one  way,  one  dollar  ($1.00) ;  to  be  used  in  connection  with 
through  rates  via  various  all  rail  lines  named  in  application;  provided  that 
a  tariff  is  filed  with  this  Commission  under  P.  S.  C.,  2  N.  Y.,  No.  1,  and 
posted  at  stations  at  least  one  day  prior  to  the  effective  date  specified 
in  such  tariff.  Such  tariff  shall  be  so  filed  and  posted  within  ten  days 
from  the  date  of  this  order  and  bear  the  following  notation:  "  Issued  under 
special  permission  of  the  Public  Service  Commission,  Second  District,  State 
of  New  York,  No.  279,  of  date  March  31,  1908." 

No.  280;  April  1,  1908;  Buffalo  and  Lake  Erie  Traction  Company: 

Ordered:  Tlmt  the  Buffalo  and  Lake  Erie  Traction  Company  be  and  is 
hereby  authorized  to  establish  si>ecial  one-way  passenger  fare  of  ten  cents 
($0.10)  between  Fredonia,  N.  Y.,  and  Lamberton,  N.  Y.;  also  to  establish 
the  following  commutation  ticket  book  rates  for  fifty-four  (54)  trip  com- 
mutation tickets,  books  good  for  thirty  (30)  days  from  the  date  of  sale: 
Between  Fredonia,  N.  Y.,  and  Brocton,  N.  Y.,  at  rate  of  five  dollars  ($6.00) 
)  er  book;  and  between  Fredonia,  N.  Y.,  and  Lamberton,  N.  Y.,  at  rate  of 
two  dollars  and  seventv-five  cents  ($2.7.5)  per  book;  provided  that  a  tariff 
naming  said  fares  shall  be  filed  with  this  Commission  under  P.  S.  C,  2 
js.  v..  So.  2,  and  posted  at  stations  at  least  three  days  prior  to  the  effective 
date  specified  in  such  tariff.  Such  tariff  shall  be  so  filed  and  posted  within 
ten  days  from  the  date  of  this  order  and  bear  the  following  notation: 
"  Issued  under  special  permission  of  the  Public  Service  Commission,  Second 
District,  State  of  New  York,  No.  280,  of  date  April  1,  1908." 

No.  281;  April  1,  1908;  Syracuse  Rapid  Transit  Railway  Company: 

Ordered:  That  the  Syracuse  Rapid  Transit  Railway  Company  be  and  is 
hereby  authorized  to  establish  special  class  rates  as  named  in  the  application 
to  npply  between  Syracuse,  N.  Y.,  and  various  other  stations  named  in 
application  and  Eastwood,  N.  Y. ;  also  to  establish  on  Ferry  Car  Service 
between  Syracuse,  N.  Y.,  and  Eastwood,  N.  Y.,  a  rate  of  two  dollars  ($2.00) 
for  each  trip  for  two  thousand  five  hundred  (2.500)  pounds,  and  for  over  two 
thousand  five  hundred  (2.500)  pounds  ciuht  cents  ($0.08)  per  one  hundre<l 
(100)  pounds;  provided  that  a  tarifF  naminof  said  rates  shall  be  filed  with 
this  Tom  mission  under  Supploment  Xo.  1  to  P.  S.  C,  2  N.  Y.,  No.  1,  and 
po'.t.'>d  fit  s*a<ions  at  least  tw-»  days  prior  to  the  effective  date  specified  in 
such  tariff.  Such  tariff  sliall  be  so  filed  and  posted  within  ten  days  from 
tl»e  dale  of  tins  order  and  bear  tlie  fcllowinsf  notation:  "  Issued  under  special 
pt»nni-<<!rn  of  t'le  Public  Sorvic^  Comnii^sion,  Second  District,  State  of  New 
Vo  k,  Xo.  ^Sl,  of  date  Ar.ril   1.  lOMM." 
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No.  282;  April  2,  1908;  The  Kew  York  Central  and  Hudson  River  Railroad 

Company: 

Ordered:  That  The  New  York  Central  and  Hudson  River  Railroad  Com- 
pany be  and  is  hereby  authorized  to  establish  special  switching  charge  at 
Penn  Yan,  N.  Y.,  of  three  dollars  and  fifty  cents  ($3.50)  per  car  for  move- 
ment of  loaded  cars  from  one  point  within  station  limits  to  another  point 
within  station  limits;  provided  that  a  tariff  naming  said  rate  shall  be  filed 
with  this  Commission  under  P.  S.  C,  2  N.  Y.,  No.  3617,  and  posted  at  sta- 
tions at  least  one  day  prior  to  the  eflfective  date  specified  in  such  tariff. 
Such  tariff  shall  be  so  filed  and  posted  within  ten  days  from  the  date  of 
this  order  and  bear  the  following  notation :  "  Issued  under  special  permis- 
sion of  the  Public  Service  Commission,  Second  District,  State  of  New  York, 
No.  282,  of  date  April  2,  1908." 

No.  283;  April  2,  1908;  Erie  Railroad  Company: 

Ordered:  That  the  Erie  Railroad  Company  be  and  is  hereby  authorized 
to  establish  rate  of  thirty-five  cents  ($0.35)  per  net  ton  on  Sand,  carloads, 
minimum  weight  marked  capacity  of  car,  but  not  less  than  twenty  (20)  net 
tons,  from  Attica,  N.  Y.,  to  Buffalo,  N.  Y. ;  provided  that  a  tariff  naming 
said  rate  shall  be  filed  with  this  Commission  under  P.  S.  C,  2  N.  Y.,  No.  892, 
and  posted  at  stations  at  least  three  days  prior  to  the  effective  date  specified 
in  such  tariff.  Such  tariff  shall  be  so  filed  and  posted  within  ten  days  from 
the  date  of  this  order  and  bear  the  following  notation:  "  Issued  under  special 
permission  of  the  Public  Service  Commission,  Second  District,  State  of  New 
York,  No.  283,  of  date  April  2,  1908." 

No.  284;  April  7,  1908;  The  New  York  Central  and  Hudson  River  Railroad 
Company : 

Ordered:  That  The  New  York  Central  and  Hudson  River  Railroad  Com- 
pany be  and  is  hereby  authorized  to  establish  rates  as  named  in  application 
on  less  carload  and  carload  shipinenls  of  Castings,  iron  and  steel,  in  the 
rough,  from  Masgena  Sprinffs,  N.  Y.,  to  Norwood,  N.  Y.,  and  other  stations 
named  in  application;  provided  that  a  tariff  naming  said  rates  is  filed  with 
this  Commission  under  P.  S.  C,  2  N.  Y.,  No.  3680,  and  posted  at  stations  at 
least  three  days  prior  to  the  effective  date  specified  in  such  tariff.  Such 
tariff  shall  be  go  filed  and  posted  within  ten  days  from  the  date  of  this 
order  and  bear  the  following  notation:  "Issued  under  special  permission  of 
the  Public  Service  Commission,  Second  District,  State  of  New  York,  No.  284, 
of  date  April  7,  1908." 

No.  £85;    April   7,    1908;    The   New  York   Central   and   Hudson   River   Rail- 
road Company: 

Ordered:  That  The  New  York  Central  ami  Hurlson  River  Railroad  Com- 
pany be  and  is  hereby  authorized  to  establish  switching  charge  of  four 
dollars  and  fifty  cents  ($4.50)  per  car  on  all  carload  freight,  except  coal 
and  coke,  from  private  sidings  adjoining  the  tracks  of  the  N.  Y.  C.  &  H.  R. 
R.  l\.  located  between  Main  street  and  Seneca  street,  Buffalo,  N.  Y.,  to  East 
Buffalo,  N.  Y.,  on  shipments  consigned  for  delivery  on  connecting  railroads 
in  the  city  of  Buffalo,  N.  Y. ;  provided  that  a  tariff  namin-.?  said  rate  shall 
be  filed  with  this  Commission  under  Supplement  No.  7  to  P.  S.  C,  2  N.  Y., 
No.  1097.  and  posted  at  stations  at  least  three  days  prior  to  the  effective 
date  specified  in  such  tariff.  Such  tariff  shall  be  so  filed  and  posted  within 
ten  days  from  the  date  of  this  order  and  bear  the  following  notation:  "  Issued 
under  special  permission  of  the  Public  Service  Commission,  Second  District, 
State  of  New  York,  No.  285,  of  date  April  7,  1908." 

No.   286;    April   7,    1908;    West   Shore   Railroad    (N.   Y.   C.   &   H.   R.   R.    R. 
Co.  Lessee ) : 

Ordered:  That  the  West  Shore  Railroad  (N.  Y.  C.  &  H.  R.  R.  R.  Co. 
LeFFee)  l>e  and  is  hereby  authorized  to  establish  switching  charge  of  four 
dollars  and  fifty  cents  ($4.50)  per  car  on  all  carload  freiirht,  except  coal 
and  co^e.  from  private  sidincr-^  adjoininT  the  tracks  of  the  West  Shore  Tfail- 
rond  between  Main  street  and  Seneca  street,  Buffalo,  N.  Y.,  to  East  BufTal  ». 
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N.  Y.,  on  shipments  consigned  for  delivery  on  connecting  railroads  in  the 
city  of  Buffalo,  N.  Y.;  provided  that  a  tariff  naming  said  rate  shall  be  filed 
with  this  Commission  under  Supplement  No.  7  to  P.  S.  C,  2  N.  Y.,  No. 
265,  and  posted  at  stations  at  least  three  days  prior  to  the  effective  date 
specified  in  such  tariff.  Such  tariff  shall  be  so  filed  and  posted  within  ten 
days  from  the  date  of  this  order  and  bear  the  f ollowin^j  notation :  "  Issued 
under  si)ecial  permission  of  the  Public  Service  Commission,  Second  District, 
State  of  New  York,  No.  286,  of  date  April  7,  1908." 

No.  287;   April  7,   1908;    The   New  York  Central   and   Hudson  River  Rail- 
road Company: 

Ordered:  That  The  New  York  Central  and  Hudson  River  Railroad  Com- 
pany be  and  is  hereby  authorized  to  establish  special  rate  of  twenty-three 
cents  ($0.23)  per  can  of  forty  (40)  quarts,  on  Fluid  Milk,  any  quantity, 
from  Fernwood,  N.  Y.,  to  Pulaski,  N.  Y. ;  provided  that  a  tariff  naming 
said  rate  shall  be  filed  with  this  Commission  under  P.  S.  C,  2  N.  Y.,  No. 
3678,  and  posted  at  stations  at  least  one  day  prior  to  the  effective  date 
specified  in  such  tariff.  Such  tariff  shall  be  so  filed  and  posted  within  ten 
days  from  the  date  of  this  order  and  bear  the  following  notation :  "  Issued 
under  sf>ecial  permission  of  the  Public  Service  Commission,  Second  District, 
State  of  New  York,  No.  287,  of  date  April  7,  1908." 

No.   288;   April  7,    1908;    The   New   York   Central   and  Hudson   River   Rail- 
road Company: 

Ordered:  That  The  New  York  Central  and  Hudson  River  Railroad  Com- 
pany be  and  is  hereby  authorized  to  establish  switching  charge  of  three 
dollars  and  fifty  cents  ($3.50)  per  car  for  movement  of  loaded  cars  from 
one  point  within  station  limits  to  another  point  within  station  limits  at 
Brownville,  N.  Y. ;  provided  that  a  tariff  naming  said  rate  shall  be  filed  with 
this  Commission  under  P.  S.  C,  2  N.  Y.,  No.  3689,  and  posted  at  stations 
at  least  one  day  prior  to  the  effective  date  specified  in  such  tariff.  Such 
tariff  shall  be  so  filed  and  posted  within  ten  days  from  the  date  of  this 
order  and  bear  the  following  notation:  "Issued  under  special  permission  of 
the  Public  Service  Commission,  Second  District,  State  of  New  York,  No.  288, 
of  date  April  7,  1908." 

No.   289;    April   9,    1908;    The  New   York  Central   and   Hudson   River   Rail- 
road Company: 

Ordered:  That  The  New  York  Central  and  Hudson  River  Railroad  Com- 
pany be  and  is  hereby  authorized  to  establish  the  following  class  rates: 
Bet\\oen  New  York,  N.  Y.,  and  Brooklyn,  N.  Y.,  and  stations  north  on  Hudson 
division  to  Castleton,  N.  Y'.,  inclusive;  stations  on  Harlem  division,  Mt. 
Vernon,  N.  Y.,  and  south,  and  stations  on  Putnam  division,  Nepperhan, 
N.  v.,  and  south,  and  stations  on  the  Adirondack  division,  Amos  Siding, 
N.  v.,  to  and  including  White  Lake.  N.  Y.:  First  class,  forty-eight  cents 
($0.48);  second  cLass,  forty  cents  ($0.40);  third  class,  thirty-three  cents 
($0.33);  fourth  class,  twenty-four  cents  ($0.24);  fifth  class,  twenty  cents 
($0.20)  ;  sixth  class,  fifteen  cents  ($0.15)  ;  and  Otter  Lake,  N.  Y.,  and 
McKeever,  N.  Y. :  first  class,  fifty  cents  ($0.50);  second  class,  forty-three 
cents  ($0.43)  ;  third  class,  thirty- three  cents  ($0.33)  ;  fourth  class,  twenty- 
four  cents  ($0.24);  fifth  class,  twenty  cents  ($0.20);  sixth  class,  fifteen 
cents  ($0.15)  ;  and  stations  Minnehaha,  N.  Y.,  to  and  including  Plumadore, 
N.  Y.:  first  class,  fifty  cents  ($0.50)  ;  second  class,  forty-three  cents  ($0.43)  ; 
third  class,  thirty-three  cents  ($0.33)  ;  fourth  class,  twenty-four  cents 
($0.24)  ;  fifth  class,  twenty  cents  ($0.20)  ;  sixth  class,  seventeen  cents 
($0.17);  and  stations  Bryant  Siding,  N.  Y.,  to  and  including  Whippleville, 
N.  Y. :  first  class,  fifty-one  cents  ($0.51);  second  class,  forty-five  cents 
($0.45)  ;  third  class,  thirty-five  cents  ($0.35)  ;  fourth  class,  twenty-four  cents 
($0.24);  fifth  class,  twenty  cents  ($0.20);  sixth  class,  seventeen  cents 
($0.17);  and  between  stations  on  Mohawk  division,  Rensselaer,  N.  Y.,  and 
Troy,  N.  Y.,  to  and  including  Frankfort,  N.  Y.,  and  Adirondack  division 
stations   Minnehaha,   N.   Y.,  -to   Whippleville,   N.   Y.,   inclusive:    first   class. 
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fifty  cents  ($0.50) ;  second  class,  forty  cents  ($0.40) ;  third  class,  thirty- 
three  cents  ($0.33);  fourth  class,  twenty-four  cents  ($0.24);  fifth  class, 
seventeen  cents  ($0.17);  sixth  class,  fifteen  cents  ($0.15);  provided  that  a 
tariff  naming  said  rates  shall  be  filed  with  this  Commission  and  posted  at 
stations  at  least  one  day  prior  to  the  effective  date  specified  in  such  tariff. 
Such  tariff  shall  be  so  filed  and  posted  within  ten  days  from  the  date  of 
this  order  and  bear  the  following  notation :  "  Issued  under  special  permission 
of  the  Public  Service  Commission,  Second  District,  State  of  New  York,  No. 
289,  of  date  April  9,  1908." 

No.   290;   April  9,   1908;    The  New  York  Central   and  Hudson  River  Rail- 
road Company: 

Ordered:    That  The  New  York  Ontral  and  Hudson  River  Railroad  Com- 

Ean}',  in  connection  with  The  Delaware  and  Hudson  Company,  be  and  is 
ereby  authorized  to  establish  the  following  class  rates  from  New  York, 
N.  Y.,  and  Brooklyn,  N.  Y.,  stations,  and  stations  north  on  Hudson  division 
to  and  including  Castleton,  N.  Y.;  stations  on  Harlem  division,  Mt.  Vernon, 
N.  Y.,  and  south,  and  stations  on  Putnam  division,  Nepperhan,  N.  Y.,  and 
south,  to  Raybrook,  N.  Y.,  and  Lake  Placid,  N.  Y.,  via  Saranac  Lake,  N.  Y., 
and  The  Delaware  and  Hudson  Company:  First  class,  fifty-six  cents  ($0.56) ; 
second  class,  forty-eight  and  one-half  cents  ($0.48*^);  third  class,  thirty- 
eight  cents  ($0.38)  ;  fourth  class,  twenty-eight  cents  ($0.28) ;  fifth  class, 
twenty- four  cents  ($0.24)  ;  sixth  class,  twenty  cents  ($0.20)  per  one  hundred 
(100)  pounds;  provided  that  a  tariff  naming  said  rates  shall  be  filed  with 
this  Commission  and  posted  at  stations  at  least  one  day  prior  to  the  effective 
date  specified  in  such  tariff.  Such  tariff  shall  be  so  filed  and  posted  within 
ten  days  from  the  date  of  this  order  and  bear  the  following  notation: 
"  Issued  imder  special  permission  of  the  Public  Service  Commission,  Second 
District,  State  of  New  York,  No.  290,  of  date  April  9,  1908." 

No.  291;  April  9,  1908;  West  Shore  Railroad   (N.  Y.  C.  &  H.  R.  R.  R.  Co. 

Lessee) : 

Ordered:  That  the  West  Shore  Railroad  (N.  Y.  C.  &  H.  R.  R.  R.  Co. 
Lessee),  in  connection  with  The  New  York  Central  and  Hudson  River 
Railroad  Company,  and  The  Delaware  and  Hudson  Company,  be  and  is  hereby 
authorized  to  establish  the  following  class  rates  from  stations  on  the  River 
division,  Tappan,  N.  Y.,  to  and  including  New  Baltimore,  N.  Y.,  to  Ray- 
brook,  N.  Y.,  and  Lake  Placid,  N.  Y.,  via  Utica,  N.  Y.,  N.  Y.  C.  &  H.  R.  R.  R., 
Saranac  Lake,  N.  Y.,  and  The  Delaware  and  Hudson  Company:  First  class, 
fifty-six  cents  ($0.56) ;  second  class,  forty-eight  and  one-half  cents  ($0.48^4) ; 
third  class,  thirty-eight  cents  ($0.38)  ;  fourth  class,  twenty -eight  cents 
($0.28);  fifth  class,  twenty- four  cents  ($0.24);  sixth  class,  twenty  cents 
($0.20)  per  one  hundred  (100)  pounds;  provided  that  a  tariff  naming 
said  rates  shall  be  filed  with  this  Commission  and  posted  at  stations  at  least 
one  day  prior  to  the  effective  date  specified  in  such  tariff.  Such  tariff  shall 
be  so  filed  and  posted  within  ten  days  from  the  date  of  this  order  and  bear 
the  following  notation :  "  Issued  under  special  permission  of  the  Public 
Service  Commission,  Second  District,  State  of  New  York,  No.  291,  of  date 
April  9,  1908." 

No.  292;   April   9,   1908;   The  New  York   Central   and  Hudson  River  Rail- 
road Company: 

Ordered:  That  The  New  York  Central  and  Hudson  River  Railroad  Com- 
pany, in  connection  with  the  Raquette  Lake  railway,  be  and  is  hereby 
authorized  to  establish  class  rates  as  specified  in  the  application  between 
various  stations  on  the  N.  Y.  C.  &  H.  R.  R.  R.  and  various  stations  on  the 
Raquette  Lake  railway  as  named  in  application;  provided  that  a  tariff 
naming  said  rates  shall  be  filed  with  this  Commission  and  posted  at  stations 
at  least  one  day  prior  to  the  effective  date  specified  in  such  tariff.  Such 
tariff  shall  be  so  filed  and  posted  within  ten  days  from  the  date  of  this 
order  and  bear  the  following  notation:  "Issued  under  special  permission 
of  the  Public  Service  Commission,  Second  District,  State  of  New  York,  No. 
292,  of  date  April  9,  1908." 
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No.  293;  April  9,  1908;  West  Shore  Railroad   (N.  Y.  C.  &  H.  R.  R.  R.  Co. 

Lessee) : 

Ordered:  That  the  West  Shore  Railroad  (N.  Y.  C.  &  H.  R.  R.  R.  Co. 
Lessee),  in  connection  with  The  New  York  Central  and  Hudson  River  Rail- 
road Company,  be  and  is  hereby  authorized  to  establish  the  following  class 
rates:  Between  stations  on  the  River  division,  Tappan,  N.  Y.,  to  and  includ- 
ing New  Baltimore,  N.  Y.  (via  Utica,  N.  Y. ),  and  stations  on  the  Adirondack 
division,  Amos  Siding,  N.  Y.,  to  and  including  White  Lake,  N.  Y. ;  First 
class,  forty-eight  cents  ($0.48)  ;  second  class,  forty  cents  ($0.40)  ;  third  class, 
thirty-three  cents  ($0.33);  fourth  class,  twenty-four  cents  ($0.24);  fifth 
class,  twenty  cents  ($0.20);  sixth  class,  fifteen  cents  ($0.15);  and  Otter 
Lake,  N.  Y.,  and  ^IcKeever,  N.  Y.:  first  class,  fifty  cents  ($0.50)  ;  second 
class,  forty-three  cents  ($0.43);  third  class,  thirty-three  cents  ($0.33); 
fourth  class,  twenty-four  cents  ($0.24);  fifth  class,  twenty  cents  ($0.20); 
sixth  class,  fifteen  cents  ($0.15)  ;  and  stations  Minnehaha,  N.  Y.,  to  and 
including  Plumadore,  N.  Y. ;  first  class,  fifty  cents  ($0.50);  second  class, 
forty-three  cents  ($0.43);  third  class,  thirty-three  cents  ($0.33);  fourth 
class,  twenty-four  cents  ($0.24);  fifth  class,  twenty  cents  ($0.20);  sixth 
class,  seventeen  cents,  ($0.17);  and  stations  Bryant  Siding,  N.  Y.,  to  and 
including  Whippleville,  N.  Y. :  first  class,  fifty-one  cents  ($0.51);  second 
class,  forty-five  cents  ($0.45);  third  class,  thirty-five  cents  ($0.35);  fourth 
class,  twenty- four  cents  $0.24)  ;  fifth  class,  twenty  cents  ($0.20)  ;  sixth  class, 
seventeen  cents  ($0.17)  ;  and  between  stations  on  ^Mohawk  division,  Ravena, 
N.  Y„  to  Albany,  N.  Y.,  inclusive,  and  South  Bethlehem,  N.  Y.,  to  and 
including  Utiea  (Genesee  street),  N.  Y.,  and  Adirondack  division  stations 
Minnehaha,  N.  Y.,  to  and  including  Whippleville,  N.  Y. :  first  class,  fifty 
cents  ($0.50)  ;  second  class,  forty  cents  ($0.40)  ;  third  class,  thirty-three 
cents  ($0.33)  ;  fourth  class,  twenty-four  cents  ($0.24)  ;  fifth  class,  seventeen 
cents  ($0.17)  ;  sixth  class,  fifteen  cents  ($0.15)  ;  provided  that  a  tariff  nam- 
ing said  rates  shall  be  filed  with  this  Commission  and  posted  at  stations 
at  least  one  day  prior  to  the  effective  date  specified  in  such  tariff.  Such 
tariff  shall  be  so  filed  and  posted  within  ten  days  from  the  date  of  thig 
order  and  bear  the  following  notation :  "  Issued  under  special  permission 
of  the  Public  Service  Commission,  Second  District,  State  of  New  York.  No. 
293,  of  date  April  9,  1908." 

No.  294;  April  9,  1908;  West  Shore  Railroad   (N.  Y.  C.  &  H.  R.  R.  R.  Co. 

Lessee) : 

Ordered:  That  the  West  Shore  Railroad  (N.  Y.  C.  &  H.  R.  R.  R.  Co.  Lessee), 
in  connection  with  the  New  York  Central  k  Hudson  River  railroad,  and  the 
Raquette  Lake  railway,  be  and  is  hereby  authorized  to  establish  class  rates 
as  specified  in  application  to  apply  between  stations  on  the  River  division 
of  the  West  Shore  Railroad,  Tappan,  N.  Y.,  to  and  including  New  Baltimore, 
N.  Y.,  and  stations  on  Raquette  Lake  railwav  as  named  in  application; 
also  between  stations  on  Mohawk  division  of  the  West  Shore  Railroad, 
Ravena,  N.  Y.,  to  Albany,  inclusive,  and  South  Bethlehem,  N.  Y.,  to  Utica 
(Genesee  street).  N.  Y.,  inclusive,  and  stations  on  Raquette  Lake  railway 
as  named  in  aj)plication;  provided  that  a  tariff  naming  said  rates  shall  b« 
filed  with  this  Commission  and  posted  at  stations  at  least  one  day  prior 
to  the  effective  date  specified  in  such  tariff.  Such  tariff  shall  be  so  filed 
and  posted  within  ten  days  from  the  date  of  this  order  and  bear  the  fol- 
lowing notation:  "Issued  under  special  permission  of  the  Public  Service 
Commission,  Second  District,  State  of  New  York,  No.  294,  of  date  April  9, 
1908." 

No.  295;  April  14,  1908;  The  Lake  Shore  and  Michigan  Southern  Railway 
Company : 

Ordered:  ITiat  The  Lake  Shore  and  Michigan  Southern  Railway  Company 
be  and  is  hereby  authorized  to  establish  rates  between  Buffalo.  N.  Y.,  and 
Brocton.  N.  Y.,  and  intermediate  stations  as  named  in  application,  and 
reissue  its  tariff  P.  S.  C,  2  N.  Y.,  No.  60,  naming  such  other  rates  as  are 
now  contained  therein,  except  that  the  rates  applying  from  and  to  inter- 
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mediate  points  are  not  to  be  higher  than  rates  named  applying  from  and 
to  Buffalo,  N.  Y.;  provided  that  a  tariff  naming  said  rates  shall  be  filed 
with  this  Commission  under  P.  »S.  C,  2  N.  Y.,  No.  76,  and  posted  at  stations 
at  least  five  days  prior  to  the  effective  date,  April  22,  1908,  to  be  specified 
in  such  tariff.  Such  tariff  shall  be  so  filed  and  posted  within  ten  days  from 
the  date  of  this  order  and  bear  the  following  notation:  "  Issued  under 
special  permission  of  the  Public  Service  Commission,  Second  District,  State 
of  New  York,  No.  295,  of  date  April  14,  1908." 

No.  296;   April   10,  1908;   The  New  York  Central  and  Hudson  River  Rail- 
road Company: 

Ordered:  That  The  New  York  Central  and  Hudson  River  Railroad  Com- 
pany be  and  is  hereby  authorized  to  reissue  the  rates  named  in  Local  Freight 
Tariff  P.  S.  C,  2  N.  Y.,  No.  3674,  effective  May  4,  1908,  applying  upon  Paper 
(Tissue,  Toilet,  Printing,  and  Wrapping),  carloads  and  less  carloads,  from 
Harrisville,  N.  Y.,  to  Carthage,  N.  Y.,  when  for  local  delivery  or  when 
destined  to  points  beyond;  and  establish  rates  of  three  cents  ($0.03)  per 
one  hundred  (100)  pounds  less  carloads,  and  one  cent  ($0.01)  per  one  hun- 
dred (100)  pounds  carloads,  subject  to  the  minimum  weight,  rules,  and  regu- 
lations of  the  current  Official  Classification,  and  supplements  thereto  or 
superseding  issues  thereof,  to  apply  on  such  traffic  when  destined  to  points 
beyond  Carthage,  N.  Y. ;  provided  that  a  tariff  naming  said  rates  shall  be 
filed  with  this  Commission  under  P.  S.  C,  2  N.  Y.,  No.  3690,  and  posted 
at  stations  at  least  thirty  (30)  days  prior  to  the  effective  date  specified  in 
such  tariff.  Such  tariff  shall  be  so  filed  and  posted  within  ten  days  from 
the  date  of  this  order  and  bear  the  following  notation :  "  Issued  under 
special  permission  of  the  Public  Service  Commission,  Second  District,  State 
of  New  York,  No.  296,  of  date  April  10,  1908." 

No.  297;  April  14,  1908;  Little  Falls  and  Dolgeville  Railroad  Company: 

Ordered:  That  the  Little  Falls  and  Dolgeville  Railroad  Company  be  and 
is  hereby  authorized  to  establish  between  Salisbury  Center,  N.  Y.,  and  other 
local  stations,  one-way  and  round-trip  passenger  fares  as  follows:  Between 
Salisbury  Center,  N.  Y.,  and  Little  Falls,  N.  Y.,  one  way,  fifty-five  cents 
($0.55),  round  trip,  one  dollar  ($1.00);  between  Salisbury  Center,  N.  Y., 
and  Inghams,  N.  Y.,  one  way,  thirty-five  cents  ($0.35),  round  trip,  seventy 
cents  ($0.70) ;  between  Salisbury  Center,  N.  Y.,  and  Dolgeville,  N.  Y.,  one 
way,  ten  cents  ($0.10),  round  trip,  twenty  cents  ($0.20) ;  and  between  Main 
street,  Dolgeville,  N.  Y.,  and  Depot,  Dolgeville,  N.  Y.,  one  way,  five  cents 
($0.05) ;  provided  that  a  tariff  naming  such  rates  shall  be  filed  with  this 
Commission  under  P.  S.  C,  2  N.  Y.,  No.  3,  and  posted  at  stations  at  least 
one  day  prior  to  the  effective  date  specified  in  such  tariff.  Such  tariff  shall 
be  so  filed  and  posted  within  five  days  from  the  date  of  this  order  and  bear 
the  following  notation:  "Issued  under  si)ecial  permission  of  the  Public 
Service  Commission,  Second  District,  State  of  New  York,  No.  297,  of  date 
April  14,  1908." 

No.  298;  April  14,  1908;  Little  Falls  and  Dolgeville  Railroad  Company: 

Ordered:  That  the  Little  Falls  and  Dolgeville  Railroad  Company  be  and 
is  hereby  authorized  to  establish  local  freight  class  rates  between  Salisbury  CJen- 
ter,  N.  Y.,  and  Little  Falls,  N.  Y.,  as  follows :  First  class,  twelve  cents  ( $0.12 ) ; 
second  class,  twelve  cents  ($0.12) ;  third  class,  ten  cents  ($0.10)  ;  fourth 
class,  ten  cents  ($0.10);  fifth  class,  seven  and  one-half  cents  ($0.07^/^),  and 
sixth  class,  seven  and  one-half  cents  ($0.07%)  ;  provided  that  a  tariff  naming 
said  rates  shall  be  filed  with  this  Commission  under  P.  S.  C,  2  N.  Y.,  No.  54, 
and  posted  at  stations  at  least  one  day  prior  to  the  effective  date  specified  in 
such  tariff.  Such  tariff  shall  be  so  filed  and  posted  within  five  days  from 
the  date  of  this  order  and  bear  the  following  notation :  "  Issued  under  special 
permission  of  the  Public  Service  Commission,  Second  District,  State  of  New 
York,  No.  298,  of  date  April  14,  1908." 
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No.  299;  April  14,  1908;  Little  Falls  and  Dolgeville  Railroad  Ompany: 

Ordered:  That  the  Little  Falls  and  Dolgeville  Railroad  Company  be  and  is 
hereby  authorized  to  establish  local  freight  class  rates  between  Salisbury  Center, 
N.  Y.,  and  Dolgeville,  N.  Y.,  as  follows:  First  class,  four  cents  ($0.04) ; 
second  class,  four  cents  ($0.04);  third  class,  four  cents  ($0.04);  fourth 
class,  three  cents  ($0.03);  fifth  class,  three  cents  ($0.03),  and  sixth  class, 
two  cents  ($0.02) ;  provided  that  a  tariff  naming  said  rates  shall  be  filed 
with  this  Commission  under  P.  S.  C,  2  N.  Y.,  No.  63,  and  posted  at  stations 
at  least  one  day  prior  to  the  effective  date  specified  in  such  tariff.  Such 
tariff  shall  be  so  filed  and  posted  within  five  days  from  the  date  of  this 
order  and  bear  the  following  notation :  "  Issued  under  special  permission  of 
the  Public  Service  Commission,  Second  District,  State  of  New  York,  No.  299, 
of  date  April  14,  1908." 

No.  300;  April  14,  1908;  Little  Falls  and  Dolgeville  Railroad  Company: 

Ordered:  That  the  Little  Falls  and  Dolgeville  Railroad  Company  be  and 
is  hereby  authorized  to  establish  rate  of  one  dollar  and  twenty-five  cents 
($1.25)  per  net  ton  on  Anthracite  C!oal,  carloads,  from  Little  Falls,  N.  Y., 
to  Salisbury  Center,  N.  Y.;  provided  that  a  tariff  naming  said  rate  shall  be 
filed  with  this  Commission  under  P.  S.  C,  2  N.  Y.,  No.  66,  and  posted  at 
stations  at  least  one  day  prior  to  the  effective  date  specified  in  such  tariff. 
Such  tariff  shall  be  so  filed  and  posted  within  five  dkys  from  the  date  of 
this  order  and  bear  the  following  notation :  "  Issued  under  special  per- 
mission of  the  Public  Service  C!ommission,  Second  District,  State  of  New 
York,  No.  300,  of  date  April  14,  1908." 

No.  301;  April  14,  1908;  Little  Falls  and  Dolgeville  Railroad  Company: 

Ordered:  That  the  Little  Falls  and  Dolgeville  Railroad  Company  be  and 
is  hereby  authorized  to  establish  rates  as  named  in  application  to  apply  on 
shipments  of  Box  Shooks,  Lumber,  Lime,  Cement,  Brick,  Feed,  Corn,  and 
Wood  Shingles,  carloads,  minimum  weight  as  per  Official  Classification,  from 
Little  Falls,  N.  Y.,  to  Salisbury  Center,  N.  Y.;  provided  that  a  tariff  naming 
said  rates  shall  be  filed  with  this  Conunission  under  P.  S.  C,  2  N.  Y.,  No. 
55,  and  posted  at  stations  at  least  one  day  prior  to  the  effective  date  specified 
in  such  tariff.  Such  tariff  shall  be  so  filed  and  posted  within  five  days  from 
the  date  of  this  order  and  bear  the  following  notation :  "  Issued  under  special 
permission  of  the  Public  Service  Commission,  Second  District,  State  of  New 
York,  No.  301,  of  date  April  14,  1908." 

No.  302;  April  14,  1908;  Little  Falls  and  Dolgeville  Railroad  Company: 

Ordered:  That  the  Little  Falls  and  Dolgeville  Railroad  Company  be  and 
is  hereby  authorized  to  establish  rate  of  four  cents  per  one  hundred  (100) 
pounds  on  Box  Shooks  and  Lumber,  carloads,  minimum  weight  as  per  Official 
Classification,  from  Salisbury  Center,  N.  Y.,  to  Little  Falls,  N.  Y.;  provided 
that  a  tariff  naming  said  rate  shall  be  filed  with  this  Conunission  under 
P.  S.  C,  2  N.  Y.,  No.  62,  and  posted  at  stations  at  least  one  day  prior  to 
the  effective  date  of  such  tariff.  Such  tariff  shall  be  so  filed  and  posted 
within  five  days  from  the  date  of  this  order  and  bear  the  following  notation: 
**  Issued  under  special  permission  of  the  Public  Service  Commission,  Second 
District,  State  of  New  York,  No.  302,  of  date  April  14,  1908." 

No.  303;  April  14,  1908;  Little  Falls  and  Dolgeville  Railroad  Company: 

Ordered:  That  the  Little  Falls  and  Dolgeville  Railroad  Company  be  and 
is  hereby  authorized  to  establish  rate  of  twenty-five  cents  ($0.25)  per  gross 
ton  on  Iron  Ore,  carloads,  minimum  weight  as  per  Official  Classification,  from 
Salisbury  Center,  N.  Y.,  to  Little  Falls,  N.  Y.;  provided  that  a  tariff  naming 
said  rate  shall  be  filed  with  this  Commission  under  P.  S.  C,  2  N.  Y.,  No.  61, 
and  posted  at  stations  at  least  one  day  prior  to  the  effective  date  specified 
in  such  tariff.  Such  tariff  shall  be  so  filed  and  posted  within  five  days  from 
the  date  of  this  order  and  bear  the  following  notation :  "  Issued  under  special 
permission  of  the  Public  Service  Commission,  Second  District,  State  of  New 
York,  No.  303,  of  date  April  14,  1908." 
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No.  304;  April  14,  1908;  Little  Falls  and  Dolgeville  Railroad  Ompany: 

Ordered:  That  the  Little  Falls  and  Dolgeville  Railroad  Company  be  and 
is  hereby  authorized  to  establish  rate  of  nine  cents  ($0.09)  per  one  hundred 
(100)  pounds  on  Apples  and  various  other  commodities  named  in  application, 
less  carloads,  from  Little  Falls,  N.  Y.,  to  Salisbury  Center,  N.  Y.;  provided 
that  a  tariff  naming  said  rate  shall  be  filed  with  this  Commission  under 
P.  S.  C,  2  N.  Y.,  No.  57,  and  posted  at  stations  at  least  one  day  prior  to  the 
effective  date  specified  in  such  tariff.  Such  tariff  shall  be  so  filed  and  posted 
within  five  days  from  the  date  of  this  order  and  bear  the  following  notation: 
"  Issued  under  special  permission  of  the  Public  Service  Commission,  Second 
District,  State  of  New  York,  No.  304,  of  date  April  14,  1908." 

No.  305;  April  15,  1908;  The  New  York  Central  and  Hudson  River  Railroad 
Company ; 

Ordered:  That  The  New  York  Central  and  Hudson  River  Railroad  Com- 
pany be  and  is  hereby  authorized  to  establish  rate  of  twenty- three  cents 
($0.23)  per  can  on  Milk  in  forty- (40)  quart  cans,  and  rate  of  forty-one  cents 
($0.41)  per  can  on  Cream  in  forty- (40)  quart  cans,  minimum  charge  in  each 
case  twenty-five  cents  ($0.25),  from  Poland,  N.  Y.,  Gravesville,  N.  Y.,  and 
Prospect  Junction,  N.  Y.,  to  Remsen,  N.  Y.,  shipments  to  be  handled  in  milk 
trains,  the  above  rates  to  include  return  of  empty  cans;  provided  that  a 
tariff  naming  said  rates  shall  be  filed  with  this  Commission  under  P.  S.  C, 
2  N.  Y.,  No.  3736,  and  posted  at  stations  at  least  three  days  prior  to  the 
effective  date  specified  in  such  tariff.  Such  tariff  shall  be  so  filed  and  posted 
within  ten  days  from  the  date  of  this  order  and  bear  the  following  notation: 
"  Issued  under  special  permission  of  the  Public  Service  Commission,  Second 
District,  State  of  New  York,  No.  305,  of  date  April  15,  1908." 

No.  306;  April  15,  1908;  The  New  York  Central  and  Hudson  River  Railroad 
Company : 

Ordered:  That  The  New  York  Central  and  Hudson  River  Railroad  Com- 
pany be  and  is  hereby  authorized  to  establish  rate  of  twenty  cents  ($0.20) 
per  net  ton  on  Crushed  Stone  and  Cinders,  carloads,  minimum  weight  60,000 
lbs.,  from  Solvay,  N.  Y.,  to  State  Fair  Grounds,  Syracuse,  N.  Y. ;  provided 
that  a  tariff  naming  said  rate  shall  be  filed  with  this  Commission  under 
P.  S.  C,  2  N.  Y.,  No.  3694,  and  posted  at  stations  at  least  three  days  prior 
to  the  effective  date  specified  in  such  tariff.  Such  tariff  shall  be  so  filed  and 
posted  within  ten  days  from  the  date  of  this  order  and  bear  the  following 
notation:  "Issued  under  special  permission  of  the  Public  Service  Commis- 
sion, Second  District,  State  of  New  York,  No.  306,  of  date  April  15,  1908." 

No.  307;  April  15,  1908;  The  New  York  Central  and  Hudson  River  Railroad 
Company : 

Ordered:  That  The  New  York  Central  and  Hudson  River  Railroad  Com- 
pany be  and  is  hereby  authorized  to  establish  rate  of  four  cents  ($0.04)  per 
one  hundred  (100)  pounds,  carloads,  and  rate  of  ten  cents  ($0.10)  per  one 
hundred  (100)  pounds,  less  carloads,  on  Marble,  Rough  Quarried,  value  re- 
stricted to  twenty  cents  ($0.20)  per  cubic  foot,  and  Marble,  Chiseled,  Polished, 
Dressed,  Sawed,  or  Hammered,  value  restricted  to  forty  cents  ($0.40)  per 
cubic  foot;  from  Gouverneur,  N.  Y.,  to  Norwood,  N.  Y.,  Canton,  N.  Y.,  and 
Potsdam,  N.  Y.;  provided  that  a  tariff  naming  said  rates  shall  be  filed  with 
this  Commission  under  P.  S.  C,  2  N.  Y.,  No.  3747,  and  posted  at  stations  at 
least  three  days  prior  to  the  effective  date  specified  in  such  tariff.  Such  tariff 
shall  be  so  filed  and  posted  within  ten  days  from  the  date  of  this  order  and 
bear  the  following  notation:  "Issued  under  special  permission  of  the  Public 
Service  Commission,  Second  District,  State  of  New  York,  No.  307,  of  date 
April  15,  1908." 

No.  308;  April  15,  1908;  The  New  York  Central  and  Hudson  River  Railroad 
Company : 

Ordered:  That  The  New  York  Central  and  Hudson  River  Railroad  Com- 
pany be  and  is  hereby  authorized  to  establish  rates  as  named  in  application 


512        Public  Service  Co:mmission,  Second  Distkict 

on  Marble,  Rough  Quarried,  value  restricted  to  twenty  cents  ($0.20)  per 
cubic  foot,  and  on  Marble,  Chiseled,  Polished,  Dressed,  Sawed,  or  Hammered, 
value  restricted  to  forty  cents  ($0.40)  per  cubic  foot,  carloads  and  less  car- 
loads, from  Gouverneur,  N.  Y.,  to  Massena  Springs,  N.  Y.,  and  Cazenovia, 
N.  y. ;  provided  that  a  tariff  naming  said  rates  shall  be  filed  with  this  Com- 
mission under  P.  S.  C,  2  N.  Y.,  No.  3748,  and  posted  at  stations  at  least 
five  days  prior  to  the  effective  date.  May  2,  1908,  specified  in  such  tariff. 
Such  tariff  shall  be  so  filed  and  posted  within  ten  days  from  the  date  of  thig 
order  and  bear  the  following  notation:  "Issued  under  special  ]>ermis8ion 
of  the  Public  Service  Commission,  Second  District,  State  of  New  York,  No. 
308,  of  date  April  15,  1908." 

No.  309;  April  9,  1908;  Boston  and  Maine  Railroad: 

Ordered:  That  the  Boston  and  Maine  Railroad  be  and  is  hereby  authorized 
to  add  Logs,  Poles  (Telephone),  Posts,  Ties  (Railroad),  and  Timber,  sawed, 
lunved,  or  round,  to  li^t  of  commodities  talking  rates  on  Common  Lumber  and 
Telegraph  Poles  specified  on  page  6  of  P.  S.  C,  2  N.  Y.,  No.  80;  provided 
that  a  tariff  making  such  addition  shall  be  filed  with  this  Commission  under 
Supplement  No.  1  to  P.  S.  C,  2  N.  Y.,  No.  80,  and  posted  at  stations  at 
least  three  days  prior  to  the  effective  date  specified  in  such  tariff.  Such 
tariff  to  be  so  filed  and  posted  within  five  days  from  the  date  of  this  order 
and  bear  the  following  notation:  "Issued  under  special  permission  of  the 
Public  Service  Commission,  Second  District,  State  of  New  York,  No.  309,  of 
date  April  9,  1908." 

No.  310;  April  14,  1908;  The  New  York  Central  and  Hudson  River  Railroad 
Company: 

Ordered:  That  Tlie  New  York  Central  and  Hudson  River  Railroad  Com- 
pany be  and  is  hereby  authorized  to  extend  final  return  limit  on  excursion 
tickets  sold  to"  New  York  city,  N.  Y.,  account  Democratic  State  Convention, 
at  rates  named  in  Supplement  No.  1  to  P.  S.  C,  2  N.  Y.,  No.  130,  from  April 
16,  1908,  to  and  including  April  18,  1908;  provided  that  a  tariff  making  such 
extension  shall  be  filed  with  this  Commission  under  Supplement  No.  3  to 
P.  S.  C,  2  N.  Y.,  No.  130,  and  posted  at  stations  at  least  one  day  prior  to 
the  effective  date  specified  in  such  tariff.  Such  tariff  shall  be  so  filed  -and 
posted  within  three  days  from  the  date  of  this  order  and  bear  the  following 
notation:  "Issued  under  special  permission  of  the  Public  Service  Commis- 
sion, Second  District,  State  of  New  York,  No.  310,  of  date  April  14,  1908." 

No.  311;  April  16,  1908;  The  New  York  Central  and  Hudson  River  Railroad 
Company: 

Ordered:  That  The  New  York  Central  and  Hudson  River  Railroad  Com- 
pany be  and  is  hereby  authorized  to  establish  rate  of  twenty  cents  ($0.20) 
per  one  hundred  (100)  pounds,  less  carloads,  and  nine  cents  ($0.09)  per  one 
hundred  (100)  pounds,  carloads,  minimum  weight  as  per  Ofiicial  Classification, 
on  Paper  (Printing,  Toilet,  and  Wrapping)  and  Paper  Bags,  from  Watertown, 
N.  Y.,  and  Brownville,  N.  Y.,  to  Barnard,  N.  Y. ;  provided  that  a  tariff 
naming  said  rates  shall  be  filed  with  this  Commission  under  P.  S.  C,  2  N.  Y., 
No.  3749,  and  posted  at  stations  at  least  one  (1)  day  prior  to  the  effective 
date  specified  in  such  tariff.     It  is  further 

Ordered:  That  the  tariff  naming  said  rates  shall  specify  that  it  expires 
at  midnight.  May  10,  1908,  and  that  future  rates  will  be  found  in  tariff 
P.  S.  C,  2  N.  Y.,  No.  3698,  of  date  April  9,  1908,  effective  May  11,  1908. 
Such  tariff  shall  be  so  filed  and  posted  within  five  (5)  days  from  the  date 
of  this  order  and  bear  the  following  notation :  "  Issued  under  special  per- 
mission of  the  Public  Service  Commission,  Second  District,  State  of  New 
York,  No.  311,  of  date  April  16,  1908." 

No.  312;  April  16,  1908;  The  Delaware,  Lackawanna  and  Western  Railroad 
Company : 

Ordered:  That  The  Delaware,  Lackawanna  and  Western  Railroad  Com- 
pany be  and  is  hereby  authorized  to  establish  rate  of  seventeen  cents  ($0.17) 
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per  net  ton  on  Crushed  Stone,  Trap  Rock,  Mine  Rock,  and  Broken  Stone,  car- 
loads, minimum  height  twenty-five  (25)  net  tons,  except  when  capacity  of 
car  is  less,  in  which  case  capacity  of  car  will  govern,  but  in  no  case  shall 
the  minimum  be  less  than  twenty  (20)  net  tons,  from  Syracuse,  N.  Y.,  (Rock 
Cut  switch)  to  Syracuse,  N.  Y.;  provided  that  a  tariflf  naming  said  rate 
shall  be  filed  with  this  Commission  under  Supplement  No.  1  to  P.  S.  C,  2 
N.  Y.,  No.  442,  and  posted  at  stations  at  least  one  day  prior  to  the  effective 
date,  April  20,  1908,  to  be  specified  in  such  tariff.  Such  tariff  shall  be  so 
filed  and  posted  within  three  days  from  the  date  of  this  order  and  bear  the 
following  notation :  "  Issued  under  special  permission  of  the  Public  Service 
Commission,  Second  District,  State  of  New  York,  No.  312,  of  date  April 
16,  1908." 

No.  313;  April  17,  1908;  The  New  York  Central  and  Hudson  River  Railroad 
Company : 

Ordered:  That  The  New  York  Central  and  Hudson  River  Railroad  Com- 
pany be  and  is  hereby  authorized  to  publish  a  local  and  joint  passenger  tariff 
establishing  fares  for  a  series  of  special  Sunday,  Holiday,  Week-end,  and  other 
short-limit  excursions,  to  apply  between  certain  specified  stations  on  the  New 
York  Central  and  Hudson  River  railroad;  also  from  certain  stations  on  the 
New  York  Central  and  Hudson  River  railroad  to  stations  of  connecting  and 
participating  carriers;  no  one  excursion  to  provide  for  a  longer  return  limit 
than  ten  (10)  days;  provided  that  a  tariff  naming  said  fares  shall  be  filed 
with  this  Commission  under  P.  S.  C,  2  N.  Y.,  No.  141,  and  posted  at  stations 
at  least  three  (3)  days  prior  to  the  effective  date,  to  be  specified  therein  as 
May  1,  1908.  Such  tariff  shall  be  so  filed  and  posted  within  ten  (10)  days 
from  the  date  of  this  order  and  bear  the  following  notation :  "  Issued  under 
special  permission  of  the  Public  Service  Commission,  Second  District,  State 
of  New  York,  No.  313,  of  date  April  17,  1908." 

No.  314;  April  17,  1908;  The  New  York  Central  and  Hudson  River  Railroad 
Company : 

Ordered:  That  The  New  York  Central  and  Hudson  River  Railroad  Com- 
pany be  and  is  hereby  authorized  to  establish  rate  of  five  cents  ($0.05)  per 
one  hundred  (100)  pounds  to  apply  on  shipments  of  Old  Lumber  and  Second- 
hand Machinery,  in  straight  or  mixed  carloads,  minimum  weight  as  per 
Official  Classification,  and  supplements  thereto  or  superseding  issues  thereof, 
from  Watertown,  N,  Y.,  to  Gk)uvemeur,  N.  Y.;  provided  that  a  tariff  naming 
said  rate  shall  be  filed  with  this  Commission  under  P.  S.  C,  2  N.  Y.,  No. 
3758,  and  posted  at  stations  at  least  three  (3)  days  prior  to  the  effective 
date  specified  in  such  tariff.  Such  tariff  shall  be  so  filed  and  posted  within 
ten  (10)  days  from  the  date  of  this  order  and  bear  the  following  notation: 
"  Issued  under  special  permission  of  the  Public  Service  Commission,  Second 
District,  State  of  New  York,  No.  314,  of  date  April  17,  1908." 

No.  315;  April  17,  1908;  West  Shore  Railroad   (N.  Y.  C.  &  H.  R.  R.  R.  O. 

Lessee)  : 

Ordered:  That  the  Wejit  Shore  Railroad  (N.  Y.  C.  A  H.  R.  R.  R.  Co. 
Lessee)  be  and  is  hereby  authorized  to  publish  a  local  and  joint  passenger 
tariff  establishing  fares  for  a  series  of  special  Sunday,  Holiday,  Week-end, 
and  other  short-limit  excursions,  to  apply  between  certain  specified  stations 
on  the  West  Shore  railroad;  also  from  certain  stations  on  the  West  Shore 
railroad  to  stations  of  connecting  and  participating  carriers,  no  one  ex- 
cursion to  provide  for  a  longer  return  limit  than  ten  (10)  days;  provided 
that  a  tariff  naming  said  fares  shall  be  filed  with  this  Commission  under 
P.  S.  C,  2  N.  Y.,  No.  62,  and  posted  at  stations  at  least  three  (3)  days 
prior  to  the  effective  date,  to  be  specified  therein  as  May  1,  1908.  Such  tariff 
shall  be  so  filed  and  posted  within  ten  (10)  days  from  the  date  of  this  order 
and  bear  the  following  notation :  "  Issued  under  special  permission  of  the 
Public  Service  Commission,  Second  District,  State  of  New  York,  No.  SIS,  of 
4ate  April  17,  1908." 

n 
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No.  31C;  April  21,  1908;  The  New  York  Central  and  Hud89n  River  Railroad 
Company: 

It  appearing  to  the  Commission  tliat  the  application  of  The  New  York 
Central  and  Uudson  River  Railroad  Company  of  date  April  10,  190S,  and 
upon  which  special  permission  order  No.  300,  of  date  April  15,  1908,  was 
granted,  contained  erroneous  statements  of  fact  and  was  made  under  mis- 
appiehension;  it  is 

Ordered:  That  the  said  special  permission  order  No.  306  be  and  is  hereby 
vacated  and  set  aside,  and  that  The  New  York  Central  and  Hudson  River 
Railroad  Company's  tariff  P.  S.  C.,  2  N.  Y.,  No.  3694,  issued  April  16.  190«, 
effective  April  20.  1908,  established  under  said  special  permission  order  No. 
.30(5,  shall  be  forthwith  canceled,  such  cancellation  to  take  effect  April  23, 
1908.  Such  cancellation  to  be  by  supplement,  and  to  be  filed  and  posted 
within  one  dny  from  the  date  of  this  order  and  bear  the  following  notation: 
"  Issued  under  special  permission  and  direction  of  the  Public  Service  Com- 
mission, Second  District,  State  of  New  York,  No.  316,  of  date  April  21,  1908." 

No.  317;  April  21,  1908;  Murray's  Line: 

Ordered:  That  the  Murraj'^s  Line,  in  connection  with  the  Boston  and 
Maine  Railroad,  be  and  is  hereby  authorized  to  establish  class  rates  as  speci- 
fied in  Boston  and  Maine  Railroad's  tariff  P.  S.  C,  2  N.  Y.,  No.  165,  to  apply 
on  shipments  from  New  York,  N.  Y.,  to  points  on  the  Boston  and  Maine 
railroad  as  8j)ecified  in  said  tariff;  provided  that  a  tariff  naming  said  rates 
shall  be  filed  with  this  Commission  under  P.  S.  C,  2  N.  Y.,  No.  1,  and  posted 
at  stations  at  least  three  (3)  days  prior  to  the  effective  date  to  be  specified 
therein  as  April  30,  1908.  Such  tariff  shall  be  so  filed  and  posted  within  five 
(5)  days  from  the  date  of  this  order  and  bear  the  following  notation: 
*'  Issued  under  special  permission  of  the  Public  Service  Commission,  Second 
District,  State  of  New  York,  No.  317,  of  date  April  21,  1908." 

No.  318;  April  21,  1908;  Erie  Railroad  Company: 

Ordered:  That  the  Erie  Railroad  Company  be  and  is  hereby  authorized 
to  establish  rate  of  seventy-five  cents  ($0.75)  per  net  ton  on  Crushed  Stone, 
carloads,  minimum  weight  as  per  Official  Classification,  and  supplements 
thereto  and  subsequent  issues  thereof,  from  Mount  Ivy,  N.  Y.,  to  Pine  Bush, 
N.  Y. ;  provided  that  a  tariff  naming  said  rate  shall  be  filed  with  this  Com- 
mission under  Supplement  No.  3  to  P.  S.  C,  2  N.  Y.,  No.  845,  and  posted  at 
stations  at  least  three  (3)  days  prior  to  the  effective  date  specified  in  such 
tariff.  Such  tariff  shall  be  so  filed  and  posted  within  ten  (10)  days  from 
the  date  of  this  order  and  bear  the  following  notation:  "  Issued  under  special 
permission  of  the  Public  Service  Commission,  Second  District,  State  of  New 
York,  No.  318,  of  date  April  21,  1908." 

No.  310;   April  21,   1908;   Jamestown,  Chautauqua  and  Lake  Erie  Railway 
Company : 

Ordered:  That  the  Jamestown,  Chautauqua  and  Lake  Erie  Railway  Com- 
pany be  and  is  hereby  authorized  to  establish  rate  of  twenty  cents  ($0.20) 
per  net  ton  on  Manure,  carloads,  minimum  weight  50,000  pounds,  from  West- 
field,  N.  Y.,  to  Nixon,  N.  Y.;  provided  that  a  tariff  naming  said  rate  shall 
be  filed  with  this  Commission  under  P.  S.  C,  2  N.  Y.,  No.  40,  and  posted  at 
stations  at  least  three  (3)  days  prior  to  the  effective  date  specified  in  such 
tariff.  Such  tariff  shall  be  so  filed  and  posted  within  ten  (10)  days  from 
the  date  of  this  order  and  bear  the  following  notation:  "Issued  under 
special  iiermission  of  the  Public  Service  O>mmission,  Second  District,  State 
of  New  York,  No.  319,  of  date  April  21,  1908." 

No.   320;    April  21,   1908;   Jamestown,  Chautauqua  and  Lake  Erie  Railway 
Company : 

Ordered:  That  the  Jamestown,  Chautauaua  and  Lake  Erie  Railway  Com- 
pany be  and  is  hereby  authorized  to  establish  rate  of  twenty  cents  ($0.20) 
per  net  ton  to  apply  on  shipments  of  Ice,  carloads,  minimum  weight  50,00(> 
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pounds,  from  Bonita,  N.  Y.,  and  Lakewood  Ice-Switch,  N.  Y.,  to  Jamestown, 
N.  Y.;  provided  that  a  tariff  naming  said  rate  shall  be  filed  with  this  Com- 
mission and  posted  at  stations  at  least  three  (3)  days  prior  to  the  effective 
date  specified  in  such  tariff.  Such  tariff  shall  be  so  filed  and  posted  within 
ten  (10)  days  from  the  date  of  this  order  and  bear  the  following  notation: 
"  Issued  under  special  permission  of  the  Public  Service  Commission,  Second 
District,  State  of  New  York,  No.  320,  of  date  April  21,  1908." 

No.  321;  April  22,  1908;  West  Shore  Railroad   (N.  Y.  C.  &  H.  R.  R.  R.  Co. 
Lessee) : 

Upon  application  of  the  West  Shore  Railroad  (N.  Y.  C.  &  H;  R.  R.  R.  Co. 
Lessee)  filed  April  18,  1908,  in  which  it  appears  that  rates  applying  upon 
shipments  of  Manure,  in  carloads,  from  Coxsackie,  N.  Y.,  to  various  other 
of  its  stations,  had  been  established  upon  statutory  notice  to  be  effective 
May  14,  1908;  and  that  on  account  of  the  early  opening  of  the  spring  farm 
work,  patrons  need  such  conmiodity  for  immediate  use,  and  for  other  good 
cause  shown,  it  is 

Ordered:  That  the  West  Shore  Railroad  (N.  Y.  C.  &  H.  R.  R  R.  Co.  Lessee) 
bo  and  is  hereby  authorized  to  issue  a  tariff  under  P.  S.  C,  2  N.  Y.,  No.  921, 
naming  the  rates,  carload  capacity,  and  other  conditions  as  now  contained 
in  its  tariff  P.  S.  C,  2  N.  Y.,  No.  907,  applying  on  shipments  of  Manure,  ia 
carloads,  from  Coxsackie,  N.  Y.,  to  such  other  of  its  New  York  state  sta- 
tions as  the  transportation  of  traffic  between  would  be  under  the  jurisdiction 
of  this  Conunission;  provided  that  a  tariff  naming  said  rates  shall  be  filed 
with  this  Conunission  and  posted  at  stations  at  least  three  (3)  days  prior  to 
the  effective  date  specified  in  such  tariff.  This  order  also  includes  authority 
to  cancel,  by  supplement  issue,  its  tariff  P.  S.  C,  2  N.  Y.,  No.  907,  on  its 
effective  date,  May  14,  1908,  such  cancellation  supplement  to  state  that  future 
rates  will  be  as  shown  in  tariff  P.  S.  C,  2  N.  Y.,  No.  921,  and  shall  be  filed 
with  this  Commission  and  posted  at  stations  at  least  three  (3)  days  prior 
to  May  14,  1908.  Such  tariff  and  supplement  shall  be  so  filed  and  posted 
within  ten  (10)  days  from  the  date  of  this  order  and  bear  the  following  no- 
tation :  "  Issued  under  special  permission  of  the  Public  Service  Commission, 
Second  District,  State  of  New  York,  No.  321,  of  date  April  22,  1908." 

No.  322;  April  24,  1908;  The  Delaware,  Lackawanna  and  Western  Railroad 
Company : 

Ordered:  That  The  Delaware,  Lackawanna  and  Western  Railroad  Com- 
pany be  and  is  hereby  authorized  to  issue  a  supplement  to  its  tariff  P.  S.  C, 
2  N.  Y.,  No.  339,  changing  the  wording  under  heading  "  Territory  Applicable 
to"  to  read  "Also  to  Western  Points  in  the  United  States,  and  Points  in 
Canada  .  .  .  ";  provided  that  a  tariff  making  such  change  shall  be  filed 
with  this  Commission  under  Supplement  No.  16  to  P.  S.  C,  2  N.  Y.,  No.  339, 
and  posted  at  stations  at  least  one  day  prior  to  the  effective  date  specified  in 
such  tariff.  Such  tariff  shall  be  so  filed  and  posted  within  five  (5)  days 
from  the  date  of  this  order  and  bear  the  following  notation :  "  Issued  under 
special  permission  of  the  Public  Service  Commission,  Second  District,  State 
of  New  York,  No.  322,  of  date  April  24,  1908." 

No.   323;   April   24,    1908;    Western  New  York   and  Pennsylvania  Traction 
Company: 

Ordered:  That  the  Western  New  York  and  Pennsylvania  Traction  Com- 
pany be  and  is  hereby  authorized  to  issue  Official  Classification  No.  31  >  &nd 
Supplement  No.  6  thereto;  provided  that  such  a  schedule  is  filed  with  this 
Commission  under  P.  S.  C,  2  N.  Y.,  No.  34,  and  posted  at  stations  at  least 
three  (3)  days  prior  to  the  effective  date  to  be  specified  therein  as  May  1, 
1908.  Such  tariff  shall  be  so  filed  and  posted  within  five  (5)  days  from  the 
date  of  this  order  and  bear  the  following  notation:  "Issued  under  special 
permission  of  the  Public  Service  Commission,  Second  District,  State  of  New 
York,  No.  323,  of  date  April  24,  1908." 
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No.  324;  April  25,  1908;  The  New  York  Central  and  Hudson  River  RailnMul 
Company : 

Ordered:  That  The  New  York  Central  and  Hudson  River  Railroad  Com- 
pany be  and  is  hereby  authorized  to  establish  rate  of  thirty-five  dollars 
($35.00)  each  on  Locomotives,  set  up,  not  under  steam  and  moved  on  own 
wheels,  from  Rome,  N.  Y.,  to  Carthage,  N.  Y.;  provided  that  a  tarifT  naming 
said  rate  shall  be  filed  with  this  Commission  and  posted  at  stations  at  least 
one  dcy  prior  to  the  eflfective  date  specified  in  such  tariff.  Such  tariff  shall 
be  so  filed  and  posted  within  five  (5)  days  from  the  date  of  this  order  and 
bear  the  following  notation:  "  Issued  under  special  permission  of  the  Public 
Service  Commission,  Second  District,  State  of  New  York,  No.  324,  of  date 
April  25,  1908.^' 

No.  325;  April  25,  1908;  The  New  York  Central  and  Hudson  River  Railroad 
Company : 

JJ])OU  application  of  The  New  York  Central  and  Hudson  River  Railroad  Com- 
pany filed  April  20,  1908,  from  which  it  appears  that  a  necessity  exists  for  a 
change  in  station  names  and  of  certain  class  rates  now  in  effect  as  applying 
between  Rome,  N.  Y.,  Syracuse,  N.  Y.,  and  a  number  of  stations  on  the  R.,  W. 
&  0.  division  in  order  that  they  may  not  exceed  combined  rates  via  routes  by 
which  lower  rates  are  in  effect;  also  that  certain  rates  should  be  withdrawn 
between  certain  stations  and  between  which  very  high  rates  apply,  but  are 
not  now  used  as  traffic  moves  via  direct  route  and  at  lower  rates,  and  upon 
other  good  cause  being  shown  for  such  changes;  it  is 

Ordered:  That  The  New  York  Central  and  Hudson  River  Railroad  Com- 
pany be  and  is  hereby  authorized  to  issue  a  supplement  to  its  tariff  P.  S.  C, 
2  N.  Y.,  No.  2737,  and  make  such  changes  in  its  present  existing  rates  as  is 
desired  and  set  forth  in  its  application,  as  follows:  Change  in  names  of 
stations;  change  in  class  rates  between  Rome,  N.  Y.,  Syracuse,  N.  Y.,  and 
stations  named  in  application;  withdrawal  of  rates  between  Utica,  N.  Y.,  and 
Rome,  N.  Y.,  Syracuse,  N.  Y.,  Charlotte,  N.  Y.,  Suspension  Bridge,  N.  Y.; 
between  Rome,  N.  Y.,  and  Syracuse,  N.  Y.,  Charlotte,  N.  Y.,  Suspension  Bridge, 
N.  Y. ;  between  Syracuse,  N.  Y.,  and  Charlotte,  N.  Y.,  and  Suspension  Bridge, 
N.  Y.;  provided  that  a  supplement  to  its  tariff  P.  S.  C,  2  N.  Y.,  No.  2737, 
naming  such  changes  and  rates  shall  be  filed  with  this  Commission  and  posted 
at  stations  at  least  one  day  prior  to  the  effective  date  to  be  specified  in  such 
schedule.  Such  tariff  shall  be  so  filed  and  posted  within  ten  days  from  the 
date  of  this  order  and  bear  the  following  notation :  "  Issued  under  special 
permission  of  the  Public  Service  Commission,  Second  District,  State  of  New 
York,  No.  325,  of  date  April  25,  1908." 

No.  326;  April  27,  1908;  Pere  Marquette  Railroad  Company: 

Ordered:  That  the  Pere  Marquette  Railroad  Company  be  and  is  hereby 
authorized  to  establish  at  Buffalo,  N.  Y.,  Black  Rock,  N.  Y.,  and  Suspension 
Bridge,  N.  Y.,  car  demurrage  rules  as  specified  in  application;  provided  that 
a  tariff  naming  said  rules  shall  be  filed  with  this  Commission  under  P.  S.  C, 
2  N.  Y.,  No.  1,  and  posted  at  stations  at  least  one  ( 1 )  day  prior  to  the 
effective  date  to  be  specified  therein  as  ^lay  1,  1908.  Such  tariff  shall  be  so 
filed  and  posted  within  five  (6)  days  from  the  date  of  this  order  and  bear 
the  following  notation:  "Issued  under  special  permission  of  the  Public 
Service  Commission,  Second  District,  State  of  New  York,  No.  326,  of  date 
April  27,  1908." 

No.  327;  April  28,  1908;  The  New  York  Central  and  Hudson  River  Railroad 
Company : 

Ordered:  That  The  New  York  Central  and  Hudson  River  Railroad  Com- 
pany be  and  is  hereby  authorized  to  establish  rate  of  twenty-five  cents 
($0.25)  per  net  ton  to  apply  on  Lumber,  in  carloads,  minimum  weight  twenty 
(20)  net  tons,  from  McKeever,  N.  Y.,  to  Otter,  N.  Y.,  and  White  Lake,  N.  Y.; 
provided  that  a  tariff  naming  said  rate  shall  be  filed  with  this  Commission 
under  Supplement  No.  2  to  P.  S.  C,  2  N.  Y.,  No.  3306,  and  posted  at  stations 
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at  least  one  (1)  day  prior  to  the  effective  date  specified  therein.  Said  sup- 
plement shall  be  issued  to  cancel  on  May  11,  1908,  Supplement  No.  1  to 
P.  S.  C,  2  N.  Y.,  No.  3306,  and  shall  so  state.  Such  tariff  shall  be  so  filed 
and  posted  within  ten  (10)  days  from  the  date  of  this  order  and  bear  the 
following  notation:  "Issued  under  special  permission  of  the  Public  Service 
Ck>mmis8ion,  Second  District,  State  of  New  York,  No.  327,  of  date  April  28, 
1908." 

No.  328;  April  28,  1908;  The  New  York  Central  and  Hudson  River  Railroad 
Company: 

Ordered:  That  The  New  York  Central  and  Hudson  River  Railroad  Com- 
pany be  and  is  hereby  authorized  to  establish  rate  of  $1.70  per  net  ton  to 
apply  on  Cement  (Common,  Hydraulic,  Natural,  or  Portland),  carloads,  mini- 
mum weight  60,000  pounds,  except  when  capacity  of  car  is  less,  in  which 
case  the  actual  capacity  of  car  will  govern,  but  in  no  case  shall  the  minimum 
carload  weight  be  less  than  40,000  pounds,  from- Hudson,  N.  Y.,  to  Niagara 
Falls,  N.  Y.;  provided  that  a  tariff  naming  said  rate  shall  be  filed  with  this 
Commission  under  Supplement  No.  1  to  P.  S.  C,  2  N.  Y.,  No.  3685,  and  posted 
at  stations  at  least  ten  (10)  days  prior  to  the  effective  date  to  be  specified 
therein  as  May  11,  1908.  Such  tariff  shall  be  so  filed  and  posted  within  five 
(5)  days  from  the  date  of  this  order  and  bear  the  following  notation: 
"Issued  under  special  permission  of  the  Public  Service  Commission,  Second 
District,  State  of  New  York,  No.  328,  of  date  April  28,  1908." 

No.  329;  April  29,  1908;  Catskill  Mountain  Railway  Company: 

Upon  application  of  the  Catskill  Mountain  Railway  Company  filed  April 
28,  1908,  it  appearing  that  on  account  of  its  railroad  not  being  in  operation 
during  certain  winter  months  no  tariff  of  freight  rates  is  now  in  eiTect;  that 
the  public  need  requires  that  such  rates  be  put  in  force,  and  to  meet  that 
need  a  tariff  bearing  P.  S.  C,  2  N.  Y.,  No.  4,  containing  class  and  commodity 
rates  between  local  points  was  issued  on  statutory  notice,  filed,  and  published 
as  required  by  law,  with  an  effective  date  as  of  May  20,  1908 ;  conditions  have 
now  arisen  by  which  the  rates  named  in  such  tariff  are  Jieeded  for  immediate 
use;  it  is,  therefore 

Ordered:  That  the  Catskill  Mountain  Railway  Company  be  and  is  hereby 
authorized  to  put  in  force  May  4,  1908,  the  class  and  commodity  rates  named 
in  its  tariff  P.  S.  C,  2  N.  Y.,  No.  4,  applying  between  Catskill,  N.  Y.,  and 
Lawrenceville,  N.  Y.,  M.  H.  Road,  N.  Y.,  Otis  Junction,  N.  Y.,  and  Palen- 
ville,  N.  Y.;  provided  that  a  schedule  making  such  provision  shall  be  filed 
with  this  Commission  under  Supplement  No.  1  to  P.  S.  C,  2  N.  Y.,  No.  4, 
and  posted  at  stations  at  least  one  day  prior  to  the  effective  date  to  be 
specified  therein  as  May  4,  1908.  Such  tariff  shall  be  so  filed  and  posted 
within  three  days  from  the  date  of  this  order  and  bear  the  following  notation : 
"  Issued  under  special  permission  of  the  Public  Service  Commission,  Second 
District,  State  of  New  York,  No.  329,  of  date  April  29,  1908." 

No.   330;   April  28,  1908;   The  New  York  Central  and  Hudson  River  Rail- 
road Company: 

Ordered:  That  The  New  York  Central  and  Hudson  River  Railroad  Com- 
pany be  and  is  hereby  authorized  to  establish  rates  as  named  in  application 
to  apply  upon  shipments  of  Wall  Plaster,  carloads,  minimum  weight  as  per 
Official  Classification,  from  New  York  eity,  N.  Y.,  including  lighterage,  to 
Amawalk,  N.  Y.,  and  various  other  stations  as  named  in  application;  pro- 
vided that  a  tariff  naming  said  rates  shall  be  filed  with  this  Commission 
under  P.  S.  C,  2  N.  Y.,  No.  3821,  and  posted  at  stations  at  least  three  (3) 
days  prior  to  the  effective  date  specified  in  such  tariff.  Such  tariff  shall 
be  so  filed  and  posted  within  ten  (10)  days  from  the  date  of  this  order  and 
bear  the  following  notation :  "  Issued  under  special  permission  of  the  Public 
Service  Commisfsion,  Second  District,  State  of  New  York,  No.  330,  of  date 
April  28,  1908." 
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No.  331;  April  28,  1908;  Catskill  Mountain  Railway  Company: 

Ordered:  That  the  Catskill  Mountain  Railway  Company,  in  connection 
with  the  Otis  Railway  Company,  Catskill  and  Tannersville  Railway  Com- 
pany, and  Catskill  and  New  York  Steamboat  Company,  Limited,  be  and  is 
hereby  authorized  to  establish  class  rates  as  specified  in  application  to  apply 
between  New  York,  N.  Y.,  and  Otis  Summit,  N.  Y.»  Antlers,  N.  Y.,  Laurel 
House  Station,  N.  Y.,  Haines  Corners,  N.  Y.,  and  Tannersville,  N.  Y.;  pro- 
vided that  a  tariff  naming  said  rates  shall  be  filed  with  this  Commission 
under  P.  S.  C,  2  N.  Y.,  No.  7,  and  posted  at  stations  at  least  ten  (10) 
days  prior  to  the  effective  date  to  be  specified  therein  as  May  20,  1908.  Such 
tariff  shall  be  so  filed  and  posted  within  ten  (10)  days  from  the  date  of 
this  order  and  bear  the  following  notation :  "  Issued  under  special  per- 
mission of  the  Public  Service  (Commission,  Second  District,  State  of  New 
York,  No.  331,  of  date  April  28,  1908." 

No.  332;  April  29,  1908;  Catskill  Mountain  Railway  Company: 

Upon  application  of  the  Catskill  Mountain  Railway  CJompany  filed  April 
28,  1908,  it  appearing  that  on  account  of  its  railroad  not  being  in  operation 
during  certain  winter  months  no  tariff  of  freight  rates  is  now  in  effect;  that 
the  public  need  requires  that  such  rates  be  put  in  force,  and  to  meet  that 
need  a  tariff  bearing  P.  S.  C,  2  N.  Y.,  No.  6,  containing  class  and  com- 
modity rates  between  the  points  specified  in  the  tariff  was  issued  on  statu- 
tory notice,  filed,  and  published  as  required  by  law,  with  an  effective  date 
as  of  May  20,  1908;  conditions  have  now  arisen  by  which  the  rates  named 
in  such  tariff  are  needed  for  immediate  use;  it  is  therefore 

Ordered:  That  the  Catskill  Mountain  Railway  Company,  in  connection 
with  the  Otis  Railway  Company  and  Catskill  and  Tannersville  Railway  Com- 
pany, be  and  is  hereby  authorized  to  put  in  force  May  4,  1908,  the  rates  as 
named  in  its  tariff  P.  S.  C,  2  N.  Y.,  No.  6;  provided  that  a  schedule  making 
such  provision  shall  be  filed  with  this  Commission  under  Supplement  No. 
1  to  P.  S.  C,  2  N.  Y.,  No.  5,  and  posted  at  stations  at  least  one  (1)  day 
prior  to  the  effective  date  to  be  specified  therein  as  May  4,  1908.  Such 
tariff  shall  be  so  filed  and  posted  within  three  (3)  days  from  the  date  of 
this  order  and  bear  the  following  notation :  "  Issued  under  special  permis- 
sion of  the  Public  Service  Commission,  Second  District,  State  of  New  York, 
No.  332,  of  date  April  29,  1908." 

No.  333;  April  30,  1908;  West  Shore  Railroad  (N.  Y.  C.  &  H.  R.  R.  R.  Co. 
Lessee)  : 

Ordered:  That  the  West  Shore  Railroad,  in  connection  with  The  New 
York  Central  and  Hudson  River  Railroad  Company  and  Central  New  England 
Railway  Company,  be  and  is  hereby  authorized  to  change  routing  sTiown 
under  Route  F  on  page  6  of  P.  S.  C,  2  N.  Y.,  No.  909,  to  read  as  follows: 
"Via  the  New  York  Central  and  Hudson  River  railroad,  Fishkill  Landing, 
N.  Y.,  and  Central  New  England  railway " ;  provided  that  a  tariff  making 
such  change  shall  be  filed  with  this  Commission  under  Supplement  No.  1 
to  P.  S.  C.,  2  N.  Y.,  No.  909,  and  posted  at  stations  at  least  fifteen  (15) 
days  prior  to  the  effective  date  to  be  specified  therein  as  June  1,  1908. 
Such  tariff  shall  be  so  filed  and  posted  within  ten  (10)  days  from  the 
date  of  this  order  and  bear  the  following  notation:  "  Issued  under  special 
permission  of  the  Public  Service  Commission,  Second  District,  State  of  New 
York,  No.  333,  of  date  April  30,  1908." 

No.  334;   April  30,   1908;   The  New  York  Central  and  Hudson  River  Rail- 
road Company: 

Ordered:  That  The  New  York  Ontral  and  Hudson  River  Railroad  Com- 
pany, in  connection  with  the  Central  New  England  Railway  0>mpany,  be 
and  is  hereby  authorized  to  change  routing  shown  under  Route  E  on  page 
7  of  P.  S.  C,  2  N.  Y.,  No.  3733,  to  read  as  follows:  "Via  Fishkill  Landing, 
N.  Y.";  provided  that  a  tariff  making  such  change  shall  be  filed  with  this 
Commission  under   Supplement  No.   1   to  P.   S.  C,  2  N.  Y.,  No.   3733,  and 
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posted  at  stations  at  least  fifteen  (15)  days  prior  to  the  effective  date  to 
be  specified  therein  as  June  1,  1908.  Such  tariff  shall  be  so  filed  and  posted 
within  ten  (10)  days  from  the  date  of  this  order  and  bear  the  following 
notation :  "  Issued  under  special  permission  of  the  Public  Service  Commission, 
Second  District,  State  of  New  York,  No.  334,  of  date  April  30,  1908." 

No.  335;  May  1,  1908 ;•  International  Railway  Company: 

Ordered:  That  the  International  Railway  Company  be  and  is  hereby 
authorized  to  establish  the  following  proportional  class  rates  applying 
between  Lockport,  N.  Y.,  and  Burt,  N.  Y.,  Corwin,  N.  Y.,  Newfane,  N.  Y., 
Olfott,  N.  Y.,  and  Wrights,  N.  Y.,  upon  shipments  received  from  or  delivered 
to  the  Erie  railroad  at  Lockport,  N.  Y.,  when  coming  from  or  destined  to 
points  beyond:  First  class,  twelve  cents  ($0.12);  second  class,  eight  cents 
($0.08);  third  class,  seven  cents  ($0.07);  fourth  class,  ^ve  cents  ($0.05); 
fifth  class,  four  cents  ($0.04) ;  sixth  class,  two  and  one-half  cents  ($0.02^^) 
per  one  hundred  (100)  pounds;  provided  that  a  tariff  naming  said  rates 
shall  be  filed  with  this  Commission  under  P.  S.  C,  2  N.  Y.,  No.  10,  and 
posted  at  stations  at  least  one  (1)  day  prior  to  the  effective  date  specified 
in  such  tariff.  Such  tariff  shall  be  so  filed  and  posted  within  five  (5)  days 
from  the  date  of  this  order  and  bear  the  following  notation:  "Issued  under 
special  permission  of  the  Public  Service  Commission,  Second  District,  State 
of  New  York,  No.  335,  of  date  May  1,  1908." 

No.  336;  May  1,  1908;  International  Railway  Company: 

Ordered:  That  the  International  Railway  Company  be  and  is  hereby 
authorized  to  establish  proportional  rate  of  forty-five  cents  ($0.45)  per 
net  ton  on  Coal  (Anthracite  and  Bituminous),  carloads,  between  Lockport, 
N.  Y.,  and  Burt,  N.  Y.,  Corwin,  N.  Y.,  Newfane,  N.  Y.,  Olcott,  N.  Y.,  and 
Wrights,  N.  Y.,  to  apply  on  shipments  received  from  or  delivered  to  the 
Erie  railroad  at  Lockport,  N.  Y.,  when  coming  from  or  destined  to  points 
beyond;  provided  that  a  tariff  naming  said  rate  is  filed  with  this  Commission 
under  P.  S.  C,  2  N.  Y.,  No.  9,  and  posted  at  stations  at  least  one  (1)  day 
prior  to  the  effective  date  specified  in  such  tariff.  Such  tariff  shall  be  so 
filed  and  posted  within  five  (5)  days  from  the  date  of  this  order  and  bear 
the  following  notation :  "  Issued  under  special  permission  of  the  Public 
Service  Commission,  Second  District,  State  of  New  York,  No.  336,  of  date 
May   1,  1908." 

No.   337;    May   4,    1908;   The  New   York   Central   and   Hudson   River  Rail- 
road Company: 

Ordered:  That  The  New  York  Central  and  Hudson  River  Railroad  Com- 
pany be  and  is  hereby  authorized  to  establish  rate  of  two  cents  ($0.02) 
per  one  hundred  (100)  pounds  to  apply  on  shipments  of  Pulp  (Wood), 
carloads,  minimum  weight  forty  thousand  (40,000)  pounds,  from  Oswegatchie, 
N.  Y.,  to  Harrisville,  N.  Y.;  provided  that  a  tariff  naming  said  rate  shall  be 
filed  with  this  Commission  under  P.  S.  C,  2  N.  Y.,  No.  3861,  and  posted 
at  stations  at  least  three  (3)  days  prior  to  the  effective  date  specified  in 
such  tariff.  Such  tariff  shall  be  so  filed  and  posted  within  ten  (10)  days 
from  the  date  of  this  order  and  bear  the  following  notation :  "  Issued  under 
special  permission  of  the  Public  Service  Commission,  Second  District,  State 
of  New  York,  No.  337,  of  date  May  4,  1908." 

No.   338;   May   4,    1908;    The  New   York   Central   and   Hudson   River   Rail- 
road Company: 

Ordered:  That  The  New  York  Central  and  Hudson  River  Railroad  Com- 
pany be  and  is  hereby  authorized  to  establish  on  Cheese,  in  boxes,  any  quan- 
tity, rate  of  twelve  cents  ($0.12)  per  one  hundred  (100)  pounds  from  Parish, 
N.  Y.,  and  Oswego,  N.  Y.,  to  Boonville,  N.  Y.;  rate  of  twelve  cents  ($0.12) 
per  one  hundred  (100)  pounds  from  Red  Creek,  N.  Y.,  and  Wolcott,  N.  Y., 
to  lx)wville,  N.  Y.;  and  rate  of  fourteen  cents  ($0.14)  per  one  hundred 
(100)  pounds  from  Sodus,  N.  Y.,  to  Lowville,  N.  Y.;  provided  that  a  tariff 
naming  said  rates  shall  be  filed  with  this  Commission  under  Supplement  No. 
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1  to  P.  S.  C,  2  N.  Y.,  No.  3697,  and  posted  at  stations  at  least  three  (3) 
days  prior  to  the  effective  date  to  be  specified  therein  as  May  11,  1908. 
Such  tariff  shall  be  so  filed  and  posted  within  five  (5)  days  from  the  date 
of  this  order  and  bear  the  following  notation :  "  Issued  nnder  special  per- 
mission of  the  Public  Service  Commission,  Second  District,  State  of  New 
York,  No.  338,  of  date  May  4,  1908." 

No.  339;  May  4,  1908;  The  New  York  Central  and  Hudson  River  Railroad 
Company: 

Ordered:  That  The  New  York  Central  and  Hudson  River  Railroad  Com- 
pany, in  connection  with  the  New  York  and  Ottawa  Railway  Company,  be 
and  is  hereby  authorized  to  establish  rate  of  two  dollars  ($2.00)  per  net 
ton  to  apply  on  shipments  of  Brick  (Fire),  Clay  (Fire),  and  Sand  (Fire), 
in  straight  or  mixed  carloads,  minimum  weisrht  forty  thousand  (40.000) 
pounds,  from  Troy,  N.  Y.,  to  St.  Regis  Falls,  N.  Y.,  via  Tupper  Lake  Junc- 
tion. N.  Y..  and  the  New  York  and  Ottawa  railway;  provided  that  a  tariff 
naming  said  rate  shall  be  filed  with  this  Commission  under  P.  S.  C,  2  N.  Y., 
No.  3850,  and  posted  at  stations  at  least  three  (3)  days  prior  to  the  effective 
date  sreoified  in  such  tariff.  Such  tariff  shall  be  so  filed  and  posted  within 
ten  (10)  days  from  the  date  of  this  order  and  bear  the  following  notation: 
"  Issued  under  special  permission  of  the  Public  Service  Commission,  Sec6nd 
District,  State  of  New  York,  No.  339,  of  date  May  4,  1908." 

No.    340;    May    4,    1908;    Western    New    York    and    Pennsylvania    Traction 
Company : 

Ordered:  That  the  Western  New  York  and  Pennsylvania  Traction  Com- 
pany be  and  is  hereby  authorized  to  establish  on  Sand,  carloads,  minimum 
weight  as  per  Official  Classification,  rate  of  forty  cents  ($0.40)  per  net  ton 
from  Killbuck,  N.  Y.,  to  Salamanca,  N.  Y.,  and  Clean,  N.  Y. ;  and  rate 
of  sixty  cents  ($0.60)  per  net  ton  from  Killbuck,  N.  Y.,  to  Bolivar,  N.  Y.; 
provided  that  a  tariff  naming  said  rates  shall  be  filed  with  this  Commission 
under  P.  S.  C.  2  N.  Y.  No.  35,  and  rested  at  stations  at  least  ten  (10) 
days  prior  to  the  effective  date  specified  in  such  tariff.  Such  tariff  shall  be 
so  filed  and  posted  within  ten  (10)  days  from  the  date  of  this  order  and 
bear  the  following  notation:  "Issued  under  special  permission  of  the  Public 
Service  Cbmmission,  Second  District,  State  of  New  York,  No.  340,  of  date 
May  4,  1908." 

No.    341;    May   7,    1908;    The   New   York    Central    and    Hudson   River   Rail- 
road Company: 

Upon  application  of  The  New  Ynrk  Central  and  Hudson  River  Railroad 
Company,  filed  April  30,  1908,  and  for  good  cause  sho^vn,  and  without  passing 
upon  the  legality  of  the  rates  involved,  it  is 

Ordered:  That  The  New  York  Central  and  Hudson  River  Railroad  Com- 
pany, in  connection  with  the  \Ve9t  Shore  Railroad  Company  (N.  Y.  C.  & 
H.  R.  R.  R.  Co.  Lessee),  be  and  is  hereby  authorized  to  establish  on  Lime, 
carloads,  minimum  weight  forty  thousand  (40.000)  pounds,  rate  of  eight 
cents  ($0.08)  per  one  hundred  (100)  pounds  from  Natural  Bridge.  N.  Y., 
to  Oneida,  N.  Y.,  and  rate  of  ei^rht  cents  ($0.08)  per  one  hundred  (100) 
pounds  from  Natural  Bridge,  N.  Y.,  to  Oneida  Castle,  N.  Y,  via  West  Shore 
railroad;  provided  that  a  tariff  naming  said  rates  shall  be  filed  with  this 
Commission  under  Supplement  No.  1  to  P.  S.  C,  2  N.  Y.,  No.  3557,  and 
posted  at  stations  at  least  one  ( 1 )  day  prior  to  the  effective  date  specified 
in  suoh  tariff.  Such  tariff  shall  be  so  filed  and  posted  within  ten  (10) 
days  from  the  date  of  this  order  and  bear  the  following  notation :  "  Issued 
under  special  permission  of  the  Public  Service  Commission,  Second  District, 
State  of  New  York,  No.  341,  of  date  May  7,  1908." 

No.    342;    May   6,    1908;    The  New  York   Central   and   Hudson   River   Rail- 
road Company: 

Ordered:  That  The  New  York  Central  and  Hudson  River  Railroad  Com- 
pany be  and  is  hereby  authorized  to  establish  rates  as  named  In  application 
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to  apply  upon  shipments  of  Tomato  Plants,  carloads,  minimum  weight 
twenty  thousand  (20,000)  pounds,  from  Lockport,  N.  Y.,  and  Rochester,  N.  Y., 
to  Sanborn,  N.  Y.,  and  other  stations  as  specified  in  the  application;  pro- 
vided that  a  tariff  naming  said  rates  shall  be  filed  with  this  Conunission 
under  P.  S.  C,  2  N.  Y.,  No.  3844,  and  posted  at  stations  at  least  three 
(3)  days  prior  to  the  etfective  date  specified  in  such  tariff.  Such  tariff 
shall  be  so  filed  and  posted  witliin  ten  (10)  days  from  the  date  of  this 
order  and  bear  the  following  notation :  **  Issued  under  special  permission 
of  the  Public  Service  Commission,  Second  District,  State  of  New  York, 
No.  342,  of  date  May  5,  1908." 

No.  343;  May  7,  1908;  The  Delaware  and  Hudson  Company: 

Ordered:  That  The  Delaware  and  Hudson  Company  be  and  is  hereby 
authorized  to  establish  rate  of  thirteen  cents  ($0.13)  per  one  hundred 
(100)  pounds  to  apply  on  shipments  of  Potatoes,  in  bulk,  carloads,  minimum 
weight  thirty  thousand  (30,000)  pounds,  from  stations  Willsborough,  N.  Y.,  to 
Ausable  Forks,  N.  Y.,  inclusive;  and  Beekmantown,  N.  Y.,  to  Rouses  Point, 
N.  Y.,  inclusive,  as  specified  in  tariff  P.  S.  C,  2  N.  Y.,  No.  1228,  to  Sche- 
nectady, N.  Y. ;  provided  that  a  tariff  naming  said  rate  shall  be  filed  with 
this  Commission  under  P.  S.  C,  2  N.  Y.,  No.  1554,  and  posted  at  stations 
at  least  three  (3)  days  prior  to  the  effective  date  specified  in  such  tariff. 
Such  tariff  shall  be  so  filed  and  posted  within  ten  (10)  days  from  the  date 
of  this  order  and  bear  the  following  notation :  "  Issued  under  special  per- 
mission of  the  Public  Service  Commission,  Second  District,  State  of  New 
York,  No.  343,  of  date  May  7,  1908." 

No.    344;   May  7,    1908;    Jamestown,   Chautauqua   and   Lake   Erie   Railway 
Company : 

Ordered:  That  the  Jamestown,  Chautauqua  and  Lake  Erie  Railway  Com- 
pany be  and  is  hereby  authorized  to  change  the  P.  S.  C,  2  N.  Y.,  number 
on  its  tariff  of  car  service  rules  and  charges  now  filed  as  P.  S.  C,  2  N.  Y., 
No.  41,  to  read  as  follows;  "P.  S.  C,  2  N.  Y.,  No.  42";  provided  that 
a  tariff  making  said  change  shall  be  filed  with  this  Commission  under  Supple- 
ment No.  1  to  P.  S.  C,  2  N.  Y.,  No.  41,  and  posted  at  stations  at  least 
three  (3)  days  prior  to  the  effective  date  specified  in  such  tariff.  Such 
tariff  shall  be  so  filed  and  posted  within  ten  (10)  days  from  the  date  of  this 
order  and  bear  the  following  notation :  "  Issued  under  special  permission 
of  the  Public  Service  Commission,  Second  District,  State  of  New  York, 
No.  344,  of  date  May  7,  1908." 

No.  345;  May  11,  1908;  New  York  and  Ottawa  Railway  Company: 

Ordered:  That  the  New  York  and  Ottawa  Railway  Company  be  and  is 
hereby  authorized  to  establish  rate  of  one  dollar  ($1.00)  per  gross  ton  to 
apply  on  Steel  and  Iron  Rails,  carloads,  minimum  weight  15  gross  tons, 
from  Tapper  Lake,  N.  Y.,  and  Tupper  Lake  Junction,  N.  Y.,  to  Meno,  N.  Y., 
Santa  Clara,  N.  Y.,  and  St.  Regis  Falls,  N.  Y.;  provided  that  a  tariff 
naming  said  rate  shall  be  filed  with  this  Commission  under  P.  S.  C,  2  N.  Y., 
No.  89,  and  posted  at  stations  at  least  three  (3)  days  prior  to  the  effective 
date  specified  in  such  tariff.  Such  tariff  shall  be  so  filed  and  posted  within 
ten  (10)  days  from  the  date  of  this  order  and  bear  the  following  notation: 
'*  Issued  imder  special  permission  of  the  Public  Service  Commission,  Second 
District,  State  of  New  York,  No.  345,  of  date  May  11,  1908." 

No.   346;   May   11,    1908;    The  New  Y'ork   Central   and   Hudson  River   Rail- 
road Company: 

Ordered:  That  The  New  Y'ork  Central  and  Hudson  River  Railroad  Com- 
pany be  and  is  hereby  authorized  to  establish  rate  of  one  dollar  and  twenty 
cents  ($1.20)  per  net  ton  to  apply  on  shipments  of  Wood  (Cord),  carloads, 
minimum  weight  forty  thousand  (40,000)  pounds,  from  Somers  Center, 
N.  Y.,  and  other  stations  as  named  in  application,  to  33d  Street,  New  York, 
N.  Y.,  and  other  stations  as  named  in  application;  provided  that  a  tariff 
naming  said  rate  shall  be  filed  with  this  Commission  under  P.  S.  C,  2  N.  Y., 
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No.  3907,  and  posted  at  stations  at  least  three  (3)  days  prior  to  the 
effective  date  specified  in  such  tariff.  Such  tariff  shall  be  so  filed  and  posted 
within  ten  (10)  days  from  the  date  of  this  order  and  bear  the  following 
notation:  "  Issued  under  special  permission  of  the  Public  Service  Commission, 
Second  District,  State  of  New  York,  No.  346,  of  date  May  11,  1908." 

No.   347;    May   11,   1908;   The  New  York  Central   and  Hudson  River  Rail- 
road Company: 

Ordered:  That  The  New  York  Central  and  Hudson  River  Railroad  Com- 
pany be  and  is  hereby  authorized  to  establish  rate  of  seven  cents  ($0.07) 
per  one  hundred  (100)  pounds  to  apply  upon  shipments  of  Pulp  (Wood), 
carloads,  minimum  weight  forty  thousand  (40,000)  pounds,  from  Forestport, 
N.  Y.,  to  Phoenix,  N.  Y. ;  provided  that  a  tariff  naming  said  rates  shall 
be  filed  with  this  Commission  under  P.  S.  C,  2  N.  Y.,  No.  3913,  and  posted 
at  stations  at  least  three  (3)  days  prior  to  the  effective  date  specified  in 
such  tariff.  Such  tariff  shall  be  so  filed  and  posted  within  ten  (10)  days 
from  the  date  of  this  order  and  bear  the  following  notation:  "Issued  under 
special  permission  of  the  Public  Service  Commission,  Second  District,  State 
of  New  York,  No.  347,  of  date  May  11,  1908." 

No.  348;  May  11,  1908;  Little  Falls  and  Dolgeville  Railroad  Company: 

Ordered:  That  tlie  Little  Falls  and  Dolgeville  Railroad  Company,  in  con- 
nection with  The  New  York  Central  and  Hudson  River  Railroad  Company, 
be  and  is  hereby  authorized  to  establish  rate  of  seven  cents  ($0.07)  per 
one  hundred  (100)  pounds  to  apply  on  shipments  of  Logs,  carloads,  minimum 
weight  as  per  Official  Classification,  from  Salisbury  Center,  N.  Y.,  to  Herki- 
mer, N.  Y.,  via  Little  Falls,  N.  Y.,  and  the  N.  Y.  C.  &  H.  R.  R.  R.;  pro- 
vided that  a  tariff  naming  said  rate  shall  be  filed  with  this  Commission 
under  P.  S.  C,  2  N.  Y.,  No.  63,  and  posted  at  stations  at  least  three  (3) 
days  prior  to  the  effective  date  specified  in  such  tariff.  Such  tariff  shall 
be  so  filed  and  posted  within  ten  (10)  days  from  the  date  of  this  order 
and  bear  the  following  notation :  "  Issued  under  special  permission  of  the 
Public  Service  Commission,  Second  District,  State  of  New  York,  No.  348, 
of  date  May  11,  1908." 

No.  3-1 0;  May  11,  1908;  Little  Falls  and  Dolgeville  Railroad  Company: 

Ordered:  That  the  Little  Falls  and  Dolgeville  Railroad  Company,  in  con- 
nection with  The  New  York  Central  and  Hudson  River  Railroad  Company, 
be  and  is  hereby  authorized  to -establish  rate  as  specified  in  application  to 
apply  upon  shipments  of  Box  Sliooks,  carloads,  minimum  weight  as  per 
Official  Classification,  from  Salisbury  Center,  N.  Y.,  to  St.  Johnsville,  N.  Y., 
and  other  stations  named  in  application,  via  Little  Falls,  N.  Y.,  and  the 
N.  Y.  C.  &  H.  R.  R.  R.;  provided  that  a  tariff  naming  said  rates  shall  be 
filed  with  this  Commission  under  P.  S.  C,  2  N.  Y.,  No.  62,  and  posted  at 
stations  at  least  three  (3)  days  prior  to  the  effective  date  specified  in  such 
tariff.  Such  tariff  shall  be  so  filed  and  posted  within  ten  (10)  days  from 
the  date  of  this  order  and  hear  the  following  notation:  "Issued  under 
special  permission  of  the  Public  Service  Commission,  Second  District,  State 
of  New  York,  No.  349,  of  date  May  11,  1908." 

No.   350;    May   11,   1908;   The  New  York  Central   and  Hudson  River  Rail- 
road Company: 

Ordered:  That  The  New  York  Central  and  Hudson  River  Railroad  Com- 
pany be  and  is  hereby  authori25ed  to  establish  rates  as  named  in  application 
to  apply  on  shipments  of  Wall  Plaster,  carloads,  minimum  weight  as  per 
Official  Classification,  from  New  York,  N.  Y.,  to  various  stations  as  specified 
in  the  application;  provided  that  a  tariff  naming  said  rates  shall  be  filed 
with  this  Commission  under  P.  S.  C,  2  N.  Y.,  No.  3901,  superseding  P.  S.  C, 
2  N.  Y.,  No.  3821,  and  posted  at  stations  at  least  three  (3)  days  prior  to 
the  effective  date  specified  in  such  tariff.  Such  tariff  shall  be  so  filed  and 
posted  within  ten   (10)   days  from  the  date  of  this  order  and  bear  the  fol- 
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lowing  notation :  "  Issued  under  special  permission  of  the  Public  Service 
CJommission,  Second  District,  State  of  New  York,  No.  350,  of  date  May  11, 
1908." 

No.  361;  May  12,  1908;  New  York,  Ontario  and  Western  Railway  Company: 

Ordered:  That  the  New  York,  Ontario  and  Western  Railway  Company 
be  and  is  hereby  authorized  to  establish  rate  of  seven  cents  ($0.07)  per  one 
hundred  (100)  pounds  to  apply  upon  shipments  of  Pipe  (Cast  Iron,  Water), 
carloads,  minimum  weight  as  per  Official  Classification,  from  Utica,  N.  Y., 
to  Oswego,  N.  Y.,  and  Fulton,  N.  Y.;  provided  that  a  tariff  naming  said 
rate  shall  be  filed  with  this  Commission  under  P.  S.  C,  2  N.  Y.,  No.  1020, 
and  posted  at  stations  at  least  three  (3)  days  prior  to  the  effective  date 
specified  in  such  tariff.  Such  tariff  shall  be  so  filed  and  posted  within  ten 
(10)  days  from  the  date  of  the  order  and  bear  the  following  notation: 
"  Issued  under  special  permission  of  the  Public  Service  Commission,  Second 
District,  State  of  New  York,  No.  351,  of  date  May  12,  1908." 

No.   362;   May   12,   1008;   The  New  York  Central  and  Hudson  River  Rail- 
road Company: 

Ordered:  That  The  New  York  Central  and  Hudson  River  Railroad  Com- 
pany, in  connection  with  the  Central  New  England  Railway  Company,  be 
and  is  hereby  authorized  to  establish  rate  of  one  dollar  and  twenty  cents 
($1.20)  per  net  ton  to  apply  on  shipments  of  Manure,  carloads,  minimum 
weight  sixty  thousand  (60,000)  pounds,  from  Millwood,  N.  Y.,  and  York- 
town  Heights.  N.  Y.,  to  Bethel,  N.  Y.,  Pine  Plains,  N.  Y.,  and  Enos  Siding, 
N.  Y.,  via  Millerton,  N.  Y.,  and  Central  New  England  railway;  provided 
that  a  tariff  naming  said  rate  shall  be  filed  with  this  Commission  under 
P.  S.  C,  2  N.  Y.,  No.  3912,  and  posted  at  stations  at  least  three  (3)  days 
prior  to  the  effective  date  specified  in  such  tariff.  Such  tariff  shall  be  so 
filed  and  posted  within  ten  (10)  days  from  the  date  of  this  order  and  bear 
the  following  notation:  "Issued  under  special  permission  of  the  Public 
Service  Commission,  Second  District,  State  of  New  York,  No.  362,  of  date 
May  12,  1908." 

No.  353;   May   12,   1908;   The  New  York   Central   and  Hudson   River  Rail- 
road Company: 

Ordered:  That  The  New  York  Central  and  Hudson  River  Railroad  Com- 
pany, in  connection  with  The  Delaware  and  Hudson  Company,  be  and  is 
hereby  authorized  to  establish  class  rates  as  named  in  application  to  apply 
on  shipments  from  New  York,  N.  Y.,  and  other  stations  as  specified  in  the 
application  to  Raybrook,  N.  Y.,  and  Lake  Placid,  N.  Y.,  via  Saranac  Lake, 
N.  Y.,  and  The  Delaware  and  Hudson  Company;  provided  that  a  tariff 
naming  said  rates  shall  be  filed  with  this  Commission  under  P.  S.  C,  2  N.  Y., 
No.  3699,  and  posted  at  stations  at  least  three  (3)  days  prior  to  the 
effective  date  specified  in  such  tariff.  Such  tariff  shall  be  so  filed  and  posted 
within  ten  (10)  days  from  the  date  of  this  order  and  bear  the  following 
notation:  "Issued  under  special  permission  of  the  Public  Service  Commis- 
sion, Second  District,  State  of  New  York,  No.  353,  of  date  ^lay  12,  1908." 

No.  354;  May  12,  1908;  West  Shore  Railroad   (N.  Y.  C.  &  H.  R.  R.  R.  Co. 

Lessee) : 

Ordered:  That  the  West  Shore  Railroad  (N.  Y.  C.  &  H.  R.  R.  R.  Co. 
Lessee),  in  connection  with  The  New  York  Central  and  Hudson  River  Rail- 
road Company  and  The  Delaware  and  Hudson  Company,  be  and  is  hereby 
authorized  to  establish  class  rates  as  named  in  application  to  apply  on  ship- 
ments from  Tappan,  N.  Y.,  and  other  stations  named  in  application,  to 
Raybrook,  N.  Y.,  and  Lake  Placid,  N.  Y.,  via  Utica,  N.  Y.,  the  New  York 
Central  and  Hudson  River  railroad,  Saranac  Lake,  N.  Y.,  and  The  Delaware 
and  Hudson  Company;  provided  that  a  tariff  naming  said  rates  shall  be 
filed  with  this  Commission  under  P.  S.  C,  2  N.  Y.,  No.  899,  and  posted  at 
stations  at  least  three   (3)   days  prior  to  the  effective  date  specified  in  such 
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tariff.  Such  tariff  shall  be  so  filed  and  posted  within  ten  (10)  days  from 
the  date  of  this  order  and  bear  the  following  notation:  "  Issued  under  speeial 
permission  of  the  Public  Service  Commission,  Second  District,  State  of  N«w 
York,  No.  354,  of  date  May  12,  1908.'* 

No.  355;  May  13,  1908;  The  New  York  Central  and  Hudson  River  Bailroad 
Company: 

Orthrcd:  That  The  New  York  Central  and  Hudson  River  Railroad  Com- 
pany, in  connection  with  The  Delaware  and  Hudson  Company,  be  and  is 
hereby  authorized  to  establish  rate  of  twelve  cents  ($0.12)  per  one  hundred 
(100)  pounds  to  apply  upon  shipments  of  Pulp  (Wood),  carloads,  minimiUB 
weight  forty  thousand  (40,000)  pounds,  from  Hinckley,  N.  Y.,  to  Platta- 
burgh,  N.  Y.,  via  Saranac  Lake,  N.  Y.,  and  The  Delaware  and  Hudson  Com- 
pany; provided  that  a  tariff  naming  said  rate  aliall  be  filed  with  this  Com- 
mission under  P.  S.  C,  2  N.  Y.,  No.  3914,  and  posted  at  stations  at  least 
three  (3)  days  prior  to  the  effective  date  specified  in  such  tariff.  Such  tariff 
shall  be  so  filed  and  posted  within  ten  (10)  days  from  the  date  of  this  order 
and  bear  the  following  notation:  "Issued  under  special  permission  of  the 
Public  Service  Commission,  Second  District,  State  of  New  York,  No.  365,  of 
date  May  13,  1908." 

No.  356;  May  13,  1908;  The  New  York  Central  and  Hudson  River  Railroad 
Company : 

Ordered:  That  The  New  York  Central  and  Hudson  River  Railroad  Com- 
pany be  and  is  hereby  authorized  to  establish  switching  charge  of  three 
dollars  and  fifty  cents  ($3.50)  per  car  at  Gouverneur,  N.  Y.,  to  apply  upon 
shipments  from  siding  of  the  Aldrich  Paper  Company  to  the  siding  of  the 
Lace  Mill;  provided  that  a  tariff  naming  said  charge  shall  be  filed  with 
this  Commission  under  P.  S.  C,  2  N.  Y.,  No.  3915,  and  posted  at  stations 
at  least  three  (3)  days  prior  to  the  effective  date  specified  in  such  tariff. 
Such  tariff  shall  be  so  filed  and  posted  within  ten  (10)  days  from  the  date 
of  this  order  and  bear  the  following  notation:  "Issued  under  speeial  per- 
mission of  the  Public  Service  Commission,  Second  District,  State  of  New 
York,  No.  350,  of  date  May  13,  1908." 

No.  357;  May  14,  1908;  The  New  York  Central  and  Hudson  River  Railroad 
Company: 

Ordered:  That  The  New  York  Central  and  Hudson  River  Railroad  Com- 
pany be  and  is  hereby  authorized  to  establish  rate  of  three  cents  ($0.03)  per 
one  hundred  (100)  pounds  to  apply  upon  shipments  of  Pulp  (Wood),  car- 
loads, minimum  weight  forty  thousand  (40,000)  pounds,  from  Canton,  N.  Y., 
to  Carthage,  N.  Y. ;  provided  that  a  tariff  naming  said  rate  shall  be  filed 
with  this  (Commission  under  P.  S.  C,  2  N.  Y.,  No.  3937,  and  posted  at  sta- 
tions at  least  three  (3)  days  prior  to  the  effective  date  specified  in  such 
tariff.  Such  tariff  shall  be  so  filed  and  posted  within  ten  (10)  days  from 
the  date  of  this  order  and  bear  the  following  notation :  "  Issued  under 
special  permission  of  the  Public  Service  Commission,  Second  District,  State 
of  New  York,  No.  357,  of  date  May  14,  1908." 

No.  358;  May  14,  1908;  The  New  York  Central  and  Hudson  River  Railroad 
Company : 

Ordered:  That  The  New  York  Central  and  Hudson  River  Railroad  Com- 
pany be  and  is  hereby  authorized  to  establish  rate  of  twenty-five  cents 
($0.25)  per  net  ton  to  apply  upon  shipments  of  Sand,  carloads,  minimum 
weight  marked  capacity  of  car,  but  not  less  than  forty  thousand  (40,000) 
pounds,  from  Forestport,  N.  Y.,  to  Remsen,  N.  Y. ;  provided  that  a  tariff 
naming  said  rate  shall  be  filed  with  this  (Commission  under  P.  S.  C,  2 
N.  Y.,  No.  3926,  and  posted  at  stations  at  least  three  (3)  days  prior  to  the 
effective  date  specified  in  such  tariff.  Such  tariff  shall  be  so  filed  and  posted 
within  ten  (10)  days  from  the  date  of  this  order  and  bear  tlie  following- 
notation:  "Issued  under  special  permission  of  the  Public  Service  Commis- 
sion, Second  District,  State  of  New  York,  No.  358,  of  date  May  14,  1908." 
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No.  359;  May  14,  1908;  The  New  York  Central  and  Hudson  River  Railroad 
Company : 

Ordered:  That  The  New  York  Central  and  Hudson  River  Railroad  Com- 
pany, in  connection  with  The  Delaware  and  Hudson  Company,  be  and  is 
hereby  authorized  to  establish  rate  of  one  dollar  and  five  cents  ($1.05)  per 
net  ton  to  apply  upon  shipments  of  Stone  (Crushed),  carloads,  minimum 
weight  marked  capacity  of  car,  but  not  less  than  forty  thousand  (40,000) 
pounds,  from  Little  Falls,  N.  Y.,  to  Sanitaria  Springs,  N.  Y.,  via  Schenec- 
tady, N.  Y.,  and  The  Delaware  and  Hudson  Company;  provided  that  a  tarilT 
naming  said  rate  shall  be  filed  with  this  Commission  under  P.  S.  C,  2  N.  Y., 
No.  3924,  and  posted  at  stations  at  least  three  (3)  days  prior  to  the  ef- 
fective date  specified  in  such  tariff.  Such  tariff  shall  be  so  filed  and  posted 
within  ten  (10)  days  from  the  date  of  this  order  and  bear  the  following 
notation :  "  Issued  under  special  permission  of  the  Public  Service  Com- 
mission, Second  District,  State  of  New  York,  No.  359,  of  date  May  14,  1908." 

No.  360;  May  16,  1908;  Erie  Railroad  Company: 

Ordered:  That  the  Erie  Railroad  Company  be  and  is  hereby  authorized 
to  establish  rates  as  specified  in  application  to  apply  upon  shipments  of 
Logs,  carloads,  minimum  weight  thirty-five  thousand  (35,000)  pounds,  from 
Collins,  N.  Y.,  and  other  stations  named  in  application  to  Black  Rock,  N.  Y., 
and  other  stations  named  in  application;  provided  that  a  tariff  naming  said 
rates  shall  be  filed  with  this  Commission  under  P.  S.  C,  2  N.  Y.,  No.  A- 153, 
and  posted  at  stations  at  least  three  (3)  days  prior  to  the  effective  date  to 
be  specified  therein  as  May  23,  1908.  Such  tariff  shall  be  so  filed  and 
posted  within  ten  (10)  days  from  the  date  of  this  order  and  bear  the  fol- 
lowing notation :  "  Issued  under  special  permission  of  the  Public  Service 
Commission,  Second  District,  State  of  New  York,  No.  360,  of  date  May  15, 
1908." 

No.  361;  May  16,  1908;  The  New  York  Central  and  Hudson  River  Railroad 
Company : 

Ordered:  That  The  New  York  Central  and  Hudson  River  Railroad  Com- 
pany be  and  is  hereby  authorized  to  establish  rates  as  specified  in  the  ap- 
plication to  apply  upon  shipments  of  Wood  (Cord),  carloads,  minimum  weight 
forty  thousan(l  (40,000)  pounds,  from  stations  named  in  the  application  to 
Bronxville,  X.  Y.,  and  various  other  stations  as  named  in  the  application; 
provided  that  a  tariff  naming  said  rates  shall  be  filed  with  this  (3ommission 
under  P.  S.  C,  2  N.  Y.,  No.  3907,  and  posted  at  stations  at  least  three  (3) 
days  prior  to  the  effective  date  specified  in  such  tariff.  Such  tariff  shall  be 
so  filed  and  posted  within  ten  (10)  days  from  the  date  of  this  order  and 
bear  the  following  notation:  "Issued  under  special  permission  of  the  Public 
Service  Commission,  Second  District,  State  of  New  York,  No.  361,  of  date 
May  15,  1908." 

No.  362;  May  18,  1908;  International  Railway  Company: 

Ordered:  That  the  International  Railway  Company  be  and  is  hereby  au- 
thorized to  establish  Summer  Season  Excursion  Fares  applying  to  round- 
trip  tickets  and  chartered  cars  and  between  the  points  as  specified  in  the 
application;  provided  that  a  tariff  naming  said  fares  shall  be  filed  with 
this  Commission  under  P.  S.  C,  2  N.  Y.,  No.  3,  and  posted  at  stations  at 
least  five  days  prior  to  the  effective  date  to  be  specified  therein  as  May  30, 
1908.  Such  tariff  shall  be  so  filed  and  posted  within  five  days  from  the 
date  of  this  order  and  bear  the  following  notation :  "  Issued  under  special 
permission  of  the  Public  Service  Commission,  Second  District,  State  of  New 
York,  No.  362,  of  date  May  18,  1908." 

No.  363;  May  18,  1908;  The  New  York  Central  and  Hudson  River  Railroad 
Company,  and  West  Shore  Railroad  (N.  Y.  C.  &  H.  R.  R.  R.  Ck).  Lessee) : 

Ordered:  That  The  New  York  Central  and  Hudson  River  Railroad  0)m- 
pany  and  West  Shore  Railroad  (N.  Y.  C.  &  H.  R.  R.  R.  Co.  Lessee),  severally 
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and  jointly,  be  and  are  hereby  authorized  to  establish  Summer  Season  Ex- 
cursion Fares  to  apply  between  various  stations  to  be  specified  in  the  tariff; 
provided  that  a  schedule  naming  such  fares  shall  be  filed  with  this  Com- 
mission under  N.  Y.  C.  &  H.  R.  R.  R.  Co/s  P.  S.  C,  2  N.  Y.,  No.  188,  and 
W.  S.  R.  R.  Co.'s  P.  S.  C,  2  N.  Y.,  No.  74,  and  posted  at  stations  at  least 
five  (6)  days  prior  to  the  effective  date  to  be  specified  therein  as  May  30, 
1908.  Such  tariffs  shall  be  so  filed  and  posted  within  seven  (7)  days  from 
the  date  of  this  order  and  bear  the  following  notation:  "Issued  under 
special  permission  of  the  Public  Service  Commission,  Second  District,  State 
of  New  York,  No.  363,  of  date  May  18,  1908." 

No.  364;  May  18, 1908;  Fonda,  Johnstown  and  Gloversville  Railroad  Company: 

Ordered:  That  the  Fonda,  Johnstown  and  Gloversville  Railroad  Company 
(steam  and  electric  divisions)  be  and  is  hereby  authorized  to  establish  Sum- 
mer Season  Excursion  Fares  applying  to  Sunday,  Holiday,  Season,  and 
Party  excursions  and  between  the  points  as  specified  in  the  application; 
provided  that  a  tariff  naming  said  fares  shall  be  filed  with  this  Commission 
and  posted  at  stations  at  least  five  (5)  days  prior  to  the  effective  date  to 
be  specified  therein  as  May  30,  1908.  Such  tariff  shall  be  so  filed  and 
posted  within  seven  (7)  days  from  the  date  of  this  order  and  bear  the 
following  notation :  "  Issued  under  special  permission  of  the  Public  Service 
Commission,  Second  District,  State  of  New  York,  No.  364,  of  date  May  18, 
1908." 

No.  365;  May  18, 1908;  Fonda,  Johnstown  and  Gloversville  Railroad  Company: 

Ordered:  That  the  Fonda,  Johnstown  and  Gloversville  Railroad  Company 
(steam  and  electric  divisions),  in  connection  with  The  Adirondack  Lakes' 
Traction  Company,  be  and  is  hereby  authorized  to  establish  Summer  Season 
Excursion  Fares  applying  to  Sunday,  Holiday,  Season,  and  Party  excursions 
and  between  the  points  as  specified  in  the  application;  provided  that  a  tariff 
naming  said  fares  shall  be  nled  with  this  Commission  and  posted  at  stations 
at  least  five  (5)  days  prior  to  the  effective  date  to  be  specified  therein  as 
May  30,  1908.  Such  tariff  shall  be  so  filed  and  posted  within  seven  (7) 
days  from  the  date  of  this  order  and  bear  the  following  notation:  "Issued 
under  special  permission  of  the  Public  Service  Commission,  Second  District, 
State  of  New  York,  No.  365,  of  date  May  18,  1908." 

No.  366;  May  21,  1908;*  Erie  Railroad  Company: 

Ordered:  That  the  Erie  Railroad  CJompany  be  and  is  hereby  authorized 
to  establish  rate  of  four  and  one-half  cents  ($0.04^)  per  one  hundred  (100) 
pounds  to  apply  upon  shipments  of  Bituminous  Cioal,  carloads,  from  James- 
town, N.  Y.,  to  Conewango,  N.  Y.;  provided  that  a  tariff  naming  said  rate 
shall  be  filed  with  this  (jommission  and  posted  at  stations  at  least  two  (2) 
days  prior  to  the  effective  date  specified  therein.  Such  tariff  shall  be  so 
filed  and  posted  within  ten  (10)  days  from  the  date  of  this  order  and  bear 
the  following  notation :  "  Issued  under  special  permission  of  the  Public 
Service  Ommission,  Second  District,  State  of  New  York,  No.  366,  of  date 
May  21,  1908." 

No.  367;  May  23,  1908;  The  New  York  Central  and  Hudson  River  Railroad 
Company : 

Ordered:  That  The  New  York  Central  and  Hudson  River  Railroad  CJom- 
pany  be  and  is  hereby  authorized  to  establish  switching  charge  of  ^ve  dol- 
lars ($5.00)  per  car  on  all  freight,  except  Coal,  Coke,  and  Live  Stock,  be- 
tween freight  station  at  Carthage,  N.  Y.,  and  Pine  Camp  Siding;  provided 
that  a  tariff  naming  said  rate  shall  be  filed  with  this  (Commission  under 
P.  S.  C,  2  N.  Y.,  No.  3981,  and  posted  at  stations  at  least  one  (1)  day  prior 
to  the  effective  date  specified  in  such  tariff.  Such  tariff  shall  be  so  filed 
and  posted  within  five  (5)  days  from  the  date  of  this  order  and  bear  the 
following  notation :     "  Issued  under  special  permission  of  the  Public  Service 
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Commission,  Second  District,  State  of  New  York,  No.  367,  of  date  May  23, 
1908." 

No.  368;  May  22,  1908;  application  of  The  Dunkirk,  Allegheny  Valley  and 
Pittsburgh  Railroad  Company,  in  connection  with  The  Jamestown  Street 
II  ail  way  Company,  The  Chautauqua  Traction  Company,  Jamestown,  Chau- 
tauqua and  Lake  Erie  Railway  Company,  The  LaJce  Shore  and  Michigan 
Southern  Railway  Company,  and  The  New  York  Central  and  Hudson  River 
Railroad  Company: 

Ordered:  That  The  Dunkirk,  Allegheny  Valley  and  Pittsburgh  Railroad 
Company,  in  connection  with  other  railroad  lines  as  specified  above,  be  and 
is  hereby  authorized  to  establish  certain  Round  Trip  Summer  Tourist  Fares 
applying  from  and  to  the  stations  as  named  in  the  application;  provided 
that  a  tariff  naming  said  fares  shall  be  filed  with  this  Commission  under 
P.  S.  C,  2  N.  Y.,  No.  79,  and  posted  at  stations  at  least  three  (3)  days  prior 
to  the  effective  date  to  be  specified  therein  as  June  1,  1908.  Such  tariff 
shall  be  so  filed  and  posted  within  ten  (10)  days  from  the  date  of  this 
order  and  bear  the  following  notation:  "Issued  under  special  permission  of 
the  Public  Service  Commission,  Second  District,  State  of  New  York,  No.  368, 
of  date  May  22,  1908." 

No.  369;  May  23,  1908;  The  New  York  Central  and  Hudson  River  Railroad 
Company: 

Ordered:  That  The  New  York  Central  and  Hudson  River  Railroad  Com- 
pany be  and  is  hereby  authorized  to  establish  local  one-way  passenger  fares 
between  Pine  Camp,  N.  Y.,  and  other  stations  located  on  the  New  York 
Central  and  Hudson  River  railroad;  provided  that  a  tariff  naming  said 
fares  shall  be  filed  with  this  Commission  and  posted  at  stations  at  least  one 
( 1 )  day  prior  to  the  effective  date  specified  in  such  tariff.  Such  tariff  shall 
be  60  filed  and  posted  within  five  (5)  days  from  the  date  of  this  order  and 
bear  the  following  notation:  "Issued  under  special  permission  of  the  Public 
Service  Commission,  Second  District,  State  of  New  York,  No.  369,  of  date 
May  23,  1908." 

No.  370;  May  23,  1908;  The  Delaware,  Lackawanna  and  Western  Railroad 
Company : 

Ordered:  That  The  Delaware,  Lackawanna  and  Western  Railroad  Com- 
pany be  and  is  hereby  authorized  to  establish  rate  of  thirty  cents  ($0.30)  per 
net  ton  to  apply  upon  shipments  of  Sand  (except  Glass  Sand  and  Moulding 
Sand)  and  Gravel,  carloads,  between  Buffalo,  N.  Y.,  and  Black  Rock,  N.  Y., 
and  Depew,  N.  Y.,  and  Lancaster,  N.  Y.;  provided  that  a  tariff  naming  said 
rate  shall  be  filed  with  this  Commission  under  Supplement  No.  28  to  P.  S.  C, 
2  N.  Y.,  No.  276,  and  posted  at  stations  at  least  three  (3)  days  prior  to  the 
effective  date  specified  in  such  tariff.  Such  tariff  shall  be  so  filed  and 
posted  within  five  (5)  days  from  the  date  of  this  order  and  bear  the  fol- 
lowing notation:  "Issued  under  special  permission  of  the  Public  Service 
Commission,  Second  District,  State  of  New  York,  No.  370,  of  date  May  23, 
1908." 

No.  371;  May  23,  1908;  The  New  York  Central  and  Hudson  River  Railroad 

Company : 

Ordered:  That  The  New  York  Central  and  Hudson  River  Railroad  Com- 
pany be  and  is  hereby  authorized  to  establish  rate  of  forty- five  cents  ($0.46) 
per  net  ton  to  apply  upon  shipments  of  Ice,  carloads,  minimum  weight  fifty 
thousand  (50,000)  pounds  unless  marked  capacity  of  car  is  less,  in  which 
case  the  marked  capacity  of  car  will  govern,  but  in  no  case  shall  the  mini- 
mum weight  be  less  than  forty  thousand  (40,000)  pounds,  from  Watertown, 
N.  Y.,  to  Carthage,  N.  Y.;  provided  that  a  tariff  naming  said  rate  shall  be 
filed  with  this  Commission  under  P.  S.  C,  2  N.  Y.,  No.  3988,  and  posted 
at  stations  at  least  one  ( 1 )  day  prior  to  the  effective  date  specified  in  such 
tariff.     Such  tariff  shall  be  so  filed  and  posted  within  five    (5)   days  from 
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the  date  of  this  order  and  bear  the  following  notation:  "Issued  under 
special  permission  of  the  Public  Service  Conunission,  Second  District,  State 
of  New  York,  No.  371,  of  date  May  23,  1908." 

No.  372;  May  23,  1908;  The  New  York  Central  and  Hudson  River  Railroad 

Company: 

Ordered:  That  The  New  York  Central  and  Hudson  River  Railroad  Com- 
pany be  and  is  hereby  authorized  to  establish  rate  of  three  cents  ($0.03)  per 
one  hundred  (100)  pounds  to  apply  upon  shipments  of  Wood  (Pulp),  car- 
loads, minimum  weight  forty  thousand  (40,000)  pounds,  from  Glenfield, 
N.  Y.,  to  Felts  Mills,  N.  Y.,  and  Great  Bend,  N.  Y.;  provided  that  a  tariflf 
naming  said  rates  shall  be  filed  with  this  Commission  under  P.  S.  C,  2 
N.  Y.,  No.  3973,  and  posted  at  stations  at  least  three  (3)  days  prior  to  the 
eHective  date  specified  in  such  tariff.  Such  tariff  shall  be  so  filed  and  posted 
within  ten  (10)  days  from  the  date  of  this  order  and  bear  the  following 
notation:  "Issued  under  special  permission  of  the  Public  Service  Commis- 
sion, Second  District,  State  of  New  York,  No.  372,  of  date  May  23,  1908." 

No.  373;  May  23,  1908;  The  New  York  Central  and  Hudson  River  Railroad 
Company: 

Ordered:  That  The  New  York  Central  and  Hudson  River  Railroad  Com- 
pany be  and  is  hereby  authorized  to  establish  rate  of  three  cents  ($0.03)  per 
one  hundred  (100)  pounds  to  apply  upon  shipments  of  Wood  (Pulp),  car- 
load?, minimum  weight  forty  thousand  (40,000)  pounds,  from  Canton,  N.  Y., 
N.  Y.;  provided  that  a  tariff  naming  said  rates  shall  be  filed 
with  this  Commission  under  P.  S.  C,  2  N.  Y.,  No.  3974,  and  posted  at 
stations  at  least  three  (3)  days  prior  to  the  effective  date  specified  in  such 
tariff.  Such  tariff  shall  be  so  filed  and  posted  within  ten  (10)  days  from 
the  date  of  this  order  and  bear  the  following  notation:  "Issued  under 
special  permission  of  the  Public  Service  Commission,  Second  District,  State 
of  New  York,  No.  373,  of  date  May  23,  1908." 

No.  374;  May  25,  1908;  The  New  York  Central  and  Hudson  River  Railroad 
Company : 

Upon  application  of  The  New  York  Central  and  Hudson  River  Railroad 
Company,  filed  May  23,  1908,  it  appearing  that  through  adjustment  of 
alignment,  shifting  of  station  buildings,  etc.,  it  has  resulted  in  changes 
which  are  sufficient  to  increase  or  decrease  the  through  mileage  between 
certain  stations,  necessitating  changes  in  fares,  but  the  increase  in  fares 
will  not  exceed  more  than  two  cents  ($0.02)  between  any  two  points,  and 
for  other  good  cause  shown,  it  is 

Ordered:  That  The  New  York  Central  and  Hudson  River  Railroad  Com- 
pany be  and  is  hereby  authorized  to  make  such  changes  in  its  one-way 
locaJ  fares  and  distances  between  stations  on  main  line  of  railroad  west 
of  Albany,  N.  Y.,  as  will  adjust  fares  between  stations  to  a  basis  of  two 
cents  ($0.02)  per  mile  or  fraction  thereof  figured  on  the  changed  distances; 
provided  that  suclf  fares  and  distances  are  established  in  the  first  instance 
in  Supplement  No.  11  to  P.  S.  C,  2  N.  Y.,  No.  1,  and  filed  with  this 
Commission  and  posted  at  stations  at  least  one  (1)  day  prior  to  the  effective 
date  specified  in  such  tariff.  Such  tariff  shall  be  so  filed  and  posted  within 
ten  (10)  days  from  the  date  of  this  order  and  bear  the  following  notation: 
"  Issued  under  special  permission  of  the  Public  Service  Commission,  Second 
District,  State  of  New  York,  No.  374,  of  date  May  25,  1908." 

This  order  is  issued  with  the  understanding  that  all  effective  changes 
contained  in  various  supplements  to  P.  S.  C,  2  N.  Y.,  No.  1,  are  to  be  con- 
solidated and  published  in  one  (1)  supplement,  to  be  filed  with  the  Com- 
mission on  or  before  July  1,  1908. 

No.  376;  May  25,  1908;  The  New  York  Central  and  Hudson  River  Railroad 
Company: 

Ordered:  That  The  New  York  CJentral  and  Hudson  River  Railroad  Com- 
pany be  and  is  hereby  authorized  to  establish  rates  as  named  in  application 
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to  apply  upon  shipments  of  Cinders,  carloads,  minimum  weight  twenty  (20) 
net  tons,  from  Buffalo,  N.  Y.,  Black  Rock,  N.  Y.,  North  Tonawanda,  N.  Y., 
Niagara  Falls,  N.  Y.,  and  Suspension  Bridge,  N.  Y.,  to  Lewiston,  N.  Y.; 
provided  that  a  tariff  naming  said  rates  shall  be  filed  with  this  Commission 
under  P.  S.  C,  2  N.  Y.,  No.  3989,  and  posted  at  stations  at  least  three 
(3)  days  prior  to  the  effective  date  specified  in  such  tariff.  Such  tariff 
shall  be  so  filed  and  posted  within  ten  (10)  days  from  the  date  of  this 
order  and  bear  the  following  notation :  "  Issued  under  special  permission 
of  the  Public  Service  Commission,  Second  District,  State  of  New  York,  No. 
376,  of  date  May  25,  1908." 

No.  376;  May  25,   1908;  The  Delaware,  Lackawanna  and  Western  Hailroad 
Company: 

Ordered:  That  The  Delaware,  Lackawanna  and  Western  Railroad  Com- 
pany be  and  is  hereby  authorized  to  reissue  its  local  freight  tariff  P.  S.  C, 
2  N.  Y.,  No.  479,  eliminating  the  line  in  the  rate  table  on  page  2  between 
the  commodity  "  Soda,  Bicarbonate  of,"  and  "  Soda,  Caustic,  Sal,  Crystals, 
and  Soda  Ash";  provided  that  such  reissue  shall  be  filed  with  this  Com- 
mission imder  P.  S.  C,  2  N.  Y.,  No.  495,  and  posted  at  stations  at  least 
ten  (10)  days  prior  to  the  effective  date  to  be  specified  therein  as  June  18, 
and  Soda  Ash";  provided  that  such  reissue  shall  be  filed  with  this  Com- 
f rom  the  date  of  this  order  and  bear  the  following  notation :  "  Issued  under 
special  permission  of  the  Public  Service  Commission,  Second  District,  State 
of  New  York,  No.  376,  of  date  May  25,  1908." 

No.  377;  May  25,  1908;  Norwood  and  Saint  Lawrence  Railroad  Company: 

Ordered:  That  the  Norwood  and  Saint  Lawrence  Railroad  Company 
be  and  is  hereby  authorized  to  establish  upon  shipments  of  Paper  (Printing 
and  Hangings)  moved  between  Norwood,  N.  Y.,  East  Norfolk,  N.  Y.,  Nor- 
folk, N.  Y.,  and  Raymondville,  N.  Y.,  rate  of  one  and  one-half  cents  ($0.01%) 
per  one  hundred  (100)  pounds,  carloads,  minimum  weight  forty  thousand 
(40,000)  poimds;  and  rate  of  three  cents  ($0.03)  per  one  hundred  (100) 
pounds,  less  carloads;  provided  that  a  tariff  naming  said  rates  shall  be 
filed  with  this  Commission  under  P.  S.  C,  2  N.  Y:,  No.  10,  and  posted  at 
stations  at  least  five  (5)  days  prior  to  the  effective  date  specified  in  such 
tariff.  Such  tariff  shall  be  so  filed  and  posted  within  ten  (10)  days  from 
the  date  of  this  order  and  bear  the  following  notation:  "Issued  under 
special  permission  of  the  Public  Service  Commission,  Second  District,  State 
of  New  York,  No.  377,  of  date  May  25,  1908." 

No.  378;  May  26,  1908;  Rutland  Railroad  Company: 

Ordered:  That  the  Rutland  Railroad  Company,  in  connection  with  The 
New  Y'ork  Central  and  Hudson  River  Railroad  Company,  be  and  is  hereby 
authorized  to  establish  rate  of  eight  cents  ($0.08)  per  one  hundred  (100) 
pounds  to  apply  upon  shipments  of  Wood  (Pulp),  carloads,  minimum  weight 
thirty  thousand  (30,000)  pounds,  from  Ellenburg,  N.  Y.,  to  Dexter,  N.  Y., 
via  Norwood,  N.  Y.,  and  the  New  York  Central  and  Hudson  River  railroad; 
also  to  reissue  that  portion  of  its  tariff  P.  S.  C,  2  N.  Y.,  No.  167,  applying 
to  traffic  over  which  this  Commission  has  jurisdiction;  provided  that  a 
tariff  naming  said  rate  shall  be  filed  with  this  Commission  under  P.  8.  C, 
2  N.  Y.,  No.  170,  and  posted  at  stations  at  least  fifteen  (15)  days  prior 
to  the  effective  date  to  be  specified  therein  as  June  21,  1908.  Such  tariff 
shall  be  so  filed  and  posted  within  ten  (10)  days  from  the  date  of  this 
order  and  bear  the  following  notation:  "Issued  under  special  permission 
of  the  Public  Service  Commission,  Second  District,  State  of  New  York, 
No.  378,  of  date  May  26,  1908." 

No.  379;  May  26,  1908;  Hudson  Navigation  Company   (Peoples  Line) : 

Upon  application  of  the  Hudson  Navigation  Company  (Peoples  Line) 
filed  May  25,  1908,  it  appearing  that  the  reissue  of  certain  freight  schedules 
now   on   file   with   this    Commission   under   Hudson   Navigation    Company's 
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(Peoples  Line)  serial  P.  S.  C,  2  N.  Y.,  Nos.  1,  2,  4,  6,  23,  26,  28,  29,  30,  and 
31  is  desirable  on  account  of  such  schedules  havin<?  been  issued  by  mimeo- 
graph process  and  otherwise  not  in  accordance  with  the  requirements  of 
the  tariff  rules,  and  for  other  good  cause  shown,  it  is 

Ordered:  That  the  Hudson  Navigation  Company  (Peoples  Line),  in  con- 
nection with  The  Delaware  and  Hudson  Company  and  Albany  and  Hudson 
Railroad  Company,  be  and  is  hereby  authorized  to  reissue,  by  printing  and 
constructing  same  to  meet  the  requirements  of  the  tariff  rules  of  this 
Commission,  its  joint  class  and  commodity  rates  applying  upon  traffic  from 
New  York,  N.  Y.,  to  various  stations  on  the  lines  of  railroad  of  The  Dela- 
ware and  Hudson  CJompany  and  Albany  and  Hudson  Railroad  Company, 
establishing  the  same  rates  and  upon  the  same  class  of  traffic  as  are  now 
in  force  and  which  rates  are  contained  in  tariffs  as  stated  in  application; 
provided  that  such  reissues  are  filed  with  this  Commisssion  under  P.  8.  C, 
2  N.  Y.,  numbers  39  to  68,  inclusive,  and  posted  at  stations  at  least  one 
(1)  day  prior  to  the  effective  date  specified  in  such  tariffs.  Such  tariffs 
shall  be  so  filed  and  posted  within  ten  (10)  days  from  the  date  of  this 
order  and  bear  the  following  notation :  "  Issued  under  special  permission 
of  the  Public  Service  Ommission,  Second  District,  State  of  New  York^ 
No.  379,  of  date  May  26,  1908." 

No.  380;  May  27,  1008;  The  New  York  Central  and  Hudson  River  Railroad 
Company : 

Ordered:  That  The  New  York  Central  and  Hudson  River  Railroad  Ck)m- 
pany  be  and  is  hereby  authorized  to  establish  rate  of  four  cents  ($0.04) 
per  one  hundred  (100)  pounds  to  apply  upon  shipments  of  Beer,  in  wood, 
or  in  bottles  well  packed  in  boxes  or  barrels,  carloads,  minimum  weight 
as  per  Official  Classification,  from  Dobbs  Ferry,  N.  Y.,  to  Ossining,  N.  Y.; 
provided  that  a  tariff  naming  said  rate  shall  be  filed  with  this  dJommission 
under  P.  S.  C,  2  N.  Y.,  No.  4013,  and  posted  at  stations  at  least  three 
(3)  days  prior  to  the  effective  date  specified  in  such  tariff.  Such  tariff 
shall  be  so  filed  and  posted  within  ten  (10)  days  from  the  date  of  this 
order  and  bear  the  following  notation :  "  Issued  under  special  permission 
of  the  Public  Service  Cbmmission,  Second  District,  State  of  New  York, 
No.  380,  of  date  May  27,  1908." 

No.  381;  May  27,  1908;  The  New  York  Central  and  Hudson  River  Railroad 
Company: 

Ordered:  That  The  New  York  Central  and  Hudson  River  Railroad  Com- 
pany be  and  is  hereby  authorized  to  establisli  at  Gouverneur,  N.  Y.,  switch- 
ing charges  upon  shipments,  except  Coal  and  Coke,  as  provided  in  the 
application;  provided  that  a  tariff  naming  said  rates  shall  be  filed  with 
this  Commission  under  P.  S.  C,  2  N.  Y.,  No.  4002,  and  posted  at  stations 
at  least  three  (3)  days  prior  to  the  effective  date  specified  in  such  tariff. 
Such  tariff  shall  be  so  filed  and  posted  within  ten  (10)  days  from  the 
date  of  this  order  and  bear  the  following  notation:  "Issued  under  special 
permission  of  the  Public  Service  Commission,  Second  District,  State  of 
New  York,  No.  381,  of  date  May  27,  1908." 

No.  382;  May  29,  1908;  Lehigh  Valley  Railroad  Company: 

Ordered:  That  the  Lehigh  Valley  Railroad  Company  be  and  is  hereby 
authorized  to  establish  rate  of  one  dollar  ($1.00)  per  net  ton  to  apply 
upon  shipments  of  Pulp  Wood,  carloads,  minimum  weight  60,000  pounds, 
from  North  Fair  Haven,  N.  Y.  (f.  o.  b.  cars),  to  Niagara  Falls,  N.  Y.; 
provided  that  a  tariff  naming  said  rate  shall  be  filed  with  this  Commission 
and  posted  at  stations  at  least  one  (1)  day  prior  to  the  effective  date  to 
be  specified  therein  as  June  4,  1908,  and  to  state  that  it  cancels  on  June 
26,  1908,  tariff  P.  S.  C,  2  N.  Y.,  No.  D877.  Such  tariff  shall  be  so  filed 
and  posted  within  five  (5)  days  from  the  date  of  this  order  and  bear  the 
following  notation :  **  Issued  under  special  permission  of  the  Public  Service 
Commission,  Second  District,  State  of  New  York,  No.  382,  of  date  May  29, 
1908." 
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No.  383;  May  29,  1908;  The  Long  Island  Railroad  Company: 

Ordered:  That  The  Long  Island  Railroad  Company  be  and  is  hereby 
authorized  to  establish  rate  of  ten  cents  ($0.10)  per  one  hundred  (100) 
pounds  to  apply  upon  shipments  of  Canned  Vegetables,  carloads,  minimum 
weight  thirty-six  thousand  (36,000)  pounds,  from  Mattituck,  N.  Y.,  to  Flat- 
bush  Avenue,  N.  Y.,  Bushwick,  N.  Y.,  East  New  York,  N.  Y.,  Jamaica,  N.  Y., 
and  Long  Island  City,  N.  Y.;  provided  that  a  tariff  naming  said  rate  shall 
be  filed  with  this  Commisssion  under  P.  S.  C,  2  N.  Y.,  No.  160,  and  posted 
at  stations  at  least  three  (3)  days  prior  to  the  effective  date  specified  in 
such  tariff.  Such  tariff  shall  be  so  filed  and  posted  within  ten  (10)  days 
from  the  date  of  this  order  and  bear  the  following  notation :  "  Issued  under 
special  permission  of  the  Public  Service  Commission,  Second  District,  State 
of  New  York,  No.  383,  of  date  May  29,  1908." 

No.  384;  June  1,   1908;  West  Shore  Railroad   (N.  Y.  C.  &  H.  R.  R.  !R.  Co. 
Lessee) : 

Ordered:  That  the  West  Shore  Railroad  (N.  Y.  C.  &  H.  R.  R.  R.  Co. 
Lessee),  in  connection  with  the  New  York,  Ontario  and  Western  Railway 
Company,  be  and  is  hereby  authorized  to  establish  rate  of  two  dollars 
($2.00)  per  net  ton  to  apply  upon  shipments  of  Brick,  carloads,  minimum 
weight  as  per  Official  Classification,  from  New  Paltz,  N.  Y.,  to  East  Branch, 
N.  Y.,  via  Campbell  Hall,  N.  Y.,  and  New  York,  Ontario  and  Western 
railway;  provided  that  a  tariff  naming  said  rate  shall  be  filed  with  thi^ 
Commission  under  P.  S.  C,  2  N.  Y.,  No.  992,  and  posted  at  stations  at 
lea.st  three  (3)  days  prior  to  the  effective  date  specified  in  such  tariff. 
Such  tariff  shall  be  so  filed  and  posted  within  ten  (10)  days  from  the 
date  of  this  order  and  bear  the  following  notation:  "Issued  under  special 
permission  of  the  Public  Service  Commission,  Second  District,  State  of 
New  York,  No.  384,  of  date  June  1,  1908." 

No.  386;  June  1,  1908;  West  Shore  Railroad   (N.  Y.  C.  &  H.  R.  R.  R.  Co. 
Lessee) : 

Ordered:  That  the  West  Shore  Railroad  (N.  Y.  C.  &  H.  R.  R.  R.  Co. 
lessee),  in  connection  with  the  Buffalo  and  Susquehanna  Railroad  Com- 
pany, be  and  is  hereby  authorized  to  establish  rate  of  seventy-five  cents 
($0.75)  per  net  ton  to  apply  upon  shipments  of  Stone  (Crushed),  carloads, 
minimum  weight  marked  capacity  of  car,  but  not  less  than  forty  thousand 
(40.000)  pounds,  from  Akron,  N.  Y.,  to  Boston,  N.  Y.,  East  Concord,  N.  Y., 
North  Boston,  N.  Y.,  and  Springville,  N.  Y.,  via  East  Buffalo,  N.  Y.,  and 
Buffalo  and  Susquehanna  railroad;  provided  that  a  tariff  naming  said  rate 
shall  be  filed  with  this  Commission  under  P.  S.  C,  2  N.  Y.,  No.  994,  and 
posted  at  stations  at  least  three  (3)  days  prior  to  the  effective  date  specified 
in  such  tariff.  Such  tariff  shall  be  so  filed  and  posted  within  ten  (10) 
days  from  the  date  of  this  order  and  bear  the  following  notation :  "  Issued 
under  special  permission  of  the  Public  Service  (Commission,  Second  District, 
State  of  New  York,  No.  385,  of  date  June  1,  1908." 

No.  386;  June  1,  1908;  The  New  York  (Antral  and  Hudson  River  Railroad 
Company: 

Ordered:  That  The  New  York  Central  and  Hudson  River  Railroad  Com- 
pany be  and  is  hereby  authorized  to  establish  rate  of  one  and  one-half 
cents  ($0.01%)  per  one  hundred  (100)  pounds  to  apply  upon  shipments  of 
Wood  (Pulp),  carloads,  minimum  weight  forty  thousand  (40,000)  pounds, 
from  Black  River,  N.  Y.,  to  Carthage,  N.  Y.;  provided  that  a  tariff  naming 
said  rate  shall  be  filed  with  this  Commission  under  P.  S.  C,  2  N.  Y., 
No.  4030,  and  posted  at  stations  at  least  three  (3)  days  prior  to  the  effective 
date  specified  in  such  tariff.  Such  tariff  shall  be  so  filed  and  posted  within 
ten  (10)  days  from  the  date  of  this  order  and  bear  the  following  notation: 
"  Issued  under  special  permission  of  the  Public  Service  Commission,  Second 
District,  State  of  New  York,  No.  386,  of  date  June  1,  1908." 
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No.  387;  June  1,  1908;  The  New  York,  Chicago  and  Saint  Louis  Railroad 

Company ; 

Ordered:  That  The  New  York,  Chicago  and  Saint  Louis  Railroad  Com- 
pany be  and  is  hereby  authorized  to  reissue  its  tariff  P.  S.  C,  2  N.  Y., 
No.  104,  covering  allowance  for  the  transfer  of  grain,  making  the  tariff 
general  in  its  application;  provided  that  a  tariff  making  such  change  shall 
be  filed  with  this  Commission  under  P.  S.  C,  2  N.  Y.,  No.  107,  and  posted 
at  stations  at  least  three  (3)  days  prior  to  the  effective  date  specified  in 
such  tariff.  Such  tariff  slial!  be  so  filed  and  posted  within  ten  (10)  days 
from  the  date  of  this  order  and  bear  the  following  notation:  "Issued  un<kr 
special  permission  of  the  Public  Service  Commission,  Second  District,  State 
of  New  York,  No.  387,  of  date  June  1,  1908." 

No.  388;  June  2,  1908;  The  New  York  Central  and  Hudson  River  Railroad 
Company: 

Ordered:  That  The  New  York  Central  and  Hudson  River  Railroad  Com- 
pany be  and  is  hereby  authorized  to  establish  rate  of  eleven  cents  ($0.11) 
per  one  hundred  (ICO)  pounds  to  apply  upon  shipments  of  Gas  Oil,  in 
tank  cars,  carloads,  minimum  weight  as  per  Official  Classification,  from 
Clifton  Springs,  N.  Y.,  to  Schenectady,  N.  Y.;  provided  that  a  tariff  naming 
said  rate  shall  be  filed  with  this  Commission  imder  P.  S.  C,  2  N.  Y., 
No.  4036,  and  ]>osted  at  stations  at  least  three  (3)  days  prior  to  the  effective 
date  specified  in  such  tariil.  Such  tariff  shall  be  so  filed  and  posted  within 
ten  (10)  days  from  the  date  of  this  order  and  bear  the  following  notation: 
"  Issued  under  special  jerntission  of  the  Public  Service  Commission,  Second 
District,  State  of  New  Yoik,  No.  388,  of  date  June  2,  1908." 

No.  380;  June  2,  1908;  The  New  York  Central  and  Hudson  River  Railroad 
Company: 

Ordered:  That  The  Now  York  Central  and  Hudson  River  Railroad  Com- 
pany be  and  is  hereby  authorized  to  cancel  rate  of  thirty  cents  ($0.30)  per 
net  ton  shown  in  P.  S.  C,  2  N.  Y.,  No.  3840,  as  applying  on  shipments 
of  Cruslied  Stone,  carloads,  minimum  weight  marked  capacity  of  car,  but 
not  less  tlian  forty  tliousand  (40,000)  poimds,  from  Solvay,  N.  Y.,  to  Syra- 
cuse, N.  Y. ;  also  rate  of  twenty  cents  ($0.20)  per  net  ton  shown  in  P.  S.  C, 
2  N.  Y.,  No.  3847,  as  applying  on  shipments  of  Cinders,  carloads,  minimum 
weight  thirty  thousand  (30,000)  pounds,  from  Solvay,  N.  Y.,  to  Syracuse, 
N.  Y.;  also  to  cancel  on  its  effective  date  (July  1,  1908)  rate  of  twenty 
cents  ($0.20)  per  net  ton  shown  in  P.  S.  C,  2  N.  Y.,  No.  3986,  as  applying 
on  shipments  of  Crushed  Stone,  carloads,  minimum  weight  marked  capacity 
of  car,  but  not  less  than  forty  thousand  (40,000)  pounds,  from  Solvay, 
N.  Y.,  to  Syracuse,  N.  Y. ;  provided  that  schedules  making  such  cancellations 
and  sf.ecifying  where  futtire  rates  may  be  found  are  filed  with  this  Com- 
mission and  posted  at  stations  at  least  one  (1)  day  prior  to  the  effective 
date  specified  therein.  Such  schedules  shall  be  so  filed  and  posted  within 
five  (5)  days  from  the  date  of  this  order  and  bear  the  following  notation: 
"  Issued  under  special  permission  of  the  Public  Service  Commission,  Second 
District,  State  of  New  York,  No.  389,  of  date  June  2,  1908." 

No.  390;  June  2,  1908;  Plattsburgh  Traction  Company: 

Ordered:  That  the  Plattsburgh  Traction  Company  be  and  is  hereby 
authorized  to  establish  rates  of  fare  as  specified  in  application  between 
points  upon  its  line  of  railroad;  provided  that  a  tariff  naming  said  rates 
of  fare  shall  be  filed  with  this  Commission  under  P.  S.  C,  2  N.  Y.,  No.  8, 
and  posted  at  stations  at  least  three  (3)  days  prior  to  the  effective  date 
specified  in  such  tariff.  Such  tariff  shall  be  so  filed  and  posted  within  ten 
(10)  days  from  the  date  of  this  order  and  bear  the  following  notati(m: 
"  Issued  under  special  permission  of  the  Public  Service  Commission,  Second 
District,  State  of  New  York,  No.  390,  of  date  June  2,  1908." 
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No.  391;  June  4,  1908;  The  New  York  Central  and  Hudson  River  Railroad 
Company : 

Ordered:  That  The  New  York  Central  and  Hudson  River  Railroad  Com- 
pany, in  connection  with  The  Delaware  and  Hudson  Company,  be  and  is 
hereby  authorized  to  establish  fifth-class  rate  of  twenty-three  and  one-half 
cents  ($0.23%)  per  one  hundred  (100)  pounds  to  apply  upon  shipments 
from  New  York,  N.  Y.,  and  other  stations  specified  in  the  application  to 
Raybrook,  N.  Y.,  and  Lake  Placid,  N.  Y.,  via  Saranac  Lake,  N.  Y.,  and 
The  Delaware  and  Hudson  Company;  provided  that  a  tariff  naming  said 
rate  shall  be  filed  with  this  Commission  under  Supplement  No.  1  to  P.  S.  C, 
2  N.  Y.,  No.  3099,  and  posted  at  stations  at  least  ten  (10)  days  prior  to 
the  efi"ective  date  specified  in  such  tariff.  Such  tariff  shall  be  so  filed  and 
posted  within  ten  (10)  days  from  the  date  of  this  order  and  bear  the  fol- 
lowing notation :  "  I.«sued  under  special  permission  of  the  Public  Service 
Commission,  Second  District,  State  of  New  York,  No.  391,  of  date  June  4, 
1908.^ 

No.  392;  June  4,  1908;  New  York,  Ontario  and  Western  Railway  Company: 
Ordered:  That  the  New  York,  Ontario  and  Western  Railway  Company 
be  and  is  hereby  authorized  to  establish  proportional  rate  of  one  dollar 
($1.00)  per  net  ton  to  apply  upon  shipments  of  Stone  (Flagging,  Curbing, 
and  Building),  carloads,  minimum  weight  as  per  Oflicial  Classification,  from 
Norwich,  N.  Y.,  and  other  stations  as  named  in  the  application  to  0)rn- 
wall,  N.  Y.,  when  destined  to  points  beyond  via  water;  provided  that  a 
tariff  naming  said  rate  shall  be  filed  with  this  Commission  under  P.  S.  C, 
2  N.  Y.,  No.  1049,  and  posted  at  stations  at  least  three  (3)  days  prior  to 
the  effective  date  specified  in  such  tariff.  Such  tariff  shall  be  so  filed  and 
posted  within  ten  (10)  days  from  the  date  of  this  order  and  bear  the 
following  notation:  "Issued  under  special  permission  of  the  Public  Service 
Commission,  Second  District,  State  of  New  York,  No.  392,  of  date  June  4, 
1908." 

No.  393;  June  4,  1908;  The  Long  Island  Railroad  Company: 

Ordered:  That  The  Long  Island  Railroad  Company  be  and  is  hereby 
authorized  to  establish  rule  named  in  application  governing  the  sale  of 
tickets  for  charitable  organizations;  provided  that  a  tariff  naming  said 
rule  shall  be  filed  with  this  Commission  under  Supplement  No.  1  to  P.  S.  C, 
2  N.  Y.,  No.  25,  and  posted  at  stations  at  least  three  (3)  days  prior  to 
the  effective  date  specified  in  such  tariff.  Such  tariff  shall  be  so  filed  and 
posted  within  ten  (10)  days  from  the  date  of  this  order  and  bear  the  fol- 
lowing notation:  "Issued  under  special  permission  of  the  Public  Service 
Commission,  Second  District,  State  of  New  York,  No.  393,  of  date  June  4, 
1908." 

No.  394;  June  4,  1908;  Buffalo  and  Lake  Erie  Traction  Company: 

Ordered:  ITiat  the  Buffalo  and  Lake  Erie  Traction  Company  be  and  is 
hereby  authorized  to  establish  rates  of  fares  between  stations  on  its  line 
of  railroad  as  specified  in  the  application;  provided  that  a  tariff  naming 
said  rates  of  fares  shall  be  filed  with  this  Commission  and  posted  at  stations 
at  least  three  (3)  days  prior  to  the  effective  date  specified  in  such  tariff. 
Such  tariff  shall  be  so  filed  and  posted  within  ten  (10)  days  from  the  date 
of  this  order  and  bear  the  following  notation :  "  Issued  under  special  per- 
mission of  the  Public  Service  Commission,  Second  District,  State  of  New 
York,  No.  394,  of  date  June  4,  1908." 

No.  395;  June  5,  1908;  Pennsylvania  Railroad  Company: 

Ordered:  That  the  Pennsylvania  Railroad  Company  be  and  is  hereby 
authorized  to  withdraw  limitation  on  round-trip  excursion  tickets  sold  at 
double  the  one-way  local  fare;  provided  that  a  tariff  making  such  provision 
shall  be  filed  with  this  Commission  under  Supplement  No.  2  to  P.  S.  C, 
2  N.  Y.,  No.  26,  and  posted  at  stations  at  least  ten   (10)  days  prior  to  the 
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effective  date  to  be  specified  therein  as  July  1,  1908.  Such  tariff  shall  be 
so  filed  and  posted  within  ten  (10)  days  from  the  date  of  this  order  and 
bear  the  following  notation:  **  Issued  under  special  permission  of  the  Public 
Service  Commission,  Second  District,  State  of  New  York,  No.  395,  of  date 
June  5,  1908." 

Xo.  396;  June  9,  1908;  The  Xew  York  Central  and  Hudson  River  Railroad 
Company: 

Ordered:  That  The  New  York  Central  and  Hudson  River  Railroad  Com- 
pany be  and  is  hereby  authorized  to  establish  rate  of  twelve  cents  ($0.12) 
per  one  hundred  (100)  pounds  to  apply  upon  shipments  of  Cheese,  in  boxes, 
any  quantity,  from  Middleville,  N.  Y.,  Newport,  N.  Y.,  and  Poland,  N.  Y., 
to  Lowville,  N.  Y. ;  provided  that  a  tariff  naming  said  rate  shall  be  filed 
with  this  Commission  under  P.  S.  C,  2  X.  Y.,  Xo.  4056,  and  posted  at 
stations  at  least  three  (3)  days  jrior  to  the  efTective  date  specified  in  such 
taiilT.  Such  tariff  shall  be  so  filed  and  jMisted  within  ten  (10)  days- from 
the  date  of  this  order  and  bear  the  following  notation:  "Issued  under 
6|;e<  jal  permission  of  the  Public  Service  Commission,  Second  District,  State 
of  New  York,  Xo.  396,  of  date  June  9,   1908." 

Xo.  397;  June  9,  1908;  Ltica  and  Mohawk  Valley  Railway  0>mpany: 

Ordered:  That  the  Utica  and  Mohawk  Valley  Railway  Company  be  and 
is  hereby  authorized  to  establish  rate  of  twenty  cents  ($0.20)  per  net  ton 
to  apply  upon  shipments  of  Stone  (Crushed),  carloads,  minimum  weight 
sixty  thousand  (60,000)  pounds,  from  Little  Falls,  X.  Y.,  to  Herkimer, 
N.  Y.,  and  intermediate  stops;  provided  that  a  tariff  naming  said  rate 
shall  be  filed  with  this  Commission  under  P.  S.  C,  2  X.  Y.,  Xo.  4,  and 
posted  at  stations  at  least  three  (3)  days  prior  to  the  effective  date  speci- 
fied in  such  tariff.  Such  tariff  shall  be  so  filed  and  posted  within  ten  (10) 
days  from  the  date  of  this  order  and  bear  the  following  notation:  "Issued 
under  special  permi-fiion  of  the  Public  Service  Commission,  Second  District, 
State  of  Xew  York,  Xo.  397,  of  date  June  9,  1908." 

Xo.  398;  June  9,  1908;  The  Xew  York  Central  and  Hudson  River  Railroad 
Company: 

Ordered:  That  The  X'ew  York  Central  and  Hudson  River  Railroad  Com- 
pany be  and  is  hereby  authorized  to  correct  its  tariff  P.  S.  C,  2  N.  Y., 
Xo.  3809,  changing  the  minimum  weight  on  carload  shipments  of  Flour 
made  from  grain  only,  from  thirty-five  thousand  (35,000)  pounds  to  forty 
thousand  (40,000)  pounds;  provided  that  a  tariff  making  such  provisio.n 
shall  be  filed  with  this  Commission  under  Supplement  Xo.  2  to  P.  S.  C, 
2  X.  Y.,  Xo.  3909,  and  posted  at  stations  at  least  five  (5)  days  prior  to 
the  effective  date  specified  in  such  tariff.  Such  tariff  shall  be  so  filed  and 
pOKted  within  ten  (10)  days  from  the  date  of  this  order  and  bear  the  fol- 
lowing notation:  "Issued  under  special  permission  of  the  Public  Service 
(V»n:mis8icn,  Second  District,  State  of  Xew  York,  Xo.  398,  of  date  June  9, 
1908." 

Xo.  399;  June  9,  1908;   West  Shore  Railroad   (X.  Y.  C.  &  H.  R.  R.  R.  Co. 

Lessee)  : 

Ordered:  That  the  West  Shore  Railroad  (X.  Y.  C.  &  H.  R.  R.  R.  Co. 
Lessee)  be  and  is  hereby  authorized  to  correct  its  tariff  P.  S.  C,  2  X.  Y., 
No.  923,  changing  the  minimum  weight  on  carload  shipments  of  Flour  made 
from  grain  only,  from  thirty-five  thousand  (35,000)  pounds  to  forty  thou- 
sand (40,000)  pounds;  provided  that  a  tariff  making  such  provision  shall 
be  filed  with  this  Commission  under  Supplement  Xo.  2  to  P.  S.  C,  2  N.  Y., 
Xo.  923,  and  posted  at  stations  at  least  five  (5)  days  prior  to  the  effective 
date  specified  in  such  tariff.  Such  tariff  shall  be  so  filed  and  posted  within 
ten  (10)  days  from  the  date  of  this  order  and  bear  the  following  notation: 
"  Issued  under  special  permission  of  the  Public  Service  Ommission,  Second 
District,  State  of  Xew  York,  Xo.  399,  of  date  June  9,  1908." 
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Ko.  400;  June  9,  1908;  The  New  York,  New  Haven  and  Hartford  Railroad 
Company: 

Ordered:  That  The  New  York,  New  Haven  and  Hartford  Railroad  Com- 
pany be  and  is  hereby  authorized  to  correct  its  tariff  P.  S.  C,  2  N.  Y., 
No.  89,  Item  No.  110,  extending  the  territory  to  which  modification  of  Rule 
3,  Official  Classification  No.  32,  P.  S.  C,  2  N.  Y.,  No.  141,  applies,  to 
include  all  its  stations  in  New  York  state;  provided  that  a  tariff  making 
such  provision  shall  be  filed  with  this  Commission  under  Supplement  No. 
10  to  tariff  P.  S.  C,  2  N.  Y.,  No.  89,  and  posted  at  stations  at  least 
ten  (10)  days  prior  to  the  effective  date,  July  1,  1908,  to  be  specified  in 
such  tariff.  Such  tariff  shall  be  so  filed  and  posted  within  ten  (10)  days 
from  the  date  of  this  order  and  bear  the  following  notation:  "Issued  under 
special  permission  of  the  Public  Service  C-ommission,  Second  District,  State 
of  New  York,  No.  400,  of  date  June  9,  1908/' 

No.  401;  June  10,  1908;  New  York  and  Ottawa  Railway  Company: 

Ordered:  That  the  New  York  and  Ottawa  Railway  Company  be  and  is 
hereby  authorized  to  establish  the  same  rates  as  named  in  tariff  P.  S.  C, 
2  N.  Y.,  No.  4,  applying  on  carload  shipments  of  Rough  Lumber  to  apply 
on  carload  shipments  of  Ashes  (Wood),  minimum  weight  as  per  Official 
Classification  No.  32,  P.  S.  C,  2  N.  Y.,  No.  90,  supplements  thereto  and 
superseding  issues  thereof,  between  local  stations  upon  its  line  of  railroad; 
provided  tliat  a  tariff  naming  said  rates  shall  be  filed  with  this  Commis- 
sion under  P.  S.  C,  2  N.  Y.,  No.  91,  and  posted  at  stations  at  least  five 
(5)  days  prior  to  the  effective  date  specified  in  such  tariff.  Such  tariff 
shall  be  so  filed  and  posted  within  ten  (10)  days  from  the  date  of  this 
order  and  bear  the  following  notation:  "Issued  under  special  permission 
of  the  Public  Service  Commission,  Second  District,  State  of  New  York, 
No.  401,  of  date  June  10,  1908." 

No.  402;  June  10,  1908;  Erie  Railroad  Company: 

Ordered:  That  the  Erie  Railroad  Company  be  and  is  hereby  authorized 
to  establish  rate  of  twenty-five  cents  ($0.25)  per  net  ton  to  apply  upon 
carload  shipments  of  Sand,  minimum  weight  marked  capacity  of  car,  weight 
to  be  determined  upon  estimated  basis  of  weight  in  pounds  per  cubic  yard 
to  be  specified  in  the  tariff,  from  Sand  Pit  located  near  Lancaster,  N.  Y., 
to  Lancaster,  N.  Y.;  provided  a  tariff  naming  said  rate  shall  be  filed  with 
this  Commission  under  P.  S.  C,  2  N.  Y.,  No.  957,  and  posted  at  stations 
at  least  three  (3)  days  prior  to  the  effective  date  specified  in  such  tariff. 
Such  tariff  shall  be  so  filed  and  posted  within  ten  (10)  days  from  the 
date  of  this  order  and  bear  the  following  notation:  "Issued  under  special 
permission  of  the  Public  Service  Commission,  Second  District,  State  of  New 
York,  No.  402,  of  date  June  10,  1908." 

No.  403;  June  10,  1908;  The  Delaware  and  Hudson  Company: 

Ordered:  That  The  Delaware  and  Hudson  Company  be  and  is  hereby 
authorized  to  establish  rate  of  sixty  cents  ($0.60)  per  net  ton  to  apply 
upon  shipments  of  Lime,  carloads,  from  Chazy,  N.  Y.,  to  Willsborough, 
N.  Y.;  provided  that  a  tariff  naming  said  rate  shall  be  filed  with  this  Com- 
mission under.  Supplement  No.  1  to  P.  S.  C,  2  N.  Y.,  No.  1559,  and  posted 
at  stations  at  least  three  (3)  days  prior  to  the  effective  date  to  be  specified 
therein  as  June  17,  1908.  Such  tariff  shall  be  so  filed  and  posted  within 
three  (3)  days  from  the  date  of  this  order  and  bear  the  following  notation: 
"  Issued  under  special  permission  of  the  Public  Service  Commission,  Second 
District,  State  of  New  York,  No.  403,  of  date  June  10,  1908." 

No.  404;  June  11,  1908;  The  New  York  Central  and  Hudson  River  Railroad 
Company: 

Ordered:  That  ITie  New  York  Central  and  Hudson  River  Railroad  Com- 
pany be  and  is  hereby  authorized  to  establish  rates  as  named  in  the  appli- 
cation to  apply  upon  shipments  of  Peaches,  Plums,  and  Cherries,  carloads, 
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minimum  weight  as  per  Official  Classification  P.  S.  C,  2  N.  Y.,  No.  2891, 
and  supplements  thereto  or  superseding  issues  thereof,  from  Wolcott,  N.  Y., 
and  otlier  stations  as  named  in  application  to  Watertown,  N.  Y.;  provided 
that  a  tariff  naming  said  rates  shall  be  filed  with  this  Commission  under 
P.  S.  C,  2  N.  Y.,  No.  4071,  and  posted  at  stations  at  least  three  (3)  days 
l)rior  to  the  effective  date  specified  in  such  tariff.  Such  tariff  shall  be  so 
tiled  and  posted  within  ten  (10)  days  from  the  date  of  this  order  and  bear 
the  following  notation:  "Issued  under  spetial  permission  of  the  Public 
Service  Commission,  Second  District,  State  ot  New  York,  No.  404,  of  date 
June  11,  1908." 

No.  405;  June  11,  1908;  The  New  York  Central  and  Hudson  River  Railroad 
Company: 

Ordered:  That  The  New  York  Central  and  Hudson  River  Railroad  CJom- 
pany  \ye  and  is  hereby  authorized  to  change  rate  of  one  dollar  and  sixty 
cent's  ($1.60)  per  net  ton  now  shown  in  P.  S.  C,  2  N.  Y.,  No.  4000,  as 
applying  upon  shipments  of  Brick  (Common  and  Paving)  from  East  Syra- 
cuse, N.  v.,  Solvay,  N.  Y.,  and  Syracuse,  N.  Y.,  to  Pierrepont  Manor,  N.  Y., 
to  one  dollar  and*  twenty  cents  ($1.20)  per  net  ton;  provided  that  a  tariff 
making  such  change  shall  be  filed  with,  this  Commission  under  Supplement 
No.  1  to  P.  S.  C,  2  N.  Y.,  No.  4000,  and  posted  at  stations  at  least  fifteen 
(15)  days  prior  to  the  effective  date  to  be  specified  therein  as  June  29,  1908. 
Such  tariff  shall  be  so  filed  and  posted  within  five  (5)  days  from  the  date 
of  this  order  and  bear  the  following  notation:  "Issued  under  special  per- 
mission of  the  Public  Service  Commission,  Second  District,  State  of  New 
York,  No.  405,  of  date  June  11,  1908." 

No.  400;  June  12,  1908;  The  New  York  Central  and  Hudson  River  Railroad 
Company : 

Ordered:  That  The  New  York  Central  and  Hudson  River  Railroad  Com- 
pany le  and  is  hereby  authorized  to  establish  rate  of  four  cents  ($0.04) 
per  one  hundred  (100)  pounds  to  apply  upon  shipments  of  Wood  (Pulp), 
carloads,  minimum  weight  forty  thousand  (40,000)  pounds,  from  Charlotte, 
N.  Y.,  to  Lockport,  N.  Y.,  and  Niagara  Falls,  N.  Y.;  provided  that  a  tariff 
naming  said  rate  sliall  be  filed  with  this  Commission  under  P.  S.  C,  2  N.  Y., 
Xo.  4072,  and  posted  at  stations  at  least  ten  (10)  days  prior  to  the  effective 
date  specified  in  such  tariff.  Such  tariff  shall  be  so  filed  and  posted  within 
ten  (10)  days  from  the  date  of  this  order  and  bi»ar  the  followmg  notation: 
"  Issued  under  special  permission  of  the  Public  Service  Commission,  Second 
District,  State  of  New  York,  No.  400,  of  date  June  12,  1908." 

No.  407;  June  12,  1908;  The  New  York  Central  and  Hudson  River  Railroad 
Company: 

Ordered:  That  The  New  York  Central  and  Hudson  River  Railroad  Com- 
pany be  and  is  hereby  authorized  to  establish  on  shipments  of  Sand 
(Moulding),  carloads,  minimum  weight  marked  capacity  of  car,  but  not 
less  than  forty  thousand  (40,000)  pounds,  from  Newton  Hook,  N.  Y.,  and 
Stuyvesant,  N.  Y.,  to  Auburn,  N.  Y.,  and  Seneca  Falls,  N.  Y.,  rate  of  one 
dollar  ($1.00)  per  net  ton;  and  to  Carthage,  N.  Y.,  rate  of  one  dollar  and 
fifty  cents  ($1.50)  per  net  tern;  provided  that  a  tariff  naming  said  rates 
shall  be  filed  with  this  Commission  under  P.  S.  C,  2  N.  Y.,  -No.  4074,  and 
posted  at  stations  at  least  one  (1)  day  prior  to  the  effective  date  specified 
in  such  tariff.  Such  tariff  shall  be  so  filed  and  posted  within  five  (5)  days 
from  the  date  of  this  order  and  bear  the  following  notation:  **  Issued  under 
special  permission  of  the  Public  Service  Commission,  Second  District,  State 
of  New  York,  No.  407,  of  date  June  12,  1908." 

No.  408;  June  12,  1908;  The  Pullman  Company: 

Ordered:  That  The  Pullman  Company  be  and  is  hereby  autliorized  to 
establish  the  seat  rates  named  in  application  to  apply  in  its  cars  in  con- 
nection with  the  transportation  of  passengers  by  Tlie  New  York  Central  and 
Hudson   River   Railroad   Company  between   New   York  city,  N.  Y.,   Putnam 
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Junction,  N.  Y.,  Carmel,  N.  Y.,  and  Lake  Mahopac,  N.  Y.,  subject  to  Rule 
4  of  Tariff  Circular  No.  35  as  to  intermediate  station  rates;  provided  that  a 
tariff  naming  said  rates  shall  be  filed  with  this  Commission  under  Supple- 
ment No.  1  to  P.  S.  C,  2  N.  Y.,  No.  13,  and  posted  at  stations  at  least  one 
(1)  day  prior  to  the  effective  date  specified  in  such  tariff.  Such  tariff  shall 
be  so  filed  and  posted  within  ten  (10)  days  from  the  date  of  this  order 
and  bear  the  following  notation:  "Issued  on  one  day's  notice  to  the  public 
and  the  Commission  under  special  permission  of  the  Public  Service  Com- 
mission, Second  District,  State  of  New  York,  No.  408,  of  date  June  12, 
1908." 

No.  409;  June  12«  1908;  The  New  York  Central  and  Hudson  River  Railroad 
Company : 

Ordered:  That  The  New  York  Central  and  Hudson  River  Railroad  Com- 
pany be  and  is  hereby  authorized  to  establish  rate  of  three  cents  ($0.03) 
per  one  hundred  (100)  pounds  to  apply  upon  shipments  of  Pulp  (Wood), 
carloads,  minimum  weight  forty  thousand  (40,000)  pounds,  from  Felts 
Mills,  N.  Y.,  to  Harrisville,  N.  Y.;  provided  that  a  tariff  naming  said  rate 
shall  be  filed  with  this  Commission  under  P.  S.  C,  2  N.  Y.,  No.  4073,  and 
posted  at  stations  at  least  one  ( 1 )  day  prior  to  the  effective  date  specified 
in  such  tariff.  Such  tariff  shall  be  so  filed  and  posted  within  ten  (10)  days 
from  the  date  of  this  order  and  bear  the  following  notation:  "Issued  under 
special  permission  of  the  Public  Service  Commission,  Second  District,  State 
of  New  York,  No.  409,  of  date  June  12,  1908." 

No.    410;    June    12,    1908;     Buffalo,    Rochester    and    Pittsburgh    Railway 
Company: 

Ordered:  Tliat  the  Buffalo,  Rochester  and  Pittsburgh  Railway  Company 
be  and  is  hereby  authorized  to  change  rates  on  Cinders,  Ashes,  and  Slag, 
carloads,  from  Buffalo,  N.  Y.,  to  West  Seneca,  N.  Y.,  Springville,  N.  Y.,  and 
West  Valley,  N.  Y.,  now  named  in  tariff  P.  S.  C,  2  N.  Y.,  No.  331,  as  being 
in  cents  per  one  hundred  (100)  pounds,  to  cents  per  net  ton;  provided  that 
a  tariff  making  such  change  shall  be  filed  with  this  Commission  under 
P.  Q.  C,  2  N.  Y.,  No.  334,  and  posted  at  stations  at  least  twenty  (20)  days 
prior  to  the  effective  date  to  be  specified  therein  as  July  10,  1908.  Such 
tariff  shall  be  so  filed  and  posted  within  ten  (10)  days  from  the  date  of 
this  order  and  bear  the  following  notation :  "  Issued  imder  special  permission 
of  the  Public  Servipe  Commission,  Second  District,  State  of  New  York,  No. 
410,  of  date  June  12,  1908." 

No.  411;  June  15,  1908;  Little  Falls  and  Dolgeville  RailrocMl  Company: 

Ordered:  That  the  Little  Falls  and  Dolgeville  Railroad  Company  be  and 
is  hereby  authorized  to  establish  rate  of  fifty-six  cents  ($0.56)  per  net  ton 
to  apply  upon  shipments  of  Gravel,  carloads,  minimum  weight  as  per  Official 
Classification  P.  S.  C,  2  N.  Y.,  No.  37,  supplements  thereto  and  superseding 
issues  thereof,  from  Salisbury  Center,  N.  Y.,  to  Inghams,  N.  Y. ;  provided 
that  a  tariff  naming  said  rate  shall  be  filed  with  this  Commission  under 
P.  8.  C,  2  N.  Y.,  No.  76,  and  posted  at  stations  at  least  three  (3)  days 
prior  to  the  effective  date  specified  in  such  tariff.  Such  tariff  shall  be  so 
filed  and  posted  within  ten  (10)  days  from  the  date  of  this  order  and  bear 
the  following  notation :  "  Issued  under  special  permission  of  the  Public 
Service  Commission,  Second  District,  State  of  New  York,  No.  411,  of  date 
June  15,  1908." 

No.  412;  June  15,  1908;  The  New  York  Central  and  Hudson  River  Railroad 
Company: 

Ordered:  That  The  New  York  Central  and  Hudson  River  Railroad  Com- 
pany be  and  is  hereby  authorized  to  establish  rate  of  fifty  cents  ($0.50) 
per  net  ton  to  apply  upon  shipments  of  Earth,  n.  o.  s.  (soil),  carloads, 
minimum  weight  marked  capacity  of  car,  but  not  less  than  forty  thousand 
(40,000)   pounds,  from  Blossvale,*N.  Y.,  to  Syracuse,  N.  Y.;  provided  that  a 
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tariflf  naming  said  rate  shall  be  filed  with  this  Commission  under  P.  S.  C, 
2  N.  Y.^  No.  4082^  and  posted  at  stations  at  least  three  (3)  days  prior  to 
the  effective  date  specified  in  such  tariff.  Such  tariff  shall  be  so  filed  and 
posted  within  ten  (10)  days  from  the  date  of  this  order  and  bear  the  fol- 
lowing notation :  "  Issued  under  special  permission  of  the  Public  Service 
Commission,  Second  District,  State  of  New  York,  No.  412,  of  date  June  16, 
1908." 

No.  413;  June  15,  1908;  The  New  York  Central  and  Hudson  River  Railroad 
Company : 

Ordered:  That  The  New  York  Central  and  Hudson  River  Railroad  Com- 
pany be  and  is  hereby  authorized  to  establish  rate  of  eighty  cents  ($0.80) 
per  net  ton  to  apply  upon  shipments  of  Brick,  carloads,  minimum  weight 
fifty  thousand  (50,000)  pounds,  from  Watertown,  N.  Y.,  to  Clayton,  N.  Y.; 
provided  that  a  tariff  naming  said  rate  shall  be  filed  with  this  (Dommission 
under  P.  S.  C,  2  N.  Y.,  No.  4081,  and  posted  at  stations  at  least  three  (3) 
days  prior  to  the  effective  date  specified  in  such  tariff.  Such  tariff  shall 
be  so  filed  and  posted  within  ten  (10)  days  from  the  date  of  this  order  and 
bear  the  following  notation:  **  Issued  under  special  permission  of  the  Public 
Service  Commission,  Second  District,  State  of  New  York,  No.  413,  of  date 
June   15,  1908." 

No.  414;  June  15,  1908;  The  New  York  Central  and  Hudson  River  Railroad 
Company : 

Ordered:  That  The  New  York  Central  and  Hudson  River  Railroad  Com- 
pany be  and  is  hereby  authorized  to  establish  rates  as  named  in  the  appli- 
cation to  apply  upon  shipments  of  Clieese,  in  boxes,  any  quantity,  from 
Alton,  N.  Y.,  Crocketts,  N.  Y.,  Furniss,  N.  Y.,  Hannibal,  N.  Y.,  North 
Rose,  N.  Y.,  Sterling,  N.  Y.,  and  Wallington,  N.  Y.,  to  Lowville,  N.  Y.; 
provided  that  a  tariff  naming  said  rates  shall  be  filed  with  this  Com- 
mission under  Supplement  No.  1  to  P.  S.  C,  2  N.  Y.,  No.  3951,  and  posted 
at  stations  at  least  three  (3)  days  prior  to  the  effective  date  specified 
in  such  tariff.  Such  tariff  shall  be  so  filed  and  posted  within  ten  (10)  days 
from  the  date  of  tliis  order  and  bear  the  following  notation:  "  Issued  under 
special  permission  of  the  Public  Service  Commission,  Second  District,  State 
of  New  York,  No.  414,  of  date  June  15,  1908." 

No.  416;  June  15,  1908;  The  New  York  Central  and  Hudson  River  Railroad 
Company : 

Ordered:  That  The  New  York  Central  and  Hudson  River  Railroad  Com- 
pany be  and  is  hereby  authorized  to  change  rates  specified  in  tariff  P.  S.  C, 
2  N.  Y.,  No.  4022,  as  applying  on  shipments  of  Rags,  Paper  (Scrap  or 
Waste),  Old  Newspapers,  and  Book  Leaves,  in  lots  of  twenty  thousanil 
(20,000)  pounds  or  more,  from  Melrose  Junction,  N.  Y.,  and  New  York 
city  stations  to  Amsterdam,  N.  Y.,  and  Amsterdam  (Forest  Avenue  Termi- 
nal), N.  Y.,  from  twelve  cents  ($0.12)  to  ten  cents  ($0.10)  per  one 
hundred  (100)  pounds;  provided  that  a  tariff  making  such  change  shall 
be  filed  with  this  Commission  under  P.  S.  C,  2  N.  Y.,  No.  4085,  postJed 
at  stations  at  least  five  (5)  days  prior  to  the  effective  date  to  be  specified 
as  July  3,  1908,  and  state  that  it  supersedes  P.  S.  C,  2  N.  Y.,  No.  4022. 
Such  tariff  shall  be  so  filed  and  posted  within  ten  (10)  days  from  the  date 
of  this  order  and  bear  the  following  notation :  "  Issued  under  special  per- 
mission of  the  Public  Service  Commission,  Second  District,  State  of  New 
York,  No.  415,  of  date  June  15,  1908." 

No.  416;  June  15,  1908;  New  Jersey  and  New  York  Railroad  Company: 

Ordered:  That  the  New  Jersey  and  New  York  Railroad  Company  be  and 
is  hereby  authorized  to  establish  switching  charge  of  three  dollars  and  fifty 
cents  ($3.50)  per  car  to  apply  upon  shipments  of  Brick,  carloads,  from 
New  Jersey  and  New  York  railroad  tracks  at  West  Haverstraw,  N.  Y.,  to 
connection  with  the  West  Shore  railroad  at  West  Haverstraw,  N.  Y.;   pro- 
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vided  that  a  tariff  naming  said  rate  shall  be  filed  with  this  Commission 
under  P.  S.  C,  2  N.  Y.,  No.  37,  and  posted  at  stations  at  least  three  (3) 
days  prior  to  the  effective  date  specined  in  such  tariff.  Such  tariff  shall 
be  so  filed  and  posted  within  fifteen  (15)  days  from  the  date  of  this  order 
and  bear  the  following  notation :  "  Issued  under  special  permission  of  the 
Public  Service  Commission,  Second  District,  State  of  New  York,  No.  416, 
of  date  June  15,  1908." 

No.    417;    June    15,    1908;    Fonda,    Johnstown    and    Glover sville    Railroad 
Company: 

Ordered:  That  the  Fonda,  Johnstown  and  Gloversville  Railroad  Company, 
in  connection  with  The  New  York  Central  and  Hudson  River  Railroad  Com- 
pany and  West  Shore  Railroad  (N.  Y.  C.  &  H.  R.  R.  R.  Co.  lessee),  be 
and  is  hereby  authorized  to  establish  rate  of  two  dollars  and  twenty-five 
cents  per  net  ton  to  apply  upon  shipments  of  Lumber  and  Forest  Products 
(to  be  enumerated  in  the  tariff)  from  all  stations  on  the  F.,  J.  &  G.  R.  R. 
(to  be  named  in  the  tariff)  to  Kingston,  N.  Y.,  via  Fonda,  N.  Y.,  N.  Y.  C. 
&  H.  R.  R.  R.,  and  W.  S.  R.  R.;  provided  that  a  tariff  naming  said  rate 
shall  be  filed  with  this  Commission  under  P.  S.  C,  2  N.  Y.,  No.  74,  and 
posted  at  stations  at  least  one  (1)  day  prior  to  the  effective  date  specified 
in  such  tariff.  Such  tariff  shall  be  so  filed  and  posted  within  ten  (10) 
days  from  the  date  of  this  order  and  bear  the  following  notation :  "  Issued 
under  special  permission  of  the  Public  Service  Commission,  Second  District, 
State  of  New  York,  No.  417,  of  date  June  15,  1908." 

No.  418;  June  15,  1908;  The  New  York  Central  and  Hudson  River  Railroad 
Company: 

Ordered:  That  The  New  York  Central  and  Hudson  River  Railroad  Com- 
pany be  and  is  hereby  authorized  to  establish  rates  as  named  in  application 
to  apply  upon  shipments  of  Fresh  Dressed  Meat,  in  refrigerator  cars,  in 
less  than  carloads,  from  33d  Street,  New  York  city,  to  stations  on  Hudson 
division  as  named  in  application;  provided  that  a  tariff  naming  said  rates 
shall  be  filed  with  this  Commission  under  P.  S.  C,  2  N.  Y.,  No.  4075,  and 
posted  at  stations  at  least  one  (1)  day  prior  to  the  effective  date  specified 
in  such  tariff.'  Such  tariff  shall  be  so  filed  and  posted  within  ten  (10)  days 
from  the  date  of  this  order  and  bear  the  following  notation :  "  Issued  under 
special  permission  of  the  Public  Service  Commission,  Second  District,  State 
of  New  York,  No.  418,  of  date  June  15,  1908." 

No.  419;  June  16,  1908;  The  New  York  Central  and  Hudson  River  Railroad 
Company : 

Ordered:  That  The  New  York  Central  and  Hudson  River  Railroad  Com- 
pany be  and  is  hereby  authorized  to  establish  upon  shipments  of  Ashes 
(Wood),  carloads,  minimum  weight  forty  thousand  (40,000)  pounds,  from 
Tupper  Lake  Jimction,  N.  Y.,  to  Gabriels,  N.  Y.,  Lake  Clear,  N.  Y.,  and 
Saranac  Lake,  N.  Y.,  a  rate  of  three  cents  ($0.03)  per  one  hundred  (100) 
pounds;  and  to  Malone,  N.  Y.,  Mountain  View,  N.  Y.,  and  OwFs  Head,  N.  Y., 
a  rate  of  five  cents  ($0.05)  per  one  hundred  (100)  pounds;  provided  that 
a  tariff  naming  said  rates  shall  be  filed  with  this  Commission  under  P.  S.  C, 
2  N.  Y.,  No.  4089,  and  posted  at  stations  at  least  three  (3)  days  prior 
to  the  effective  date  specified  in  such  tariff.  Such  tariff  shall  be  so  filed 
and  posted  within  ten  (10)  days  from  the  date  of  this  order  and  bear  the 
following  notation :  "  Issued  under  special  permission  of  the  Public  Service 
Commission,  Second  District,  State  of  New  York,  No.  419,  of  date  June 
16,  1908." 

No.  420;  June  16,  1908;  The  New  York  Central  and  Hudson  River  Railroad 
Company: 

Subject:  To  revise  fourth  paragraph  of  Rule  3  of  Official  Classification 
No.  32  upon  eight  (8)  days*  notice,  with  effective  date  July  1,  1908. 

L'pon  application  of  The  New  York  Central  and  Hudson  River  Railroad 
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Company,  filed  June  15,  1908,  for  itself  and  on  behalf  of  all  other  New 
York  state  railroad  corporations  filing  with  this  Commission  Official  Classi- 
fication No.  32,  and  for  good  cause  shown,  it  is 

Ordered:  That  all  railroad  corporations  operating  within  the  State  of 
New  York  which  have  filed  with  this  Commission  and  posted  at  stations 
as  required  by  law.  Official  Classification  No.  32,  be  and  are  hereby  authorized 
to  issue,  efl'ective  July  1,  1908,  Supplement  No.  1  to  Official  Classification 
No.  32,  upon  eij^ht  (8)  days'  notice  to  the  public  and  to  the  Commission; 
provided  that  said  supplement  contains  no  other  change  than  that  of  revising 
the  fourth  paragraph  of  Rule  3  to  read  as  follows: 

"  When  freight  is  consigned  to  a  place  not  located  on  the  line  of  a  railroad, 
each  packagp,  bundle  or  piece  must  be  marked  with  the  name  of  the  station  at 
which  consignee  will  accept  delivery,  or  If  routed  in  connection  with  a  water  line 
with  which  there  are  no  joint  ratea  in  effect,  the  name  of  the  place  at  which 
delivery  is  to  be  made  to  such  water  line  must  be  marked  on  each  package,  bundle 
or  piece." 

Such  schedule  shall  be  filed  by  the  various  carriers  as  Supplement  No.  1 
to  the  serial  P.  S.  C.  number  under  which  they  have  filed  Official  Classi- 
fication No.  32,  and  bear  the  following  notation:  "Issued  under  special 
permission  of  the  Public  Service  Commission,  Second  District,  State  of  New 
York,  No.  420.  of  date  June  16,  1908." 

No.  421;  June  18,  1908;  The  Delaware  and  Hudson  Company,  in  connection 
with  the  Erie  Railroad  Company;  The  Dunkirk,  Allegheny  Valley  and 
Pittsburgh  Railroad  Company;  Jamestown,  Chautauqua  and  Lake  Erie 
Railway  Company;  The  Lake  Shore  and  Michigan  Southern  Railway 
Company;  and  The  New  York,  Chicago  and  St.  Louis  Railroad  Company: 

Subject:    Correction  of  tariff  to  cover  clerical  error  in  rate  quotation. 

Ordered:  That  The  Delaware  and  Hudson  Company,  in  connection  with 
railroads  named  above,  be  and  is  hereby  authorized  to  establish  rate  of 
two  dollars  and  eighty  cents  ($2.80)  per  gross  ton  to  apply  upon  shipments 
of  Pi^  Iron,  carloads,  minimum  weight  as  per  Official  Classification,  from 
Standish,  N.  Y.,  to  points  in  New  York  state  west  of  Buffalo,  N.  Y.,  taking 
sixty  per  cent.  ( 60  % )  of  New  York  to  Chicago  rates ;  provided  that  a 
tariiBf  naming  said  rate  shall  be  filed  with  this  Commission  under  P.  S.  C, 
2  N.  Y.,  No.  1619,  and  posted  at  stations  at  least  five  (5)  days  prior  to 
the  effective  date  specified  in  such  tariflf.  Such  tariff  shall  be  so  filed  and 
posted  within  ten  (10)  days  from  the  date  of  this  order  and  bear  the  fol- 
lowing notation :  "  Issued  under  special  permission  of  the  Public  Service 
Commission,  Second  District,  State  of  New  York,  No.  421,  of  date  June  18, 
1908." 

No.  422;  June  18,  1908;  The  New  York  Central  and  Hudson  River  Railroad 
Company : 

Ordered:  That  The  New  York  Central  and  Hudson  River  Railroad  Com- 
pany be  and  is  hereby  authorized  to  establish  at  Carthage,  N.  Y.,  the  switch- 
ing charges  as  named  in  the  application;  provided  that  a  tariff  naming  said 
charges  shall  be  filed  with  this  Commission  under  P.  S.  C,  2  N.  Y.,  No. 
4086,  superseding  P.  S.  C,  2  N.  Y.,  Nos.  3150  and  3981,  and  posted  at 
stations  at  least  one  ( 1 )  day  prior  to  the  effective  date  specified  in  such 
tariff.  Such  tariff  shall  be  so  filed  and  posted  within  ^ye  (5)  days  from 
the  date  of  this  order  and  bear  the  following  notation:  "Issued  under 
special  permission  of  the  Public  Service  Commission,  Second  District,  State 
of  New  York,  No.  422,  of  date  June  18,  1908." 

No.  423;  June  18,  1908;  The  New  York  Central  and  Hudson  River  Railroad 
Company : 

Ordered:  That  The  New  York  Central  and  Hudson  River  Railroad  C-om- 
pany  be  and  is  hereby  authorized  to  establish  rate  of  three  cents  ($0.03) 
per  one  hundred  (100)  pounds  to  apply  upon  shipments  of  Pulp  (Wood), 
carloads,    minimum    weight    forty    thousand    (40,000)     pounds,    from    Black 
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River,  N.  Y.,  and  Potsdam,  N.  Y.,  to  Gouverneur,  N.  Y.;  provided  that  a 
tariff  naming  said  rate  shall  be  filed  with  this  Commission  under  P.  S.  C, 
2  N.  Y.,  No.  4103,  and  posted  at  stations  at  least  one  (1)  day  prior  to  the 
effective  date  specified  in  such  tariff.  Such  tariff  shall  be  so  filed  and  posted 
within  five  (5)  days  from  the  date  of  this  order  and  bear  the  following 
notation:  "Issued  under  special  permission  of  the  Public  Service  Com- 
mission, Second  District,  State  of  New  York,  No.  423,  of  date  June  18,  1908." 

No.  424;  June  18,  1908;  Catskill  Mountain  Railway  Company: 

Ordered:  That  the  Catskill  Mountain  Railway  Company  be  and  is  hereby 
authorized  to  establish  rate  of  thirty  cents  ($0.30)  per  net  ton  to  apply 
upon  shipments  of  Shale  and  Clay  in  train-load  lots,  minimum  eight  (8) 
cars,  to  be  loaded  in  cars  furnished  by  shippers,  the  minimum  weight  per 
car  to  be  thirteen  (13)  net  tons  on  Shale  and  twelve  (12)  net  tons  on  Clay, 
from  Shale  Bank  (Y)  and  Clay  Bank  (Y)  to  Catskill,  N.  Y.,  including  haul 
of  not  more  than  one  mile  over  the  tracks  of  other  corporations,  firms,  or 
individuals,  and  the  return  of  empty  cars;  provided  that  a  tariff  naming 
said  rate  shall  be  filed  with  this  Commission  under  P.  S.  C,  2  N.  Y.,  No.  10, 
and  posted  at  stations  at  least  one  (1)  day  prior  to  the  effective  date 
specified  in  such  tariff.  Such  tariff  shall  be  so  filed  and  posted  within  five 
(6)  days  from  the  date  of  this  order  and  bear  the  following  notation: 
"  Issued  under  special  permission  of  the  Public  Service  Commission,  Second 
District,  State  of  New  York,  No.  424,  of  date  June  18,  1908." 

No.  425;  June  18,  1908;  Rutland  Railroad  Company,  in  connection  with 
The  New  York  Central  and  Hudson  River  Railroad  Company,  and  New 
York  and  Ottawa  Railway  Company: 

Subject:  To  make  effective  July  6,  1908,  rates  named  in  tariff  issued  as 
P.  S.  C,  2  N.  Y.,  No.  168,  which,  by  error,  though  issued,  was  not  filed  in 
time  to  give  statutory  notice. 

Upon  application  of  the  Rutland  Railroad  Company,  filed  June  16,  1908, 
it  appearing  upon  verified  statement  made  that  a  joint  commodity  tariff 
was  issued  June  3,  1908,  under  P.  S.  C,  2  N.  Y.,  No.  168,  as  canceling 
P.  S.  C,  2  N.  Y.,  No.  127,  and  applying  on  Corn,  Feed,  Flour,  and  Oats, 
carloads,  governed  by  Official  Classification  P.  S.  C,  2  N.  Y.,  No.  169,  supple- 
ments thereto  and  reissues  thereof,  from  Malone,  N.  Y.,  and  Ogdensburg, 
N.  Y.,  to  stations  in  New  York  state  located  on  the  R.,  W.  &  O.  and  Mohawk 
and  Malone  divisions  of  the  New  York  Central  and  Hudson  River  railroad, 
and  New  York  and  Ottawa  railway,  was,  through  error,  not  posted  at 
stations  and  filed  with  this  Commission  in  time  to  give  required  notice 
provided  by  law;  and  as  such  tariff  contains  no  advance  in  present  effective 
rates,  it  is 

Ordered:  That  the  Rutland  Railroad  Company,  in  connection  with  The 
New  York  Central  and  Hudson  River  Railroad  Company,  and  New  York 
and  Ottawa  Railway  Company,  be  and  is  hereby  authorized  to  establish 
joint  commodity  tariff  applying  on  CJorn,  Feed,  Flour,  and  Oats,  in  carloads, 
applying  from  Malone,  N.  Y.,  and  Ogdensburg,  N.  Y.,  to  stations  and  at 
the  rates  as  named  in  application;  provided  that  a  tariff  naming  said  rates 
shall  be  filed  with  this  Commission  under  P.  S.  C,  2  N.  Y.,  No.  168,  and 
posted  at  stations  at  least  ten  (10)  days  prior  to  the  effective  date  to  be 
specified  therein  as  July  6,  1908.  Such  tariff  shall  be  so  filed  and  posted 
within  ten  (10)  days  from  the  date  of  this  order  and  bear  the  following 
notation:  "Issued  under  special  permission  of  the  Public  Service  Commis- 
sion, Second  District,  State  of  New  York,  No.  425,  of  date  Jime  18,  1908." 

No.  426;  June  18,  1908;  West  Shore  Railroad   (N.  Y.  C.  &  H.  R.  R.  R.  Co. 

Lessee) : 

Ordered:  That  the  West  Shore  Railroad  (N.  Y.  C.  &  H.  R.  R.  R.  Co. 
Lessee)  be  and  is  hereby  authorized  to  establish  on  shipments  of  Stone 
(Crushed),  carloads,  minimum  weight  marked  capacity  of  car,  but  not 
less   than    forty  thousand   (40,000)  pounds,    from  South    Bethlehem,    N.    Y., 
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to  Selkirk,  N.  Y.,  rate  of  thirty-five  cents  ($0.35)  per  net  ton;  and  to 
Walden,  N.  Y.,  rate  of  eighty  cents  ($0.80)  per  net  ton;  provided  that  a 
tariff  naming  said  rates  shall  be  filed  with  this  Commission  and  posted  at 
stations  at  least  three  (3)  days  prior  to  the  effective  date  specified  in 
such  tariff.  Such  tariff  shall  be  so  filed  and  posted  within  ten  (10) 
days  from  the  date  of  this  order  and  bear  the  following  notation: 
"  Issued  under  special  permission  of  the  Public  Service  CJommission,  Second 
District,  State  of  New  York,  No.  426,  of  date  June  18,  1908." 

No.  427;  June  18,  1908;  West  Shore  Railroad   (N.  Y.  C.  &  H.  R.  R.  R.  Co. 

Lessee) : 

Ordered:  That  the  West  Shore  Railroad  (N.  Y.  C.  &  H.  R.  R.  R.  Co. 
Lessee),  in  connection  with  The  New  York  Central  and  Hudson  River  Rail- 
road Company,  be  and  is  hereby  authorized  to  establish  rate  of  forty  cents 
($0.40)  per  net  ton  to  apply  upon  shipments  of  Stone  (Crushed),  carloads, 
minimum  weight  marked  capacity  of  car,  but  not  less  than  forty  thousand 
(40,000)  pounds,  from  South  Bethlehem,  N.  Y.,  to  Carman,  N.  Y.;  provided 
that  a  tariff  naming  said  rate  shall  be  filed  with  this  Commission  and 
posted  at  stations  at  least  three  (3)  days  prior  to  the  effective  date  specified 
in  such  tariff.  Such  tariff  shall  be  so  filed  and  posted  within  ten  (10)  days 
from  the  date  of  this  order  and  bear  the  following  notation :  **  Issued  under 
special  permission  of  the  Public  Service  Commission,  Second  District,  State 
of  New  York,  No.  427,  of  date  June  18,  1908." 

No.   428;   June   19,   1908;    West  Shore  Railroad    (N.   Y.  C.  &  H.  R.  R.  R. 
Co.  Lessee) : 

Ordered:  That  the  West  Shore  Railroad  (N.  Y.  C.  &  H.  R.  R.  R.  Co. 
Lessee),  in  connection  with  the  Erie  Railroad  Company,  be  and  is  hereby 
authorized  to  establish  rate  of  one  dollar  and  twenty- five  cents  ($1.25) 
per  net  ton  to  apply  upon  shipments  of  Stone  (Crushed),  carloads,  minimum 
weight  marked  capacity  of  car,  but  not  less  than  forty  thousand  (40,000) 
pounds,  from  South  Bethlehem,  N.  Y.,  to  Pine  .Bush,  N.  Y.,  via  Newburgh, 
N.  Y.,  and  Erie  railroad;  provided  that  a  tariff  naming  said  rate  shall  be 
filed  with  this  Commission  under  P.  S.  C,  2  N.  Y.,  No.  1016,  and  posted 
at  stations  at  least  three  (3)  days  prior  to  the  effective  date  specified  in 
such  tariff.  Such  tariff  shall  be  so  nled  and  posted  within  ten  (10)  days 
from  the  date  of  this  order  and  bear  the  following  notation:  "  Issued  under 
special  permission  of  the  Public  Service  Commission,  Second  District,  State 
of  New  York,  No.  428,  of  date  June  19,  1908." 

No.  429;  June  19,  1908;  The  New  York  Central  and  Hudson  River  Railroad 
Company: 

Ordered:  That  The  New  York  Central  and  Hudson  River  Railroad  Com- 
pany be  and  is  hereby  authorized  to  establish  rate  of  forty-five  cents  ($0.45) 
per  net  ton  to  apply  upon  shipments  of  Ice,  carloads,  minimum  weight  fifty 
thousand  (50,000)  pounds  unless  marked  capacity  of  car  is  less,  in  which 
case  marked  capacity  of  car  will  govern,  but  in  no  case  shall  minimum 
weight  be  less  than  forty  thousand  (40,000)  pounds,  from  Rices,  N.  Y., 
to  Carthage,  N.  Y. ;  provided  that  a  tariff  naming  said  rate  shall  be  filed 
with  this  Commission  under  P.  S.  C,  2  N.  Y.,  No.  4105,  and  posted  at  stations 
at  least  one  ( 1 )  day  prior  to  the  effective  date  specified  in  such  tariff. 
Such  tariff  shall  be  so  filed  and  posted  within  ten  (10)  days  from  the  date 
of  this  order  and  bear  the  following  notation :  "  Issued  under  special  per- 
mission of  the  Public  Service  CJommission,  Second  District,  State  of  New 
York,  No.  429,  of  date  June  19,  1908." 

No.  430;  June  19,  1908;  The  Delaware  and  Hudson  Company: 

Ordered:  That  The  Delaware  and  Hudson  Company,  in  connection  with 
The  New  York  Central  and  Hudson  River  Railroad  Company,  be  and  is 
hereby  authorized  to  establish  rate  of  two  dollars  and  thirty  cents  ($2.30) 
per    net    ton    to    apply    upon    shipments    of    Cement    (Common,    Hydraulic, 


Appendix  L:    Short  Notice  Tariffs  543 

Natural,  or  Portland),  carloads,  minimum  weight  fifty  thousand  (50,000) 
pounds,  except  when  capacity  of  car  is  less,  in  which  case  the  actual  capacity 
of  car  will  govern,  but  in  no  case  will  minimum  weight  be  less  than  thirty 
thousand  (30,000)  pounds,  from  Glens  Falls,  N.  Y.,  to  stations  Lyons  Falls, 
N.  Y.  (Index  No.  95),  to  Stittville,  N.  Y.  (Index  No.  106),  inclusive,  as 
shown  in  tariflf  P.  S.  C,  2  N.  Y.,  No.  1290;  provided  that  a  tariff  naming 
said  rate  shall  be  filed  with  this  Commission  under  Supplement  No.  2  to 
P.  S.  C,  2  N.  Y.,  No.  1299,  and  posted  at  stations  at  least  five  (5)  days 
prior  to  the  effective  date  specified  in  such  tariff.  Such  tariff  shall  be  so 
filed  and  posted  within  ten  (10)  days  from  the  dat«  of  this  order  and  bear 
the  following  notation :  "  Issued  under  special  permission  of  the  Public 
Service  Commission,  Second  District,  State  of  New  York,  No.  430,  of  date 
June  19,  1908." 

No.  431;  June  19,  1908;  The  New  York  Central  and  Hudson  River  Railroad 
Company : 

Ordered:  That  The  New  York  Central  and  Hudson  River  Railroad  Com- 
pany be  and  is  hereby  authorized  to  establish  upon  shipments  of  Crystals 
(Mono-hydrate  or  Snowflake),  in  barrels,  carload  rate  of  six  cents  ($0.06) 
per  one  hundred  (100)  pounds,  and  less  carload  rate  of  eight  cents  ($0.08) 
per  one  hundred  (100)  pounds,  from  Syracuse,  N.  Y.,  to  Albany,  N.  Y.;  pro- 
vided that  a  tariff  naming  said  rates  shall  be  filed  with  this  Commission 
under  P.  S.  C,  2  N.  Y.,  No.  4101,  and  posted  at  stations  at  least  three  (3) 
days  prior  to  the  effective  daite  specified  in  such  tariff.  Such  tariff  shall 
be  so  filed  and  posted  within  ten  (10)  days  from  the  date  of  this  order 
and  bear  the  following  notation:  "Issued  under  special  permission  of  the 
Public  Service  Commission,  Second  District,  State  of  New  York,  No.  431, 
of  date  June  10,  1908." 

No.  432;  June  19,  1908;  The  New  York  Central  and  Hudson  River  Railroad 
Company : 

Ordered:  That  The  New  York  Central  and  Hudson  River  Railroad  Com- 
pany, in  connection  with  the  Utica  and  Mohawk  Valley  Railway  Company, 
and  Oneonta  and  Mohawk  Valley  Railroad  Company,  be  and  is  hereby  author- 
ized to  establish  one-way  and  round-trip  passenger  fares,  from  stations  on 
the  New  York  Central  and  Hudson  River  railroad  to  stations  on  the  Oneonta 
and  Mohawk  Valley  railroad  made  on.  basis  of  local  fares  from  New  York 
Central  and  Hudson  River  railroad  stations  to  Herkimer,  N.  Y.,  added  to 
local  fares  of  the  Utica  and  Mohawk  Valley  Railway  Company  from  Herki- 
mer, N.  Y.,  to  Mohawk,  plus  local  fares  of  the  Oneonta  and  Mohawk  Valley 
Railroad  Company  from  Mohawk,  N.  Y.,  to  destination;  provided  that  a 
tariff  naming  said  fares  shall  be  filed  with  this  Commission  under  P.  S.  C, 
2  N.  Y.,  No.  226,  and  posted  at  stations  at  least  five  (5)  days  prior  to  the 
effective  date  specified  in  such  tariff.  Such  tariff  shall  be  so  filed  and 
posted  within  ten  (10)  days  from  the  date  of  this  order  and  bear  the  fol- 
lowing notation:  "Issued  under  special  permission  of  the  Public  Service 
Commission,  Second  District,  State  of  New  York,  No.  432,  of  date  June  19, 
1908." 

No.  433;  June  19,  1908;  Oneonta  and  Mohawk  Valley  Railroad  Company: 

Ordered:  That  the  Oneonta  and  Mohawk  Valley  Railroad  Company,  in 
connection  with  the  Utica  and  Mohawk  Valley  Railway  Company,  and  The 
New  York  Central  and  Hudson  River  Railroad  Company,  be  and  is  hereby 
authorized  to  establish  joint  one-way  and  round-trip  passenger  fares  from 
stations  on  the  Oneonta  and  Mohawk  Valley  railroad  to  stations  on  the 
New  York  Central  and  Hudson  River  railroad  made  on  basis  of  local  fares 
from  Oneonta  and  Mohawk  Valley  railroad  stations  to  Mohawk,  N.  Y.,  added 
to  local  fares  of  the  Utica  and  Mohawk  Valley  Railway  Company  from 
Mohawk,  N.  Y.,  to  Herkimer,  N.  Y.,  plus  local  fares  of  The  New  York 
Central  and  Hudson  River  Railroad  Company  from  Herkimer,  N.  Y.,  to 
destination;    provided   that  a   tariff   naming  said   fares    shall  be   filed   with 
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thi«  Commwaion  under  P.  S.  C,  2  X.  Y^  Xo.  17,  and  posted  at  statioiis  at 
least  five  (St  daj»  prior  to  I'^-e  effective  dite  specified  in  such  tarijf.  Such 
tariff  sftall  be  bo  filed  acd  posted  wii^in  ten  ilO)  days  from  the  date  «! 
this  order  and  bear  the  fc!!  >win^  notation:  "Issued  under  special  permit- 
•ion  of  the  Public  Senrioe  C^-^mmission,  Second  Disuict,  State  of  New  York, 
No.  433,  of  date  June  19,  l&OS/' 

No.  434:  June  19,  190S;  Tue  New  York  Central  and  Hudson  River  Railroad 

Company: 

Ordered:  That  Tlie  New  York  Central  and  Hudson  River  Railroad  Com- 
pany Yfe  and  i^  hereby  authorized  to  establish  local  round-trip  passenger 
fare  of  two  dollars  and  eigrhty-five  cent3  «i'2.8o)  from  New  York,  N.  Y,,  to 
Winfrla>,  N.  Y.,  and  return,  tickets  to  be  sold  daily  commencing  with 
June  22.  lOOS,  to  July  L5,  H*08,  with  final  return  limit  of  Ausrust  1.5.  1908; 
provi.i<>d  that  a  tariff  namin?  said  fare  and  stating  that  after  July  15, 
HK>S,  f^iture  fare  will  be  a?  named  in  P.  S.  C  2  N.  Y.,  No.  55,  iB  filed 
with  this  Commission  under  P.  S.  C,  2  N.  Y.,  No.  229,  and  posted  at 
stations  at  least  one  day  prior  to  the  etTective  date  specified  in  such  tariff. 
Such  tariff  shall  be  so  filed  and  posted  within  ten  (10)  days  from  the  date 
of  thi^  order  and  liear  the  following  notation:  "Issued  under  special  per- 
mission of  tl)e  Public  Service  Commission,  Second  District,  State  of  New 
York,  No.  434,  of  date  June   19,  190S." 

No.  435;  June  20,  1908;  The  Pullman  Company: 

Ordered:  Tliat  The  Pullman  Company  be  and  U  hereby  authorized  to  issue 
a  tariff  amending  its  tariff  P.  S.  C,  2  N.  Y.,  No.  13,  as  follows:  Adding 
to  schedules  Nog.  20  and  21  seat  rates  to  Buffalo,  N.  Y.,  from  New  York 
Central  and  Hudson  River  railroad  (Adirondack  district  stations);  to 
schedule  No.  21  seat  rates  to  Buffalo,  N.  Y.,  from  The  Delaware  and  Hud- 
son Company  fChateaugay  branch  stations)  ;  and  to  schedule  No.  31  rates 
to  Pet^rsburVh  Junction,  N.  Y.,  from  New  York  Central  and  Hudson  River 
railroad  (Hudson  division  stations*;  provided  that  a  tariff  naming  said 
rates  shall  be  filed  with  this  Commission  under  Supplement  No.  2  to  P. 
S.  C,  2  N.  Y.,  No.  13,  and  posted  at  stations  at  least  one  (1)  day  prior 
to  tlie  effective  date  specified  in  such  tariff.  Such  tariff  ahall  be  so  filed 
and  posted  within  ten  (10)  days  from  the  date  of  this  order  and  bear  the 
ioUovi'mfjf  notation:  "  Issued  on  one  day's  notice  to  the  public  and  the  Corn- 
mi '^sion  under  special  permission  of  the  Public  Service  Commission,  Second 
District,  State  of  New  York,  No.  435,  of  date  June  20,  1908." 

No.  430;  June  22,  1908;  West  Shore  Railroad   (N.  Y.  C.  &  H.  R.  R.  R.  Co. 
Lessee) : 

Ordered:  That  the  West  Shore  Railroad  (N.  Y.  C.  A  H.  R.  R.  R.  Co. 
I>es8ee)  be  and  is  hereby  authorized  to  establish  rate  of  eighty  cents  ($0.80) 
per  net  ton  to  apply  upon  shipments  of  Stone  (Crushed),  carloads,  minimum 
weight  marked  capacity  of  car,  but  not  less  than  forty  thousand  (40,000) 
pounds,  from  Little  Falls,  N.  Y.,  to  Hinckley,  N.  Y. ;  provided  that  a  tariff 
naminfr  said  rate  shall  be  filed  with  this  Commission  under  P.  S.  C,  2  N.  Y., 
No.  1012.  and  posted  at  stations  at  least  three  (3)  days  prior  to  the  effective 
date  specified  in  such  tariff.  Such  tariff  shall  be  so  filed  and  posted  within 
ten  (10)  days  from  the  date  of  this  order  and  bear  the  following  notation: 
"  Ipsued  under  special  permission  of  the  Public  Service  Commission,  Second 
District,  State  of  New  York,  No.  436,  of  date  June  22,  1908." 

No.  437;  June  23,  1908;  The  New  York  Central  and  Hudson  River  Railroad 
Company : 

Ordered:  That  The  New  York  Central  and  Hudson  River  Railroad  Com- 
pany be  and  is  herebv  authorized  to  establish  rate  of  sixteen  cents  ($0.16) 
per  one  hundred  (100)  pounds  to  apply  upon  ehipments  of  Cans  (Tin), 
carloads,  minimum  weight  as  per  OflReial  Classification  P.  S.  C,  2  N.  Y-, 
No.  2891,  supplements  thereto  or  superseding  issues  thereof;  from  Syracuse, 
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N.  Y.,  to  Wilson,  N.  Y.;  provided  that  a  tariff  naming  said  rate  shall  be 
filed  with  this  Commission  under  P.  S.  C,  2  N.  Y.,  No.  4126,  and  posted  at 
stations  at  least  three  (3)  days  prior  to  the  effective  date  specified  in  such 
tariff.  Such  tariff  shall  be  so  filed  and  posted  within  ten  (10)  days  from 
the  date  of  this  order  and  bear  the  following  notation:  "Issued  under 
special  permission  of  the  Public  Service  Commission,  Second  District,  State 
of  New  York,  No.  437,  of  date  June  23,  1908." 

No.  438;   June  23,   1908;   The  Delaware  and  Hudson  Company: 

Ordered:  That  The  Delaware  and  Hudson  Company,  in  connection  with 
the  Rutland  Railroad  Company,  be  and  is  hereby  authorized  to  establish 
rate  of  eighty  cents  ($0.80)  per  net  ton  to  apply  upon  shipments  of  Stone 
(Crushed),  carloads,  minimum  weight  marked  capacity  of  car,  but  not  less 
than  forty  thousand  (40,000)  pounds,  from  Chazy,  N.  Y.,  to  Bangor,  N.  Y., 
and  Malone,  N.  Y.,  via  Rouses  Point,  N.  Y.,  and  Rutland  railroad;  provided 
that  a  tariff  naming  said  rate  shall  be  filed  with  this  Conmiission  under 
P.  S.  C,  2  N.  Y.,  No.  1629,  and  posted  at  stations  at  least  three  (3)  days 
prior  to  the  effective  date  specified  in  such  tariff.  Such  tariff  shall  be  so 
filed  and  posted  within  ten  (10)  days  from  the  date  of  this  order  and  bear 
the  following  notation:  "Issued  under  special  permission  of  the  Public 
Service  Commission,  Second  District,  State  -of  New  York,  No.  438,  of  date 
June  23,  1908." 

No.  439;  June  23,  1908;  The  New  York  Central  and  Hudson  River  Railroad 
Company: 

Ordered:  That  The  New  York  Ontral  and  Hudson  River  Railroad  Com- 
pany be  and  is  hereby  authorized  to  reissue  its  tariff  P.  S.  C,  2  N.  Y., 
No.  215,  naming  excursion  fares  applying  between  Watertown,  N.  Y.,  and 
Pine  Camp,  N.  Y.;  and  Carthage,  N.  Y.,  and  Pine  Camp,  N.  Y.;  extend- 
ing the  return  limit  of  tickets  sold  at  such  fares  from  date  of  sale  to  two 
<2)  days  including  date  of  sale;  provided  that  a  tariff  making  such  change 
shall  be  filed  with  this  Commission  under  P.  S.  C,  2  N.  Y.,  No.  231,  state 
that  it  supersedes  P.  S.  C,  2  N.  Y.,  No.  215,  and  be  posted  at  stations  at 
least  one  (1)  day  prior  to  the  effective  date  specified  in  such  tariff.  Such 
tariff  shall  be  so  filed  and  posted  within  five  (5)  days  from  the  date  of 
this  order  and  bear  the  following  notation :  "  Issued  nuder  special  per- 
mission of  the  Public  Service  Commission,  Second  District,  State  of  New 
York,  No.  439,  of  date  June  23,  1908." 

No.  440;  June  23,  1908;  The  Pennsylvania  Railroad  Company: 

Ordered:  That  The  Pennsylvania  Railroad  Company  be  and  is  hereby 
authorized  to  establish  basis  for  joint  passenger  fares  from  Lake  Shore,  N.  Y. 
(a  temporary  summer  station),  to  other  points  in  the  State  of  New  York 
as  shown  in  tariff  P.  S.  C,  2  N.  Y.,  No.  101,  and  at  the  same  rate  which  is 
in  effect  applying  from  Sodus,  N.  Y.,  to  such  stations ;  provided  that  a  tariff 
naming  such  basis  shall  be  filed  with  this  Commission  under  Supplement  No. 
1  to  P.  S.  C,  2  N.  Y.,  No.  101,  and  posted  at  stations  at  least  five  (5) 
days  prior  to  the  effective  date  specified  in  such  tariff.  Such  tariff  shall  be 
so  filed  and  posted  within  ten  (10)  days  from  the  date  of  this  order  and 
bear  the  following  notation:  "Issued  under  special  permission  of  the  Public 
Service  Commission,  Second  District,  State  of  New  York,  No.  440,  of  date 
June  23,  1908." 

No.  441;  June  24,  1908;  The  New  York  Central  and  Hudson  River  Railroad 
Company : 

Ordered:  That  The  New  York  Central  and  Hudson  River  Railroad  Com- 
pany be  and  is  hereby  authorized  to  establish  on  shipments  of  Sand  and 
Gravel,  carloads,  minimum  weight  marked  capacity  of  car,  but  not  less  than 
forty  thousand  (40,000)  pounds,  from  East  Rochester,  N.  Y.,  to  Rochester, 
N.  Y.,  rate  of  twenty-five  cents  ($0.25)  per  net  ton;  and  to  Barnard,  N.  Y., 
rate  of  thirty  cents  ($0.30)  per  net  ton;  provided  that  a  tariff  naming  said 
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nt^  %\aZ  x^,  *jMi  w.:i  ti^  •>,=!i=:-4*i.!i  ^=.kt  P.  S,  C^  f  X.  Y-,  Xo.  4133, 
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Ko.  442;  J!ifie  24,  IS^if^t;  T^  Xev  York  Omtnl  aad  Endm  BH«r  SaflnM^ 
Con  fan  J : 

Ordered:  Tt^t  Tt^  Xtw  York  Omtral  aol  Haisoa  Hirer  BAilxoad  Com- 
p*ar7  be  and  u  bereoj  aat:»n2ed  to  establish  ra:e  o(  tvo  doiiars  t^liJM) 
per  net  ton  to  app.j  Bfoii  §:ilpa:^a*^  o:  S^o:;e  'PaTLug-,  cark)ads,  Hinlma^ 
wwg^r/t  £f*,7  tiv>u.sAi;d  t.>0.'»;  po^nii,  from  Ea^le  Hariwr,  X.  Y^  Albioo, 
N.  V^  Fan  rDer,  X.  Y^  atd  HoI**:t.  X.  Y-  to  Waieriown,  X.  Y.;  prorided 
Uukt  a  tari^T  itaicing  »aid  rate  tbaJi  be  f>d  witA  this  Commiasion  under 
P,  S.  C^  2  X.  Y-,  Xo.  4140,  and  ported  a:  station*  at  least  three  )3)  day» 
prior  to  X\ift  effective  date  ipe«:iLed  in  iueii  tariff.  6ach  tariiT  thall  be  ao 
fikd  and  prated  within  ten  1  10.  da ,^6  from  the  date  of  this  order  and  bear 
tne  foiioTsinjr  notation:  "  I-%?t>-rd  under  special  permission  of  the  Public 
Serric*?  Cofr.rr.i=*4iion,  hec-ond  District,  State  of  Xew  York,  Xo.  442,  of  date 
June  24,  VMJh." 

"Sry.  4<3;  June  24,  lf>OS;  Tb&  Xew  York  Central  acd  Hudson  River  Railroad 
Company: 

Ordered:  That  The  Xew  York  Central  and  Hudson  Hirer  Railroad  Com- 
panj  be  and  ia  hereby  authorized  to  estabiish  rate  of  thirty  cenu  ($0.30) 
per  net  ton  to  apply  upon  shi parents  of  Stone  (Crushed*,  carloads,  minimum 
weight  marked  capacity  of  car,  but  not  less  than  for^  thousand  (40,000) 
pounds,  from  Saranac  Lake,  X.  Y.,  to  Saranac  Inn,  X.  Y.;  provided  that  a 
tariff  naming  said  rate  shall  be  filed  with  this  Commission  under  P.  S.  C, 
2  X.  Y,,  Xo.  4141,  and  posted  at  stations  at  least  one  (1)  day  prior  to  the 
efTectire  date  specified  in  such  tariff.  Such  tariff  shall  be  so  filed  and  posted 
witbin  ten  (10)  days  from  the  date  of  this  order  and  bear  the  following 
notation:  "Issued  under  special  permission  of  the  Public  Service  Commis- 
•ion,  Second  District,  State  of  Xew  York,  Xo.  443,  of  date  June  24,  1908." 

No,  444;  June  27,  1008;  upon  joint  application  of  The  Xew  York  Central 
and  Hudson  River  Railroad  Company  for  itself  and  its  snbeidiary  lines, 
also  of  the  West  Shore  Railroad  (X.  Y.  C.  A  H.  R.  R.  R.  Co.  Lessee), 
filed  June  27,  1908,  and  for  good  cause  shown,  it  is 

Ordered:  That  The  New  York  Centraland  Hudson  River  Railroad  Com- 
pany, for  itself  and  its  subsidiary  lines,  and  the  West  Shore  Railroad  (N.  Y. 
C.  k  H,  R.  R,  R.  Co.  Lessee),  be  and  are  hereby  authorized  to  issue  Supple- 
ment No.  1  to  N.  Y.  C.  &  H.  R.  R.  R.  O.'s  tariff  P.  S.  C,  2  N.  Y.,  No.  209, 
and  W.  8.  R.  R.  Co.'s  tariff  P.  8.  C,  2  X.  Y.,  No.  79,  canceling  the  rates 
named  therein,  which  are  in  excess  of  rates  now  charged,  and  to  establish 
such  rates  effective  July  1,  1908;  provided  that  a  tariff  making  such  can- 
cellation shall  be  filed  with  this  Commission  and  posted  at  stations  at  least 
one  (1)  day  prior  to  the  effective  date  specified  therein.  Such  tariff  shall 
be  so  filed  and  posted  within  three  (3)  days  from  the  date  of  this  order  and 
bear  the  following  notation:  "Issued  under  special  permission  of  the  Public 
fie rv Ice  Commission,  Second  District,  State  ol  New  York,  No.  444,  of  date 
June  27.  1908." 

No.  445;  June  29,  1908;  The  New  York  Central  and  Hudson  River  Railroad 
Company: 

Ordered:  That  The  New  York  Central  and  Hudson  River  Railroad  Ccwn- 
pany  be  and  is  hereby  authorized  to  reissue  its  tariff  P.  S.  C,  2  N.  Y.,  No. 
4068,  changing  the  rate  of  three  cents  ($0.03)  shown  as  applying  from 
Canton,  N.  Y.,  to  Canton,  N.  Y.,  to  apply  from  Canton,  N.  Y.,  to  Carthage, 
N.  Y.;  provided  that  a  tariff  naming  said  change  shall  be  filed  with  this 
Commission  under  P.  S.  C,  2  N.  Y.,  No.  4149,  and  posted  at  stations  at  least 
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twenty  (20)  days  prior  to  the  effective  date  to  be  specified  as  July  26,  1908. 
Such  tariff  shall  be  so  filed  and  posted  within  ten  (10)  days  from  the  date 
of  this  order  and  bear  the  following  notation:  "Issued  under  special  per- 
mission of  the  Public  Service  Commission,  Second  District^  State  of  New 
York,  No.  446,  of  date  June  29,  1908." 

No.  446;  June  29,  1908;  upon  the  application  of  the  Erie  Railroad  Com- 
pany, filed  June  29,  1908,  and  it  appearing  that  tariffs  bearing  P.  8.  0^ 
2  N.  Y.,  Nos.  961,  962,  953,  966,  and  A.163,  were  not  posted  at  stations 
in  time  to  give  statutory  notice,  and  for  good  cause  shown,  it  is 

Ordered:  That  the  Erie  Railroad  Company  be  and  is  hereby  authorized 
to  cancel  the  rates  contained  in  the  schedules  as  named  in  the  applicatioB* 
and  to  continue  in  force  the  rates  applying  upon  the  shipments  of  milk  tad, 
cream  between  local  stations  as  specified  in  tariffs  P.  S.  C,  2  N.  Y.,  Noa. 
202,  620,  693,  694,  and  A.  146;  provided  that  a  supplement  issue  to  tariffs 
P.  S.  C,  2  N.  Y.,  Nos.  961,  962,  953,  956,  and  A.  153,  naming  such  cancel- 
lation and  continuation  of  rates,  shall  be  filed  with  this  Commission  and 
posted  at  stations  under  effective  date,  July  1,  1908.  Such  tariffs  shall  be 
so  filed  and  posted  within  two  (2)  days  from  the  date  of  this  order  and 
bear  the  followinjo^  notation :  "  Issued  under  special  permission  of  the  Publie 
Service  Commission,  Second  District,  State  of  New  York,  No.  446,  of  date 
June  29,  1908." 

No.  447;  June  29,  1908;  The  New  York  Central  and  Hudson  River  Railroad 
Company: 

Ordered:  That  The  New  York  Central  and  Hudson  River  Railroad  Cont- 
pany  be  and  is  hereby  authorized  to  establish  rate  of  four  cents  ($0.04) 
per  one  hundred  (100)  pounds  to  apply  upon  shipments  of  Pulp  (Wood)^ 
carloads,  minimum  weight  forty  thousand  (40,000)  pounds,  from  Lyons  Falls, 
N.  Y.,  to  Qouvemeur,  N.  Y.;  provided  that  a  tariff  naming  said  rate  is  filed 
with  this  Commission  under  P.  S.  C,  2  N.  Y.,  No.  4154,  and  posted  at 
stations  at  least  one  (1)  day  prior  to  the  effective  date  specified  in  suek 
tariff.  Such  tariff  shall  be  so  filed  and  posted  within  ten  (10)  days  froot 
the  date  of  this  order  and  bear  the  following  notation:  ''Issued  under 
special  permission  of  the  Public  Service  Commission,  Second  District,  Stats 
of  New  York,  No.  447,  of  date  June  29,  1908." 

No.  448;  June  29,  1908;  The  New  York  Central  and  Hudson  River  Railroad 
Company: 

Ordered:  That  The  New  York  Central  and  Hudson  River  Railroad  Cont- 
pany  be  and  is  hereby  authorized  to  establish  rates  as  named  in  the  appli- 
cation to  apply  upon  shipments  of  CJans  (Tin),  carloads,  minimum  weigtt 
as  per  Official  Classification  P.  S.  C,  2  N.  Y.,  No.  4019,  supplements  theret* 
or  superseding  issues  thereof,  from  Syracuse,  N.  Y.,  to  Mexico,  N.  Y., 
Webster,  N.  Y.,  and  Barker,  N.  Y.;  provided  that  a  tariff  naming  said  rates 
shall  be  filed  with  this  Commission  under  P.  S.  C,  2  N.  Y.,  No.  4148,  and 
posted  at  stations  at  least  one  (1)  day  prior  to  the  effective  date  specified 
in  such  tariff.  Such  tariff  shall  be  so  filed  and  posted  within  ten  (10) 
days  from  the  date  of  this  order  and  bear  the  following  notation:  ''Issued 
under  special  permission  of  the  Public  Service  Ck>mmission,  Second  District; 
Stote  of  New  York,  No.  448,  of  date  June  29,  1908." 

No.  449;  June  29,  1908;  The  New  York  Central  and  Hudson  River  Railroad 

Company: 

Ordered:  That  The  New  York  Central  and  Hudson  River  Railroad  (Com- 
pany be  and  is  hereby  authorized  to  establish  icing  charge  of  ten  cents 
($0.10)  per  one  hundred  (100)  pounds  to  apply  upon  less  carload  shipments 
of  Butter,  Cheese,  Eggs,  and  other  Perishable  Freight  (not  exceeding  10,009 
pounds),  moved  in  iced  refrigerator  cars  from  stations  named  in  application 
to  Utica,  N.  Y.;  provided  that  a  tariff  naming  said  charge  shall  be  filed 
with  this  Commission  under  P.  S.  0.,  2  N.  Y.,  No.   4108,  and  posted  at 
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stations  at  least  five  (5)  days  prior  to  the  effective  date  specified  in  such 
tariff.  Such  tariff  shall  be  so  filed  and  posted  within  ten  (10)  days  from 
the  date  of  this  order  and  bear  the  following  notation:  "Issued  under 
special  permission  of  the  Public  Service  Commission,  Second  District,  State 
of  New  York,  No.  449,  of  date  June  29,  1908.'' 

No.  450;  June  29,  1908;  The  New  York  Central  and  Hudson  River  Railroad 
Company: 

Ordered:  That  The  New  York  Central  and  Hudson  River  Railroad  Com- 
pany be  and  is  hereby  authorized  to  establish  rates  as  named  in  the  appli- 
cation to  apply  upon  shipments  of  Peaches,  Plums,  and  Cherries,  less  car- 
loads, from  various  local  stations  to  Watertown,  N.  Y.;  provided  that  a 
tariff  naming  said  rates  is  filed  with  this  Commission  under  P.  S.  C,  2  N.  Y., 
No.  450,  and  posted  at  stations  at  least  one  (1)  day  prior  to  the  effective 
date  specified  in  such  tariff.  Such  tariff  shall  be  so  filed  and  posted  within 
ten  (10)  days  from  the  date  of  this  order  and  bear  the  following  notation: 
"  Issued  under  special  permission  of  the  Public  Service  Commission,  Second 
District,  Stote  of  New  York,  No.  460,  of  date  June  29,  1908." 

No.  451;   June  29,   1908;   The  Buffalo,  Rochester  and   Pittsburgh  Railway 
Company: 

Ordered:  That  The  Buffalo,  Rochester  and  Pittsburgh  Railway  Company 
be  and  is  hereby  authorized  to  withdraw  the  rates  contained  in  tariff  P.  S.  C, 
2  N.  Y.,  No.  53,  effective  July  1,  1908,  applying  to  the  shipment  of  milk 
and  cream  transported  in  baggage  cars  on  passenger  trains  between  stations 
where  the  distance  is  seventy- five  (75)  miles  or  less,  and  to  continue  in 
force  the  rates  as  contained  in  tariff  P.  S.  C,  2  N.  Y.,  No.  8,  applying 
to  the  shipment  of  such  traffic  transported  in  baggage  cars  on  passenger 
trains  between  such  stations  where  the  distance  is  seventy-five  (75)  miles 
or  less;  provided  that  a  tariff  naming  such  rates  shall  be  filed  with  this 
Commission  as  Supplement  No.  1  to  P.  S.  C,  2  N.  Y.,  No.  53,  and  posted 
at  stations  at  least  one  (1)  day  prior  to  the  effective  date  to  be  specified 
therein  as  July  1,  1908.  Such  tariff  shall  be  so  filed  and  posted  within  two 
(2)  days  from  the  date  of  this  order  and  bear  the  following  notation: 
"  Issued  under  special  permission  of  the  Public  Service  Commission,  Second 
District,  State  of  New  York,  No.  451,  of  date  June  29,  1908." 

No.  462;  June  29,  1908;  New  York  and  Albany  Transportation  0>mpany: 

Ordered:  That  the  New  York  and  Albany  Transportation  0>mpany,  in 
connection  with  The  Delaware  and  Hudson  0>mpany,  Lake  Greorge  Steam- 
boat Company,  and  other  connections,  be  and  is  hereby  authorized  to  establish 
local  and  joint  one-way  and  round-trip  passenger  fares  from  New  York, 
N.  Y.,  to  points  on  or  reached  via  The  Delaware  and  Hudson  0>mpany 
and  connections,  made  on  combination  of  local  one-way  fare  of  one  dollar 
($1.00)  and  round- trip  fare  of  two  dollars  ($2.00)  New  York,  N.  Y.,  to 
Albany,  N.  Y.,  coupled  with  fare  of  The  Delaware  and  Hudson  0>mpany 
and  connections  from  Albany,  N.  Y. ;  except  that  the  round-trip  fare  from 
New  York,  N.  Y.,  to  Troy,  N.  Y.,  and  points  intermediate  between  Albany, 
N.  Y.,  and  Troy,  N.  Y.,  shall  be  two  dollars  ($2.00) ;  provided  that  a 
tariff  naming  said  fares  shall  be  filed  with  this  Commission  under  P.  S.  C, 
2  N.  Y.,  No.  1,  and  posted  at  stations  at  least  one  (1)  day  prior  to  the 
effective  date  specified  in  such  tariff.  Such  tariff  shall  be  so  filed  and 
posted  within  ten  (10)  days  from  the  date  of  this  order  and  bear  the 
following  notation :  "  Issued*  under  special  permission  of  the  Public  Service 
Commission,  Second  District,  State  of  New  York,  No.  452,  of  date  June  29, 
1908." 

No.  453;  June  29,  1908;  Rutland  Railroad  Company: 

Ordered:  That  the  Rutland  Railroad  Company  be  and  is  hereby  authorized 
to  file  tariff  P.  S.  C,  2  N.  Y.,  No.  173,  naming  the  rates  on  various  com- 
modities from  and  to  stations  as  named  in  the  application,  and  as  super- 
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seding  tariffs  P.  S.  C,  2  N.  Y.,  Noa.  33  and  103;  provided  that  such  tariflf 
is  filed  with  this  Commissioii  at  least  ten  (10)  days  prior  to  the  effective 
date  to  be  specified  therein  as  July  21,  1908.  Such  tariff  shall  be  so  filed 
and  posted  within  ten  (10)  days  from  the  date  of  this  order  and  bear  the 
following  notation :  "  Issued  under  special  permission  of  the  Public  Service 
Commission,  Second  District,  State  of  New  York,  No.  453,  of  date  June  29, 
1908." 

No.  464;  June  29,  1908;  The  Pennsylvania  Railroad  Company: 

Ordered:  That  The  Pennsylvania  Railroad  Company  be  and  is  hereby 
authorized  to  withdraw  the  rates  contained  in  tariff  P.  S.  C,  2  N.  Y., 
No.  102,  effective  July  1,  1908,  applying  to  the  shipment  of  milk  and  cream 
transported  in  baggage  cars  on  passenger  trains  between  stations  on  the 
Buffalo  and  Allegheny  division  (Buffalo  and  Chautauqua  divisions),  and 
to  put  in  force  the  rates  that  are  now  charged  for  the  shipment  of  such 
traffic  between  such  stations  when  transported  in  baggage  cars  on  passenger 
trains;  provided  that  a  tariff  naming  the  rates  shall  be  filed  with  this  Com- 
mission as  P.  S.  C,  2  N.  Y.,  No.  118,  canceling  P.  S.  C,  2  N.  Y.,  No.  102, 
and  posted  at  stations  at  least  one  (1)  day  prior  to  the  effective  date  to 
be  specified  therein  as  July  1,  1908.  Such  tariff  shall  be  so  filed  and  posted 
within  two  (2)  days  from  the  date  of  this  order  and  bear  the  following 
notation :  "  Issued  under  special  permission  of  the  Public  Service  Com- 
mission, Second  District,  State  of  New  York,  No.  454,  of  date  June  29,  1908." 

No.  455;  June  30,  1908;  Lehigh  Valley  Railroad  Company: 

Ordered:  That  the  Lehigh  Valley  Railroad  Company  be  and  is  hereby 
authorized  to  cancel  the  rates  contained  in  tariff  P.  S.  C,  2  N.  Y.,  No.  D.866, 
and  to  continue  in  force  the  rates  applying  to  the  shipment  of  milk  and 
cream  as  contained  in  tariff  P.  S.  C,  2  N.  Y.,  No.  D.801;  provided  that  a 
tariff  naming  such  rates  shall  be  filed  with  this  Commission  as  P.  S.  C, 
2  N.  Y.,  No.  D.898,  and  posted  at  stations  at  least  one  (1)  day  prior  to 
the  effective  date  to  be  specified  therein  as  July  1,  1908.  Such  tariff  shall 
be  so  filed  and  posted  within  two  (2)  days  from  the  date  of  this  order 
and  bear  the  following  notation :  "  Issued  under  special  permission  of  the 
Public  Service  Commission,  Second  District,  State  of  New  York,  No.  456, 
of  date  June  30,  1908." 

No.  466;  June  30,   1908;   Buffalo  and  Susquehanna  Railway  Company  and 
the  Buffalo,  Attica  and  Arcade  Railroad  Company: 

Ordered:  That  the  Buffalo  and  Susquehanna  Railway  Company  and  tho 
Buffalo,  Attica  and  Arcade  Railroad  Company  be  and  are  hereby  authorized 
to  cancel  the  rates  contained  in  tariffs  B.  &  S.,  P.  S.  C,  2  N.  Y.,  No.  46, 
and  B.,  A.  &  A.,  P.  S.  C,  2  N.  Y.,  No.  15,  effective  July  1,  1908,  applying 
to  the  shipment  of  milk  and  cream  between  stations  local  to  their  lines, 
and  to  continue  in  force  the  rates  contained  in  B.  &  S.,  P.  S.  C,  2  N.  Y., 
No.  8,  «nd  B.,  A.  &  A.,  P.  S.  C,  2  N.  Y.,  No.  2;  provided  that  a  supple- 
ment be  issued  to  such  tariffs  naming  cancellation  and  continuation  of 
rates  and  filed  with  this  Commission  as  Supplement  No.  1  to  B.  &  S., 
P.  S.  C,  2  N.  Y.,  No.  45,  and  Supplement  No.  1  to  B.,  A.  &  A.,  P.  S.  C, 
2  N.  Y.,  No.  15,  and  posted  at  stations  at  least  one  (1)  day  prior  to  the 
effective  date  to  be  specified  therein  as  July  1,  1908.  Such  tariffs  shall  be 
so  filed  and  posted  within  two  (2)  days  from  the  date  of  this  order  and 
bear  the  following  notation :  "  Issued  under  special  permission  of  the  Public 
Service  Commission,  Second  District,  State  of  New  York,  No.  456,  of  date 
June  30,  1908." 

No.  457;  July  2,  1908;  The  Delaware  and  Hudson  Company: 

Ordered:  That  The  Delaware  and  Hudson  Company  be  and  is  hereby 
authorized  to  establish  at  Port  Henry,  N.  Y.,  switching  charge  of  three 
dollars  ($3.00)  per  car  of  eighty  thousand  (80,000)  poimds  or  less,  to 
apply  upon  shipments  of  Limestone  for  fluxing  purposes  when  moved  not 
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lo  exceed  one  mile;  provided  that  a  tariff  naming  said  rate  shall  be  filed 
with  this  Commission  under  P.  S.  C,  2  N.  Y.,  No.  1039,  and  posted  at 
stations  at  least  three  (3)  days  prior  to  the  effective  date  specified  in  such 
tariff.  Such  tariff  shall  be  so  filed  and  posted  within  ten  (10)  days  from 
the  date  of  this  order  and  bear  the  following  notation:  "Issued  under 
■pecial  permission  of  the  Public  Service  Commission,  Second  District,  State 
if  New  York,  No.  457,  of  date  July  2,  1908." 

Ko.  458;  July  2,  1908;  The  Long  Island  Railroad  Company: 

Ordered:  That  The  Ijong  Island  Railroad  Company  be  and  is  hereby 
authorized  to  reissue  its  tfu-iff  P.  S.  C,  2  N.  Y.,  No.  29,  and  change  the 
Bumber  of  the  train  which  will  be  extended  from  Amaganaett,  N.  Y.,  to 
Hontauk,  N.  Y.,  on  application  to  the  conductor  before  reaching  Easthampton 
and  upon  payment  of  ten  dollars  ($10.00)  in  addition  to  regular  trans- 
fortation  from  No.  21  to  No.  19;  provided  that  a  tariff  making  said  change 
m  filed  with  this  Commission  under  P.  S.  C,  2  N.  Y.,  No.  59,  and  posted 
at  stations  at  least  three  (3)  days  prior  to  the  effective  date  specified  in 
such  tariff.  Such  tariff  shall  be  so  filed  and  posted  at  stations  within  tea 
UO)  days  from  the  date  of  this  order  and  bear  the  following  notation: 
''Issued  under  special  permission  of  the  Public  Service  Commission,  Second 
District,  State  of  New  York,  No.  458,  of  date  July  2,  1908." 

Ho.  459;  July  2,  1909;  The  Delaware  and  Hudson  Company: 

Ordered:  That  The  Delaware  and  Hudson  Company,  in  connection  with 
the  New  York  and  Albany  Transportation  Company,  be  and  is  hereby 
authorized  to  establish  joint  one-way  and  round-trip  passenger  fares  from 
local  stations  on  its  line  of  railroad  to  New  York  city,  N.  Y.,  via  Albany, 
N.  Y.,  and  New  York  and  Albany  Transportation  Company,  made  on  com- 
bination of  local  fare  of  The  Delaware  and  Hudson  (company  to  Albany, 
K.  Y.,  plus  one-way  fare  of  one  dollar  ($1.00)  and  round- trip  fare  of  two 
iollars  ($2.00)  of  the  New  York  and  Albany  Transportation  (Company  from 
Albany,  N.  Y.,  to  New  York,  N.  Y.;  provided  that  a  tariff  naming  said 
lares  shall  be  filed  with  this  Commission  under  P.  S.  C,  2  N.  Y.,  No.  101, 
and  posted  at  stations  at  least  ten  (10)  days  prior  to  the  effective  date 
■pecified  in  such  tariff.  Such  tariff  shall  be  so  filed  and  posted  within 
ten  (10)  days  from  the  date  of  this  order  and  bear  the  following  notation: 
"Issued  under  special  permission  of  the  Public  Service  (Commission,  Second 
District,  State  of  New  York,  No.  459,  of  date  July  2,  1908." 

Vo.  460;  July  3,  1908;  The  New  York  Central  and  Hudson  River  Railroad 
Company: 

Ordered:  That  The  New  York  Central  and  Hudson  River  Railroad  Com- 
fany  be  and  is  hereby  authorized  to  establish  rate  of  three  cents  ($0.03) 
fer  one  himdred  (100)  pounds  to  apply  upon  shipments  of  Wheat,  Com,  and 
Kyc,  carloads,  minimum  weight  as  per  Official  Classification  P.  S.  C.,  2  N.  Y., 
Ko.  4019,  supplements  thereto  or  superseding  issues  thereof,  from  Buffalo, 
K.  Y.  (ex-lake),  to  Rochester,  N.  Y.;  provided  that  a  tariff  naming  said 
rate  shall  be  filed  with  this  Commission  imder  P.  S.  C,  2  N.  Y.,  No.  4191, 
and  posted  at  stations  at  least  three  days  prior  to  the  effective  date  to  be 
specified  as  July  10,  1908.  Such  tariff  shall  be  so  filed  and  posted  within 
lour  (4)  days  from  the  date  of  this  order  and  bear  the  followinff  notation: 
•*  Issued  under  special  permission  of  the  Public  Service  Commission,  Second 
District,  State  of  New  York,  No.  460,  of  date  July  3,  1908." 

Ko.  461;  July  3,  1908;   Erie  Railroad  Company: 

Ordered:  That  the  Erie  Railroad  Company  be  and  is  hereby  authorized  to 
establish  rates  for  the  movement  one  way  and  free  return  of  Hand  Fire 
Engines  and  Fire  Apparatus  when  moved  account  of  convention  or  muster  of 
Teteran  or  Volunteer  Firemen's  Association  from  point  of  shipment  to  the 
foint  at  which  such  convention  or  muster  is  held;  provided  that  a  tariff 
naming  said  rates  is  filed  with  this  Commission  undier  P.  S.  C,  2  N.  Y., 
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No.  974,  and  posted  at  stations  at  least  five  (5)  dajs  prior  to  the  effective 
date  specified  in  such  tariff.  Such  tariff  shall  be  so  filed  and  posted  within 
ten  (10)  days  from  the  date  of  this  order  and  bear  the  following  notation: 
"Issued  under  special  permission  of  the  Public  Service  Commission,  Second 
District,  State  of  New  York,  No.  461,  of  date  July  3,  1908." 

No.  462;  July  3,  1908;  The  New  York  Central  and  Hudson  River  Railroad 
Company: 

Ordered:  That  The  New  York  Central  and  Hudson  River  Railroad  Com- 
pany be  and  is  hereby  authorized  to  cancel  chair  car  fares  shown  in  its 
tariff  P.  S.  C^  2  N.  Y.,  No.  171,  applying  between  156th  Street,  New  York, 
N.  Y.,  and  Putnam  Junction,  N.  Y. ;  provided  that  a  tariff  withdrawing  said 
fares  is  filed  with  this  Commission  under  Supplement  No.  1  to  P.  S.  C,  2 
N.  Y.,  No.  171,  and  posted  at  stations  at  least  three  (3)  days  prior  to  the 
effective  date  specified  in  such  tariff.  Such  tariff  shall  be  so  filed  and  posted 
within  ten  (10)  days  from  the  date  of  this  order  and  bear  the  following 
notation:  "Issued  under  special  permission  of  the  Public  Service  Commis- 
sion, Second  District,  State  of  New  York,  No.  462,  of  date  July  3,  1908/' 

No.  463;  July  3,  1908;  The  Delaware  and  Hudson  Company: 

Ordered:  That  The  Delaware  and  Hudson  Company  be  and  is  hereby  au- 
thorized to  establish  rate  of  thirty  cents  ($0.30)  per  net  ton  on  shipments  of 
Wood  (Pulp),  carloads,  minimum  weight  fifty  thousand  (50,000)  pounds 
when  loaded  in  racked  gondola  cars,  and  thirty  thousand  (30,000)  pounds 
when  loaded  in  coal  or  gondola  cars  not  racked,  excess  weight  to  be  chared 
in  proportion,  when  received  at  Whitehall,  N.  Y.,  from  water  transportation 
lines  on  Lake  Champlain  and  destined  to  Sandy  Hill,  N.  Y.,  including  Feni- 
more  Mill,  when  shipped  in  trainloads  of  twenty  (20)  cars  or  more;  pro- 
vided that  a  tariff  naming  said  rate  is  filed  with  this  Commission  under 
Supplement  No.  2  to  P.  S.  C,  2  N.  Y.,  No.  1559,  and  posted  at  stations  at 
least  three  (3)  days  prior  to  the  effective  date  specified  in  such  tariff.  Such 
tariff  shall  be  so  filed  and  posted  within  ten  (10)  days  from  the  date  of  this 
order  and  bear  the  following  notation :  "  Issued  under  special  permission 
of  the  Public  Service  Commission,  Second  District,  State  of  New  York,  No. 
463,  of  date  July  3,  1908." 

No.  464;  July  7,  1908;  The  New  York  Central  and  Hudson  River  Railroad 
Company: 

Ordered:  That  The  New  York  Central  and  Hudson  River  Railroad  Com- 
pany be  and  is  hereby  authorized  to  establish  rate  of  thirty  cents  ($0.30) 
per  net  ton  to  apply  upon  shipments  of  Stone  (Crushed),  carloads,  minimum 
weight  marked  capacity  of  car,  but  not  less  than  forty  thousand  (40,000) 
pounds,  from  Solvay,  N.  Y.,  to  Woodward,  N.  Y.,  and  Phcenix,  N.  Y.;  pro- 
vided that  a  tariff  naming  said  rate  shall  be  filed  with  this  Commission 
under  P.  S.  C,  2  N.  Y.,  No.  4214,  and  posted  at  stations  at  least  three  (3) 
days  prior  to  the  effective  date  specified  in  such  tariff.  Such  tariff  shall  be 
so  filed  and  posted  within  ten  (10)  days  from  the  date  of  this  order  and 
bear  the  following  notation :  "  Issued  under  special  permission  of  the  Public 
Service  Commission,  Second  District,  State  of  New  York,  No.  464,  of  date 
July  7,  1908." 

No.  465;  July  7,  1908;  The  New  York  Central  and  Hudson  River  Railroad 
Company: 

Ordered:  That  T'he  New  York  Central  and  Hudson  River  Railroad  Com- 
pany be  and  is  hereby  authorized  to  establish  rate  of  forty-five  cents  ($0.45) 
per  net  ton  to  apply  upon  shipments  of  Stone  (Rough  Building,  Curb,  Pav- 
ing, Scrap,  and  Refuse),  carloads,  minimum  weight  forty  thousand  (40,000) 
poimds,  from  Albion,  N.  Y.,  to  Eagle  Harbor,  N.  Y.,  Knowlesville,  N.  Y., 
Medina,  N.  Y.,  Middleport,  N.  Y.,  Beach  Ridge,  N.  Y.,  Gasport,  N.  Y.,  Lock- 
port,  N.  Y.,  Sanborn,  N.  Y.,  Mapleton,  N.  Y.,  and  Sawyers  Creek,  N.  Y.;  pro- 
vided that  a  tariff  naming  said  rate  shall  be  filed  with  this  Commission 
under  P.  S.  C,  2  N.  Y.,  No.  4217,  and  posted  at  stations  at  least  one   (1) 
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day  prior  to  the  effective  date  specified  in  such  tariff.  Such  tariff  shnXt 
be  80  filed  and  posted  within  ten  (10)  days  from  the  date  of  this  order  and 
bear  the  following  notation :  "  Issued  under  special  permission  of  the  Public 
Service  Commission,  Second  District,  State  of  New  York,  No.  466,  of  date- 
July  7,  1908." 

No.  466;  July  7,  1908;  The  New  York  Central  and  Hudson  River  Railroad 
Company : 

Ordered:  That  The  New  York  Central  and  Hudson  River  Railroad  Com- 
pany, in  connection  with  The  Delaware,  Lackawanna  and  Western  Railroad 
Company,  be  and  is  hereby  authorized  to  establish  rate  of  ninety-five  cents 

($0.95)  per  net  ton  to  apply  upon  shipments  of  Stone  (Crushed),  carloads, 
minimum  weight  marked  capacity  of  car,  but  not  less  than  forty  thousand 

(40,000)  pounds,  from  Little  Falls,  N.  Y.,  to  Fulton,  N.  Y.,  via  Syracuaei. 
N.  Y.,  and  D.,  L.  &  W.  R.  R.;  provided  that  a  tariff  naming  said  rate  shall 
be  filed  with  this  Commission  under  P.  S.  C,  2  N.  Y.,  No.  4207,  and  posted 
at  stations  at  least  three  (3)  days  prior  to  the  effective  date  specified  in 
such  tariff.  Such  tariff  shall  be  so  filed  and  posted  within  ten  (10)  days- 
from  the  date  of  this  order  and  bear  the  following  notation :  **  Issued  under 
special  permission  of  the  Public  Service  Commission,  Second  District,  State 
of  New  York,  No.  466,  of  date  July  7,  1908." 

No.  467;  July  7,  1908;  West  Shore  Railroad    (N.  Y.  C.  &  H.  R.  R.  R.  Co. 
Lessee)  : 

Ordered:  That  the  West  Shore  Railroad  (N.  Y.  C.  &  H.  R.  R.  R.  Co. 
Lessee),  in  connection  with  The  Delaware  and  Hudson  Company,  be  and 
is  hereby  authorized  to  establish  rate  of  ninety  cents  ($0.90)  per  net  ton 
to  apply  upon  shipments  of  Stone  (Crushed),  carloads,  minimum  weight 
marked  capacity  of  car,  but  not  less  fhan  forty  thousand  (40,000)  pounds, 
from  South  Bethlehem,  N.  Y.,  to  Glens  Falls,  N.  Y.,  via  South  Schenectady^ 
N.  Y.,  and  The  Delaware  and  Hudson  Company;  provided  that  a  tariff  nam- 
ing said  rate  shall  be  filed  with  this  Commission  under  P.  S.  C^  2  N.  Y.^ 
No.  1034,  and  posted  at  stations  at  least  three  (3)  days  prior  to  the  effective 
date  specified  in  such  tariff.  Such  tariff  shall  be  so  filed  and  posted  withia 
ten  (10)  days  from  the  date  of  this  order  and  bear  the  following  notation: 
"  Issued  under  special  permission  of  the  Public  Service  Commission,  Second 
District,  State  of  New  York,  No.  467,  of  date  July  7,  1908." 

No.  468;  July  7,  1908;   Catskill  Mountain  lUiilway  Company: 

Ordered:  That  the  Catskill  Mountain  Railway  Company  be  and  is  hereby^ 
aitthorized  to  establish  rate  of  nine  dollars  ($9.00)  for  thirty  (30)  ride  com- 
mutation tickets  good  between  Catskill,  N.  Y.,  and  Palenville,  N.  Y.,  for 
passage  of  person  named  on  the  ticket,  such  tickets  not  to  be  accepted  for 
checking  baggage  nor  valid  for  passage  after  twenty  (20)  days  from  the 
date  of  issue;  provided  that  a  tariff  naming  said  rate  shall  be  filed  with  thifr 
Commission  under  P.  S.  C,  2  N.  Y.,  No.  31,  and  posted  at  stations  at  least 
ten  (10)  days  prior  to  the  effective  date  specified  in  such  tariff.  Such  tariff 
shall  be  so  filed  and  posted  within  ten  (10)  days  from  the  date  of  this  order 
and  bear  the  following  notation:  "Issued  under  special  permission  of  the 
Public  Service  Commission,  Second  District,  State  of  New  York,  No.  468, 
of  date  July  7,  1908." 

No.  469;  July  9,  1908;  Lehigh  Valley  Railroad  Company: 

Ordered:  That  the  Lehigh  Valley  Railroad  Company  be  and  is  hereby 
authorized  to  establish  rates  applying  on  carload  shipments  of  commodities 
from  and  to  the  points  as  named  in  the  application;  provided  that  a  tariff 
naming  said  rates  shall  be  filed  with  this  Conmiission  under  P.  S.  C,  2  N.  Y., 
No.  902,  and  posted  at  stations  at  least  one  ( 1 )  day  prior  to  the  effective 
date  specified  in  such  tariff.  Such  tariff  shall  be  so  filed  and  posted  within 
ten  (10)  days  from  the  date  of  this  order  and  bear  the  following  notation: 
"  Issued  under  special  permission  of  the  Public  Service  Commission,  Second 
District,  State  of  New  York,  No,  469,  of  date  July  9,  1908." 
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No.  470;  July  9,  1908;  The  Delaware  and  Hudson  Company: 

Ordered:  That  The  Delaware  and  Hudson  Company  be  and  is  hereby 
authorized  to  establish,  in  connection  with  The  New  York  Central  and 
Hudson  River  Railroad  Company,  via  Schenectady,  N.  Y.,  rate  of  one  dollar 
and  forty  cents  ($1.40)  per  net  ton  to  apply  upon  shi^mients  of  Brick 
(Common),  carloads,  minimum  weight  forty  thousand  (40,000)  pounds,  from 
Mechanicville,  N.  Y.,  and  inttermediate  stations  on  The  Delaware  and  Hudson 
Company,  to  Frankfort,  N.  Y.,  and  intermediate  stations  on  The  New  York 
Central  and  Hudson  River  Railroad  Company,  except  as  lower  rates  may 
now  be  in  effect,  all  points  of  origin  and  destination  to  be  shown  in  the 
tariff;  provided  thitt  a  tariff  naming  said  rate  shall  be  filed  with  this  Com- 
mission under  P.  S.  C,  2  N.  Y.,  No.  1655,  and  posted  at  stations  at  least 
five  (5)  davs  prior  to  the  effective  date  specified  in  such  tariff.  Such 
tariff  shall  be  so  filed  and  posted  within  ten  (10)  days  from  the  date  of 
this  order  and  bear  the  following  notation:  "Issued  under  special  permis- 
sion of  the  Public  Service  Commission,  Second  District,  State  of  New  York, 
No.  470,  of  date  July  9,  1908." 

No.  471;  July  13,  1908;  The  New  York  Central  and  Hudson  River  Railroad 
Company: 

Ordered:  That  The  New  York  Central  and  Hudson  River  Railroad  Com- 
pany be  and  is  hereby  authorized  to  establish  from  the  stations  the  rates  as 
named  in  application  to  apply  upon  carload  and  less  carload  shipments  of 
Peaches,  Plums,  and  Cherries,  to  Watertown,  N.  Y.;  provided  that  a  tariff 
naming  said  rates  is  filed  with  this  Commission  imder  P.  S.  C,  2  N.  Y.,  No. 
4158,  and  posted  at  stations  at  least  one  (1)  day  prior  to  the  effective  date 
specified  in  such  tariff.  Such  tariff  shall  be  so  filed  and  posted  within  ten 
(10)  days  from  the  date  of  this  order  and  bear  the  following  notations: 
"This  tariff  expires  with  the  close  of  business  July  31,  1908,  after  which 
date  rates  will  be  as  provided  in  tariff  P.  S.  C,  2  N.  Y.,  No.  4155,  supple- 
ments thereto  or  superseding  issues  thereof ;**  and  "Issued  under  special  per- 
mission of  the  Public  Service  Commission,  Second  District,  State  of  New 
York,  No.  471,  of  date  July  13,  1908." 

No.  472;  July  13,  1908;  The  Lake  -^hore  and  Michigan  Southern  Railway 
Company: 

Ordered:  That  The  Lake  Shore  and  Michi^n  Southern  Railway  Company 
be  and  is  hereby  authorized  to  reissue  its  tariff  P.  S.  C,  2  N.  Y.,  No.  86,  and 
establish  special  fare  of  eleven  cents  ($0.11)  each,  account  Fresh  Air  Mis- 
sion Children  and  their  Attendants,  to  apply  from  Buffalo,  N.  Y.,  to  Angola, 
N.  Y.;  and  from  Angola,  N.  Y.,  to  Buffalo,  N.  Y.;  provided  that  a  tariff 
naming  said  fare  is  filed  with  this  Commission  under  P.  S.  C,  2  N.  Y.,  No. 
113,  and  posted  at  stations  at  least  three  (3)  days  prior  to  the  effective  date 
specified  in  such  tariff.  Such  tariff  shall  be  so  filed  and  posted  within  ten 
(10)  days  from  the  date  of  this  order  and  bear  the  following  notation: 
**  Issued  under  special  permission  of  the  Public  Service  Commission,  Second 
District,  State  of  New  York,  No.  472,  of  date  July  13,  1908." 

No.  473;  July  15,  1908;  The  Delaware,  Lackawanna  and  Western  Railroad 

Company: 

Ordered:  That  The  Delaware,  Lackawanna  and  Western  Railroad  Com- 
pany be  and  is  hereby  authorized  to  establish  rates  for  the  movement  one 
way  and  free  return  to  point  of  shipment  on  its  line  of  railroad  or  junction 
point  with  connecting  line  of  Hand  Fire  Engines  and  Fire  Apparatus  when 
moved  account  of  convention  or  muster  of  Veteran  or  Volunteer  Firemen's 
Association  from  point  of  shipment  to  the  point  at  which  such  convention  or 
muster  is  held;  provided  that  a  tariff  naming  said  rates  is  filed  with  this 
Commission  under  P.  S.  C,  2  N.  Y.,  No.  530,  and  posted  at  stations  at  least 
three  (3)  days  prior  to  the  effective  date  specified  in  such  tariff.  Such 
tariff  shall  be  so  filed  and  posted  within  ten  (10)  days  from  the  date  of 
this  order  and  bear  the  following  notation :  "  Issued  under  special  permission 
of  the  Public  Service  Commission,  Second  District,  State  of  New  York,  No. 
473,  of  date  July  15,  1908." 
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No.  474;  July  15,  WrS;  The  New  York  C«itral  and  Hudson  River  lUilroad 
Company: 

Ordered:  That  iTie  New  York  Central  and  Hudson  River  Railroad  Com- 
pany be  and  U  hereby  authorized  to  reissue  its  tariff  P.  8.  C^  2  N.  Y^  No. 
4212,  and  include  in  the  list  of  commodities  on  which  the  tariff  applies 
"Ash  (S<^*da),  carloada,  minimum  weijjht  as  per  Official  Classification ";  pro- 
rided  that  such  reiMued  tariff  is  filed  with  this  Conunission  under  P.  8.  C^ 
2  N.  Y.,  No,  4241,  and  pouted  at  stations  at  least  ten  (10)  days  prior  to  its 
effective  date  to  be  specified  as  August  7,  1908.  Such  tariff  shall  be  so  filed 
and  posted  within  ten  MO)  days  from  the  date  of  this  order  and  bear  the 
following  notation :  "  Issued  under  special  permission  of  the  Public  Sierriee 
Commission,  Second  District,  .Stau  of  New  York,  No.  474,  of  date  July  15, 
1908." 

Ko.  475;  July  16,  1908;  New  York,  Ontario  and  Western  Railway  C<Hnpany: 
Ordered:  That  the  New  York,  Ontario  and  Western  Railway  C<Hnpany, 
in  connection  with  the  Delaware  and  Eastern  Railroad  Company,  be  and  is 
hereby  authorized  to  reissue  its  tariff  P.  S.  C,  2  N.  Y.,  No.  1061,  and 
include  therein  notation  that  the  rates  specified  will  apply  only  umm  car- 
load shipments,  minimum  weight  as  per  Official  Classification;  provided  that 
such  reissued  tariff  is  filed  with  this  Commission  under  P.  8.  C,  2  N.  Y., 
Ko.  1066,  and  posted  at  stations  at  least  ten  (10)  days  prior  to  the  effective 
date  to  be  specified  as  Aufrust  3,  1908.  Such  tariff  shall  be  so  filed  and 
posted  within  ten  (10)  days  from  the  date  of  this  order  and  bear  the  fol- 
lowing notation:  "  Issued  under  special  permission  of  the  Public  Service 
Commission,  Second  District,  State  of  New  York,  No.  475,  of  date  July  16, 
1908." 

No.  476;  July  16,  1908;  West  Shore  Railroad  (N.  Y.  C.    A  H.  R.  R.  R.  Co. 

Lessee) : 

Ordered:  That  the  West  Shore  Railroad  (N.  Y.  C.  &  H.  R.  R.  R.  Co. 
Lessee)  be  and  is  hereby  authorized  to  establish  upon  shipments  of  Gravel, 
Sand  (except  Glass  and  Moulding),  Stone  (Crushed  and  Rough  Foundation), 
carloads,  minimum  weight  marked  capacity  of  car,  but  not  less  than  forty 
thousand  (40,000)  pounds,  from  and  to  the  stations  and  at  the  rates  as 
named  in  application;  provided  that  a  tariff  naming  said  rates  is  filed  with 
this  Commission  under  P.  S.  C,  2  N.  Y.,  No.  1051,  and  posted  at  stations 
at  least  three  (3)  days  prior  to  the  effective  date  specified  in  such  tariff. 
Such  tariff  shall  be  so  filed  and  posted  within  ten  (10)  days  frcMn  the  date 
of  this  order  and  bear  the  following  notation :  '*  Issued  under  special  per- 
mission of  the  Public  Service  Commission,  Second  District,  State  of  New 
York,  No.  476,  of  date  July  16,  1908." 

No.  477;  July  16,  1908;  The  Long  Island  Railroad  Company: 

Ordered:  That  The  Long  Island  Railroad  (Jompany  be  and  is  hereby  au- 
thorized to  establish  Sundry  Excursion  Fares  to  Rockaway  Beach,  N.  Y., 
from  the  stations  and  at  the  fares  named  in  the  application;  provided  that 
a  tariff  naming  said  fares  is  filed  with  this  Commission  under  P.  8.  C, 
2  N.  Y.,  No.  61,  and  posted  at  stations  at  least  three  (3)  days  prior  to  the 
effective  date  specified  in  such  tariff.  Such  tariff  shall  be  so  filed  and  posted 
within  ten  (10)  days  from  the  date  of  this  order  and  bear  the  following 
notation :  "  Issued  under  special  permission  of  the  Public  Service  Commis- 
sion, Second  District,  State  of  New  York,  No.  477,  of  date  July  16,  1908." 

No.  478;  July  16,  1908;  The  New  York  Central  and  Hudson  River  Railroad 
Company : 

Ordered:  That  The  New  York  Central  and  Hudson  River  Railroad  Com- 
pany, locally  and  jointly  in  connection  with  the  West  Shore  Railroad 
(N.  Y.  C.  k  H.  R.  R.  R.  Co.  Lessee),  be  and  is  hereby  authorized  to  establish, 
as  named  in  the  application,  the  rates  applying  from  and  to  various  points 
on  carload  shipments  of  Gravel,  Sand    (except  Glass  and  Moulding),  Stone 
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(Crushed  and  Rou^h  Foundation),  minimum  weight  marked  capacity  of 
car,  but  not  less  than  forty  thousand  (40,000)  pounds;  provided  that  a 
tariff  naming  said  rates  is  filed  with  this  Commission  under  P.  S.  C^  5 
N.  Y.,  No.  4246,  and  posted  at  stations  at  least  three  (3)  days  prior  te 
the  effective  date  specified  in  such  tariff.  Such  tariff  shall  also  include 
the  rates  now  contained  in  tariff  P.  S.  C,  2  N.  Y.,  No.  3118,  which  aic 
not  changed  by  this  order,  and  shall  be  filed  and  posted  within  ten  (10) 
days  from  the  date  of  this  order  and  bear  the  following  notation :  "  IssuBd 
under  special  permission  of  the  Public  Service  Conunission,  Second  District 
State  of  New  York,  No.  478,  of  date  July  16,  1908." 

No.  479;  July  16,  1908;  The  Long  Island  Railroad  Company: 

Ordered:  That  The  Long  Island  Railroad  Company  be  and  is  herebj 
authorized  to  establish,  as  named  in  application,  the  rates  to  apply  betwees 
various  stations  for  the  movement  of  a  special  car  on  a  regular  eleetrftt 
train;  also  for  the  movement  of  special  electric  train  of  one  or  more  cai«; 
provided  that  a  tariff  naming  said  rates  is  filed  with  this  Commission  under 
Supplement  No.  2  to  P.  S.  C,  2  N.  Y.,  No.  25,  and  posted  at  stations  tt 
least  three  (3)  days  prior  to  the  effective  date  specified  in  such  tariff.  Suck 
tariff  shall  be  so  filed  and  posted  within  ten  (10)  days  from  the  date  of 
this  order  and  bear  the  following  notation :  "  Issued  under  special  per- 
mission of  the  Public  Service  Commission,  Second  District,  State  of  'New 
York,  No.  479,  of  date  July  16,  1908." 

No.  480;  July  20,  1908;  The  New  York  Central  and  Hudson  River  Railroai 
Company: 

Ordered:  That  The  New  York  Central  and  Hudson  River  Railroad  Cooi- 
pany  be  and  is  hereby  authorized  to  establish  rate  of  seventy  cents  ($0.70| 
per  net  ton  to  apply  upon  shipments  of  Stone  (Crushed),  carloads,  mininuua 
weight  marked  capacity  of  car,  but  not  less  than  forty  thousand  (40,000| 
pounds,  from  Solvay,  N.  Y.,  to  Adams,  N.  Y.;  provided  that  a  tariff  namiiif 
said  rate  is  filed  with  this  Commission  under  P.  S.  C,  2  N.  Y.,  No.  4261^ 
and  posted  at  stations  at  least  three  (3)  days  prior  to  the  effective  date 
specified  in  such  tariff.  Such  tariff  shall  be  so  filed  and  posted  witbia 
ten  (10)  days  from  the  date  of  this  order  and  bear  the  following  notations: 
''  This  tariff  will  expire  with  the  close  of  business  August  14,  1908,  after 
which  date  rates  will  be  as  provided  in  P.  S.  C,  2  N.  Y.,  No.  4236,  supple- 
ments thereto  or  superseding  issues  thereof;"  and  "Issued  under  specbi 
permission  of  the  Public  Service  Commission,  Second  District,  State  of  Ne«r 
York,  No.  480,  of  date  July  20,  1908." 

No.  481;  July  22,  1908;  The  New  York  Central  and  Hudson  River  Railroa4 
(Company,  filed  July  21,  1908,  and  upon  it  appearing  that  under  an  order 
of  the  Interstate  Commerce  Commission  in  Case  No.  1461,  a  reductiiNt 
in  track-storage  charges  at  New  York  and  Brooklyn  stations  must  be 
put  in  force  August  15,  1908,  and  for  other  good  cause  shown,  it  is 

Ordered:  That  The  New  York  Central  and  Hudson  River  Railroad  Com- 
pany be  and  is  hereby  authorized  to  amend  its  schedule  P.  S.  C,  2  N.  T^ 
No.  3286,  reducing  the  track-storage  charges  at  its  New  York  and  Brooklfi 
stations  as  is  required  by  the  Interstate  Commerce  Commission  order  aail 
as  set  forth  in  application,  by  the  issuance  of  supplement  to  such  schedule 
and  such  «upplement  may  be  issued  as  the  third  effective  supplement  te 
the  schedule;  provided  that  a  schedule  naming  the  charge  as  is  authorlani 
by  the  order  is  filed  with  the  Commission  and  is  posted  at  stations  at  least 
five  (5)  days  in  advance  of  the  effective  date  to  be  specified  therein  a» 
August  15,  1908.  Such  tariff  shall  be  so  filed  and  posted  within  eighteoi 
(18)  days  from  the  date  of  this  order  and  bear  the  following  notatiom: 
"Issued  under  at  least  five  (5)  days'  notice  to  the  public  and  the  Coi»- 
mission  under  special  permission  of  the  Public  Service  O)mmission,  Secoai 
District,  State  of  New  York,  No.  481,  of  date  July  22,  1908." 
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No.  482;  July  22,  1908;  West  Shore  Railroad  (N.  Y.  C.  &  H.  R.  R.  R.  Co. 
Lessee),  filed  July  21,  1908,  and  upon  it  appearing  that  under  an  order 
of  the  Interstate  Commerce  Commission  in  Case  No.  1461,  a  reduction 
in  track-storage  charges  at  New  York  and  Brooklyn  stations  must  be 
put  in  force  August  15,  1908,  and  for  other  good  cause  shown,  it  is 

Ordered:  That  the  West  Shore  Railroad  (N.  Y.  C.  &  H.  R.  R.  R.  Co. 
Lessee)  be  and  is  hereby  authorized  to  amend  its  schedule  P.  S.  C,  2  N.  Y., 
No.  855,  reducing  the  track-storage  charges  at  its  New  York  and  Brooklyn 
stations  as  is  required  by  the  Interstate  Commerce  Commission  order  and 
as  set  forth  in  application^  by  the  issuance  of  supplement  to  such  schedule, 
and  such  supplement  may  be  issued  as  the  third  effective  supplement  to 
the  schedule;  provided  that  a  schedule  naming  the  charge  as  is  authorized 
by  the  order  is  filed  with  the  Commission  and  is  posted  at  stations  at  least 
five  (5)  days  in  advance  of  the  effective  date  to  be  specified  therein  as  August 
15,  1908.  Such  tariff  shall  be  so  filed  and  posted  within  eighteen  (18)  days 
from  the  date  of  this  order  and  bear  the  following  notation :  "  Issued  under 
at  least  five  (5)  days'  notice  to  the  public  and  the  Commission  under  special 
permission  of  the  Public  Service  Commission,  Second  District,  State  of  New 
York,  No.  482,  of  date  July  22,  1908." 

No.  483;  July  22,  1908;  The  Long  Island  Railroad  Company,  filed  July  18, 
1908,  and  upon  it  appearing  that  under  an  order  of  the  Interstate  Com- 
merce Commission  in  Case  No.  1461,  a  reduction  in  track-storage  charges 
at  Long  Island  City,  N.  Y.,  and  other  stations  named  in  application,  must 
be  put  in  force  August  15,  1908,  and  for  other  good  cause  shown,  it  is 

Ordered:  That  The  Long  Island  Railroad  Company  be  and  is  hereby 
authorized  to  reissue  its  tariff  P.  S.  C,  2  N.  Y.,  No.  137,  reducing  the  track- 
storage  charges  at  Long  Island  City,  N.  Y.,  Bushwick,  N.  Y.,  Bushwick 
Junction,  N.  Y.,  East  New  York,  N.  Y.,  Flatbush  Avenue,  N.  Y.,  and  Bay 
Ridge,  N.  Y.,  as  is  required  by  the  Interstate  Commerce  Commission  order 
and  as  set  forth  in  application;  provided  that  a  tariff  naming  the  charge  as 
is  authorized  by  the  order  is  filed  with  the  Commission  and  posted  at  stations 
at  least  five  (5)  days  in  advance  of  the  effective  date  to  be  specified  therein 
as  August  15,  1908.  Such  tariff  shall  be  so  filed  and  posted  within  eighteen 
(18)  days  from  the  date  of  this  order  and  bear  the  following  notation: 
*'  Issued  under  at  least  five  ( 5 )  days'  notice  to  the  public  and  the  Commission 
under  special  permission  of  the  Public  Service  Commission,  Second  District, 
State  of  New  York,  No.  483,  of  date  July  22,  1908." 

No.  484;  July  23,  1908;  Erie  Railroad  Company: 

Ordered:  That  the  Erie  Railroad  Company  be  and  is  hereby  authorized 
to  establish  rate  of  one  dollar  and  five  cents  ($1.05)  per  net  ton  to  apply 
upon  shipments  of  Stone  (Crushed),  carloads,  minimum  weight  forty  thousand 
(40,000)  pounds,  from  Black  Rock,  N.  Y.,  Buffalo  Town,  N.  Y.,  East  Buffalo, 
N.  Y.,  Kensington,  N.  Y.,  Main  Street  (Buffalo),  N.  Y.,  and  Walden  Avenue 
(Buffalo),  N.  Y.,  to  Pine  City,  N.  Y.;  provided  that  a  tariff  naming  said 
rate  is  filed  with  this  Commission  under  Supplement  No.  1  to  P.  S.  C,  2 
N.  Y.,  No.  901,  and  posted  at  stations  at  least  one  (1)  day  prior  to  the 
effective  date  specified  in  such  tariff.  Such  tariff  shall  be  so  filed  and  posted 
within  ten  (10)  days  from  the  date  of  this  order  and  bear  the  following 
notation :  "  Issued  under  special  permission  of  the  Public  Service  Com- 
mission, Second  District,  State  of  New  York,  No.  484,  of  date  July  23, 
1908." 

No.  486;  July  24,  1908;  The  New  York  C^entral  and  Hudson  River  Railroad 
Company: 

Ordered:  That  The  New  York  Central  and  Hudson  River  Railroad  Com- 
pany be  and  is  hereby  authorized  to  establish  rate  of  one  dollar  and  twenty- 
five  cents  ($1.25)  per  net  ton  to  apply  upon  shipments  of  Brick  (Building), 
carloads,  minimum  weight  forty  thousand  (40,000)  pounds,  from  Cohoes, 
N.  Y.,  to  Middleville,  N.  Y.;  provided  that  a  tariff  naming  said  rate  is  filed 
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with  this  Commission  under  P.  S.  C,  2  N.  Y.,  No.  4283,  and  posted  at  sta- 
tions at  least  one  day  prior  to  the  effective  date  specified  in  such  tariff. 
Such  tariff  shall  be  so  filed  and  posted  within  ten  (10)  days  from  the  date 
of  this  order  and  bear  the  following  notations:  "This  tariff  expires  with 
the  close  of  business  August  12,  1908,  after  which  date  rates  will  be  as  per 
P.  S.  C,  2  N.  Y.,  No.  4228,  supplements  thereto  or  superseding  itsuei 
thereof ;**  and  ''Issued  under  special  permission  of  the  Public  Service  Com- 
mission, Second  District,  State  of  New  York,  No.  485,  of  date  July  24,  1908." 

No.  486;  July  27,  1908;  The  New  York  Central  and  Hudson  River  Railroad 
Company: 

Ordered:  That  The  New  York  Central  and  Hudson  Raver  Railroad  Com- 
pany be  and  is  hereby  authorized  to  establish  rate  of  five  cents  ($0.05)  j>er 
one  hundred  (100)  pounds  to  apply  u^n  shipments  of  Clay,  carloads,  auni- 
mum  weight  as  per  Official  Classification,  from  Norwood,  N.  Y.,  to  Harris- 
ville,  N.  Y.;  provided  that  a  tariff  naming  said  rate  is  filed  with  this  Com- 
mission under  P.  S.  C,  2  N.  Y.,  No.  4306,  and  posted  at  stations  at  least 
one  (1)  day  prior  to  the  effective  date  specified  in  such  tariff.  Such  tariff 
shall  be  so  filed  and  posted  within  five  (5)  days  from  the  date  of  this  order 
and  bear  the  following  notation:  "Issued  under  special  permission  of  the 
Public  Service  Commission,  Second  District,  State  of  New  York,  No.  486,  of 
date  July  27,  1908." 

No.  487;  July  27,  1908;  West  Shore  Railroad  (N.  Y.  C.  &  H.  R.  R.  R.  Co. 

Lessee) : 

Ordered:  That  the  West  Shore  Railroad  (N.  Y.  C.  A  H.  R.  R.  R.  Co.  Lessee), 
in  connection  with  The  New  York  Central  and  Hudson  River  Railroad  Com- 
pany and  Raquette  Lake  Railway  Company,  be  and  is  hereby  authorised  to 
establish  rate  of  one  dollar  and  ten  cents  ($1.10)  per  net  ton  to  apply  upon 
shipments  of  Stone  (Crushed),  carloads,  minimum  weight  marked  capacity 
of  car,  but  not  less  than  forty  thousand  (40,000)  pounds,  from  Little  Falls, 
N.  Y.,  to  Raquette  Lake,  N.  Y.,  via  N.  Y.  C.  &  H.  R.  R.  R.,  Clearwater, 
N.  Y.,  and  Raquette  Lake  railway;  provided  that  a  tariff  naming  said  rate 
is  filed  with  this  Commission  under  P.  S.  C,  2  N.  Y.,  No.  1074,  and  posted 
at  stations  at  least  three  (3)  days  prior  to  the  effective  date  specified  in 
such  tariff.  Such  tariff  shall  be  so  filed  and  posted  within  ten  (10)  days 
from  the  date  of  this  order  and  bear  the  following  notation:  '*  Issued  on 
three  (3)  days'  notice  to  the  public  and  the  Commission  under  special  per- 
mission of  the  Public  Service  Commission,  Second  District,  State  of  New 
York,  No.  487,  of  date  July  27,  1908." 

No.  488;  July  27,  1908;  The  New  York  Central  and  Hudson  River  Railroad 
Company: 

Ordered:  That  The  New  York  Central  and  Hudson  River  Railroad  Com- 
lany.  in  connection  with  the  Keuka  Lake  Transit  Company,  be  and  is 
-jereby  authorized  to  establish  joint  round-trip  passenger  fares  from  Penn- 
sylvania division  stations  of  the  N.  Y.  C.  &  H.  R.  R.  R.  to  stations  reached 
by  the  Keuka  Transit  company,  made  on  basis  of  local  fares  from  N.  Y.  C. 
&  H.  R.  R.  R.  stations  to  Penn  Yan,  N.  Y.,  and  local  fares  of  the  Keuka 
Transit  company  from  Penn  Yan,  N.  Y.,  to  destination  (the  points  from 
and  to  which  the  fares  apply  to  be  specified  in  the  tariff) ;  provided  that  a 
tariff  naming  said  fares  is  filed  with  this  Commission  under  P.  S.  C,  2  N.  Y., 
No.  244,  and  posted  at  stations  at  least  five  (5)  days  prior  to  the  effective 
date  specified  in  such  tariff.  Such  tariff  shall  be  so  filed  and  posted  within 
ten  (10)  days  from  the  date  of  this  order  and  bear  the  following  notation: 
"Issued  on  five  (5)  days'  notice  to  the  public  and  the  Commission  under 
special  permission  of  the  Public  Service  Commission,  Second  District,  State 
of  New  York,  No.  488,  of  date  July  27,  1908." 

No.  489;  July  28,  1908;  New  York  and  Ottawa  Railway  Company: 

Ordered:  That  the  New  York  and  Ottawa  Railway  Company,  in  con- 
nection with  the  Rutland  Railroad  Company,  be  and  is  hereby  authorijsed 
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to  establish  rate  of  sixty  cents  ($0.60)  per  lineal  cord  to  apply  upon  ship- 
ments of  Listings,  carloads,  minimum  twenty  (20)  lineal  cords,  from 
8t.  Regis  Falls,  N.  Y.,  Santa  Clara,  N.  Y.,  and  Tupper  Lake,  N.  Y.,  to 
Bouses  Point,  N.  Y.;  provided  that  a  tariff  naming  said  rate  is  filed  with 
Hus  Conmiission  under  P.  S.  C,  2  N.  Y.,  No.  99,  and  posted  at  stations  at 
least  three  (3)  days  prior  to  the  effective  date  specified  in  such  tariff. 
8neh  tariff  shall  be  so  filed  and  posted  within  ten  (10)  days  from  the  date 
«f  this  order  and  bear  the  following  notation:  "Issued  on  three  (3)  days' 
■otice  to  the  public  and  the  Commission  under  special  permission  of  the 
Public  Service  Commission,  Second  District,  State  of  New  York,  No.  489, 
«f  date  July  28,  1908." 

Ko.  490;  July  28,  1908;  Rochester  Railway  Company: 

Ordered:  That  the  Rochester  Railway  Company,  in  connection  with  the 
Rochester  and  Suburban  Railway  Company  and  Rochester  Electric  Railway 
Company,  be  and  is  hereby  authorized  to  reissue  its  tariff  P.  S.  C,  2  N.  Y., 
Ko.  1,  and  make  the  same  conform  with  the  tariff  rules;  provided  that  such 
leissue  is  filed  with  this  Commission  under  P.  S.  C,  2  N.  Y.,  No.  3,  and 
posted  at  stations  at  least  five  (5)  days  prior  to  the  effective  date  to  bo 
specified  therein  as  August  20,  1908.  Such  tariff  shall  be  so  filed  and  posted 
within  eighteen  (18)  days  from  the  date  of  this  order  and  bear  the  fol- 
lowing notation :  "  Issued  on  five  ( 5 )  days'  notice  to  the  public  and  the 
Commission  imder  special  permission  of  the  Public  Service  Commission, 
Second  District,  State  of  New  York,  No.  490,  of  date  July  28,  1908." 

Ko.  491;  July  28,  1908;  Rochester  Electric  Railway  Company: 

Ordered:  That  the  Rochester  Electric  Railway  Company  be  and  is  hereby 
authorized  to  establish,  as  named  in  application,  the  fares  from  and  to 
Tarious  stations;  provided  a  tariff  naming  said  fares  is  filed  with  this  Com- 
mission under  P.  S.  C,  2  N.  Y.,  No.  1,  and  posted  at  stations  at  least  five 
|5)  days  prior  to  the  effective  date  to  be  specified  therein  as  August  20,  1908. 
Such  tariff  shall  be  so  filed  and  posted  within  eighteen  (18)  days  from  the 
«te,te  of  this  order  and  bear  the  following  notation:  "Issued  on  five  (5) 
lUiys'  notice  to  the  public  and  the  Commission  under  special  permission  of 
the  Public  Service  Commission,  Second  District,  State  of  New  York,  No.  491, 
•f  date  July  28,  1908." 

Ko.  492;  July  28,  1908;  Rochester  and  Suburban  Railway  Company: 

Ordered:  That  the  Rochester  and  Suburban  Railway  Company  be  and  is 
hereby  authorized  to  establish,  as  named  in  application,  jthe  fares  from  and 
to  various  stations ;  provided  a  tariff  naming  said  fares  is  filed  with  this 
Commission  under  P.  S.  C,  2  N.  Y.,  No.  1,  and  posted  at  stations  at 
feast  five  (6)  days  prior  to  the  effective  date  to  be  specified  therein  as 
August  20,  1908.  Such  tariff  shall  be  so  filed  and  posted  within  eighteen 
(18)  days  from  the  date  of  this  order  and  bear  the  following  notetion: 
"Issued  on  five  (5)  days'  notice  to  the  public  and  the  Commission  under 
special  permission  of  the  Public  Service  Commission,  Second  District,  State 
of  New  York,  No.  492,  of  date  July  28,  1908." 

No.  493;  July  28,  1908;  Rochester  Railway  Company: 

Ordered:  That  the  Rochester  Railway  Company  be  and  is  hereby  author- 
ized to  cancel  the  fares  contained  in  its  tariff  P.  S.  C,  2  N.  Y.,  No.  1,  apply- 
ing to  local  traflic  between  points  on  the  Rochester  and  Suburban  railway 
and  Rochester  Electric  railway,  and  joint  fares  applying  between  points 
on  the  Rochester  railway  and  points  on  the  lines  of  the  Rochester  and 
Suburban  railway  and  Rochester  Electric  railway;  provided  that  such  can- 
cellation notice  is  filed  with  this  Commission  under  Supplement  No.  1  to 
P.  S.  C,  2  N.  Y.,  No.  1,  and  posted  at  stations  at  least  five  (5)  days  prior 
to  the  effective  date  to  be  specified  therein  as  Aujrust  20,  1908,  and  state 
that  future  fares  between  the  points  referred  to  will  be  as  named  in  Rochester 
and  Suburban  Railway  Company's  tariff  P.  S.  C,  2  N.  Y.,  No.  1;  Rochester 
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Electric  Railway  Company's  tariff  P.  S.  C,  2  N.  Y.,  No.  1;  and  Rochester 
Railway  Company's  tariff  P.  S.  C,  2  N.  Y.,  No.  3.  Such  cancellation  notice 
shall  be  so  filed  and  posted  within  eighteen  (18)  days  from  the  date  of  this 
order  and  bear  the  following  notation:  "  Issued  on  five  (5)  days*  notice  to  tho 
public  and  the  Commission  under  special  permission  of  the  Public  Service 
Commission,  Second  District,  State  of  New  York,  No.  493,  of  date  July  28, 
1908." 

No.  494;  July  28,  1908;  The  Long  Island  Railroad  Company: 

Ordered:  That  The  Long  Island  Railroad  Company  be  and  is  hereby 
authorized  to  establish  rate  of  three  cents  ($0.03)  per  one  hundred  (100) 
pounds  to  apply  upon  shipments  of  Cucumbers  and  Cabbage  (Green),  car- 
loads, minimum  weight  thirty  thousand  (30,000)  pounds,  in  either  direction, 
between  Syosset,  N.  Y.,  and  Greenlawn,  N.  Y.,  and  Hicksville,  N.  Y.;  pro- 
vided that  a  tariff  naming  said  rate  is  filed  with  this  O)mmission  under 
P.  S.  C,  2  N.  Y.,  No.  172,  and  posted  at  stations  at  least  one  (1)  day  prior 
to  the  effective  date  specified  in  such  tariff.  Such  tariff  shall  be  so  filed 
and  posted  within  ten  (10)  days  from  the  date  of  this  order  and  bear  the 
following  notation :  "  Issued  on  one  ( 1 )  day's  notice  to  the  public  and  the 
Commission  under  special  permission  of  the  Public  Service  Commission, 
Second  District,  State  of  New  York,  No.  494,  of  date  July  28,  1908." 

No.  495;  July  28,  1908;  The  Delaware  and  Hudson  Company: 

Ordered:  That  The  Delaware  and  Hudson  Company,  in  connection  with 
other  New  York  state  railroad  companies,  be  and  is  hereby  authorized  to 
establish  rating  of  fifth-class  on  Dynamos  and  Gasoline  or  Gas  Engines, 
Combined,  and  Turbines,  when  shipped  in  mixed  carloads,  minimum  weight 
thirty  thousand  (30,000)  pounds,  in  either  direction,  on  intrastate  traffic 
between  The  Delaware  and  Hudson  Company  stations  or  from  The  Delaware 
and  Hudson  Company  stations  to  stations  in  New  York  state  located  on 
railroads  parties  to  the  schedule  in  which  such  rating  is  named;  provided 
that  a  tariff  establishing  said  rating  is  filed  with  this  Commission  under 
Supplement  No.  24  to  P.  S.  C,  2  N.  Y.,  No.  3,  and  posted  at  stations  at 
least  twenty  (20)  days  prior  to  the  effective  date  to  be  specified  therein  as 
September  1,  1908.  Such  tariff  shall  be  so  filed  and  posted  within  fifteen 
(15)  days  from  the  date  of  this  order  and  bear  the  followlnp^  notation: 
^'Issued  on  twenty  (20)  days'  notice  to  the  public  and  the  Commission  under 
special  permission  of  the  Public  Service  Commission,  Second  District,  State 
of  New  York,  No.  496,  of  date  July  28,  1908." 

No.  496;  July  29,  1908;  West  Shore  Railroad   (N.  Y.  C.  &  H.  R.  R.  R.  Co. 
Lessee) : 

Ordered:  That  the  West  Shore  Railroad  (N.  Y.  C.  &  H.  R.  R.  R.  Co. 
Lessee),  in  connection  with  the  Boston  and  Albany  Railroad  Company,  and 
Rutland  Railroad  Company,  be  and  is  hereby  authorized  to  establish  rate 
of  one  dollar  and  fifty  cents  ($1.60)  per  net  ton  to  apply  upon  shipments  of 
Stone  (Crushed),  carloads,  minimum  weight  marked  capacity  of  car,  but 
not  less  than  iorty  thousand  (40,000)  pounds,  from  South  Bethlehem,  N.  Y., 
to  Brainard,  N.  Y.,  via  Albany,  N.  Y.,  B.  &  A.  R.  R.;  Chatham,  N.  Y.,  and 
Rutland  railroad;  provided  that  a  tariff  naming  said  rate  is  filed  with  this 
Commission  under  P.  S.  C,  2  N.  Y.,  No.  1078,  and  posted  at  stations  at 
least  three  (3)  days  prior  to  the  effective  date  specified  in  such  tariff.  Such 
tariff  shall  be  so  filed  and  posted  within  ten  (10)  days  from  the  date  of 
this  order  and  bear  the  following  notation:  "Issued  on  three  (3)  days' 
notice  to  the  public  and  the  Commission  under  special  permission  of  the 
Public  Service  Commission,  Second  District,  State  of  New  York,  No.  496, 
of  date  July  29,  1908." 

No.  497;  July  30,  1908;  New  York  and  Ottawa  Railway  Company: 

Ordered:  That  the  New  York  and  Ottawa  Railway  Company,  in  consM- 
tion  with  The  New  York  Central  and  Hudson  River  Railroad  Company,  be 
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and  is  hereby  authorized  to  establish  rate  of  two  dollars  and  fifty  centa 
($2.50)  per  cubic  cord  to  apply  upon  shipments  of  Rossed  Pulp- wood,  car- 
loads,  minimum  ten  (10)  cubic  cords,  from  Derrick,  N.  Y.,  Santa  Clara, 
N.  Y.,  Meno,  N.  Y.,  and  St.  Regis  FalU,  N.  Y.,  to  Watertown,  N.  Y^ 
and  Brownville,  N.  Y.,  via  Moira,  N.  Y.,  and  the  New  York  Central  and 
Hudson  River  railroad;  provided  that  a  tariff  naming  said  rate  is  filed  with 
this  Commission  and  posted  at  stations  at  least  one  (1)  day  prior  to  the 
effective  date  specified  in  such  tariff.  Such  tariff  shall  be  so  filed  and  posted 
within  five  (5)  days  from  the  date  of  this  order  and  bear  the  following 
notation:  **  Issued  on  one  (1)  day's  notice  to  the  public  and  the  Commis- 
sion under  special  permission  of  the  Public  Service  Commission,  Second 
District,  State  of  New  York,  No.  497,  of  date  July  30,  1908." 

No.  498;  July  31,  1908;  The  New  York  Central  and  Hudson  River  Railroad 
Company: 

Ordered:  That  The  New  York  Central  and  Hudson  River  Railroad  Com- 
pany be  and  is  hereby  authorized  to  cancel  rate  named  in  tariff  P.  6.  C, 
2  N.  Y.,  No.  732,  as  applying  upon  shipments  of  Wood  Pulp  Board  from 
Lockport,  N.  Y.,  to  New  York,  N.  Y.,  and  Brooklyn,  N.  Y.,  stations  named; 
provided  that  a  tariff  making  such  cancellation  is  filed  with  this  Commission 
under  Supplement  No.  2  to  P.  S.  C,  2  N.  Y.,  No.  732,  and  posted  at  stations 
at  least  two  (2)  davs  prior  to  the  effective  date  to  be  specified  as  August 
6,  1908.     Such  supplement  shall  include  the  matter  now  contained  in  Sup- 

Slement  No.  1,  and  be  so  posted  and  filed  within  five  (5)  days  from  the 
ate  of  this  order  and  bear  the  following  notation:  "Issued  on  two  (2) 
days'  notice  to  the  public  and  the  Commission  under  special  permission 
of  the  Public  Service  Commission,  Second  District,  State  of  New  York,  No. 
498,  of  date  July  31,  1908." 

No.  499;  July  31,  1908;  The  New  York  Central  and  Hudson  River  Railroad 
Company : 

Ordered:  That  The  New  York  Central  and  Hudson  River  Railroad  Com- 
pany be  and  is  hereby  authorized  to  establish  rate  of  seven  cents  ($0.07) 
per  one  hundred  (100)  pounds  to  apply  upon  shipments  of  Lime,  carloads, 
minimum  weight  forty  thousand  (40,000)  pounds,  from  Natural  Bridjze,  N.  Y., 
to  Red  Creek,  N.  Y.;  provided  that  a  tariff  naming  said  rate  is  filed  with 
this  Commission  under  P.  S.  C,  2  N.  Y.,  No.  4352,  and  posted  at  stations 
at  least  one  (1)  day  prior  to  the  effective  date  specified  in  such  tariff. 
Such  tariff  shall  be  so  filed  and  posted  within  ten  (10)  days  from  the  date 
of  this  order  and  bear  the  following  notation:  "Issued  on  one  (1)  day's 
notice  to  the  public  and  the  Commission  under  special  permission  of  the 
Public  Service  Commission,  Second  District,  State  of  New  York,  No.  499, 
of  date  July  31,  1908." 

No.  500;  August  3,  1908;  The  New  York  Central  and  Hudson  River  Railroad 
Company: 

Ordered:  That  The  New  York  Central  and  Hudson  River  Railroad  Com- 
pany be  and  is  hereby  authorized  to  establish  rate  of  sixty  cents  ($0.60) 
per  net  ton  to  apply  upon  shipments  of  Ice,  carloads,  minimum  weight  fifty 
thousand  (50,000)  pounds  unless  marked  capacity  of  car  is  less,  in  which 
case  the  marked  capacity  of  car  will  govern,  but  in  no  case  shall  the  mini- 
mum weight  be  less  than  forty  thousand  (40,000)  pounds,  from  Penn 
Yan,  N.  Y.,  to  Geneva,  N.  Y.;  provided  that  a  tariff  naming  said  rate  is 
filed  with  this  Commission  under  P.  S.  C,  2  N.  Y.,  No.  4349,  and  pasted  at 
stations  at  least  three  (3)  days  prior  to  the  effective  date  specified  in  such 
tariff.  Such  tariff  shall  be  so  filed  and  posted  within  ten  (10)  days  from 
the  date  of  this  order  and  bear  the  following  notation:  "Issued  on  three  (3) 
days'  notice  to  the  public  and  the  Commission  under  special  permission  of 
the  Public  Service  Commission,  Second  District,  State  of  New  York,  No.  500, 
of  date  August  3,  1908." 
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No.  601;  August  3,  1908;  West  Shore  Railroad  (N.  Y.  C.  &  H.  R.  R.  R.  Co. 

Lessee) : 

Ordered:  That  the  West  Shore  Railroad  (N.  Y.  C.  k  H.  R.  R.  R.  Co. 
Lessee)  be  and  is  hereby  authorized  to  establish  rate  of  seventy  cents  ($0.70) 
per  net  ton  to  apply  upon  shipments  of  Stone  (Crushed),  carloads,  minimum 
weight  marked  capacity  of  car,  but  not  less  than  forty  thousand  (40,000) 
pounds,  from  Soutn  Bethlehem,  N.  Y.,  to  Whiteport,  N.  Y.;  provided  that  a 
tariff  naming  said  rate  is  filed  with  this  Commission  under  P.  S.  C,  2  N.  Y., 
No.  1116,  and  posted  at  stations  at  least  three  (3)  days  prior  to  the  effective 
date  specified  m  such  tariff.  Such  tariff  shall  be  so  filed  and  posted  within 
ten  (10)  days  from  the  date  of  this  order  and  bear  the  following  notation: 
"Issued  on  three  (3)  days'  notice  to  the  public  and  the  Commission  under 
special  permission  of  the  Public  Service  Commission*  Second  District,  State 
of  New  York,  No.  501,  of  date  August  3,  1908." 

No.  502;  August  3,  1908;  Eastern  New  York  Railroad  Company: 

Ordered:  That  the  Eastern  New  York  Railroad  Company  be  and  is  hereby 
authorized  to  establish,  as  named  in  the  application,  the  rates  from  and  to 
various  points  on  its  line  of  railroad;  provided  that  a  tariff  naming  said 
rates  is  filed  with  this  Commission  under  P.  S.  C,  2  N.  Y.,  No.  2,  and  posted 
at  stations  at  least  fi\e  (5)  days  prior  to  the  effective  date  specified  in  such 
tariff.  Such  tariff  shall  be  so  filed  and  posted  within  ten  (10)  days  from  the 
date  of  this  order  «uid  bear  the  followinff  notation:  "Issued  on  five  (5) 
days'  notice  to  the  public  and  the  Commission  under  special  permission  of 
the  Public  Service  Commission,  Second  District,  State  of  New  York,  No.  502, 
of  date  August  3,  1908." 

No.  503;  August  5,  1908;  The  Delaware  and  Hudson  Company: 

Ordered:  That  The  Delaware  and  Hudson  Company,  in  connection  with 
The  Delaware,  Lackawanna  and  Western  Railroad  diompany,  be  and  \m  hereby 
authorized  to  reissue  its  tariff  P.  S.  C,  2  N.  Y.,  No.  1643,  and  include  therein 
Mechanicville,  N.  Y.,  as  a  station  in  Qroup  2  from  which  rates  named  will 
apply;  provided  that  such  reissue  is  filed  with  this  Commission  under 
P.  S.  C,  2  N.  Y.,  No.  1671,  and  posted  at  stations  at  least  one  (1)  day 
prior  to  the  effective  date  specified  in  such  tariff.  Suoh  tariff  shall  be  so 
filed  and  posted  within  five  (5)  days  from  the  date  of  this  order  and  bear 
the  following  notation :  "  Issued  on  one  ( 1 )  day's  notice  to  the  public  and 
the  Commission  under  special  permission  of  the  Public  Service  Commission, 
Second  District,  State  of  New  York,  No.  503,  of  date  August  5,  1908." 

No.  504;  August  5,  1908;  New  York  and  Albany  Transportation  Company: 

Ordered:  That  the  New  York  and  Albany  Transportation  Company,  in 
connection  with  The  Delaware  and  Hudson  Company  and  The  Long  Island 
Railroad  Company,  be  and  is  hereby  authorized  to  establish  one-way  and 
round-trip  fares  from  Albany,  N.  Y.,  to  stations  on  the  Long  Island  railroad 
via  New  York,  N.  Y.,  made  on  basis  of  local  fares  of  the  New  York  and 
Albany  Transportation  Company  from  Albany  to  New  York  plus  local  fares 
of  The  Long  Island  Railroad  Company  from  New  York,  N.  Y.,  to  destination; 
also  to  correct  its  tariff  P.  S.  C,  2  N.  Y.,  No.  1,  by  changing  the  round-trip 
fares  shown  therein  as  applying  from  New  York,  N.  Y.,  to  Watervliet,  N.  Y., 
and  Troy,  N.  Y.,  and  return,  from  $2.18  and  $2.20,  respectively,  to  $2.00; 
provided  that  a  tariff  making  such  additions  and  corrections  is  filed  with 
this  Commission  under  Supplement  No.  1  to  P.  S.  C,  2  N.  Y.,  No.  1,  and 
posted  at  stations  at  least  one  (1)  day  prior  to  the  effective  date  specified 
m  such  tariff.  Such  tariff  shall  be  so  filed  and  posted  within  twelve  (12) 
days  from  the  date  of  this  order  and  bear  the  following  notation:  "Issued 
on  one  (1)  day's  notice  to  the  public  and  the  Commission  under  special  per- 
mission of  the  Public  Service  Commission,  Second  District,  State  of  New 
York,  No.  504,  of  date  August  5,  1908." 

No.  506;  August  6,  1908;  The  Delaware  and  Hudson  Company: 

Ordered:  That  The  Delaware  and  Hudson  Company  be  and  is  hereby  au- 
thorized to  establish,  in  connection  with  the  West  Shore  Railroad  (N.  Y.  C. 
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*/^  y/*(*^M  3L\  v^a^y/tjt  at  j^sMFt  tr*  '5 »  car*  pr,<or  to  tr*  *^<w:;Te  dale  vpeei- 
/>/;  ,?,  *>,',  raf.5,  Vv-.Sr  *>ar,5  ftiua:;  Ur  »o  t.^^  ai:-*  pvi^jrf  w;:ii«  tea  lOi 
'tt;. «  ffMifc  t<>*  'ta*^  '/f  Vi.»  <f,":>T  aid  t^^ar  t:^  f<,-,v-ir.i;f  a'/iaiion:  ""  Issued 
'/«  ;.>*  ./  'tn;.*'  tv.;*i*  U>  t:*  pao.^t  atl  ls«r  C'Oitii.ii*>oa  nsder  fpecial 
i^rw-,w.'/f;    '/f    *'^    P^'/rs^    h*rrri**    ^^/BtmlMio*,    Second    Imtriet,    StAte    of 

**'>,  r/;^;  A-.iT.**  <5,  IJ//^;  11^  XVir  Y^jrk  Central  and  HadftOft  Rirer  Bailnnd 

f/p'/n  a;/;,;,^-a*:'/n  of  T*,^  X*fw  York  Ontral  and  Kaiioii  River  Bailroad 
0///,;/a;,y,  i.,*-l  J'-,)/  2Jl,  Jlf'/^,  aiid  2,tt^L^j*^  Auariht  5,  li^^,  it  appearing  that 
i^roun  faJ»,  X.  V-,  wan  ntt/fitttn  in  tariff  P.  S,  C,  2  X.  Y^  Xo.  4±2*>,  as  a 
'/Vxt  htt'/r".  rit,\r'/^4  'J'-'t^fLation  p'.int  in  error,  »-jch  §la*ion  bein?  located 
f/n  t\m  h.,  W.  k  O,  diviHi/m  fA  iiyt  Xew  York  Central  and  Uudson  Kjtct  rail- 
f//a/i,  and  t//  w/jicb  pr/i/it  tariff  P.  S.  C^  2  X.  Y-,  Xo.  4244,  eonren  the  same 
ratA  u;y/ri  tttJt  same  i^/niDV^Jitief  and  from  the  tame  poinu  of  origin,  and  for 
<Aii^  Hty/d  i'Anm  nhf/wn,  it  ia 

OrfUsr^-A:  *t\\iai\.  Tim  New  Y^/rk  Central  and  Hudson  River  Railroad  Com- 
jf»ny,  in  <;orin<-xtion  with  tJte  Weft  Shore  Railroad  (X.  Y.  C.  A  H.  R.  R-  R. 
(y/,  i>e>uiee;,  he  and  i«  hereby  authorized  to  can';el  P.  S.  C,  2  X'.  Y^  Xo.  4228, 
and  hupplefnent  Xo.  1  tiiereto,  and  to  rti^ue  auch  tariff  without  change 
4fx/^pt  t//  rem/>ve  ttation  »hown  aa  hyonM  FalU,  X.  Y.,  and  rates  applying 
Ui*:t*tUf;  prov'nUtd  that  a  tariff  naming  such  rates  is  filed  with  this  Com- 
witmifm  un^ler  P.  H,  C,  2  X.  Y.,  Xo.  4314,  and  posted  at  stations  at  least 
three  l'4f  fUyn  prior  Up  the  effective  date  to  be  specified  as  Aueust  13,  1908. 
Hiich  tariff  Mhall  lie  no  filed  and  yo^Utd  within  five  i^)  days  from  the  date 
oi  thin  or^ler  and  l>ear  the  following  notation:  "Issued  on  three  (3)  days' 
wtii*'0t  U)  the  public  and  tlie  (JommisAion  under  special  permission  of  the 
Public  H«?rvice  O^mmiHsion,  Second  District,  State  of  New  York,  Xo.  506, 
of  tUU  AiJgUMt  fi,  1908.'' 

No,  507;   Augunt  0,  1908;  Montauk  Steamboat  Company   (Limited): 

Ordered:  'Hiat  the  Montauk  Steamboat  Company  (Limited)  be  and  is 
her<*bv  «uthorly>ed  to  eMtablish  one-way  fare  of  thirty  cents  ($0.30)  and 
round  trip  fare  of  fifty  cents  ($0.50)  to  apply  to  the  transportation  of 
[lanwen^eni  In  either  din?<;tion  between  New  York,  N.  Y.,  and  Great  Neck, 
S.  V„  Ob'n  Covi*.  N.  Y.,  H4*a  Cliff,  N.  Y.,  Glenwood,  N.  Y.,  and  South  Glen- 
W'»od«  N.  V. ;  |;rovi(M  that  a  tariff  naming  said  fares  is  filed  with  this  Com- 
nilnwlon  under  Supplement  No.  1  to  P.  S.  C,  2  N.  Y.,  No.  1,  and  posted  at 
NtfitionM  ftt  hvittt  thrH!  (3)  days  prior  to  the  effective  date  specified  in  such 
tariff,  Hurh  tariff  ithall  be  so  filed  and  posted  within  ten  (10)  days  from  the 
tlniu  iii  i\\\n  order  and  bear  the  following  notation:  ''Issued  on  three  (3) 
days'  notlre  to  the  public  and  the  Commission  under  special  permission  of 
th«  I'ubllc  Hit  vice  (Commission,  Second  District,  State  of  New  York,  No.  607, 
of  date  AuguHt  6,  1908.'' 

No.  ft08;  August  7,  1908;  West  Shore  Railroad  (N.  Y.  C.  k  H.  R.  R.  R.  Co. 

liOMM^)  t 

Upon  application  of  the  West  Shore  Railroad  (N.  Y.  C.  &  H.  R.  R.  R.  Co. 
l^itHMce),  filed  August  0,  1908,  it  appearing  that  a  track  siding  has  been  com- 
pleted to  the  plant  of  the  Jamesville  Reaervoir  Ice  Company  and  a  necessity 
•xUts   to   provide   a  switching  charge   for  movement  of  carload  freight,  in 
•either  direction,  to  and  from  such  siding  and  West  Shore  railroad  connee- 


li' 
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tion  with  the  Delaware,  Lackawanna  and  Western  railroad,  it  is,  upon  good 
cause  shown. 

Ordered:  That  the  West  Shore  Railroad  (N.  Y.  C.  &  H.  R.  R.  R.  Co. 
Leasee)  be  and  is  hereby  authorized  to  establish  rate  of  five  dollars  ($6.00) 
per  car  as  a  switching  charge  for  the  movement  of  all  carload  freight  (ex- 
cept Coal,  Coke,  Live  Stock,  and  Dressed  Meats)  in  either  direction  from 
or  to  connection  with  the  Delaware,  Lackawanna  and  Western  railroad  and 
track  siding  known  as  the  Jamesville  Reservoir  Ice  Company  siding;  pro- 
vided that  a  tariff  naming  said  rate  is  filed  with  this  Commission  and  posted 
at  stations  at  least  three  (3)  days  prior  to  the  effective  date  specified  in 
such  tariff.  Such  tariff  shall  be  so  filed  and  posted  within  ten  (10)  days 
from  the  date  of  this  order  and  bear  the  following  notation :  "  Issued  on 
three  (3)  days'  notice  to  the  public  and  the  Commission  under  special  per* 
mission  of  the  Public  Service  Commission,  Second  District,  State  of  New 
York,  No.  508,  of  date  August  7,  1908." 

No.  609;  August  7,  1908;  The  New  York  Central  and  Hudson  River  Railroad 
Company : 

Ordered:  That  the  New  York  Central  and  Hudson  River  Railroad  (Com- 
pany be  and  is  hereby  authorized  to  establish  rate  of  three  cents  ($0.03) 
per  one  hundred  (100)  pounds  to  apply  upon  shipments  of  Wood  (Pulp), 
carloads,  minimum  weight  forty  thousand  (40,000)  pounds,  from  Canton, 
N.  Y.,  to  Felts  Mills,  N.  Y.,  and  Brownville,  N.  Y.;  provided  that  a  tariff 
naming  said  rate  is  filed  with  this  Commission  under  P.  S.  C,  2  N.  Y., 
No.  4419,  and  posted  at  stations  at  least  one  ( 1 )  day  prior  to  the  effective 
date  specified  in  such  tariff.  Such  tariff  shall  be  so  filed  and  posted  within 
five  (6)  days  from  the  date  of  this  order  and  bear  the  following  notation: 
^*  Issued  on  one  ( 1 )  day's  notice  to  the  public  and  the  Commission  under 
special  permission  of  the  Public  Service  Commission,  Second  District,  State 
of  New  York,  No.  509,  of  date  August  7,  1908." 

No.  510;  August  7,  1908;  The  New  York  Ontral  and  Hudson  River  Railroad 
Company: 

Ordered:  That  The  New  York  Central  and  Hudson  River  Railroad  Com- 
pany, in  connection  with  the  West  Shore  Railroad  (N.  Y.  C.  &  H.  R.  R.  R.  CJo. 
Lessee),  be  and  is  hereby  authorized  to  establish  rate  of  seventy-five  cents 
($0.75)  per  net  ton  to  apply  upon  shipments  of  Ice,  carloads,  minimum 
weight  fifty  thousand  (50,000)  pounds  unless  marked  capacity  of  car  is  less, 
in  which  case  the  marked  capacity  of  car  will  govern,  but  in  no  case  shall 
the  minimum  be  less  than  forty  thousand  (40,000)  pounds,  from  Carthage, 
N.  Y.,  to  Vernon,  N.  Y. ;  provided  that  a  tariff  naming  said  rate  is  filed  with 
this  Commission  under  P.  S.  C,  2  N.  Y.,  No.  4422,  and  posted  at  stations  at 
least  three  (3)  days  prior  to  the  effective  date  specified  m  such  tariff.  Such 
tariff  shall  be  so  filed  and  posted  within  ten  (10)  days  from  the  date  of 
this  order  and  bear  the  following  notation:  "Issued  on  three  (3)  days* 
notice  to  the  public  and  tfie  Commission  under  special  permission  of  the 
Public  Service  Commission,  Second  District,  State  of  New  York,  No.  610, 
of  date  August  7,  1908." 

No.  511;   August  7,   1908;   New  York,  Ontario  and  Western   Railway  Com- 
pany: 

Ordered:  That  the  New  York,  Ontario  and  Western  Railway  Company  be 
and  is  hereby  authorized  to  establish  rate  of  sixty  cents  ($0.60)  per  net  ton 
to  apply  upon  shipments  of  Ice,  carloads,  minimum  weight  forty  thousand 
(40,000)  pounds,  from  Delhi,  N.  Y.,  to  Youngs,  N.  Y.;  provided  that  a 
tariff  naming  said  rate  is  filed  with  this  Commission  under  P.  S.  C,  2  N.  Y., 
No.  1072,  and  posted  at  stations  at  least  three  (3)  days  prior  to  the  effective 
date  specified  in  such  tariff.  Such  tariff  shall  be  so  filed  and  pqpted  within 
ten  (10)  days  from  the  date  of  this  order  and  bear  the  following  notation: 
''Issued  on  three  (3)  days'  notice  to  the  public  and  the  Commission  under 
special  permission  of  the  Public  Service  Commission,  Second  District,  State 
of  New  York,  No.  611,  of  date  August  7,  1908." 
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No.  512;  August  10,  1908;  West  Shore  Railroad  (N.  Y.  C.  &  H.  R.  R.  R.  Co. 

Lessee) : 

Ordered:  That  the  West  Shore  Railroad  (The  New  York  Central  and 
Hudson  River  Railroad  Comj)any,  Lessee)  be  and  is  hereby  authorized  to 
establish  on  loe,  carloads,  minimum  weight  fifty  thousand  (50,000)  pounds 
unless  marked  capacity  of  car  is  less,  when  marked  capacity  of  car  will 
govern,  but  in  no  case  shall  minimum  weight  be  less  than  forty  thousand 
(40,000)  pounds,  rates  per  net  ton  from  Byron  Center,  N.  Y.,  to  North 
Tonawanda,  N.  Y.,  of  sixty-five  cents  ($0.66);  to  Niagara  Falls,  N.  Y., 
seventy-five  cents  ($0.75) ;  and  Rochester,  N.  Y.,  sixty  cents  ($0.60) ;  also  in 
connection  with  The  New  York  Ontral  and  Hudson  River  Railroad  Com- 
pany joint  rates  per  net  ton  from  Byron  Center,  N.  Y.,  for  movement  through 
the  New  York  Central  and  Hudson  River  railroad  east  bound  junction  point 
to  South  Greece,  N.  Y.,  Spencerport,  N.  Y.,  Adams  Basin,  N.  Y.,  Brockport, 
N.  Y.,  and  Holley,  N.  Y.,  eighty-five  cents  ($0.86);  to  Fancher,  N.  Y., 
Albion,  N.  Y.,  Eagle  Harbor,  N.  Y.,  and  Knowlesvilie,  N.  Y.,  one  dollar 
($1.00) ;  for  movement  through  the  New  York  Central  and  Hudson  River 
railroad  west  bound  junction  point  to  Crittenden,  N.  Y.,  seventy-five  cents 
($0.75);  Gasport,  N.  Y.,  Middleport,  N.  Y.,  and  Medina,  N.  Y.,  eighty-five 
cents  ($0.85) ;  to  Knowlesvilie,  N.  Y.,  Eagle  Harbor,  N.  Y.,  Albion,  N.  Y., 
and  Fancher,  N.  Y.,  one  dollar  ($1.00) ;  provided  that  a  tariff  naming  said 
rates  and  containing  the  provision  that  the  rate  from  Byron  Outer,  N.  Y^ 
,in  either  direction,  to  any  intermediate  point  not  named  will  be  the  same  as 
the  rate  named  to  next  point  beyond  to  which  rate  is  shown  in  the  tariff; 
except  in  such  cases  where  lower  rates  are  now  in  force,  in  which  cases  such 
lower  rates  and  stations  to  which  they  apply  must  be  shown  in  the  tariff, 
is  filed  with  this  Commission  under  P.  S.  C.,  2  N.  Y.,  No.  1163,  and  posted 
at  stations  at  least  three  (3)  days  prior  to  the  effective  date  specified  in 
such  tariff.  Such  tariff  shall  be  so  filed  and  posted  within  ten  (10)  days 
from  the  date  of  this  order  and  bear  the  following  notation:  ''Issued  on 
three  (3)  davs*  notice  to  the  public  and  the  O)mmis8ion  under  special  per- 
mission of  toe  Public  Service  Commission,  Second  District,  State  of  New 
York,  No.  512,  of  date  August  10,  1908." 

No.  513;  August  11,  1908;  Erie  Railroad  Company: 

Ordered:  That  the  Erie  Railroad  (Dompany  be  and  is  hereby  authorized 
to  establish  rate  of  one  dollar  and  five  cents  ($1.05)  per  net  ton  to  apply 
upon  shipments  of  Stone  (Crushed),  carloads,  minimum  weight  forty  thou- 
sand (40,000)  pounds,  from  Black  Rock,  N.  Y.,  Buffalo  Town,  N.  Y.,  East 
Buffalo,  N.  Y.,  Kensington,  N.  Y.,  Main  Street,  N.  Y.,  and  Walden  Avenue, 
N.  Y.,  to  Seeley  Creek,  N.  Y.;  provided  that  a  tariff  naming  said  rate  is 
filed  with  this  Commission  under  Supplement  No.  2  to  P.  S.  C,  2  N.  Y.,  No. 
901,  and  posted  at  stations  at  least  three  (3)  days  prior  to  the  effective 
date  specified  therein.  Such  tariff  shall  be  so  filed  and  posted  within  ten 
(10)  days  from  the  date  of  this  order;  shall  contain  the  provision  that  the 
rates  named  therein  will  also  apply  from  and  to  any  station  not  shown  in 
the  tariff  intermediate  between  any  point  of  ori^n  and  iK>int  of  destination, 
except  in  such  cases  where  lower  rates  are  now  in  force,  in  which  cases  such 
rates  are  to  be  shown  in  the  tariff,  and  shall  bear  the  following  notation: 
"Issued  on  three  (3)  days'  notice  to  the  public  and  the  Commission  under 
special  permission  of  the  Public  Service  Commission,  Second  District,  State 
of  New  York,  No.  613,  of  date  August  11,  1908." 

No.  514;  August  11,  1908;  Boston  and  Maine  Railroad: 

Ordered:  That  the  Boston  and  Maine  Railroad  be  and  is  hereby  authorized 
to  change  Rule  17  of  tariff  P.  S.  C,  2  N.  Y.,  No.  158,  to  read  as  follows: 
"  Rule  17.  When  freight  tariffs  issued  by  the  railroad,  and  on  file  with  the 
Interstate  Commerce  Commission,  or  the  Public  Service  Commission,  Second 
District,  State  of  New  York,  provide  special  rules  or  charges  at  holding  or 
transfer  points  in  confiict  with  these  car  service  rules  and  regulations,  the 
special  rules  and  charges  covered  by  such  tariffs  shall  prevail  and  govern.'* 
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Provided  that  a  tariff  making  Buch  change  is  filed  with  this  Commission 
under  Supplement  No.  2  to  P.  S.  C,  2  N.  Y.,  No.  168,  and  posted  at  stations 
at  least  six  (6)  days  prior  to  the  effective  date  specified  in  such  tariff. 
Such  tariff  shall  be  so  filed  and  posted  within  ten  (10)  days  from  the  date 
of  this  order  and  bear  the  following  notation:  *' Issued  on  six  (6)  days' 
notice  to  the  public  and  the  Commission  under  special  permission  of  the 
Public  Service  Commission,  Second  District,  State  of  New  York,  No.  514, 
of  date  August  11,  1908." 

No.  515;  August  13,  1908;  Boston  and  Maine  Railroad: 

Ordered:  That  the  Boston  and  Maine  Railroad,  in  connection  with  the 
West  Shore  Railroad  (The  New  York  Central  and  Hudson  River  Railroad 
Company,  Lessee),  be  and  is  hereby  authorized  to  establish  rate  of  one 
dollar  and  forty  cents  ($1.40)  per  net  ton  to  apply  upon  shipments  of 
Brick  (Common),  carloads,  minimum  weight  forty  thousand  (40,000) 
pounds,  from  Mechanicville,  N.  Y.,  and  intermediate  stations  on  the  Boston 
and  Maine  railroad  to  Frankfort,  N.  Y.,  and  intermediate  stations  on  the 
West  Shore  railroad,  except  as  lower  rates  may  now  be  in  effect,  all  points 
of  origin  and  destination  to  be  shown  in  the  tariff;  provided  that  a  tariff 
naming  said  rate  is  filed  with  this  Commission  under  P.  S.  C,  2  N.  Y.,  No. 
206,  and  posted  at  stations  at  least  five  (5)  days  prior  to  the  effective  date 
specified  m  such  tariff.  Such  tariff  shall  be  so  filed  and  posted  within  ten 
(10)  days  from  the  date  of  this  order  and  bear  the  following  notation: 
"Issued  on  five  (5)  days'  notice  to  the  public  and  the  Commission  under 
special  permission  of  the  Public  Service  GDmmission,  Second  District,  State 
of  New  York,  No.  515,  of  date  August  13,  1908." 

No.  516;  August  13,  1908;  The  New  York  Central  and  Hudson  River  Rail- 
road Company: 

Ordered:  That  The  New  York  Central  and  Hudson  River  Railroad  Com- 
pany, in  connection  with  the  Little  Falls  and  Dolgeville  Railroad  Company, 
be  and  is  hereby  authorized  to  establish  rate  of  one  dollar  per  net  ton  to 
apply  upon  shipments  of  Ice,  carloads,  minimum  weight  fifty  thousand 
(50,000)  pounds  unless  marked  capacity  of  car  is  less,  in  which  case  the 
marked  capacity  will  govern,  but  in  no  case  shall  the  minimum  be  less  than 
forty  thousand  (40,000)  pounds,  from  Carthage,  N.  Y.,  to  Dolgeville,  N.  Y., 
via  Little  Falls,  N.  Y.;  provided  that  a  tariff  naming  said  rate  is  filed  with 
this  Commission  under  P.  S.  C,  2  N.  Y.,  No,  4454,  and  posted  at  stations 
at  least  three  (3)  days  prior  to  the  effective  date  specified  in  such  tariff. 
Such  tariff  shall  be  so  filed  and  posted  within  ten  (10)  days  from  the  date 
of  this  order;  shall  contain  the  provision  that  the  rates  named  therein  will 
also  apply  from  any  N.  Y.  C.  &  H.  R.  R.  R.  point  of  origin  intermediate 
between  Carthage,  N.  Y.,  and  Little  Falls,  N-  Y.,  to  any  Little  Falls  and 
Dolgeville  railroad  point  of  destination  intermediate  between  Little  Falls, 
N.  Y.,  and  Dolgeville,  N.  Y.,  except  in  instances  where  lower  rates  are  now 
in  force,  in  which  cases  such  lower  rates  are  to  be  shown  in  the  tariff;  and 
shall  contain  the  following  notation:  "Issued  on  three  (3)  days'  notice  to 
the  public  and  the  Commission  under  special  permission  of  the  Public  Service 
Commission,  Second  District,  State  of  New  York,  No.  516,  of  date  August  13, 
1908." 

No.  517;  August  13,  1908;  West  Shore  Railroad   (N.  Y.  C.  &  H.  R.  R.  R. 
Co.  Lessee) : 

Ordered:  That  the  West  Shore  Railroad  (The  New  York  Central  and 
Hudson  River  Railroad  Company,  Lessee),  in  connection  with  The  Delaware, 
Lackawanna  and  Western  Railroad  Company,  be  and  is  hereby  authorized  to 
establish  rate  of  ninety-five  cents  ($0.95)  per  net  ton  to  apply  upon  ship- 
ments of  Stone  (Crushed),  carloads,  minimum  weight  marked  capacity  of 
car,  but  not  less  than  forty  thousand  (40,000)  pounds,  from  Little  Falls, 
N.  Y.,  to  Fulton,  N.  Y.,  via  Syracuse,  N.  Y.;  proviided  that  a  tariff  naming 
•aid  rate  is  filed  with  this  Commission  under  P.  S.  C,  2  N.  Y.,  No.  1196, 
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and  posted  at  stations  at  least  three  (3)  days  prior  to  the  effective  date 
specified  in  such  tariff.  Such  tariff  shall  be  so  filed  and  posted  within  ten 
(10)  days  from  the  date  of  this  order;  shall  contain  the  provision  that  the 
rates  named  therein  will  also  apply  from  any  West  Shore  railroad  point  of 
origin  intermediate  between  Little  Falls,  N.  Y.,  and  Syracuse,  N.  Y.,  to  any 
Delaware,  Lackawanna  and  Western  railroad  point  of  destination  inter- 
mediate between  Syracuse,  N.  Y.,  and  Fulton,  N.  Y.,  except  in  instances 
where  lower  rates  are  now  in  force,  in  which  cases  such  lower  rates  are  to  be 
shown  in  the  tariff;  and  shall  bear  the  following  notation:  "Issued  on  three 
(3)  days'  notice  to  the  public  and  the  Commission  imder  special  permission 
of  the  Public  Service  Commission,  Second  District,  State  of  New  York,  No. 
517,  of  date  August  13,  1908." 

No.  518;  August  13,  1908;  The  Long  Island  Railroad  Company: 

Ordered:  That  The  Long  Island  Railroad  Company,  in  connection  with 
The  New  York  Central  and  Hudson  River  Railroad  Company,  be  and  is 
hereby  authorized  to  establish  rate  of  fourteen  cents  ($0.14)  per  one  hun- 
dred (100)  pounds  to  apply  upon  shipments  of  Potatoes,  carloads,  minimum 
weight  thirty  thousand  (30,00())  pounds,  from  Amagansett,  N.  Y.,  and  other 
stations  named  in  application,  to  33d  Street  station,  New  York  city,  N.  Y. 
(New  York  Ontral  and  Hudson  River  railroad  delivery)  ;  provided  that  a 
tariff  naming  said  rate  is  filed  with  this  Commission  under  P.  S.  C,  2  N.  Y., 
No.  177,  and  posted  at  stations  the  day  upon  which  said  rate  becomes 
effective.  Such  tariff  shall  be  so  filed  and  posted  within  five  (5)  days  from 
the  date  of  this  order  and  bear  the  following  notation:  " Issued  under 
special  permission  of  the  Public  Service  Commission,  Second  District,  State 
of  New  York,  No.  518,  of  date  August  13,  1908." 

No.  619;  August  14.  1908;  West  Shore  Railroad  (N.  Y.  C.  &  H.  R.  R.  R.  Co. 
Lessee) : 

Ordered:  That  the  West  Shore  Railroad  (The  New  York  Central  and 
Hudson  River  Railroad  Company,  Lessee),  in  connection  with  The  Delaware 
and  Hudson  Company,  be  and  is  hereby  authorized  to  establish  rate  of 
seventy-five  cents  ($0.76)  per  net  ton  to  apply  upon  shipments  of  Stone 
(Crushed),  carloads,  minimum  weight  marked  capacity  of  car,  but  not  less 
than  forty  thousand  (40,000)  pounds,  from  South  Bethlehem,  N.  Y.,  to 
Mechanicville,  N.  Y.,  via  South  Schenectady,  N.  Y.;  provided  that  a  tariff 
naming  said  rate  is  filed  with  this  Commission  under  P.  S.  C,  2  N.  Y., 
No.  1203,  and  posted  at  stations  at  least  three  (3)  days  prior  to  the  effective 
date  specified  in  such  tariff.  Such  tariff  shall  be  so  filed  and  posted  within 
ten  (10)  days  from  the  date  of  this  order;  shall  contain  the  provision  that 
the  rates  named  therein  will  also  apply  from  any  West  Shore  railroad  point 
of  origin  intermediate  between  South  Bethlehem,  N.  Y.,  and  South  Sche- 
nectady, N.  Y.,  to  any  Delaware  and  Hudson  company  point  of  destination 
intermediate  between  South  Schenectady,  N.  Y.,  and  Mechanicville,  N.  Y., 
except  in  instances  where  lower  rates  are  now  in  force,  in  which  cases  such 
lower  rates  are  to  be  shown  in  the  tariff;  and  shall  bear  the  following 
notation:  "Issued  on  three  (3)  days'  notice  to  the  public  and  the  Com- 
mission under  special  permission  of  the  Public  Service  Commission,  Second 
District,  State  of  New  York,  No.  619,  of  date  August  14,  1908." 

No.  520;  August  17,  1908;  New  York  and  Ottawa  Railway  Company: 

Ordered:  That  the  New  York  and  Ottawa  Railway  Company,  in  con- 
nection with  the  Rutland  Railroad  Company,  be  and  is  hereby  authorized 
to  establish  rate  of  one  dollar  and  fifty  cents  ($1.60)  per  cubic  cord  to  apply 
upon  shipments  of  Wood  for  fuel  (Cordwood,  Blockwood,  and  Slabwood), 
carloads,  minimum  to  be  twelve  (12)  cubic  cords  when  loaded  in  box  cars 
and  sixteen  (16)  cubic  cords  when  loaded  in  rack  cars,  from  Tupper  Lake, 
N.  Y.,  Tupper  Lake  Junction,  N.  Y.,  Derrick,  N.  Y.,  Bay  Pond,  N.  Y.,  Meno, 
N.  Y..  Spring  Cove,  N.  Y.,  Santa  Clara,  N.  Y.,  St.  Regis  Falls,  N.  Y.,  Dickin- 
son Center,  N.  Y.,  to  Burke,  N.  Y.,  and  Chateaugay,  N.  Y.,  via  Moira,  N.  Y., 
and  Rutland  railroad;  provided  that  a  tariff  naming  said  rate  is  filed  with 
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this  CJommission  and  posted  at  stations  at  least  five  (5)  days  prior  to  the 
effective  date  specified  in  such  tariff.  Such  tariff  shall  be  so  filed  and  posted 
within  ten  (10)  days  from  the  date  of  this  order;  contain  the  provision 
that  the  rates  named  therein  also  apply  from  any  point  of  origin  on  the- 
New  York  and  Ottawa  railway  intermediate  between  Tupper  l^ne,  N.  Y.,. 
and  Moira,  N.  Y.,  to  any  point  of  destination  on  the  Rutland  railroad  inter- 
mediate between  Moira,  N.  Y.,  and  Ghateaugay,  N.  Y.,  except  that  in  cases 
where  lower  rates  are  now  in  force  such  lower  rates  are  to  be  named  in  the 
tariff;  and  bear  the  following  notation:  "Issued  on  five  (5)  days'  notice 
to  the  public  and  the  Commission  under  special  permission  of  the  Public 
Service  Commission,  Second  District,  State  of  New  York,  No.  520,  of  date 
August  17,  1908." 

No.  521;  August  17,  1008;  Lehigh  Valley  Railroad  Company: 

Ordered:  That  the  Lehigh  Valley  Railroad  Company  be  and  is  hereby^ 
authorized  to  establish  rate  of  five  cents  ($0.05)  per  one  hundred  (100) 
pounds  to  apply  upon  carload  shipments  of  Grain  and  Grain  Products  from 
buffalo,  N.  Y.,  to  points  taking  same  rates,  to  be  shown  in  Note  1  of  tariff, 
to  Pre-emption,  N.  Y.;  also  rate  of  four  cents  ($0.04)  per  one  hundred  (100) 
pounds  to  apply  upon  shipments  of  Grain  Products  from  Buffalo,  N.  Y.,  and 
points  taking  same  rates,  to  be  shown  in  Note  1  of  tariff,  to  Rochester,^ 
N.  Y.;  provided  that  a  tariff  naming  said  rates  is  filed  with  this  Commission 
and  posted  at  stations  at  least  one  ( 1 )  day  prior  to  the  effective  date  specified 
in  such  tariff.  Such  tariff  shall  be  so  filed  and  posted  within  ten  (10)  days 
from  the  date  of  this  order  and  bear  the  following  notation :  "  Issued  on 
one  (1)  day's  notice  to  the  public  and  the  Commission  under  special  per- 
mission of  the  Public  Service  dJommission,  Second  District,  State  of  New 
York,  No.  521,  of  date  August  17,  1908." 

No.  622;  August  17,  1908;  application  of  W.  R.  Crow,  Agent  Erie  Railroad 
Company: 

Ordered:  That  W.  R.  Crow,  Agent  Erie  Railroad  Company,  be  and  is 
hereby  authorized  to  correct  tariff  P.  S.  C,  2  N.  Y.,  No.  1,  by  adding  to 
the  list  of  participating  carriers  the  concurrence  form  and  number  of  such 
carriers  on  file  with  this  Commission;  provided  that  a  tariff  making  such 
addition  is  filed  with  this  Commission  and  posted  at  stations  at  least  three 
(3)  days  prior  to  the  effective  date  specified  in  such  tariff.  Such  tariff  shall 
be  so  filed  and  posted  within  ten  (10)  days  from  the  date  of  this  order  and 
bear  the  following  notation:  "Issued  on  three  (3)  days'  notice  to  the  public 
and  the  Commission  under  special  permission  of  the  Public  Service  Com- 
mission, Second  District,  State  of  New  York,  No.  522,  of  date  August  17, 
1908." 

No.  523;  August  17,  1908;  West  Shore  Railroad  (N.  Y.  C.  &  H.  R.  R.  R.  Co. 
Lessee) : 

Ordered:  That  the  West  Shore  Railroad  (The  New  York  Central  and 
Hudson  River  Railroad  Company,  Lessee),  locally  and  jointly  in  connection 
with  The  New  York  Central  and  Hudson  River  Railroad  Company,  be  and 
is  hereby  authorized  to  establish,  as  named  in  application,  the  rates  from 
and  to  various  stations  located  on  the  West  Shore  railroad  and  the  New 
York  Central  and  Hudson  River  railroad;  provided  that  a  tariff  naming 
said  rates  is  filed  with  this  Commission  and  posted  at  stations  at  least  one 
( 1 )  day  prior  to  the  effective  date  specified  in  such  tariff.  Such  tariff  shall 
be  so  filed  and  posted  within  ten  (10)  days  from  the  date  of  this  order 
and  bear  the  following  notation :  "  Issued  on  one  ( 1 )  day's  notice  to  the 
public  and  the  Commission  under  special  permission  of  the  Public  Service 
Commission,  Second  District,  State  of  New  York,  No.  523,  of  date  August 
17,  1908." 

No.  524;  August  17,  1908;  The  New  York  Central  and  Hudson  River  Railroad 
Company: 

Ordered:  That  The  New  York  Central  and  Hudson  River  Railroad  Com- 
pany, locally  and  jointly  in  connection  with  the  West  Shore  Railroad   (The 
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New  York  Central  and  Hudson  River  Railroad  Company,  Lessee ),  be  and 
is  hereby  authorized  to  establish,  as  named  in  application,  the  rates  from 
and  to  various  stations  located  on  the  New  York  Central  and  Hudson  River 
railroad  and  the  West  Shore  railroad;  provided  that  a  tariff  naming  said 
rates  is  filed  with  this  Commission  and  posted  at  stations  at  least  one  (1) 
day  prior  to  the  effective  date  specified  in  such  tariff.  Such  tariff  shall  be 
so  filed  and  posted  within  ten  (10)  days  from  the  date  of  this  order  and 
bear  the  foUowinj^  notation:  "Issued  on  one  (1)  day's  notice  to  the  public 
and  the  Commission  under  special  permission  of  the  Public  Service  Commis- 
sion, Second  District,  State  of  New  York,  No.  524,  of  date  August  17,  1908." 

No.  524a;  August  17,  1908;  Oneonta  and  Mohawk  Valley  Railroad  Company: 

Ordered:  That  the  Oneonta  and  Mohawk  Valley  Railroad  Company  bo 
and  is  hereby  authorized  to  establish  local  passenger  fare  of  one  dollar  and 
five  cents  ($1.05)  from  Oneonta,  N.  Y.,  to  Moliawk,  N.  Y.,  and  return,  tickets 
to  be  sold  August  18,  1908,  for  train  No.  5  only,  and  good  for  return  on 
any  regular  train  August  18  to  31,  1908,  inclusive;  provided  that  a  tariff 
naming  said  fare  is  filed  with  this  Commission  and  posted  at  stations  within 
one  (1)  day  from  the  date  of  this  order. 

No.  524b;  August  17,  1908;  The  Delaware  and  Hudson  Company: 

Ordered:  That  The  Delaware  and  Hudson  Company  be  and  is  hereby 
authorized  to  cancel  its  tariff  P.  S.  C,  2  N.  Y.,  No.  143,  by  the  issuance  of 
a  superseding  tariff  establishing  second-class  round-trip  fares  for  parties  of 
ten  (10)  or  more  from  Albany,  N.  Y.,  to  various  stations  and  at  the  per 
capita  fares  as  named  in  application;  provided  that  a  tariff  naming  said 
fares  is  filed  with  this  Commission  under  P.  S.  C,  2  N.  Y.,  No.  148,  and 
posted  at  stations  at  least  one  day  prior  to  the  effective  date  specified  in 
such  tariff.  Such  tariff  shall  be  so  filed  and  posted  within  one  (1)  day 
from  the  date  of  this  order. 

No.  525;   August  20,  1908;   West  Shore  Railroad   (N.  Y.  C.  &  H.  R.  R.  R. 

Co.  Lessee)  : 

Ordered:  That  the  West  Shore  Railroad  (The  New  York  Central  and 
Hudson  River  Railroad  Company,  Lessee),  in  connection  with  The  New  York 
Central  and  Hudson  River  Railroad  Company,  be  and  is  hereby  authorized 
to  establish  rate  of  eighty-five  cents  ($0.85)  per  net  ton  to  apply  upon  ship- 
ments of  Stone  (Crushed),  carloads,  minimum  weight  marked  capacity  of 
car,  but  not  less  than  forty  thousand  (40,000)  pounds,  from  Akron,  N.  Y., 
to  Ck)rning,  N.  Y.;  provided  that  a  tariff  naming  said  rate  is  filed  with  this 
Commission  under  P.  S.  C,  2  N.  Y.,  No.  1214,  and  posted  at  stations  at 
least  one  (1)  day  prior  to  the  effective  date  specified  in  such  tariff.  Such 
tariff  shall  be  so  filed  and  posted  within  ten  (10)  days  from  the  date  of  this 
order;  shall  contain  the  provision  that  the  rate  named  therein  will  also 
apply  from  Akron,  N.  Y.,  or  any  West  Shore  railroad  point  of  origin  directly- 
intermediate  between  Akron,  N.  Y.,  and  junction  point  with  the  New  York 
Central  and  Hudson  River  railroad  to  Corning,  N.  Y.,  or  any  point  of  destina- 
tion on  the  New  York  Central  and  Hudson  River  railroad  directly  inter- 
mediate between  junction  point  with  West  Shore  railroad  and  Corning,  N.  Y., 
except  that  in  cases  where  lower  rates  are  now  in  force  such  lower  rates  are 
to  be  named  in  the  tariff ;  and  bear  the  following  notation :  "  Issued  on  one 
(1)  day's  notice  to  the  public  and  the  Commission  under  special  permission 
of  the  Public  Service  Commission,  Second  District,  State  of  New  York,  No. 
525,  of  date  August  20,  1908." 

No.  526;  August  20,  1908;  The  Pennsylvania  Railroad  Company: 

Ordered:  That  The  Pennsylvania  Railroad  Company  be  and  is  hereby 
authorized  to  establish  the  rates  as  named  in  application  to  cover  the  move- 
ment in  freight  train  service  of  disbanded  circus  and  show  outfits;  provided 
that  a  tariff  naming  said  rates  is  filed  with  this  Commission  under  G.  O., 
P.  S.  C,  2  N.  Y.,  No.  Ill,  and  posted  at  stations  at  least  one  (1)  day  prior 
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to  the  effective  date  specified  in  such  tariff.  Such  tariff  shall  be  so  filed  and 
posted  within  ten  (10)  days  from  the  date  of  this  order  and  bear  the  fol- 
lowing notation :  '*  Issued  on  one  ( 1 )  day's  notice  to  the  public  and  the 
Commission  under  special  permission  of  the  Public  Service  Commission^ 
Second  District,  State  of  New  York,  No.  526,  of  date  August  20,  1908." 

No.  526a;  August  20,  1008;  The  Delaware  and  Hudson  Company: 

Ordered:  That  The  Delaware  and  Hudson  Company  be  and  is  hereby 
authorised  to  cancel  its  tariff  P.  S.  C,  2  N.  Y.,  No.  148,  account  containing 
typographical  error  in  not  establishing  the  fares  upon  a  per  capita  basis,  and 
to  reprint  the  schedule  establishing  second-class  round-trip  per  capita  fares 
for  parties  of  ten  (10)  or  more  from  Albany,  N.  Y.,  to  various  stations  and 
at  the  fares  as  named  in  application;  provided  that  a  tariff  making  such 
cancellation  is  filed  with  this  (Commission  and  posted  at  stations  at  least 
one  (1)  day  prior  to  the  effective  date  specified  in  such  tariff.  Such  tariff 
shall  be  so  filed  and  posted  within  one  ( 1 )   day  from  the  date  of  this  order. 

No.  627;  August  21,  1908;  The  Pittsburg,  Shawmut  and  Northern  Railroad 

Company : 

Ordered:  That  The  Pittsburg,  Shawmut  and  Northern  Railroad  Company 
be  and  is  hereby  authorized  to  establish  a  regulation  providing  that  prop- 
erty (except  race  horses)  offered  at  time  of  shipment  for  transportation  as 
an  exhibit  at  a  State,  County,  or  Agricultural  Association  Fair  or  Exhibi- 
tions, upon  return  will  be  transported  between  the  same  points  in  the  reverse 
direction  of  forwarding  movement  free  of  charge;  provided  that  a  tariff  con- 
taining such  provision  is  filed  with  this  Commission  and  posted  at  stations 
at  least  three  (3)  days  prior  to  the  effective  date  specified  in  such  tariff. 
Such  tariff  shall  be  so  filed  and  posted  within  ten  (10)  days  from  the  date 
of  this  order  and  bear  the  following  notation:  "Issued  on  three  (3)  days' 
notice  to  the  public  and  the  Commission  under  special  permission  of  the 
Public  Service  d^mmission,  Second  District,  State  of  New  York,  No.  527, 
of  date  August  21,  1908." 

No.  528;  August  21,  1908;  The  New  York  Central  and  Hudson  River  Rail- 
road Company: 

Upon  application  of  The  New  York  Central  and  Hudson  River  Railroad 
Company,  filed  August  19,  1908,  it  appearing  that  tariff  P.  S.  C,  2  N.  Y., 
No.  4324,  issued  July  30,  1908,  effective  August  31,  1908,  contained  only 
rates  applicable  to  interstate  traffic,  but  through  an  error  the  tariff  was  made 
to  supersede  a  schedule  containing  rates  applicable  to  state  traffic;  and  for 
other  good  cause  shown,  it  is 

Ordered:  That  The  New  York  Ontral  and  Hudson  River  Railroad  Com- 
pany be  and  is  hereby  authorized  to  issue  a  schedule  as  supplement  to  its 
tariff  P.  S.  C,  2  N.  Y.,  No.  4324,  removing  therefrom  the  P.  S.  C,  2  N.  Y., 
serial  number;   it  is  further 

Ordered:  That  the  said  The  New  York  Ontral  and  Hudson  River  Rail- 
road Company  be  and  is  hereby  authorized  to  issue  a  supplement  to  its 
tariff  P.  S.  C,  2  N.  Y.,  No.  1594,  canceling  the  rates  named  therein  apply- 
ing to  New  York  state  traffic,  and  referring  to  tariffs  P.  S.  C,  2  N.  Y., 
Nos.  1918  and  3737«  supplements  thereto  or  superseding  issues  thereof,  for 
future  rates;  provided  that  tariffs  containing  such  changes  are  filed  with 
this  Commission  and  posted  at  stations  at  least  three  (3)  days  prior  to  the 
effective  dates  to  be  specified  therein  as  August  31,  1908.  Such  tariffs 
shall  be  so  filed  and  posted  within  ten  (10)  days  from  the  date  of  this 
order  and  bear  the  following  notation:  "Issued  on  three  (3)  days*  notice 
to  the  public  and  the  Commission  under  special  permission  of  the  Public 
Service  Ck)mmi88ion,  Second  District,  State  of  New  York,  No.  528,  of  date 
August  21,  1908." 

No.  529;  August  21,  1908;  The  New  York  Central  and  Hudson  River  Rail- 
road Company: 

Upon  application  of  The  New  York  Central  and  Hudson  River  Railroad 
Company,  filed  August  19,  1908,  it  appearing  that  the  St.  Lawrence  County 
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Agricultural  Society  Fair   has  been  abandoned,   and   for   other  good  cauae 
shown,  it  is 

Ordered:  That  The  New  York  Central  and  Hudson  River  Railroad  Com- 
pany be  and  is  hereby  authorized  to  amend  its  local  passenger  tariff  P.  S.  C, 
2  N.  Y.,  No.  243,  and  cancel  section  2  contained  therein,  which  provides  for 
the  sale  of  excursion  roimd-trip  tickets  at  reduced  fare  from  various  \ocbX 
stations  to  Canton,  N.  Y.,  on  September  15,  16,  17,  and  18,  1908;  provided 
that  a  tariff  making  said  cancellation  of  excursion  round-trip  fares  is  filed 
with  the  Commission  and  posted  at  stations  at  least  fifteen  (15)  days  prior 
to  the  effective  dates  specified  in  such  tariff.  Such  tariff  shall  be  so  filed 
and  posted  within  ten  (10)  days  from  the  date  of  this  order  and  bear  the 
following  notation :  **  Issued  on  fifteen  ( 15 )  days'  notice  to  the  public  and 
the  Commission  under  special  permission  of  the  Public  Service  Commission, 
Second  District,  State  of  New  York,  No.  529,  of  date  August  21,  1908." 

No.  530;  August  25,  1908;  The  New  York  Central  and  Hudson  River  Railroad 
Company ; 

Ordered:  That  The  New  York  Central  and  Hudson  River  Railroad  (Com- 
pany be  and  is  hereby  authorized  to  establish  on  Ice,  carloads,  minimum 
weight  fifty  thousand  (50,000)  pounds  unless  marked  capacity  of  car  is 
less,  when  marked  capacity  of  car  will  govern,  but  in  no  case  shall  minimum 
be  less  than  forty  thousand  (40,000)  poimds,  from  Ck>pake  Iron  Works,  N.  Y., 
to  Chatham,  N.  Y.,  rate  of  seventy-five  cents  ($0.75);  to  Somers  Center, 
N.  Y.,  rate  of  ninety  cents  ($0.90) ;  and  from  Millerton,  N.  Y.,  to  Somers 
Center,  N.  Y.,  rate  of  eighty-five  cents  ($0.85)  per  net  ton;  provided  that  a 
tariff  naming  said  rates  is  filed  with  this  Commission  under  P.  S.  C,  2  N.  Y., 
No.  4694,  and  posted  at  stations  at  least  one  (1)  day  prior  to  the  effective 
date  specified  in  such  tariff.  Such  tariff  shall  be  so  filed  and  posted  within 
ten  (10)  days  from  the  date  of  this  order  and  bear  the  following  notation: 
**  Issued  on  one  ( 1 )  day's  notice  to  the  public  and  the  Commission  under 
special  permission  of  the  Public  Service  Commission,  Second  District,  State 
of  New  York,  No.  530,  of  date  August  25,  1908." 

No.  531;  August  25,  1908;  The  New  York  Central  and  Hudson  River  Railroad 
Company: 

Ordered:  That  The  New  York  Central  and  Hudson  River  Railroad  Com- 
pany, in  connection  with  the  New  York,  Ontario  and  Western  Railway 
Company,  be  and  is  hereby  authorized  to  establish  rate  of  one  dollar  and 
thirty-five  cents  ($1.35)  per  gross  ton  to  apply  upon  shipments  of  Iron 
(Pig),  carloads,  minimum  weight  twenty-five  (25)  gross  tons,  except  that 
when  the  marked  capacity  of  car  is  less  then  the  marked  capacity  will 
govern,  but  in  no  case  shall  the  minimum  be  less  than  fifteen  (15)  gross 
tons,  from  Charlotte,  N.  Y.,  to  Munns,  N.  Y.,  via  Oneida,  N.  Y. ;  provided  that 
a  tariff  naming  said  rate  is  filed  with  this  Commission  under  P.  S.  C,  2 
N.  Y.,  No.  4675,  and  posted  at  stations  at  least  one  (1)  day  prior  to  the 
effective  date  specified  in  such  tariff.  Such  tariff  shall  be  so  filed  and  posted 
within  ten  (10)  days  from  the  date  of  this  order;  shall  contain  the  provi- 
sion that  the  rate  named  therein  will  also  apply  from  Charlotte,  N.  Y.,  or 
any  station  on  the  New  York  Central  and  Hudson  River  railroad  inter- 
mediate between  Charlotte,  N.  Y.,  and  Oneida,  N.  Y.,  to  Munns,  N.  Y.,  or 
any  station  on  the  New  York,  Ontario  and  Western  railway  intermediate 
between  Oneida,  N.  Y.,  and  Munns,  N.  Y.,  except  that  in  cases  where  lower 
rates  are  now  in  force  such  lower  rates  shall  be  shown  in  the  tariff;  and  bear 
the  following  notation :  **  Issued  on  one  ( 1 )  day's  notice  to  the  public  and 
the  Commission  under  special  permission  of  the  Public  Service  Commission, 
Second  District,  State  of  New  York,  No.  531,  of  date  August  25,  1908." 

No.  532 ;  August  25,  1908 ;  The  New  York  Central  and  Hudson  River  Railroad 

Company: 

Ordered:  That  The  New  York  Central  and  Hudson  River  Railroad  Com- 
pany be  and  is  hereby  authorized  to  establish  rate  of  fifty  cents  ($0.50)   per 
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net  ton  to  apply  upon  shipments  of  Ice,  carloads,  minimum  weight  fifty 
thousand  (50,000)  pounds,  except  that  when  marked  capacity  of  car  is  less 
the  marked  capacity  will  govern,  but  in  no  case  shall  the  minimum  be  lees 
than  forty  thousand  (40,000)  pounds,  from  Canandaigua,  N.  Y.,  to  Geneva, 
N.  Y.,  Waterloo,  N.  Y.,  and  Seneca  Falls,  N.  Y.;  provided  that  a  tariflf 
naming  said  rate  is  filed  with  this  Commission  under  P.  S.  C,  2  N.  Y., 
No.  4704,  and  posted  at  stations  at  least  three  (3)  days  prior  to  the  effective 
date  specified  in  such  tariff.  Such  tariff  shall  be  so  filed  and  posted  within 
ten  (10)  days  from  the  date  of  this  order;  shall  contain  the  provision  that 
the  rates  named  therein  will  also  apply  from  Canandaigua,  N.  Y.,  and  any 
station  intermediate  between  Canandaigua,  N.  Y^  and  Seneca  Falls,  N.  Y., 
to  Seneca  Falls,  N.  Y.,  or  any  intermediate  station,  except  that  in  cases 
where  lower  rates  are  now  in  force  such  lower  rates  shall  be  shown  in  the 
tariff;  and  bear  the  following  notation:  ''Issued  on  three  (3)'  days'  notice 
to  the  public  and  the  Commission  under  special  permission  of  the  Public 
Service  Commission,  Second  District,  State  of  New  York,  No.  532,  of  date 
August  25,  1908." 

No.  533;  August  25,  1908;  The  New  York  Central  and  Hudson  River  Railroad 
Company: 

Ordered:  That  The  New  York  Central  and  Hudson  River  Railroad  Com- 
pany, locally  and  jointly  in  connection  with  the  West  Shore  Railroad  (The 
New  York  Central  and  Hudson  River  Railroad  Company,  Lessee),  be  and  is 
hereby  authorized  to  establish,  as  named  in  application,  the  rates  from  and  to 
various  stations  located  on  the  New  York  Central  and  Hudson  River  railroad 
and  the  West  Shore  railroad;  provided  that  a  tariff  naming  said  rates  is  filed 
with  this  Commission  and  posted  at  stations  at  least  one  (1)  day  prior 
to  the  effective  date  specified  in  such  tariff.  Such  tariff  shall  be  so  filed 
and  posted  within  ten  (10)  days  from  the  date  of  this  order  and  bear  the 
following  notation :  "  Issued  on  one  ( 1 )  day*s  notice  to  the  public  and  the 
Commission  under  special  permission  of  the  Public  Service  Commission, 
Second  District,  State  of  New  York,  No.  533,  of  date  August  25,   1908." 

No.  534;  August  25,  1908;  West  Shore  Railroad   (N.  Y.  C.  &  H.  R.  R.  R.  Co. 
Lessee) : 

Ordered:  That  the  West  Shore  Railroad  (The  New  York  Central  and 
Hudson  River  Railroad  Company,  Lessee),  locally  and  jointly  in  connection 
with  The  New  York  Central  and  Hudson  River  Railroad  Company,  be  and 
is  hereby  authorized  to  establish,  as  named  in  application,  the  rates  from 
and  to  various  stations  on  the  West  Shore  railroad  and  the  New  York  Central 
and  Hudson  River  railroad;  provided  that  a  tariff  naming  said  rates  is  filed 
with  this  (Commission  and  posted  at  stations  at  least  one  (1)  day  prior  to 
the  effective  date  specified  in  such  tariff.  Such  tariff  shall  be  so  filed  and 
posted  within  ten  (10)  days  from  the  date  of  this  order  and  bear  the  follow- 
ing notation:  "Issued  on  one  (1)  day's  notice  to  the  public  and  the  Com- 
mission under  special  permission  of  the  Public  Service  Ck)mmission,  Second 
District,  State  of  New  York,  No.  534,  of  date  August  25,  1908." 

No.  535;  August  25,  1908;  The  Lehigh  and  Hudson  River  Railway  Company: 
Ordered:  That  The  Lehigh  and  Hudson  River  Railway  Company  be  and 
is  hereby  authorized  to  establish,  in  connection  with  the  Erie  Railroad 
Ck>mpany,  rate  of  fifty  cents  ($0.50)  per  net  ton  to  apply  upon  shipments  of 
Ice,  carloads,  minimum  weight  twenty  (20)  net  tons,  from  Bumside,  N.  Y., 
to  Otisville,  N.  Y.,  and  Washingtonville,  N.  Y.,  via  Greycourt,  N.  Y.,  and 
Erie  railroad;  provided  that  a  tariff  naming  said  rate  is  filed  with  this 
Commission  and  posted  at  stations  at  least  one  (1)  day  prior  to  the  effective 
date  specified  in  such  tariff.  Such  tariff  shall  be  so  filed  and  posted  within 
five  (5)  days  from  the  date  of  this  order  and  bear  the  following  notation: 
"  Issued  on  one  ( 1 )  day's  notice  to  the  public  and  the  Commission  under 
special  permission  of  the  Public  Service  Commission,  Second  District,  State 
of  New  York,  No.  536,  of  date  August  25,  1908." 
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No.  536;  August  25,  1908;  W.  F.  Wilson,  Agent  The  Lake  Shore  and  Michi- 
gan Southern  Railway  Company : 

Ordered:  That  W.  F.  Wilson,  Agent  The  Lake  Shore  and  Michigan  South- 
ern Railway  Company,  be  and  is  hereby  authorized  to  cancel  the  regulations 
7  and  7(a)  shown  on  page  3S,  and  regulations  1(e)  and  1(f)  shown  on  page 
73  of  P.  S.  C,  2  N.  Y.,  No.  2,  and  establish  instead  the  reg^ulations  as  nam^ 
in  application;  provided  that  a  tariff  making  such  cancellation  is  filed  with 
this  Commission  and  posted  at  «tations  at  least  fifteen  (15)  days  prior  to 
the  effective  date  specified  in  such  tariff.  Such  tariff  shall  be  so  filed  and 
posted  within  ten  (10)  days  from  the  date  of  this  order  and  bear  the  following 
notation:  "Issued  on  fifteen  (15)  days'  notice  to  the  public  and  the  Com- 
mission under  special  permission  of  the  Public  Service  Commission,  Second 
District,  State  of  New  York,  No.  536,  of  date  August  25,  1908." 

No.  537;  August  26,  1908;  The  New  York  Central  and  Hudson  River  Railroad 
Company : 

Ordered:  That  The  New  York  Central  and  Hudson  River  Railroad  (Com- 
pany be  and  is  hereby  authorized  to  establish  the  fares  named  in  application 
for  the  sale  of  Commutation  and  School  tickets  between  New  York  (155th 
Street),  N.  Y.,  and  various  stations  on  the  Putnam  division  via  155th  Street^ 
and  to  include  in  the  tariff  in  which  such  fares  are  established  the  reissue 
of  the  Conmiutation  fares,  both  local  and  joint,  in  connection  with  the 
Interborough  Rapid  Transit  Company  and  West  Shore  railroad  (The  New 
York  Central  and  Hudson  River  Railroad  Company,  Lessee),  contained  in 
tariff  P.  S.  C,  2  N.  Y.,  No.  55;  provided  that  a  tariff  naming  said  fares  is- 
filed  with  this  Commission  under  P.  S.  C,  2  N.  Y.,  No.  272,  and  posted  at 
stations  at  least  three  (3)  days  prior  to  the  effective  date  specified  in  such 
tariff.  Such  tariff  shall  be  so  filed  and  posted  within  ten  (10)  days  from  the 
date  of  this  order  and  bear  the  following  notation:  ''Issued  on  three  (3) 
days'  notice  to  the  public  and  the  Commission  under  special  permission  of  the 
Public  Service  Commission,  Second  District,  State  of  New  York,  No.  637,  of 
date  August  26,  1908." 

No.  538;  August  27,  1908;  West  Shore  Railroad  (N.  Y.  C.  &  H.  R.  R.  R.  Co. 

Lessee) : 

Ordered:  That  the  West  Shore  Railroad  (The  New  York  Central  and  Hud- 
son River  Railroad  Company,  Lessee)  be  and  is  hereby  authorized  to  correct 
Supplement  No.  12  to  tariff  P.  S.  C,  2  N.  Y.,  No.  256,  by  changing  the 
switching  charge  applying  on  cars  containing  less  than  five  thousand  (5000) 
pounds  or  not  loaded  to  full  cubic  capacity  switched  account  Yawman  ft 
Erbe  Manufacturing  Company  at  Rochester,  N.  Y.,  from  two  dollars  and  ninety 
cents  ($2.90)  per  car  to  two  dollars  ($2.00)  per  car;  provided  that  a  tariff 
making  said  correction  is  filed  with  this  Commission  and  posted  at  stations 
at  least  twenty  (20)  days  prior  to  the  effective  date  to  be  specified  therein 
as  September  21,  1908.  Such  tariff  shall  be  so  filed  and  posted  within  five  (5) 
days  from  the  date  of  this  order  and  bear  the  following  notation :  "  Issued 
on  twenty  (20)  days*  notice  to  the  public  and  the  Commission  under  special 
permission  of  the  Public  Service  Commission,  Second  District,  State  of  New 
York,  No.  538,  of  date  August  27,  1908." 

No.  539;  August  27,  1908;  The  New  York  Central  and  Hudson  River  Railroad 

Company : 

Ordered:  That  The  New  York  Central  and  Hudson  River  Railroad  CJompany 
be  and  is  hereby  authorized  to  correct  Supplement  No.  12  to  P.  S.  C,  2  N.  Y., 
No.  963,  by  changing  the  switching  charge  applying  on  cars  containing  less 
than  five  thousand  (5000)  pounds  or  not  loaded  to  full  cubic  capaci^  switched 
account  Yawman  &  Erbe  Manufacturing  Company  at  Rochester,  N.  Y.,  from 
two  dollars  and  ninety  cents  ($2.90)  per  car  to  two  dollars  ($2.00)  per  car; 
provided  that  a  tariff  making  said  correction  is  filed  with  this  Conmiission 
and  posted  at  stations  at  least  twenty  (20)  days  prior  to  the  effective  date 
specified  in  such  tariff  as  September  21,  1908.  Such  tariff  shall  be  so  filed 
and  posted  within  five    (5)   days  from  the  date  of  this  order  and  bear  the 
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following  notation:  "Issued  on  twenty  (20)  days*  notice  to  the  public  and 
the  Commission  imder  special  permission  of  the  Public  Service  Commission, 
Second  District,  State  of  New  York,  No.  530,  of  date  August  27,  1908." 

No.  540;  August  27,  1908;  The  New  York  Central  and  Hudson  River  Railroad 
Company : 

Ordered:  That  the  New  York  Central  and  Hudson  River  Railroad  Com- 
pany be  and  is  hereby  authorized  to  establish  rate  of  one  and  one-half  cents 
($0.01%)  per  one  hundred  (100)  pounds  to  apply  upon  shipments  of  Pulp 
(Wood),  carloads,  minimum  weight  forty  thousand  (40,000)  pounds,  from 
Felts  Mills,  N.  Y.,  to  Carthage,  N.  Y. ;  provided  that  a  tariff  naming  said  rate 
is  filed  with  this  Commission  and  posted  at  stations  at  least  three  (3)  days 
prior  to  the  effective  date  specified  in  such  tariff.  Such  tariff  shall  be  so  filed 
and  posted  within  ten  (10)  days  from  the  date  of  this  order  and  bear  the 
following  notation:  ''Issued  on  three  (3)  days'  notice  to  the  public  and  the 
Conmiission  under  special  permission  of  the  Public  Service  Commission,  Sec- 
ond District,  State  of  New  York,  No.  540,  of  date  August  27,  1908.'' 

No.  641;  August  27,  1908;  The  New  York  Central  and  Hudson  River  Railroad 

Company : 

Ordered:  That  The  New  York  Central  and  Hudson  River  Railroad  Com- 
pany be  and  is  hereby  authorized  to  establish,  as  named  in  application,  the 
rates  from  and  to  various  stations  to  apply  upon  shipments  of  Apples  (Green, 
Dried,  or  Evaporated),  Pears,  Onions,  Cabbage,  Pumpkins,  and  Squash,  car- 
loads, minimum  weight  as  per  Official  Classification;  provided  that  a  tariff 
naming  said  rates  is  filed  with  this  Commission  under  Supplement  No.  2  to 
P.  S.  C,  2  N.  Y.,  No.  4528,  and  posted  at  stations  at  least  one  (1)  day  prior 
to  the  effective  date  specified  in  such  tariff.  Such  tariff  shall  be  so  filed  and 
posted  within  five  (5)  days  from  the  date  of  this  order  and  bear  the  following 
notation :  "  Issued  on  one  ( 1 )  day's  notice  to  the  public  and  the  Commission 
under  special  permission  of  the  Public  Service  Commission,  Second  District, 
State  of  New  York,  No.  541,  of  date  August  27,  1908." 

No.  542;  August  27,  1908;  The  New  York  Central  and  Hudson  River  Railroad 

Company : 

Ordered:  That  The  New  York  Central  and  Hudson  River  Railroad  Com- 
pany be  and  is  hereby  authorized  to  establish  a  regulation  providing  that 
shipments  of  Peaches,  Pears,  Plums,  and  Quinces  when  in  lots  of  ten  thousand 
(10,000)  poimds  or  more  from  one  consignor  to  one  consignee  and  destination, 
will  be  accepted  without  marking  of  packages;  provided  that  a  tariff  con- 
taining such  regulation  is  filed  with  this  Commission  and  posted  at  stations 
at  least  three  (3)  days  prior  to  the  effective  date  specified  in  such  tariff. 
Such  tariff  shall  be  so  filed  and  posted  within  ten  (10)  days  from  the  date  of 
this  order  and  bear  the  following  notation:  "  Issued  on  three  (3)  days'  notice 
to  the  public  and  the  Commission  under  special  permission  of  the  Public 
Service  Commission,  Second  District,  State  of  New  York,  No.  542,  of  date 
August  27,  1908." 

No.  543;  August  27,  1908;  West  Shore  Railroad  (N.  Y.  C.  &  H.  R.  R.  R.  Co. 

Lessee)  : 

Ordered:  That  the  West  Shore  Railroad  (The  New  York  Ontral  and 
Hudson  River  Railroad  Company,  Lessee)  be  and  is  hereby  authorized  to 
establish  a  regulation  providing  that  shipments  of  Peaches,  Pears,  Plums,  and 
Quinces  when  in  lots  of  ten  thousand  (10,000)  poiinds  or  more  from  one 
consignor  to  one  consignee  and  destination,  will  be  accepted  without  marking 
of  packages;  provided  that  a  tariff  containing  such  regulation  is  filed  with 
this  Commission  and  posted  at  stations  at  least  three  (3)  days  prior  to  the 
effective  date  specified  in  such  tariff.  Such  tariff  shall  be  so  filed  and  posted 
within  ten  (10)  days  from  the  date  of  this  order  and  bear  the  following 
notation:  " Issued  on  three  (3)  days'  notice  to  the  public  and  the  Ck)m- 
mission  under  special  permission  of  the  Public  Service  Commission,  Second 
District,  State  of  New  York,  No.  643,  of  date  August  27,  1908." 
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No.  544;  August  27,  1908;  The  Delaware,  Lackawanna  and  Western  Railroad 
Company : 

Ordered:  That  The  Delaware,  Lackawanna  and  Western  Railroad  Company 
be  and  is  hereby  authorized  to  establish  a  regulation  proyiding  that  shipments 
of  Peaches,  Pears,  Plums,  and  Quinces  when  in  lots  of  ten  thousand  (10,000) 
pounds  or  more  from  one  consignor  to  one  consignee  and  destination,  will  be 
accepted  without  marking  of  packages;  provided  that  a  tariff  containing  such 
regulation  is  filed  with  this  Commission  and  posted  at  stations  at  least  three 
(3)  days  prior  to  the  effective  date  specified  in  such  tariff.  Such  tariff  shall 
be  so  filed  and  posted  within  ten  (10)  days  from  the  date  of  this  order  and 
bear  the  following  notation:  "  Issued  on  three  (3)  days'  notice  to  the  public 
and  the  Commission  imder  special  permission  of  the  Public  Service  Commis- 
sion, Second  District,  State  of  New  York,  No.  644,  of  date  August  27,  1908." 

No.  546;  August  28,  1908;  The  Delaware  and  Hudson  Company: 

Ordered:  That  The  Delaware  and  Hudson  Company  be  and  is  hereby 
authorized  to  establish  a  regulation  providing  that  shipments  of  Peaches, 
Pears,  Plums,  and  Quinces  when  in  lots  of  ten  thousand  (10,000)  pounds  or 
more  from  one  consignor  to  one  consignee  and  destination,  will  be  accepted 
without  marking  of  packages ;  provided  that  a  tariff  containing  such  regulation 
is  filed  with  this  Commission  and  posted  at  stations  at  least  three  (3)  days 
prior  to  the  effective  date  specified  in  such  tariff.  Such  tariff  shall  be  so  filed 
and  posted  within  fifteen  (15)  days  from  the  date  of  this  order  and  bear  the 
following  notation:  "Issued  on  three  (3)  days'  notice  to  the  public  and  the 
Commission  under  special  permission  of  the  Public  Service  Commission,  Second 
District,  State  of  New  York,  No.  546,  of  date  August  28,  1908." 

No.  647;  August  28,  1908;  Lehigh  Valley  Railroad  Company: 

Ordered:  That  the  Lehigh  Valley  Railroad  Company  be  and  is  hereby 
authorized  to  establish  a  regulation  providing  that  shipments  of  Peaches, 
Pears,  Plums,  and  Quinces  when  in  lots  of  ten  thousand  (10,000)  pounds 
or  more  from  one  consignor  to  one  consignee  and  destination,  will  be  accepted 
without  marking  of  packages;  provided  that  a  tariff  containing  such  regu- 
lation is  filed  with  this  (>>mmis8ion  and  posted  at  stations  at  least  thrse 
(3)  days  prior  to  the  effective  date  specified  in  such  tariff.  Such  tariff 
shall  be  so  filed  and  posted  within  ten  (10)  days  from  the  date  of  this  order 
and  bear  the  following  notation:  "Issued  on  three  (3)  days'  notice  to  the 
public  and  the  Commission  under  special  permission  of  the  Public  Service 
Commission,  Second  District,  State  of  New  York,  No.  647,  of  date  August 
28,  1908." 

No.  548;  August  28,  1908;  The  New  York  Central  and  Hudson  River  Railroad 

Company: 

Ordered:  That  The  New  York  Central  and  Hudson  River  Railroad  Com- 
pany, in  connection  with  the  Lehigh  Valley  Railroad  Company,  be  and  is 
hereby  authorized  to  establish  a  rate  of  one  dollar  and  fifty  cents  ($1.60) 
per  net  ton  to  apply  upon  shipments  of  Brick  (Common),  carloads,  minimum 
weight  as  per  Official  Classification,  from  Corning,  N.  Y.,  and  all  stations 
on  the  New  York  Central  and  Hudson  River  railroad  directly  intermediate 
between  Coming,  N.  Y.,  and  Geneva,  N.  Y.,  to  Aurora,  N.  Y.,  and  all  stations 
on  the  Lehigh  Valley  railroad  directly  intermediate  between  Geneva,  N.  Y., 
and  Aurora,  N.  Y.,  except  where  lower  rates  are  now  in  force,  all  points 
of  origin  and  destination  to  be  named  in  the  tariff;  provided  that  a  tariff 
naming  said  rate  is  filed  with  this  Commission  under  P.  S.  C,  2  N.  Y.« 
No.  4723,  and  posted  at  stations  at  least  three  (3)  days  prior  to  the  effective 
date  specified  in  such  tariff.  Such  tariff  shall  be  so  filed  and  posted  within 
ten  (10)  days  from  the  date  of  this  order  and  bear  the  following  notation: 
"Issued  on  three  (3)  days'  notice  to  the  public  and  the  Commission  under 
special  permission  of  the  Public  Service  Commission,  Second  District,  State 
of  New  York,.  No.  648.  of  date  August  28,  1908." 
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No.  549;  August  28.  1908  j  West  Shore  Railroad  (N.  Y.  C.  &  H.  R.  R.  R.  Co. 
Lessee) : 

Ordered:  That  the  West  fihore  Railroad  (The  New  York  Central  and 
Hudson  River  Railroad  Company,  Lessee),  in  connection  with  The  New  York 
Central  and  Hudson  River  Railroad  Company,  be  and  is  hereby  authorized 
to  establish  rate  of  sixty-five  cents  ($0.65)  per  net  ton  to  apply  upon  ship- 
ments of  Stone  (Crushed),  carloads,  minimum  weight  marked  capacity  of 
car,  but  not  less  than  forty  thousand  (40,000)  pounds,  from  Pattersonville, 
N.  Y.,  to  Skaneateles  Jimction,  N.  Y.,  the  said  rate  not  to  be  exceeded  to  or 
from  intermediate  points;  provided  that  a  tariff  naming  said  rate  between 
the  points  above  stated  and  the  said  or  lower  rates  to  specified  intermediate 
destinations,  and  also  the  said  or  lower  rates  from  any  intermediate  shipping 
points  at  which  traffic  above  described  is  the  subject  of  sale  and  transpor- 
tation, is  filed  with  this  Commission  and  posted  at  stations  at  least  three 
(3)  days  prior  to  the  effective  date  specified  in  such  tariff.  Such  tariff  shall 
be  so  filed  and  posted  within  twenty  (20)  days  from  the  date  of  this  order 
and  bear  the  following  notation:  "Issued  on  three  (3)  days'  notice  to  the 
public  and  the  Commission  under  special  permission  of  the  Public  Service 
Commission,  Second  District,  State  of  New  York,  No.  549,  of  date  August 
28,  1908." 

No.  560;  August  31,  1908;  The  Pennsylvania  Railroad  Company: 

Ordered:  That  The  Pennsylvania  Railroad  CJompany  be  and  is  hereby 
authorized  to  establish  a  regulation  providing  that  shipments  of  Peaches, 
Pears,  Plums,  and  (Quinces  when  in  lots  of  ten  thousand  (10,000)  pounds 
or  more  from  one  consignor  to  one  consignee  and  destination,  will  be  accepted 
without  marking  of  phages;  provided  that  a  tariff  containing  such  regu- 
lation is  filed  with  this  Commission  and  posted  at  stations  at  least  one  (1) 
day  prior  to  the  effective  date  specified  in  such  tariff.  Such  tariff  shall  be 
so  filed  and  posted  within  ten  (10)  days  from  the  date  of  this  order  and 
bear  the  following  notation :  '*  Issued  on  one  ( 1 )  day's  notice  to  the  public 
and  the  Commission  under  special  permission  of  the  Public  Service  0)m- 
mission,  Second  District,  State  of  New  York,  No.  550,  of  date  August  31, 
1908." 

(Complete  by  Supplement  No.  1  to  G.  0.,  P.  S.  C.  No.  113,  effective  Sep- 
tember 7,  1908. 

No.  551;  August  31,  1908;  Erie  Railroad  Company: 

Ordered:  That  the  Erie  Railroad  €?ompany  be  and  is  hereby  authorized 
to  establish  a  regulation  providing  that  shipments  of  Peaches,  Pears,  Plums, 
and  Quinces  when  in  lots  of  ten  thousand  (10,000)  pounds  or  more  from 
one  consignor  to  one  consignee  and  destination,  will  be  accepted  without 
marking  of  packages ;  provided  that  a  tariff  containing  such  regulation  is  filed 
with  this  Commission  and  posted  at  stations  at  least  one  day  prior  to  the 
effective  date  specified  in  such  tariff.  Such  tariff  shall  be  so  filed  and  posted 
within  ten  (10)  days  from  the  date  of  this  order  and  bear  the  following 
notation :  "  Issued  on  one  ( 1 )  day's  notice  to  the  public  and  the  Commission 
under  special  permission  of  the  Public  Service  Commission,  Second  District, 
Stete  of  New  York,  No.  651,  of  date  August  31,  1908." 

Complete  by  Supplement  No.  4  to  P.  S.  C.  No.  950,  effective  September 
8,  1908. 

No.  552;   September  3,  1908;  Erie  Railroad  Company    (west  of  Salamanca, 

N.  Y.): 

Ordered:  That  the  Erie  Railroad  Company  be  and  is  hereby  authorized  to 
establish  a  regulation  providing  that  shipments  of  Peaches,  Pears,  Plums, 
and  Quinces  when  in  lots  of  ten  thousand  (10,000)  pounds  or  more  from 
one  consignor  to  one  consignee  and  destination,  will  be  accepted  without 
marking  of  packages;  provided  that  a  tariff  containing  such  regulation  is 
filed  with  the  (Commission  and  posted  at  stations  at  least  three    (3)    days 
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prior  to  the  efTective  date  specified  in  such  tariff.  Such  tariff  shall  be  so 
tiled  and  posted  within  ten  (10)  days  from  the  date  of  this  order  and  bear 
the  following  notation:  "Issued  on  three  (3)  days'  notice  to  the  public 
and  the  Commission  under  special  permission  of  the  Public  Service  Com- 
mission, Second  District,  State  of  New  York,  No.  652,  of  date  September  3, 
1908." 

Complete  by  Supplement  No.  63  to  P.  S.  C.  No.  A-45,  effective  September 
15,  1908. 

2^0,  553;  August  31,  1908;  The  Delaware  and  Hudson  Company  and  Boston 
and  Maine  Railroad: 

Ordered:  That  The  Delaware  and  Hudson  Company  and  the  Boston  and 
Maine  Railroad  be  and  are  hereby  authorized  to  correct  their  tariffs 
respectively  P.  S.  C,  2  N.  Y.,  Nos.  80  and  20,  and  establish  the  following 
vclass  rates  in  cents  per  one  hundred  (100)  pounds:  First  class,  thirty  cents 
($0.30) ;  second  class,  twenty-five  cents  ($0.25) ;  third  class,  eighteen  cents 
($0.18)  ;  fourth  class,  sixteen  cents.  ($0.16) ;  fifth  class,  twelve  cents  ($0.12) ; 
sixth  class,  eight  cents  ($0.08);  to  apply  in  either  direction  between  The 
Delaware  and  Hudson  Company,  New  York  state  stations  Greenfield,  Kings, 
South  Corinth,  Corinth,  Hadley,  Stony  Creek,  Thurman,  Warrensburg,  The 
Glen,  Riverside,  North  Creek;  and  Boston  and  Maine  Railroad,  New  York 
state  stations  Petersburgh  Junction,  Hoosick,  Hoosick  Falls,  Hoosick  Junction, 
North  Hoosick,  Walloomsac,  White  Creek,  Buskirk,  East  Buskirk,  Johnson- 
^lle.  Valley  Falls,  East  Schaghticoke,  Melrose,  Lansingburgh,  West  Valley 
Falls,  Schaghticoke,  Reynolds,  Stillwater,  Wayville,  Schuylerville,  Usher, 
Elnora,  Scotia,  Rotterdam  Junction;  provided  that  a  tariff  naming  said  rates 
IS  filed  with  this  Commission  and  posted  at  stations  at  least  three  (3)  days 
prior  to  the  effective  date  specified  in  such  tariff.  Such  tariff  shall  be  so 
filed  and  posted  within  ten  (10)  days  from  the  date  of  this  order  and  bear 
the  following  notation:  "Issued  on  three  (3)  days*  notice  to  the  public  and 
the  Commission  under  special  permission  of  the  Public  Service  Commission, 
Second  District,  State  of  New  York,  No.  553,  of  date  August  31,  1908." 

Complete  by  Supplement  No.  11  to  B.  &  M.  P.  S.  C.  No.  20,  and  D.  &  H. 
P.  S.  C.  No.  80,  effective  September  14,  1908. 

No.  554;  August  31,  1908;  Rutland  Railroad  Company: 

Ordered:  That  the  Rutland  Railroad  Ompany  be  and  is  hereby  authorized 
to  establish  a  rate  of  twelve  cents  ($0.12)  jyer  can  to  apply  upon  shipments 
of  Milk  (Fluid),  in  forty-quart  cans,  less  carloads,  from  New  Lebanon,  N.  Y., 
and  all  stations  directly  intermediate  between  New  Lebanon,  N.  Y.,  and  Old 
Chatham,  N.  Y.,  to  Old  Chatham,  N.  Y.,  except  where  lower  rates  are  now 
in  force,  all  points  of  origin  and  destination  to  be  named  in  the  tariff;  pro- 
vided that  a  tariff  naming  said  rate  is  filed  with  this  Commission  under 
P.  S.  C.,  2  N.  Y.,  No.  197,  and  posted  at  stations  at  least  one  (1)  day 
prior  to  the  effective  date  specified  in  such  tariff.  Such  tariff  shall  be  so 
filed  and  posted  within  ten  (10)  days  from  the  date  of  this  order  and  bear 
the  following  notation :  "  Issued  on  one  ( 1 )  day's  notice  to  the  public  and 
the  Commission  imder  special  permission  of  the  Public  Service  (Commission, 
Second  District,  State  of  New  York,  No.  554,  of  date  August  31,  1908." 

Complete  by  P.  S.  C.  No.  197.  effective  September  4,  1908. 

No.  555;  September  1,  1908;  The  New  York  Central  and  Hudson  River  Rail- 
road Company: 

Ordered:  That  The  New  York  Central  and  Hudson  River  Railroad  Com- 
pany be  and  is  hereby  authorized  to  establish  rate  of  eighteen  cents  ($0.18) 
per  barrel  to  apply  upon  shipments  of  Apples  and  Pears,  in  barrels,  leas 
carloads,  from  Castleton,  N.  Y.,  Stuyvesant,  N.  Y.,  Newton  Hook,  N.  Y., 
Greendale,  N.  Y.,  Tivoli,  N.  Y.,  Barrytown,  N.  Y.,  Hyde  Park,  N.  Y.,  and 
Poughkeepsie,  N.  Y.,  to  Barclay  Street  station.  New  York  city;  provided 
that  a  tariff  naming  said  rate  is  filed  with  this  Commission  under  P.  S.  C, 
:2  N.  Y.,  No.  4742,  and  posted  at  stations  at  least  one  (1)  day  prior  to  the 
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eflfective  date  specified  in  such  tariff,  which  effective  date  shall  not  be  later 
than  September  26,  1908.  Such  tariff  shall  be  so  filed  and  posted  within 
twenty-five  (26)  days  from  the  date  of  this  order  and  bear  the  following 
notation:  "Issued  on  one  (1)  day's  notice  to  the  public  and  the  Commis- 
sion under  special  permission  of  the  Public  Service  Commission,  Second 
District,  State  of  New  York,  No.  655,  of  date  September  1,  1908." 
Complete  by  P.  S.  C.  No.  4742,  effective  September  24,  1908. 

No.  556;  September  1,  1908;  The  New  York  Central  and  Hudson  River  Rail- 
road Company: 

Ordered:  That  The  New  York  Central  and  Hudson  River  Railroad  Com- 
pany, locally  and  jointly  in  connection  with  the  West  Shore  Railroad  (The 
New  York  Central  and  Hudson  River  Railroad  Company,  Lessee),  be  and 
is  hereby  authorized  to  establish  rate  of  thirty  cents  ($0.30)  per  net  ton 
to  apply  upon  shipments  of  Calcium  (Chloride  of),  carloads,  in  tank  cars, 
minimum  weight  as  per  Official  Classification,  from  Solvay,  N.  Y.,  to  Syra- 
cuse, N.  Y.  (the  New  York  Central  and  Hudson  River  railroad  or  West  Shore 
railroad  delivery),  and  including  State  Fair  Grounds;  provided  that  a  tariff 
naming  said  rate  is  filed  with  this  Commission  under  P.  S.  C,  2  N.  Y.,  No. 
4736,  and  posted  at  stations  at  least  one  (1)  day  prior  to  the  effective  date 
specified  in  such  tariff.  Such  tariff  shall  be  so  filed  and  posted  within  ten 
(10)  days  from  the  date  of  this  order  and  bear  the  following  notation: 
"  Issued  on  one  ( 1 )  day's  notice  to  the  public  and  the  Commission  under 
special  permission  of  the  Public  Service  Commission,  Second  District,  State 
of  New  York,  No.  556,  of  date  September  1,  1908." 

Complete  by  P.  S.  C.  No.  4735,  effective  September  8,  1908. 

No.  557;  September  1,  1908;  The  New  York  Central  and  Hudson  River  Rail- 
road Company: 

Ordered:  That  The  New  York  Central  and  Hudson  River  Railroad  Com- 
pany, in  connection  with  the  West  Shore  Railroad  (The  New  York  Central 
and  Hudson  River  Railroad  Company,  Lessee),  be  and  is  hereby  authorized 
to  establish  rate  of  eighty  cents  ($0.80)  per  net  ton  to  apply  upon  ship- 
ments of  Ice,  carloads,  minimum  weight  fifty  thousand  (50,000)  pounds, 
except  that  where  the  marked  capacity  of  car  is  less  the  marked  capacity 
of  car  will  govern,  but  in  no  case  shall  the  minimum  weight  be  less  than 
forty  thousand  (40,000)  pounds,  from  Carthage,  N.  Y.,  to  Indian  Castle, 
N.  Y.,  the  said  rate  not  to  be  exceeded  to  or  from  intermediate  points;  pro- 
vided that  a  tariff  naming  said  rate  between  the  points  above  stated  and 
the  said  or  lower  rates  to  specified  intermediate  destinations,  and  also  th*; 
said  or  lower  rates  from  any  intermediate  shipping  points  at  which  the 
traffic  above  described  is  the  subject  of  sale  and  transportation,  is  filed  with 
this  O>mmission  under  P.  S.  C,  2  N.  Y.,  No.  4743,  and  posted  at  stations 
at  least  one  ( 1 )  day  prior  to  the  effective  date  specified  in  such  tariff.  Such 
tariff  shall  be  so  filed  and  posted  within  twenty  (20)  days  from  the  date 
of  this  order  and  bear  the  following  notation:  "Issued  on  one  (1)  days 
notice  to  the  public  and  the  Commission  under  special  permission  of  the 
Public  Service  Commission,  Second  District,  State  of  New  York,  No.  557,  of 
date  September  1,  1908." 

Complete  by  P.  S.  C.  No.  4743,  effective  September  14,  1908. 

No.    558;    September    1,    1908;    New   York,   Ontario    and   Western    Railway 
Company: 

Ordered:  That  the  New  York,  Ontario  and  Western  Railway  Company, 
in  connection  with  The  New  York  Central  and  Hudson  River  Railroad  Com- 
pany, be  and  is  hereby  authorized  to  establish  rates  on  Furnace  Slag,  carloads, 
minimum  weight  forty  thousand  (40,000)  pounds,  from  Franklin  Springs, 
N.  Y.,  to  stations  on  the  New  York  Central  and  Hudson  River  railroad,  as 
follows : 
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To 

stations   130th   St.    to   Castleton.   N.   Y.,   inclusive 

Rensselaer,   N.  Y.,   to  HoiTmans,    N.   Y.,   inclusive 

Amsterdam,   N.   Y.,  to   Little  Falls,  N.  Y.,   Inclusive 

Herkimer,   N.    Y..   to   Orlskany,  N.   Y.,   inclusive 

Verona,    N.   Y 

Wampsvllle,  N.  Y.,  to  Syracuse,  N.  Y.,  inclusive 

Warners,  N.  Y.,  to  I^ck  Berlin,  N.  Y.,  Inclusive 

Soivay,   N.   Y.,   to  Waterloo,   N.   Y.,  inclusive 

Lyons,  N.  Y.,  to  Despatch,  N.  Y.,  inclusive 

Geneva,  N.   Y.,  to  Canandaigua,  N.   Y.,  inclusive 

Paddlesford,  N.   Y.,   to  Cartersville,  N.  Y.,   inclusive 

Wheelers  Siding,  N.  Y.,  to  Honeoye  Falls,  N.  Y 

Brighton,  N.  Y.,  to  Rochester,  N.  Y.,  inc.,  including  Charlotte  Branch.. 

Otis,  N.  Y.,  to  Ontario  Beach,  N.  Y..  inclusive 

W>8t  Rush,  N.  Y.,  to  GetzviUe,  N.  Y. ;  Cold   Water,  N.  Y.,  to  Batavia, 
N.  Y. ;  Alexandria,  N.  Y.,  Attica,  and  South  Greece  to  and  including 

Buffalo,   N.   Y.,   and   Niagara   Frontier  stations 

To  I'or  net  ton.  To 

Camden,   N.    )[ $1  10       I^wville.   N.   Y 

Adams,  N.  Y 1  25       Lyons  Falls,  N.  Y 

Watertowu,   N.   Y 1  60       Boouville,  N.    Y 

Brownville,   N.   Y 1  25       Clayton,   N.   Y 

Dexter,  N.  Y 1  25       Antwerp.    N.    Y 

Chaumont,  N.  Y 1  40       Canton,  N.  Y 

Cape  Vincent,  N.  Y 1  40       Norwood,    N.    Y 

Sacketts  Uarbor,  N.  Y 1  40       Massena   Springs,   N.   Y 

(Jjidonsburjr,  N.   V 1  65       Newport,  N.  Y 

Gouverneur,   N.   Y 1  40       I'ierrelield,    N.   Y 
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Potsdam,  N.  Y 1  75  Fordham,    N.   Y 

Black  River,  N.  Y 1  25  Middloville,    N.    Y. . 

Felts  Mills.  N.  Y 1  25  Hinckley,   N.    Y 

Carthage,    N.    Y 1  60  Malone,   N.  Y 

Castorland,   N.   Y 1  15  Phllmout.   N.  Y. . . . 

Provided  that  a  tariff  naming  said  rates  is  filed  with  the  Commission  and 
posted  at  stations  at  least  three  (3)  days  prior  to  the  effective  date  specified 
in  such  tariff.  This  order  also  includes  authority  to  cancel,  by  supplement 
issue,  tariff  P.  S.  C,  2  N.  Y.,  No.  1082,  effective  September  16,  1908,  as  the 
rates  named  in  this  schedule  will  be  included  in  the  tariff  above  authorized. 
Such  tariffs  shall  be  so  filed  and  posted  within  twenty  (20)  days  from  the 
date  of  this  order  and  bear  the  following  notation:  "Issued  on  three  (3) 
days*  notice  to  the  public  and  the  Commission  under  special  permission  of 
the  Public  Service  Commission,  Second  District,  State  of  New  York,  No.  658, 
of  date  September  1,  1908." 

Complete  by  P.  S.  C.  No.  1089  and  Supplement  No.  1  to  P.  S.  C.  No.  1082, 
effective  September  19,  1908. 

No.  669;  September  3,  1908;  The  New  York  Central  and  Hudson  River  Rail- 
road Company: 

Ordered:  That  The  New  York  Central  and  Hudson  River  Railroad  Com- 
pany be  and  is  hereby  authorized  to  establish  upon  shipments  of  Pulp 
(Wood),  carloads,  minimum  weight  as  per  Official  Classification,  the  rates 
from  and  to  the  stations  as  named  below. 

EKixter, 

To  N.  Y. 

Sanfords,    N.    Y 3 

Evans,     N.     Y 3 

Philadelphia,     N.    Y 3 

Antwerp,     N.     Y 3 

Keenes,    N.    Y 3 

Gouverneur,    N.    Y 3 

RIchville,    N.     Y 4 

DeKalb    Junction,    N.    Y 4 

Canton.    N.    Y 4 

Rates  in  cents  per  100  lbs. 

The  said  rates  not  to  be  exceeded  to  or  from  intermediate  points;  provided 
that  a  tariff  naming  said  rates  between  the  points  above  stated  and  the 
said  or  lower  rates  to  specified  intermediate  destinations,  and  also  the  said 
or  lower  rates  from  any  intermediate  shipping  points  at  which  the  traffic 
above  described  is  the  subject  of  sale  and  transportation,  is  filed  with  this 
Commission  under  P.  S.  C.,  2  N.  Y.,  No.  4749,  and  posted  at  stations  at 
least  one  (1)  day  prior  to  the  effective  date  specified  in  such  tariff.  Such 
tariff  shall  be  so  filed  and  posted  within  twenty-five  (25)  days  from  the 
date  of  this  order  and  bear  the  following  notation :    "  Issued  on  one  ( 1 )  day's 
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notice  to  the  public  and  the  Commission  under  special  permission  of  th« 
Public  Service  Commission,  Second  District,  State  of  New  York,  No.  669, 
of  date  September  S,  1908." 

Complete  by  P.  S.  C.  No.  4749,  effective  September  17,  1908. 

No.  660;  September  3,  1908;  The  New  York  Central  and  Hudson  River  Rail- 
road Company: 

Ordered:  That  The  New  York  Central  and  Hudson  River  Railroad  Com- 
pany be  and  is  hereby  authorized  to  establish  switching  charge  of  three 
dollars  and  fifty  cents  ($3.50)  per  car  to  apply  upon  carload  shipments 
of  Pulp  (Wood)  from  Harmon  Paper  Company's  siding  at  Felts  Mills,  N.  Y., 
to  Taggarts*  Paper  Company's  siding  at  Felts  Mills,  N.  Y.;  provided  that 
a  tariff  naming  said  charge  is  filed  with  this  Commission  under  P.  S.  C, 
2  N.  Y.,  No.  4760,  and  posted  at  stations  at  least  one  (1)  day  prior  to  the 
effective  date  specified  in  such  tariff.  Such  tariff  shall  be  so  filed  and  posted 
within  ten  (10)  days  from  the  date  of  this  order  and  bear  the  following 
notation :  "  Issued  on  one  ( 1 )  day's  notice  to  the  public  and  the  Commission 
under  special  permission  of  the  Public  Service  Commission,  Second  District, 
State  of  New  York,  No.  560,  of  date  September  3,  1908." 

Complete  by  P.  S.  C.  No.  4750,  effective  September  11,  1908. 

No.  561 ;  September  4,  1908 ;  The  New  York  Central  and  Hudson  River  Rail- 
road  Company: 

Ordered:  That  The  New  York  Central  and  Hudson  River  Railroad  Com- 
pany be  and  is  hereby  authorized  to  establish  upon  shipments  of  Ice,  car- 
loads, minimum  weight  fifty  thousand  (50,000)  pounds,  except  that  where 
marked  capacity  of  car  is  less  the  marked  capacity  of  car  will  govern,  but 
in  no  case  shall  the  minimum  weight  be  less  than  forty  thousand  (40,000) 
pounds,  rate  of  sevens-five  cents  ($0.76)  per  net  ton  from  Towners,  N.  Y., 
to  Wingdale,  N.  Y.,  Dover  Furnace,  N.  Y.,  and  Dover  Plains,  N.  Y.;  and 
rate  of  fifty  cents  ($0,50)  per  net  ton  to  I^kemans,  N.  Y.,  Brewster,  N.  Y., 
Croton  Falls,  N.  Y.,  Purdys,  N.  Y.,  and  Goldens  Bridge,  N.  Y.;  the  said 
rate  not  to  be  exceeded  to  or  from  intermediate  points;  provided  that  a  tariff 
naming  said  rates  between  the  points  above  stated  and  the  said  or  lower 
rates  to  specified  intermediate  destinations,  and  also  the  said  or  lower  rates 
from  any  intermediate  shipping  points  at  which  traffic  above  described  is  the 
subject  of  sale  and  transportation,  is  filed  with  this  Commission  and  posted 
at  stations  at  least  one  ( 1 )  day  prior  to  the  effective  date  specified  in  such 
tariff.  Such  tariff  shall  be  so  filed  and  posted  within  twenty  (20)  days 
from  the  date  of  this  order  and  bear  the  following  notation:  "Issued  on 
one  (1)  day's  notice  to  the  public  and  the  Commission  under  special  per- 
mission of  the  Public  Service  Commission,  Second  District,  State  of  New 
York,  No.  561,  of  date  September  4,  1908." 

Complete  by  P.  S.  C.  No.  4757,  effective  September  18,  1908. 

No.  562;  September  4,  1908;  The  New  York  Central  and  Hudson  River  Rail- 
road Company: 

Ordered:  That  The  New  York  Central  and  Hudson  River  Railroad  Com- 
pany be  and  is  hereby  authorized  to  establish  upon  shipments  of  Apples, 
carloads,  minimum  weight  as  per  Official  Classification,  when  destined  to 
Oneida,  N.  Y.,  the  rates  from  the  stations  as  named  below: 

Rate  per 
From  100  pounds. 

Adams,   N.   Y 8%c. 

Altmar,   N.   Y 7c. 

Blossvale,  N.  Y 6c. 

Camden,  N.  Y 7c. 

Edison,   N.  Y 8%c. 

Kasoag.  N.  Y 7c. 

lAcona,   N.  Y 7%c. 

Mannsville,  N.  Y 8c. 

McCOnnellsvllle.  N.  Y 6^c. 

Pierrepont  Manor,  N.  Y 8c. 

Rices,  N.  Y 8}ic. 

Richland.    N.    Y 7W. 

Watertown,  N.  Y 8%c. 

Westdale,  N.  Y 7c 

WUliainitovm.  N.  Y Tc 
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From  any  station  intermediate  between  a  more  distant  point  and  Oneida, 
N.  Y.,  the  rate  from  the  next  more  distant  point  named  above  shall  apply  to 
Oneida,  N.  Y.,  or  any  intermediate  stations,  except  where  lower  rates  are 
now  in  force,  all  points  of  origin  and  destination  to  be  named  in  the  tariff; 
provided  that  a  tariff  naming  said  rates  is  filed  with  the  Commission  under 
P.  S.  C,  2  N.  Y.,  No.  4756,  and  posted  at  stations  at  least  one  day  prior 
to  the  effective  date  specified  in  such  tariff.  Such  tariff  shall  be  so  filed 
and  posted  within  ten  (10)  days  from  the  date  of  this  order  and  bear  the 
following  notation:  "Issued  on  one  (1)  day's  notice  to  the  public  and  the 
Commission  under  special  permission  of  the  Public  Service  Commission, 
Second  District,  State  of  New  York,  No.  562,  of  date  September  4,  1908." 
Complete  by  P.  S.  C.  No.  4756,  effective  September  12,  1908. 

No.  563;  September  5,  1908;  Erie  Railroad  Company: 

Ordered:  That  the  Erie  Railroad  Company  be  and  is  hereby  authorized  to 
establish  rate  of  fifty  cents  ($0.50)  per  net  ton  to  apply  upon  shipments  of 
Ice,  carloads,  minimum  weight  twenty  (20)  net  tons,  from  Rochester,  X.  Y., 
and  all  stations  directly  intermediate  between  Rochester,  N.  Y.,  and  LeRoy, 
N.  Y.,  to  LeRoy,  N.  Y.,  and  intermediate  stations,  except  where  lower  rates 
are  now  in  force,  all  points  of  origin  and  destination  to  be  named  in  the 
tariff;  provided  a  tariff  naming  said  rate  is  filed  with  the  Commission  under 
P.  S.  C,  2  N.  Y,,  No.  1025,  and  posted  at  stations  at  least  one  (1)  day  prior 
to  the  effective  date  specified  in  such  tariff.  Such  tariff  shall  be  so  filed  and 
posted  within  ten  (10)  days  from  the  date  of  this  order  and  bear  the  fol- 
lowing notation:  "Issued  on  one  (1)  day's  notice  to  the  public  and  the 
Commission  under  special  permission  of  the  Public  Service  Commission, 
Second  District,  State  of  New  York,  No.  663,  of  date  September  5,  1908." 

Complete  by  P.  S.  C.  No.  1025,  effective  September  12,  1908. 

No.  564;   September  8,   1908;   Erie  Railroad  Company: 

Ordered:  That  the  Erie  Railroad  Company  be  and  is  hereby  authorized 
to  reissue  its  tariff  P.  S.  C,  2  N.  Y.,  No.  1008,  and  provide  rate  of  ten 
cents  ($0.10)  per  one  hundred  (100)  pounds,  carloads,  minimum  weight  as 
per  Official  Classification,  and  rate  of  sixteen  and  one-half  cents  ($0.16^) 
per  one  hundred  (100)  pounds,  less  carloads,  to  apply  upon  shipments  of 
Paper  (Building,  Printing,  and  Wrapping),  Boxboard,  Cardboard,  and  Wood 
Pulp  Board  from  Lockport,  N.  Y.,  to  Binghamton,  N.  Y.,  and  Elmira,  N.  Y.; 
provided  that  a  tariff  making  said  rates  is  filed  with  this  Commission  and 
posted  at  stations  at  least  five  (5)  days  prior  to  the  effective  date  to  be 
specified  therein  as  September  17.  1908.  Such  tariff  shall  be  so  filed  and 
posted  within  five  (5)  days  from  the  date  of  this  order  and  bear  the  fol- 
lowing notation :  "  Issued  on  five  ( 5 )  days'  notice  to  the  public  and  the 
Commission  under  special  permission  of  the  Public  Service  Commission, 
Second  District,  State  of  New  York,  No.  564,  of  date  September  8,  1908." 

No.  565;  September  8,  1908;  The  New  York  Central  and  Hudson  River  Rail- 
road Company: 

Ordered:  That  The  New  York  Central  and  Hudson  River  Railroad  Com- 
pany, in  connection  with  the  Rutland  Railroad  Company,  be  and  is  hereby 
authorized  to  establish  rate  of  eight  cents  ($0.08)  per  one  hundred  (100) 
pounds  to  apply  upon  shipments  of  Pulp  (Wood),  carloads,  minimum  weight 
forty  thousand  (40,000)  pounds,  from  Carthage,  N.  Y.,  to  Malone,  N.  Y.,  the 
said  rate  not  to  be  exceeded  to  or  from  intermediate  points;  provided  that  a 
tariff  naming  said  rate  between  the  points  above  stated,  and  the  said  or 
lower  rates  to  specified  intermediate  destinations,  and  also  the  said  or 
lower  rates  from  any  intermediate  shipping  points  at  which  the  traflSc  above 
described  is  the  subject  of  sale  and  transportation,  is  filed  with  this  Com- 
mission under  P.  S.  C,  2  N.  Y.,  No.  4744,  and  posted  at  stations  at  least 
one  (1)  day  prior  to  the  effective  date  specified  in  such  tariff.  Such  tariflf 
shall  be  so  filed  and  posted  within  ten  (10)  days  from  the  date  of  this 
order  and  bear  the  following  notation:     "Issued  on  one   (1)   dajr's  notice  to 
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the  public  and  the  Commission  under  special  permission  of  the  Public  Service 
Commission,  Second  District,  State  of  New  York,  No.  665,  of  date  September 
8,   1908." 
Complete  by  P.  S.  C.  No.  4744,  effective  September  17,  1908. 

No.  666;  September  8,  1908;  The  New  York  Central  and  Hudson  River  Railroad 
Company  and  West  Shore  Railroad  (N.  Y.  C.  &  H.  R.  R.  R.  Co.  Lessee) : 
Ordered:  That  The  New  York  Central  and  Hudson  River  Railroad  Com- 
pany and  West  Shore  Railroad  (The  New  Y'ork  Central  and  Hudson  River 
Railroad  Company,  Lessee),  be  and  are  hereby  authorized  to  reissue  their 
tariffs  P.  S.  C,  2  N.  Y.,  Nos.  273  and  101,  respectively,  changing  the  final 
return  limit  of  tickets  sold  at  fares  named  in  column  **  B  "  from  day  follow- 
ing date  of  sale  to  second  day  following  date  of  sale;  provided  that  a  tariff 
making  said  change  is  filed  with  this  Commission  under  N.  Y.  C.  &  H. 
R.  R.  R.  Co.'s  P.  S.  C,  2  N.  Y.,  No.  287,  and  W.  S.  R.  R.  Co.'s  P. 
S.  C,  2  N.  \'.,  No.  107,  and  posted  at  stations  at  least  three  (3)  days  prior 
to  the  effective  date  specified  in  such  tariff.  Such  tariff  shall  be  so  filed  and 
posted  within  five  (5)  days  from  the  date  of  this  order  and  bear  the  following 
notation :  "  Issued  on  three  ( 3 )  days'  notice  to  the  public  and  the  Commis- 
sion under  special  permission  of  the  Public  Service  Commission,  Second 
District,  State  of  New  York,  No.  566,  of  date  September  8,  1908." 

Complete  by  N.  Y.  C.  &  H.  R.  R.  R.,  P.  S.  C.  No.  287,  and  W.  S.,  P.  S.  C. 
No.   107,  effective  September  12,  1908. 

No.  567;    September  8,   1908;   West  Shore  Railroad    (N.  Y.  C.   &  H.  R.  R. 

R.  Co.  Lessee)  : 

Ordered:  That  the  West  Shore  Railroad  (The  New  York  Central  and 
Hudson  River  Railroad  Company,  Lessee),  in  connection  with  The  New 
York  Ontral  and  Hudson  River  Railroad  Company,  be  and  is  hereby  author- 
ized to  establish  upon  shipments  of  Grain  and  Grain  Products,  carloads, 
minimum  weight  as  per  Official  Classification,  the  rates  from  and  to  the 
stations  as  named  below: 

Rates  in  cents  per  100  pounds. 
To  Solvay,     Falrmount,     Camlllus, 
From  N.  Y.  N.  Y.  N.  Y. 

Genesee  Junction,  N.  Y 7  7  7 

Maplewood,    N.    Y 7  7  7 

Chill.    N.    Y 7  7  7 

Churchville,    N.    Y 7  7  7 

Bergen,   N.   Y 7  7  7 

Byron   Center,   N.   Y 7  t 

Elba,    N.   Y 7  7  7 

Oakfleld,   N.   Y 7  7  7 

Wheatvllle,  N.  Y 7  7  7 

Alabama,   N.   Y 7  7  7 

Akron,    N.    Y 7  7  7 

Clarence,    N.   Y 7  7  7 

Bowmansville,  N.  Y 7  7  7 

Provided  that  a  tariff  naminp  said  rates  is  filed  with  this  Commission 
under  P.  S.  C,  2  N.  Y'.,  No.  1240,  and  posted  at  stations  at  least  one  (1) 
day  prior  to  the  effective  date  specified  in  such  tariff.  Such  tariff  shall  be 
so  filed  and  posted  within  ten  (10)  days  from  the  date  of  this  order  and 
bear  the  following  notation:  "Issued  on  one  (1)  day's  notice  to  the  public 
and  the  Commission  under  special  permission  of  the  Public  Service  Commis- 
sion, Second  District,  State  of  New  York,  No.  567,  of  date  September  8, 
1908." 
Complete  by  P.  S.  C.  No.   1240,  effective  September  12,   1908. 

No.  568;. September  8,  1908;  The  New  York  Central  and  Hudson  River  Rail- 
road Company: 

Ordered:  That  The  New  York  <'entral  and  Hudson  River  Railroad  Com- 
pany be  and  is  hereby  authorized  to  establish,  as  named  in  application,  the 
rates  from  and  to  various  stations;  provided  that  a  tariff  naming  said  rates 
is  filed  with  this  Commission  under  P.  S.  C,  2  N.  Y.,  No.  4766,  and  posted  at 
stations  at  least  one  (1)  day  prior  to  the  effective  date  specified  in  such 
tariff.  Such  tariff  shall  be  so  filed  and  posted  within  ten  (10)  days  from  the 
date  of  this  order  and   bear  the  following  notation:     "Issued  on   one    (1) 
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day's  notice  to  the  public  and  the  Commission  under  special  permission  of  the 
Public  Service  Commission,  Second  District,  State  of  New  York,  No.  568,  of 
date  September  8,  1908." 

Complete  by  P.  S.  C.  No.  4766,  effective  September  17,  1908. 

No.  569;  September  9,  1908;  The  Delaware,  Lackawanna  and  Western  Rail- 
road Company: 

Ordered:  That  The  Delaware,  Lackawanna  and  Western  Railroad  Company, 
locally  and  jointly  in  connection  with  The  New  York  Central  and  Hudson 
River  Railroad  Company,  be  and  is  hereby  authorized  to  reissue  its  tariff 
P.  S.  C,  2  N.  Y.,  No.  99,  and  change  the  final  return  limit  of  tickets  sold  at 
fares  named  in  columns  "  B  "  and  "  D  "  from  the  day  following  date  of  sale 
to  the  second  day  following  the  date  of  sale;  provided  that  a  tariff  making 
such  change  is  filed  with  this  Commission  under  P.  S.  C,  2  N.  Y.,  No.  107,  and 
posted  at  stations  at  least  one  ( 1 )  day  prior  to  the  effective  date  specified  in 
such  tariff.  Such  tariff  shall  be  so  filed  and  posted  within  one  (1)  day  from 
the  date  of  this  order  and  bear  the  following  notation:  "Issued  on  one  (1) 
day's  notice  to  the  public  and  the  Commission  under  special  permission  of  the 
Public  Service  Commission,  Second  District,  State  of  New  York,  No.  509,  of 
date  September  9,  1908." 

Complete  by  P.  S.  C.  No.  107,  effective  September  12,  1908. 

No.  570;  September  9,  1908;  The  Pittsburg,  Shawmut  and  Northern  Railroad 
Company : 

Ordered:  That  The  Pittsburg,  Shawmut  and  Northern  Railroad  Company 
be  and  is  hereby  authorized  to  establish  a  regulation  providing  that  shipments 
of  Peaches,  Pears,  Plums,  and  Quinces  when  in  lots  of  ten  thousand  (10,000) 
pounds  or  more  from  one  consignor  to  one  consignee  and  destination,  will  be 
accepted  without  marking  of  packages;  provided  that  a  tariff  containing  such 
regulation  is  filed  with  this  Commission  and  posted  at  stations  at  least  three 
(3)  days  prior  to  the  effective  date  specified  in  such  tariff.  Such  tariff  shall 
be  so  filed  and  posted  within  ten  (10)  days  from  the  date  of  this  order  and 
bear  the  following  notation :  "  Issued  on  three  ( 3 )  days*  notice  to  the  public 
and  the  Commission  under  special  permission  of  the  Public  Service  Commis- 
sion, Second  District,  State  of  New  York,  No.  570,  of  date  September  9,  1908." 

Complete  by  P.  S.  C.  No.  130,  effective  September  21,  1908. 

No.  571;  September  9,  1908;  The  New  York  Central  and  Hudson  River  Rail- 
road Company: 

Ordered:  That  The  New  York  Central  and  Hudson  River  Railroad  Company 
be  and  is  hereby  authorized  to  establish  upon  shipments  of  Cider  Apples  (in 
bulk),  Apple  Chops,  Apple  Cores,  Apple  Skins,  and  Apple  Waste,  carloads, 
minimum  weight  as  per  Ofllcial  Classification,  the  rates  from  and  to  the 
stations  named  below: 

From 
To  Constable,  N.  Y.         Malone,  N.  Y. 

Red  Creek,  N.  Y lie.  lie.  per  100  lbs. 

Wolcott,    N.    Y lie.  lie.  per  100  lbs. 

Sodus,    N.    Y lie.  lie.  per  100  lbs. 

Webster,    N.    Y 13c.  13c.  per  100  lbs. 

Lockport,    N.    Y 13c.  13c.  per  100  lbs. 

Provided  that  a  tariff  naming  said  rates  is  filed  with  this  Commission  and 
posted  at  stations  at  least  one  ( 1 )  day  prior  to  the  effective  date  specified 
in  such  tariff.  Such  tariff  shall  be  so  filed  and  posted  within  ten  (10)  days 
from  the  date  of  this  order  and  bear  the  following  notation:  "  Issued  on  one 
(1)  day's  notice  to  the  public  and  the  Commission  under  special  permission 
of  the  Public  Service  Commission,  Second  District,  State  of  New  York,  No.  571, 
of  date  September  9,  1908." 

Complete  by  P.  S.  C.  No.  4779,  effective  September  13,  1908. 

No.  572 ;  September  9,  1908 ;  The  New  York  Central  and  Hudson  River  Rail- 
road (Company: 

Ordered:  That  The  New  York  Central  and  Hudson  River  Railroad  Company 
be  and  is  hereby  authorized  to  establish  upon  shipments  of  Apples   (Cider), 
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Chops  (Apple),  Cores  (Apple),  Skins  (Apple),  and  Waste  (Apple),  carloads, 
minimum  weight  as  per  Official  Classification,  the  rates  from  and  to  the 
stations  as  named  helow: 

Rates  in  cents  per  100  pounds. 
To  Alton,  Sodus,         Williamson,         Wolcott, 

From  N.  Y.  N.  Y.  N.  Y.  N.  Y. 

Alton,    N.    Y 4  5  4% 

CrockettB,   N.   Y 6  Q^  7  5 

Daysvllle,    N.    Y 7%  7^  7%  7 

Fumess,   N.  Y 7  7  7  6 

Hannibal,    N.    Y 6%  7  7  5% 

Lakeside,    N.    Y 5%  5  4H  6H 

Mexico,   N.   Y 7H  7H  7H  7 

New  Haven,   N.  Y 7  7H  7V6  7 

Ontario,    N.    Y 5V6  5  4  6% 

Oswego,    N.    Y 7  7  7  6% 

PulasTtl.   N.   Y 7^  7^  7^  7 

Red  Creek,  N.  Y 5^  6  6%  4% 

North  Rose,   N.  Y 4  4%  5%  4 

Sodus,    N.    Y 4  4V6  5 

Sterling,   N.   Y 5^  6  7  4% 

Scrlba,    N.    Y 7  7  7H  7 

Union    Hill.    N.    Y 6  5%  4H  7 

Webster,    N.    Y 6  5^  5  7 

Wallington,    N.   Y 4  4  4%  g 

Williamson.   N.  Y 5  4%  ....  6 

Wolcott,    N.    Y 4^  5  6  

Provided  that  a  tariff  naming  said  rates  is  filed  with  this  Commission  under 
P.  S.  C,  2  N.  Y.,  No.  4780,  and  posted  at  stations  at  least  one  (1)  day  prior 
to  the  eflfective  date  ppccified  in  sneh  tariflf.  Such  tariff  shall  he  so  filed  and 
posted  within  ten  (10)  days  from  the  date  of  this  order  and  bear  the  following 
notation:  "Issued  on  one  (1)  day's  notice  to  the  public  and  the  Commission 
under  special  permission  of  the  Public  Service  Commission,  Second  District. 
State  of  New  York,  No.  572,  of  date  September  0,  1908." 
Complete  by  P.  S.  C.  No.  4780,  effective  September  13,  1908. 

No.  573;  September  9,  1908;  West  Shore  Railroad  (N.  Y.  C.  &  H.  R.  R.  R.  Co. 

Lessee)  : 

Ordered:  That  the  West  Shore  Railroad  (The  New  York  Central  and  Hud- 
son River  Railroad  Company,  Lessee),  locally  and  jointly  in  connection  with 
The  New  York  Central  and  Hudson  River  Railroad  Company,  be  and  is  hereby 
authorized  to  establish,  as  named  in  the  application,  the  rates  from  and  to 
various  stations  to  apply  upon  shipments  of  Apples  (Cider)  in  bulk.  Chops 
(Apple),  Cores  (Apple),  Skins  (Apple),  and  Waste  (Apple),  carloads, 
minimum  weiorht  as  per  OfBcial  Classifioation;  provided  that  a  tariff  naming 
said  rates  is  filed  with  this  Commission  under  P.  S.  C,  2  N.  Y.,  No.  1245, 
and  posted  at  stations  at  least  one  ( 1)  day  prior  to  the  effective  date  specified 
in  such  tariff.  Such  tariflf  shall  be  so  filed  and  posted  within  ten  (10)  days 
from  the  date  of  this  order  and  bear  the  following  notation:  "Issued  on  one 
(1)  day's  notice  to  the  public  and  the  Commission  under  special  permission 
of  the  Public  Service  Commission,  Second  District,  State  of  New  York, 
No.  573,  of  date  September  9,  1908." 

Complete  by  P.  S.  C.  No.  1245,  effective  September  13,  1908. 

No.  574;  September  9,  1908;  The  New  York  Central  and  Hudson  River  Rail- 
road Company; 

Ordered:  That  The  New  York  Central  and  Hudson  River  Railroad  Com- 
pany, locally  and  jointly  in  connection  with  the  West  Shore  Railroad  (The 
New  York  Central  and  Hudson  River  Railroad  Company,  Lessee),  be  and 
is  hereby  authorized  to  establish  as  named  in  application,  the  rates  from 
and  to  various  stations  to  apply  upon  shipments  of  Apples  (Cider)  in  bulk. 
Chops  (Apple),  Cores  (Apple),  Skins  (Apple),  and  Waste  (Apple),  carloads, 
minimum  weight  as  per  Official  Classification;  provided  that  a  tariff  naming 
said  rates  is  filed  with  this  Commission  under  P.  S.  C,  2  N.  Y.,  No.  4781, 
and  posted  at  stations  at  least  one  day  prior  to  the  effective  date  specified  in 
such  tariff.  Such  tariff  shall  be  so  filed  and  posted  within  ten  (10)  days 
from  the  date   of  this  order   and   bear   the   following  notation:     "Issued   on 
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one  (1)  day's  notice  to  the  public  and  the  Commission  under  special  per- 
mission  of  the  Public  Service  Commission,  Second  District,  State  of  New 
York,  No.  674,  of  date  September  9,  1908." 

Complete  by  P.  S.  C.  No.  4781,  effective  September  13,  1908. 

No.  575;  September  10,  1908;  International  Railway  Company: 

Ordered:  That  the  International  Railway  Company  be  and  is  hereby  au- 
thorized to  establish  the  rules  and  regulations  specified  in  the  Official  Classi- 
fication No.  32;  provided  that  a  schedule  containing  such  rules  and  regula- 
tions is  filed  with  this  Commission  under  P.  S.  C,  2  N.  Y.,  No.  12,  and  posted 
at  stations  on  the  effective  date  to  be  specified  as  September  10,  1908.  Such 
schedule  shall  be  so  filed  and  posted  within  one  (1)  day  from  the  date  of 
this  order  and  bear  the  following  notation :  "  Issued  without  notice  to  th«^ 
public  and  the  Commission  under  special  permission  of  the  Public  Service 
Commission,  Second  District,  State  of  New  York,  No.  575,  of  date  September 
10,  1908." 

Complete  by  P.  S.  C.  No.  12,  and  Supplements  Nos.  5  and  6,  effective  Sep- 
tember 10,  1908. 

No.  576;  September  10,  1908;  Little  Falls  and  Dolgeville  Railroad  Company: 

Ordered:  That  the  Little  Falls  and  Dolgeville  Railroad  Company  be  and 
is  hereby  authorized  to  establish  rate  of  four  cents  ($0.04)  per  one  hundred 
(100)  pounds  to  apply  upon  shipments  of  Brick,  carloads,  minimum  weight 
as  per  Official  Classification,  from  Little  Falls,  N.  Y.,  to  Dolgeville,  N.  Y., 
the  said  rate  not  to  be  exceeded  to  or  from  intermediate  points;  provided 
that  a  tariff  naming  said  rate  between  the  points  above  stated  and  the  said 
or  lower  rates  to  specified  intermediate  destinations,  and  also  the  said  or 
lower  rates  from  any  intermediate  shipping  points  at  which  the  traffic  above 
described  is  the  subject  of  sale  and  transportation;  provided  that  a  tariff 
naming  said  rate  is  filed  with  this  Commission  under  P.  S.  C,  2  N.  Y.,  No. 
86,  and  posted  at  stations  at  least  three  (3)  days  prior  to  the  effective  date 
specified  in  such  tariff.  Such  tariff  shall  be  so  filed  and  posted  within  ten 
(10)  days  from  the  date  of  this  order  and  bear  the  following  notation: 
"Issued  on  three  (3)  days'  notice  to  the  public  and  the  Commission  under 
special  permission  of  the  Public  Service  Commission,  Second  District,  State 
of  New  York,  No.  576,  of  date  September   10,  1908." 

Complete  by  P.  S.  C.  No.  86,  effective  September  21,  1908. 

No.  577;  September  10,  1908;  Lehigh  Valley  Railroad  Company: 

Ordered:  That  the  Lehigh  Valley  Railroad  Company,  in  connection  with 
The  New  York  Central  and  Hudson  River  Railroad  Company  and  the  West 
Shore  Railroad  (The  New  York  Central  and  Hudson  River  Railroad  Com- 
pany, Lessee),  be  and  is  hereby  authorized  to  change  the  final  return  limit 
of  tickets  sold  at  fares  named  in  its  tariff  P.  S.  C,  2  N.  Y.,  No.  172,  from 
the  day  following  date  of  sale  to  the  second  day  following  date  of  sale;  pro- 
vided that  a  tariff  making  such  change  is  filed  with  this  Commission  under 
Supplement  No.  1  to  P.  S.  C,  2  N.  Y.,  No.  172,  and  posted  at  stations  at 
least  one  (1)  day  prior  to  the  effective  date  specified  in  such  tariff.  Such 
tariff  shall  be  so  filed  and  posted  within  two  (2)  days  from  the  date  of  this 
order  and  bear  the  following  notation:  "Issued  on  one  (1)  day^s  notice  to 
the  public  and  the  Commission  under  special  permission  of  the  Public  Service 
Commission,  Second  District,  State  of  New  York,  No.  577,  of  date  September 
10,  1908." 

Complete  by  Supplement  No.  1  to  P.  S.  C.  No.  172,  effective  September 
14,   1908. 

No.  578;  September  10,  1908;  The  Delaware  and  Hudson  Company: 

Ordered:  That  The  Delaware  and  Hudson  Company,  in  connection  with 
The  Delaware,  Lackawanna  and  Western  Railroad  Company,  The  New  York 
Central  and  Hudson  River  Railroad  Company,  and  the  West  Shore  Railroad 
(The  New  York  Central  and  Hudson  River  Railroad  Company,  Lessee),  be 
and  is  hereby  authorized  to  reissue  its  tariff  P.  S.  C,  2  N.  Y.,  No.   164,  and 
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change  the  final  return  limit  of  tickets  sold  at  fares  named  in  the  first 
column  from  the  day  following  date  of  sale  to  the  second  day  following 
the  date  of  sale;  {Jrovided  that  a  tariff  making  such  change  is  filed  with  thin 
Commission  under  P.  S.  C,  2  N.  Y.,  No.  181,  and  posted  at  stations  at  least 
one  (1)  day  prior  to  the  eff'ective  date  specified  in  such  tariff.  Such  tariff 
shall  be  so  filed  and  posted  within  two  (2)  days  from  the  date  of  this  order 
and  bear  the  following  notation :  "  Issued  on  one  ( 1 )  day's  notice  to  the 
public  and  the  Commission  under  special  permission  of  the  Public  Service 
Commission,  Second  District,  State  of  New  York,  No.  578,  of  date  September 
10,  1908." 
Complete  by  P.  S.  C.  No.  181,  effective  September  12,  1908. 

No.  579;  September  11,  1908;  The  New  York  Central  and  Hudson  River  Rail- 
road Company: 

Ordered:  That  The  New  York  Central  and  Hudson  River  Railroad  Com- 
pany be  and  is  hereby  authorized  to  establish  a  second-class  fare  of  one 
dollar  ($1.00)  per  capita  for  parties  of  twenty-five  (25)  or  more,  trans- 
ported in  either  direction,  between  New  York,  N.  Y.,  and  Poughkeepsie,  N.  Y. ; 
provided  that  a  tariff  naming  said  fare  is  filed  with  this  Commission  under 
P.  S.  C,  2  N.  Y.,  No.  290,  and  posted  at  stations  at  least  one  (1)  day  prior 
to  the  effective  date  specified  in  such  tariff.  Such  tariff  shall  be  so  filed  and 
posted  within  five  (5)  days  from  the  date  of  this  order  and  bear  the  fol- 
lowing notation :  "  Issued  on  one  ( 1 )  day's  notice  to  the  public  and  tho 
Commission  under  special  permission  of  the  Public  Service  Commission, 
Second  District,  State  of  New  York,  No.  579,  of  date  September   11,   1908." 

Complete  by  P.  S.  C.  No.  290,  effective  September  12,  1908. 

No.   580;    September   11,    1908;    Buffalo,   Rochester   and  Pittsburgh  Railway 
Company   (Silver  Lake  Railway  Company) : 

Ordered:  That  the  Buffalo,  Rochester  and  Pittsburgh  Railway  Company 
for  the  Silver  Lake  Railway  Company,  in  connection  with  the  Buffalo, 
Rochester  and  Pittsburgh  Railway  Company  and  the  Lehigh  Valley  Railroad 
Company,  be  and  is  hereby  authorized  to  establish  upon  shipments  of  Ice, 
carloads,  minimum  weight  twenty-two  ( 22 )  net  tons,  from  Silver  Lake,  N.  Y., 
the  rates  to  the  stations  as  named  below: 

To  Per  net  ton.             To                                      Per  net  ton. 

Craigs,     N.     Y $0  85  Linwood,    N.   Y |0  85 

East    Bethany,    N.    Y 85  Mt.  Morris,  N.  Y 85 

Fnlrport,    N.    Y 90  Seneca   Falls,   N.   Y 1  10 

Geneva,     N.    Y 1  10  Waterloo,  S.  Y 1  10 

lyclcester,     N.    Y 8r> 

Provided  that  a  tariff  naming  said  rates  is  filed  with  this  Commission  under 
P.  S.  C,  2  N.  Y.,  No.  357,  and  posted  at  stations  at  least  one  (1)  day  prior 
to  the  effective  date  specified  in  such  tariff.  Such  tariff  shall  state,  in  con- 
nection with  the  P.  S.  C.  number,  that  on  October  11,  1908,  it  will  supersede 
P.  S.  C,  2  N.  Y.,  No.  355,  and  be  so  filed  and  posted  within  five  (5)  days 
from  the  date  of  this  order  and  bear  the  following  notation:  "Issued  on 
one  (1)  day's  notice  to  the  public  and  the  Commission  under  special  permis- 
sion of  the  Public  Service  Commission,  Second  District,.  State  of  New  York, 
No.  680,  of  date  September  11,  1908." 

Complete  by  P.  S.  C.  No.  357,  effective  September  14,  1908. 

No.  581;  September  11,  1908;  The  New  York  Central  and  Hudson  River  Rail- 
road Company: 

Ordered:  That  The  New  York  Central  and  Hudson  River  Railroad  Com- 
pany be  and  is  hereby  authorized  to  establish  rate  of  six  cents  ($0.06)  per 
one* hundred  (100)  pounds  to  apply  upon  shipments  of  Pulp  (Wood),  car- 
loads, minimum  weight  forty  thousand  (40,000)  pounds,  from  Piercefield, 
N.  Y.,  to  Saranac  Inn,  N.  Y.,  Lake  Clear  Junction,  N.  Y.,  Gabriels,  N.  Y., 
Rainbow,  N.  Y.,  Onchiota,  N.  Y.,  Lake  Kushequa,  N.  Y.,  Loon  Lake,  N.  Y., 
Tekene,  N.  Y.,  Plumadore,  N.  Y.,  Bryants  Siding,  N.  Y.,  Mountain  View, 
N.  Y.,  Owrs  Head,  N.  Y.,  Chasm  Falls,  N.  Y.,  VVhippleville,  N.  Y.,  and 
Malone,  N,  Y,,  the  said  rate  not  to  be  exceeded  to  or  from  intermediate 


580        Public  Sekvice  Commission,  Second  Distkict 

jjoiiits;  provided  that  a  tarill  naming  said  rates  between  the  points  aboi'e 
stated  and  the  said  or  lower  rates  to  sp^L'iJleJ  intermediate  destinations,  and 
also  the  said  or  lower  rates  from  any  intermediate  shipping  points  at  which 
the  tratlic  above  described  is  the  subject  of  sale  and  transportation,  is  filed 
with  this  Commission  under  P.  S.  C,  2  N.  Y.,  No.  4789,  and  posted  at  stations 
at  least  one  (1)  day  prior  to  the  elTective  date  specified  in  such  taritf. 
Such  tariff  shall  be  so  filed  and  posted  within  ten  (10)  days  from  the  date 
of  this  order  and  bear  the  following  notation:  "Issued  on  one  (1)  day's 
notice  to  the  public  and  the  Commission  under  sj)ecial  permission  of  the 
Public  Service  Commission,  Second  District,  State  of  New  York,  No.  581,  of 
date  September  11,  1908." 

Complete  by  P.  S.  C.  No.  4789,  effective  September  15,  1908. 

No.  582;  September  11,  1908;  The  New  York  Central  and  Hudson  River  Rail- 
road Company: 

Ordered:  That  The  New  Y'ork  Central  and  Hudson  River  Railroad  Com- 
pany, in  connection  with  the  Fonda,  Johnstown  and  Gloversville  Railroad 
Company,  be  and  is  hereby  autiiorize.l  to  establish  uix)n  shipments  of  Stone 
(Crushed),  carloads,  minimum  weight  marked  capacity  of  car,  but  not  less 
than  forty  thousand  (40,000)  pounds,  rate  of  eighty  cents  ($0.80)  per  net 
ton  from' Tribes  Hill,  N.  Y.,  to  Mayficld,  N.  Y.;  and  rate  of  ninety  cents 
($0.90)  per  net  ton  to  Cranberry  Creek,  N.  Y.,  via  Fonda,  N.  Y.,  and  the 
Fonda,  Johnstown  and  (Jloversville  railroad,  the  said  rates  not  to  be  ex- 
ceeded to  or  from  intermediate  points;  provided  that  a  tariff  naming  said 
rates  between  the  points  above  stated  and  the  said  or  lower  rates  to  specified 
intermediate  destinations,  and  also  the  said  or  lower  rates  from  any  inter- 
mediate shipping  points  at  which  the  trafiic  abave  described  is  the  subject  of 
sale  and  transportation,  is  filed  with  this  Commission  under  P.  S.  C,  2  N.  Y., 
No.  4788,  and  |)osted  at  stations  at  least  three  (3)  days'  prior  to  the  effective 
date  specified  in  such  tariff.  Such  taritf  shall  be  so  filed  and  posted  within 
ten  (10)  days  from  the  date  of  this  order  and  bear  the  following  notation: 
"Issued  on  three  (3)  days'  notice  to  the  public  and  the  Commission  under 
special  permission  of  the  Public  Service  Commission,  Second  District,  State 
of  New  York,  No.  582,  of  date  September  11,   1908." 

Complete  by  P.  S.  C.  No.  4788,  effective  September  21,  1908. 

No.  583;  September  12,  1908;  The  New  York  Central  and  Hudson  River  Rail- 
road Company: 

Ordered:  That  The  New  York  Central  and  Hudson  River  Railroad  Com- 
pany be  and  is  hereby  authorized  to  establish  upon  shipments  of  Pulp 
(Wood),  carloads,  niininium  weiglit  forty  thousand  (40,000)  pounds,  from 
Carthage,  N.  Y.,  the  rates  to  the  stations  as  named  below: 

To                                  Per  100  lbs.  To                                       Per  100  lbs. 

Sterlingville,  N.  Y $0  03      Gouverneur,  N.  Y |0  03 

Philadelphia,   N.   Y 03       lUchvIlle,  N.  Y 04 

Antwerp,   N.   Y 03       DcKalb  Junction,  N.  Y 04 

Keenes,  N.  Y 03      Cuuton.  N.  Y 04 

The  said  rates  not  to  be  oxcciMlod  to  or  from  intermediate  points;  provided 
that  a  tariff  naming  said  rates  between  the  points  above  stated  and  the  said 
or  lower  rates  to  specified  intermediate  destinations,  and  also  the  said  or 
lower  rates  from  any  intermediate  shipping  points  at  which  the  traflBc  above 
described  is  the  subject  of  sale  and  transportation,  is  filed  with  this  Com- 
mission and  posted  at  stations  at  least  one  (1)  day  prior  to  the  effective  date 
flpecified  in  such  tariff.  Such  tariff  shall  be  so  filed  and  posted  within  ten 
(10)  days  from  the  date  of  this  order  and  bear  the  following  notation: 
"Issued  on  one  (1)  day's  notice  to  the  public  and  the  CJommission  under 
special  permission  of  the  Public  Service  Commission,  Second  District,  State 
of  New  York,  No.  683,  of  date  September  12,  1908." 

Complete  by  P.  S.  C.  Na  4749,  effective  September  17,  1908. 

No.  584;  September  14,  1908;  The  New  York  Central  and  Hudson  River  Rail- 
road Company: 

Ordered:  That  The  New  York  Central  and  Hudson  River  Railroad  Com- 
pany be  and  is  hereby  authorized  to  establish  rate  of  forty  cents    ($0.40) 
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per  net  ton  to  apply  upon  shipments  of  Ice,  carloads,  minimum  weight  fifty 
thousand  (50,000)  pounds,  except  that  when  marked  capacity  of  car  is  less 
the  marked  capacity  will  govern,  but  in  no  case  shall  the  minimum  weight 
be  less  than  forty  thou:5and  (40,000)  pounds,  from  Batavia,  N.  Y.,  to  Staf- 
ford, N.  Y.,  and  LeRoy,  N.  Y.,  the  said  rate  not  to  be  exceeded  to  or  from 
intermediate  points;  provided  that  a  tariff  naming  said  rate  between  the 
points  above  stated  and  the  said  or  lower  rates  to  specified  intermediate 
destinations,  and  also  the  said  or  lower  rates  from  any  intermediate  ship- 
ping points  at  which  the  traffic  above  described  is  the  subject  of  sale  and 
transportation,  is  filed  with  this  Commission  under  P.  S.  C,  2  N.  Y., 
No.  4796,  and  posted  at  stations  at  least  one  (1)  day  prior  to  the  effective 
date  specified  in  such  tariff.  Such  tariff  shall  be  so  filed  and  posted  within 
ten  (10)  days  from  the  date  of  this  order  and  bear  the  following  notation: 
*'  Issued  on  one  ( 1 )  day's  notice  to  the  public  and  the  Commission  under 
special  permission  of  the  Public  Service  Commission,  Second  District,  State 
of  New  York,  No.  584,  of  date  September  14,  1908." 

Complete  by  P.  S.  C.  No.  4796,  effective  September  19,  1908. 

No.  585;  September  14,  1908;  Buffalo  and  Lake  Erie  Traction  Company: 

Ordered:  That  the  Bufl'alo  and  Lake  Erie  Traction  Company  be  and  is 
hereby  authorized  to  establish  on  shipments  of  Fresh  Fruits  and  Vegetables 
(the  commodities  to  be  specified  in  the  tariff)  between  stations  on  its  line 
of  railroad,  the  following  rates  in  cents  per  package: 

Packages  Packages 

with  wooden  without 

covers.  covers. 

Baskets  or  crates  weighing  20  lbs 3Vi  4 

Baskets  or  crates  weighing  8  lbs 1  1% 

Baskets  or  crates  weighing  4  lbs %  1 

Baskets  or  crates  containing  1  bushel 8  10 

Baskets  or  crates  containing  2  bushels 20  20 

Baskets  or  crates  containing  1^   bushels 15  15 

Provided  that  a  tariff  naming  said  rates  is  filed  with  this  Commission  under 

Supplement  No.  1  to  P.  S.  C,  2  N.  Y.,  No.  4,  and  posted  at  stations  at  least 
three  (3)  days  prior  to  the  effective  date  specified  in  such  tariff.  Such 
tariff  shall  be  so  filed  and  posted  within  ten  (10)  days  from  the  date  of  this 
order  and  bear  the  follo>%ing  notation:  "Issued  on  three  (3)  days*  notice 
to  the  public  and  the  Commission  under  special  permission  of  the  Public 
Service  Commission,  Second  District,  State  of  New  Y'ork,  No.  585,  of  date 
September  14,  1908." 

No.  586;  September  15,  1908;  The  New  York  Central  and  Hudson  River  Rail- 
road Company: 

Ordered:  That  The  New  York  Central  and  Hudson  River  Railroad  Com- 
pany be  and  is  hereby  authorized  to  establish  upon  shipments  of  Apples 
(Green,  Dried,  and  Evaporated),  Cabbage,  Onions,  Pears,  Pumpkins,  and 
Squash,  carloads,  minimum  weight  as  per  Official  Classification,  to  Canan- 
daigua,  N.  Y.,  the  rates  from  the  stations  as  follows: 

Per  Per 

From  100  lbs.  From  100  lbs. 

Webster,    N.    Y 7c.           North   Rose,    N.   Y 8%c. 

Union  Hill,   N.   Y 7c.           Wolcott,    N.    Y S^c 

lakeside,    N.   Y 7%c.       Red  Creek,  N.  Y 8^c. 

Ontario,  N.  Y 7%c.       Sterling.    N.    Y Oc. 

Williamson,   N.  Y 7%c.       Crocketts,    N.    Y 9c. 

Sodus.   N.   Y 8c.           Hannibal,    N.    Y 9c. 

Wallington.    N.   Y 8c.           Furniss,   N.   Y 9%c. 

Alton,    N.    Y 8%c.       Oswego.   N.   Y 9%c 

Provided  that  a  tariff  naming  said  rates  is  filed  with  this  Commission  under 
Supplement  No.  3  to  P.  S.  C,  2  N.  Y.,  No.  4528,  and  posted  at  stations  at 
least  one  (1)  day  prior  to  the  effective  date  specified  in  such  tariff.  Such 
tariff  shall  be  so  filed  and  posted  within  ten  (10)  days  from  the  date  of  this 
order  and  hear  the  following  notation:  "Issued  on  one  (1)  day's  notice 
to  the  public  and  the  Commission  under  special  permission  of  the  Public 
Service  Commission.  Second  District,  State  of  New  Y^'ork,  No.  586,  of  date 
September  15,  1908." 

Complete  by  Supplement  No.  3  to  P.  S.  C.  No.  4528,  effective  September  19, 
1908. 
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No.  587;   September   15,  1908;   Murray's  Line: 

Ordered:  That  the  Murray's  Line,  in  connection  with  The  Delaware  and 
Hudson  Company,  be  and  is  hereby  authorised  to  establish  rate  of  thirteen 
cents  ($0.13)  per  one  hundred  (100)  pounds  to  apply  upon  shipments  of 
Pulp  (Wood),  in  lots  of  one  hundred  (100)  tons  and  over,  from  New  York 
city,  N.  Y.,  and  points  within  lighterage  limits  of  New  York  harbor,  to 
Delano  Junction,  N.  Y. ;  provided  that  a  tariff  naming  said  rate  is  filed  with 
this  Commission  under  P.  S.  C,  2  N.  Y.,  No.  2,  and  posted  at  stations  at 
least  one  (1)  day  prior  to  the  effective  date  specified  in  such  tariff.  Such 
tariff  shall  be  so  filed  and  posted  within  ten  (10)  days  from  the  date  of 
this  order  and  bear  the  following  notation:  "Issued  on  one  (1)  day^s  notice 
to  the  public  and  the  Commission  under  special  permission  of  the  Public 
Service  Commission,  Second  District,  State  of  New  York,  No.  587,  of  date 
September  15,  1008." 

Complete  by  P.  S.  C.  No.  2,  effective  September  17,  1908. 

No.  578;  September  17,  1908;  The  New  York  Central  and  Hudson  River  Rail- 
road Company: 

Ordered:  That  The  New  York  Central  and  Hudson  River  Railroad  Com- 
pany be  and  is  hereby  authorized  to  establish  upon  shipments  of  Sand  and 
Gravel,  carloads,  minimum  weight  marked  capacity  of  car,  but  not  less  than 
forty  thousand  (40,000)  pounds,  from  Bilsborrow,  N.  Y.,  rate  of  thirty 
cents  ($0.30)  per  net  ion  to  Geneva,  N.  Y.;  and  rate  of  fifty  cents  ($0.50) 
per  net  ton  to  Waterloo,  N.  Y.,  and  Seneca  Falls,  N.  Y. ;  the  said  rates 
not  to  be  exceeded  to  or  from  intermediate  points;  provided  that  a  tariff 
naming  said  rates  between  the  points  above  stated  and  the  said  or  lower 
rates  to  specified  intermediate  destinations,  and  also  the  said  or  lower 
rates  from  any  intermediate  shipping  points  at  which  the  traffic  above  de- 
scribed is  the  subject  of  sale  and  transportation,  is  filed  with  this  Commis- 
sion under  P.  S.  C  2  N.  Y.,  No.  4360,  and  posted  at  stations  at  least 
three  (3)  days  prior  to  the  effective  date  specified  in  such  tariff,  which  effect- 
ive date  shall  not  be  later  than  September  30,  1908.  Such  tariff  shall  be  so 
filed  and  posted  within  ten  (10)  days  from  the  date  of  this  order  and  bear 
the  following  notation:  "Issued  on  three  (3)  days'  notice  to  the  public  and 
the  Commission  under  special  permission  of  the  Public  Service  Commission, 
Second  District,  State  of  New  York,  No.  578,  of  date  September   17,   1908." 

Complete  by  P.  S.  C.  No.  4360,  effective  September  25,  1908. 

No,  579;    September    17,    1908;    The  New   York   Central   and   Hudson   River 

Railroad  Company: 

Ordered:  That  The  New  York  Central  and  Hudson  River  Railroad  Com- 
pany be  and  is  hereby  authorized  to  establish  upon  shipments  of  Pulp 
(Wood),  carloads,  minimum  weight  forty  thousand  (40,000)  pounds,  the  rates 
from  and  to  New  Y^ork  state  stations  as  follows: 

From 


Plerce- 

Forest- 

Port 

Lyons 
Falls. 

To 

finld. 

port. 

Leyden. 

Carthage. 

Port    Leyden    

5 

4 

.... 

■ « • . 

Lyons  Falls    

5 

4 

.... 

Carthage 

6 

.... 

.... 

(rouverneur 

7 

"7 
7 

4 
5 

"5 
5 

Canton         

7 

PotHdam 

7 

4 

Norwood 

7 

6 

6 

Great  Bend   

6 

•  • . . 

.... 

Felts  Mills    

.... 

3 

Black  River    

6 

3 

ii 

Brownville 

6 

Watertown 

4 

Rates  are  in  cents  per  100  pounds. 
Provided  that  a  tariff  naming  snid  rates  is  filed  with  this  Commission  under 
P.  S.  C.  2  N.  Y.,  No.  4807,  and  posted  at  stations  at  least  one  ( 1 )  day  prior 
to  the  effective  date  specified  in  such  tariff,  which  effective  date  shall  not  be 
later  than  September  28,  1908.  Such  tariff  shall  be  so  filed  and  posted 
within  ten  (10)  days  from  the  date  of  this  order  and  bear  the  following 
notation:     "Issued  on  one    (1)   day's  notice  to  the  public  and  the  Commis- 
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Bion    under   special    permission   of   the    Public    Service    Commission,    Second 
District,  State  of  New  York,  No.  579,  of  date  September  17,  1908." 
Complete  by  P.  S.  C.  No.  4807,  effective  September  20,  1908. 

No.  580;   September   17,   1908;    The   New   York  Central   and  Hudson   River 

Railroad  Company: 

Ordered:  That  The  New  York  Central  and  Hudson  River  Railroad  Com- 
pany, locally  and  jointly  in  connection  with  the  West  Shore  Railroad  (The 
New  York  Central  and  Hudson  River  Railroad  Company,  Lessee),  be  and 
is  hereby  authorized  to  establish  upon  shipments  of  Ice,  carloads,  minimum 
weight  fifty  thousand  (50,000)  pounds,  except  that  where  marked  capacity 
of  car  is  less  the  marked  capacity  will  govern,  but  in  no  case  shall  the 
minimum  weight  be  less  than  forty  thousand  (40,000)  pounds,  from  Car- 
thage, N.  Y.,  the  rates  to  various  New  York  state  stations  as  follows: 
To  New  York  Central  and  Hudson  River  Railroad  stations : 


StaUon. 

Minoa 

Kirkville 

Per 
net  ton. 

80c. 

80c 

StaUon. 

Frankfort 

Ilion 

Per 
net  ton. 

80c. 

80c. 

Chlttenango 

Sullivan 

Canastota 

Oneida 

Verona 

Greenway 

Rome 

Orlskany 

80c. 

80c. 

80c. 

75c. 

75c. 

70c. 

70c. 

70c. 

70c. 

To  West  Shore 
Per 
net  ton. 

80c. 

80c. 

80c. 

Herkimer 

Little  Falls    

St.   Johnsville    

Fort   Plain    

PalaUne   Bridge    

Yosts 

Fonda  

Tribes  Hill    

80c. 

80c. 

80c. 

85c. 

85c. 

85c. 

00c. 

90c. 

Whitesboro 

StaUon. 

Kirkville 

Chlttenango 

Akin 

Railroad  stations: 

StaUon. 

Mlndenvllle 

St.  Johnsville    

90c. 

Per 
net  ton. 

80c. 

80c. 

Canastota 

Fort   Hunter    

Fort  Plain   

90c. 

Wampsvllle 

Oneida  Castle    

75c. 

76c. 

85c. 

Canajoharle 

Sprakers  

Downing 

Fultonvllle 

85c. 

Aurlesville 

Hecla 

riark  Mills 

New  York   Mills.... 

90c. 

70c. 

70c. 

70c. 

85c. 

90c. 

90c. 

Provided  that  a  tariff  naming  said  rates  is  filed  with  this  Commission  under 
P.  S.  C,  2  N.  Y.,  No.  4798,  and  posted  at  stations  at  least  three  (3)  days 
prior  to  the  eflfective  date  specified  in  such  tariff,  which  effective  date  shall 
not  be  later  than  September  30,  1908.  Such  tariff  shall  be  so  filed  and  posted 
within  ten  (10)  days  from  the  date  of  this  order  and  bear  the  following 
notation:  "Issued  on  three  (3)  days'  notice  to  the  public  and  the  Commis- 
sion under  special  permission  of  the  Public  Service  Commission,  Second  Dis- 
trict, State  of  New  York,  No.  680,  of  date  September  17,  1908." 

Complete  by  P.  S.   C.  No.  4798,  effective  September  27,   1908. 
No.   591;    September   18,   1908;    The   New  York   Central   and   Hudson   River 

Railroad  Company: 

Ordered:  That  The  New  York  Central  and  Hudson  River  Railroad  Com- 
pany be  and  is  hereby  authorized  to  establish  rate  of  fifty  cents  ($0.50) 
per  net  ton  to  apply  upon  shipments  of  Stone  (Building),  carloads,  minimum 
weight  fifty  thousand  (50,000)  pounds,  from  Chaumont,  N.  Y.,  to  Oswego, 
N.  Y.;  provided  that  a  tariff  naming  said  rate  is  filed  with  this  Commission 
under  P.  S.  C,  2  N.  Y.,  No.  4811,  and  posted  at  stations  at  least  one  (1) 
day  prior  to  the  effective  date  specified  in  such  tariff,  which  effective  date 
shall  not  be  later  than  September  29,  1908.     It  is  further 

Ordered:  That  the  said  company  be  and  is  hereby  authorized  to  issue  a 
supplement  to  P.  S.  C,  2  N.  Y.,  No.  4765.  canceling  same  upon  October  5, 
1908.  and  referring  for  future  rates  to  P.  S.  C,  2  N.  Y.,  No.  4811.  Such 
tariff  and  supplement  to  P.  S.  C.  2  N.  Y.,  No.  4765,  shall  bear  the  following 
notation :  "  Issued  on  one  ( 1 )  day's  notice  to  the  public  and  the  Commis- 
sion under  special  permission  of  the  Public  Service  CJommission,  Second  Dis- 
trict, State  of  Nc\v  York,  No.  591,  of  date  Septenil)er  18,  1908." 

Complete  bv  P.  S.  C.  No.  4811,  effective  September  23,  1908;  and  Sup- 
plement No.  i  to  P.  S.  C.  No.  4765,  effective  October  6,  1908. 
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No.  592;  September  18,  1908;  West  Shore  Railroad  (N.  Y.  C.  &  H.  R.  R.  R. 

Co.  Lessee)  : 

Ordered:  That  the  West  Shore  Railroad  (The  New  York  Central  and 
Hudson  River  Railroad  Company,  Lessee)  be  and  is  hereby  authorized  to 
establish  rate  of  fifty  cents  ($0.50)  per  net  ton  to  apply  upon  shipments  of 
Ice,  carloads,  minimum  weight  fifty  thousand  (50,000)  pounds,  except  that 
when  marked  capacity  of  car  is  less  the  marked  capacity  will  govern,  but 
in  no  case  shall  the  minimum  be  less  than  forty  thousand  (40,000)  pounds, 
from  Congers,  N.  Y.,  to  Haverstraw,  N.  Y. ;  provided  that  a  tariff  naming 
said  rate  is  filed  with  this  Commission  under  P.  S.  C,  2  N.  Y.,  No.  1112, 
and  posted  at  stations  at  least  one  (1)  day  prior  to  the  effective  date  speci- 
fied in  such  tariff,  which  effective  date  shall  not  be  later  than  September  29, 
1908.  Such  tariff  shall  be  so  filed  and  posted  within  ten  (10)  days  from 
the  date  of  this  order  and  bear  the  following  notation :  ''  Issued  on  one  ( 1 ) 
day's  notice  to  the  public  and  the  Commission  under  special  permission  of  the 
Public  Service  Commission,  Second  District,  State  of  New  York,  No.  592, 
of  date  September  18,  1908." 

Complete  by  P.  S.  C.  No.  1112,  effective  September  23,  1908. 

No.   593;    September  19,    1908;    The  New  York   Central   and   Hudson   River 
Railroad  Company: 

Ordered:  That  The  New  York  Central  and  Hudson  River  Railroad  Com- 
pany be  and  is  hereby  authorized  to  establish  upon  shipments  of  Apples 
(Green,  Dried,  and  Evaporated),  Cabbage,  Onions,  Pears,  Pumpkins,  and 
Squash,  carloads,  minimum  wei^'ht  as  per  Official  Classification,  destined  to 
Savannah,  N.  Y.,  the  rates  from  the  stations  as  specified  below: 

Station. 

Sodui,  N.  Y 

Sterling,  N.  Y 

Daysville,   N.   Y 

Hannfbal.   N.   Y 

Furniss,   N.  Y 

Oswego,   N.   Y 

Scriba.    N.   Y 

New  Haven,  N.  Y 

Mexico,    N.   Y 

Pulaski,  N.  Y 


Per 

Station. 

100  lbs. 

Webster,   N.  Y 

8c. 

Union  Hill,   N.  Y 

8  J4c. 

Lakeside,   N.  Y 

8%c. 

Ontario,  N.  Y 

8^c. 

Williamson.  N.  Y 

8J/4c. 

Red  Creek,  N.  Y 

8  He. 

Crocketts.    N.    Y 

RV>c. 

Walllngton.   N.   Y 

8V2C. 

Alton.    N.    Y 

ftc. 

North  Rose.  N.  Y 

flc. 

Wolcott,    N.    Y 

9c. 

Provided  that  a  tariff  naininc  snid  rates  is  filed  with  this  Commission  under 
Supplement  No.  4  to  P.  S.  C,  2  N.  Y.,  No.  4528,  and  posted  at  stations  at 
least  one  (1)  day  prior  to  the  efTective  date  specified  in  sueh  tariff,  which 
effective  date  shall  not  be  later  than  Septeml>pr  30.  190S.  Such  tariff  shall 
be  so  filed  and  posted  within  ten  (10)  days  from  the  date  of  this  order  and 
bear  the  followinir  notation:  "Issued  on  one  (1)  day's  notice  to  the  public 
and  the  Commis«iion  under  special  permission  of  the  Public  Service  Commis- 
sion, Second  District,  State  of  New  York,  No.  593,  of  date  September  19, 
1908." 

Complete  by  Supplement  No.  4  to  P.  S.  C.  No.  4528,  effective  September  25, 
1908. 

No.   594;    September    19,   1908;    The   New  York    Central   and   Hudson   River 
Railroad  Company: 

Ordered:  That  The  New  York  Central  and  Hudson  River  Railroad  Com- 
pany be  and  is  herebv  authorized  to  establish  upon  shipments  of  Pulp 
(Wood),  carloads,  minimum  weight  forty  thousand  (40,000)  pounds,  when 
destined  to  Lowville.  N.  Y.,  rate  of  six  cents  ($0.06)  per  one  hundred  (100) 
pounds  from  Piercefield,  N.  Y.;  and  rate  of  two  and  one-half  cents  ($0.02*4) 
per  one  hundred  (100)  pounds  from  Port  Leyden.  N.  Y..  and  Lyons  Falls,  N.  Y.; 
provided  that  a  tariff  naming  said  rates  is  filed  with  this  Commission  and 
posted  at  station^  at  least  one  (1)  day  prior  to  the  eflTective  date  specified 
in  such  tariff,  which  effective  date  shall  not  be  later  than  September  30,  1908. 
Such  tariff  shall  bo  so  filed  and  posted  within  ten  (10)  days  from  the  date 
of  this  order  and  bear  the  following  notation :     "  Issued  on  one    ( 1 )    day*» 
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notice  to  the  public  and  the  Commission  under  special  permission  of  the 
Public  Service  Commission,  Second  District,  State  of  New  York,  No.  594, 
of  date  September  19,  1908." 

Complete  by  P.  S.  C.  No.  4815,  eff€cti^'e  September  25,  1908. 

No.   595;    September   19,   1908;    The  New  York  Central  and  Hudson  River 
Railroad  Company: 

Ordered:  That  The  New  York  Central  and  Hudson  River  Railroad  Com- 
pany be  and  is  hereby  authorized  to  establish  upon  shipments  of  Pulp 
(Wood),  carloads,  minimum  weight  forty  thousand  (40,000)  pounds,  local 
rates  from  and  to  stations  as  specified  below: 

From 
Carthage,     Harrlsvllle, 
N.  T.  N.  T. 

To  Rates  in  cents  per  100  lbs. 

Norwood.  N.  Y ....  6 

Potsdam,   N.  Y ....  5 

Canton,    N.   T 4  5 

Gonvemeor,   N.   Y 8  4 

Carthaffe.  N.  Y 2 

It  is  further 

Ordered:  That  the  said  company,  in  connection  with  the  Norwood  and  St. 
Lawrence  Railroad  Company,  be  and  is  hereby  authorized  to  establish  upon 
shipments  of  Pulp  (Wood),  carloads,  minimum  weisfht  forty  thousand 
(40,000)  pou^ds,  joint  rates  from  and  to  stations  as  specified  below: 

From 
Canton,         Harrlsvllle, 
N.  Y.  N.  Y. 

To  Rates  In  cents  per  100  lbs. 

Norfolk,   N.   Y 4  6% 

Raymondvllle,   N.   Y 4  6iJ 

Provided  that  tariffs  naming  said  rates  are  filed  with  this  Commission  and 
posted  at  stations  at  least  one  ( 1 )  day  prior  to  the  effective  dates  specified 
in  such  tariffs,  which  effective  dates  shall  not  be  later  than  September  30, 
1908.  Such  tariffs  shall  be  so  filed  and  posted  within  ten  (10)  days  from 
the  date  of  this  order  and  bear  the  following  notation :  "  Issued  on  one  ( 1 ) 
day's  notice  to  the  public  and  Commission  under  special  permission  of  the 
Public  Service  Commission,  Second  District,  State  of  New  York,  No.  595, 
of  date  September  19,  1908." 

Complete  by  P.  S.  C.  No.  4813,  effective  September  25,  1908. 

No.   596;    September   19,   1908;    The  New  York  Central    and   Hudson   River 
Railroad  Company: 

Ordered:  That  The  New  York  Central  and  Hudson  River  Railroad  Com- 
pany be  and  is  hereby  authorized  to  establish  excursion  fares  on  basis  of 
one  and  one-half  first-class  fare  for  the  round  trip,  with  a  minimum  fare  of 
one  dollar  ($1.00),  from  New  York  state  stations  to  New  York  city  and  re- 
turn; tickets  to  be  sold  September  23  and  24,  1008.  pood  for  return  passage 
on  trains  leaving  New  York  city  to  and  including  September  26,  1908;  pro- 
vided that  a  tariff  naming  said  fares  is  filed  with  the  Commission  and  posted 
at  stations  at  least  one  (1)  day  prior  to  the  effective  date  specified  in  such 
tariff,  which  effective  date  shall  not  be  later  than  September  23,  1908.  Such 
tariff  shall  also  be  filed  and  posted  within  three  (3)  days  from  the  date  of 
this  order  and  bear  the  following  notation:  "Issued  on  one  (1)  dav's 
notice  to  the  public  and  Commission  under  special  permission  of  the  Public 
Service  Commission.  Second  District,  State  of  New  York,  No.  596,  of  date 
September  19,   1908." 

Complete  by  P.  S.  C.  No.  296,  effective  September  23,  1008. 

No.  597;  September  21,  1908;  The  Delaware  and  Hudson  Company: 

Ord-ered:  That  The  Delaware  and  Hudson  Company,  in  connection  with 
The  New  York  Central  and  Hudson  River  Railroad  Company,  be  and  is 
hereby  authorized  to  eafablish  excursion  faros  on  basis  of  one  and  one-half 
first-class  fare  for  round  trip  from  its  New  York  state  stations  to  New  York 
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city  and  return;  tickets  to  be  sold  September  23,  1908,  good  for  return  pas- 
sarre  on  trains  of  The  New  York  Central  and  Hudson  River  Railroad  Company 
leaving  New  York  city  to  and  including  September  26,  1908,  and  connecting 
Delaware  and  Hudson  Company  trains  to  destination;  provided  that  a  tariff 
naming  said  fares  is  filed  with  the  Commission  and  posted  at  stations  at  least 
one  (1)  day  prior  to  the  effective  date  specified  in  such  tariff,  which  effective 
date  shall  not  be  later  than  September  23,  1908.  Such  tariff  shall  be  so 
filed  and  posted  within  three  (3)  days  from  the  date  of  this  order  and  bear 
the  following  notation:  "Issued  on  one  (1)  day's  notice  to  the  public  and 
Commission  under  special  permission  of  the  Public  Service  Commission, 
Second  District,  State  of  New  York,  No.  597,  of  date  September  21,  1908." 
Complete  by  P.  S.  C.  No.  189,  effective  September  23,  1908. 

No.  598;  September  21,  1908;  West  Shore  Railroad   (N.  Y.  C.  &  H.  R.  R.  R. 
Co.  Lessee)  : 

Ordered:  That  the  West  Shore  Railroad  (The  New  York  Central  and 
Hudson  River  Railroad  Company,  lessee)  be  and  is  hereby  authorized  to  es- 
tablish, in  connection  with  The  New  York  Central  and  Hudson  River  Rail- 
road Company,  rate  of  seventy-five  cents  ($0.75)  per  net  ton  upon  shipments 
of  Stone,  Crushed,  carloads,  minimum  weight  marked  capacity  of  car,  but 
not  less  than  forty  thousand  (40,000)  pounds,  from  Little  Falls,  N.  Y.,  to 
Liverpool,  N.  Y.,  Woodard,  N.  Y.,  Phoenix,  N.  Y.,  and  Fulton,  N.  Y.;  the 
said  rate  not  to  be  exceeded  to  or  from  intermediate  points;  provided  that 
a  tariff  naming  said  rate  between  the  points  above  stated  and  the  said  or 
lower  rates  to  specified  intermediate  destinations,  and  also  the  said  or 
lower  rates  from  any  intermediate  shipping  points  at  which  the  traffic  above 
described  is  the  subject  of  sale  and  transportation,  is  filed  with  the  Commis- 
sion and  posted  at  stations  at  least  three  (3)  days  prior  to  the  effective 
date  specified  in  such  tariff,  which  effective  date  shall  not  be  later  than 
October  1,  1908.  Such  tariff  shall  be  so  filed  and  posted  within  six  (6) 
days  from  the  date  of  this  order  and  bear  the  following  notation:  "Issued 
on  three  (3)  days'  notice  to  the  public  and  Commission  under  special  per- 
mission of  the  Public  Service  Commission,  Second  District,  State  of  New 
York,  No.  698,  of  date  September  21,  1908." 

Complete  by  P.  S.  C.  No.  1753,  effective  September  28,  1908. 

No.  599;   September  22,  1908;  The  Pennsylvania  Railroad  Company: 

Ordered:  That  The  Pennsylvania  Railroad  (Dompany  be  and  is  hereby  au- 
thorized to  establish,  in  connection  with  The  New  York  CJentral  and  Hudson 
River  Railroad  Company,  rate  of  seventy-five  cents  ($0.75)  per  net  ton  upon 
shipments  of  Ice,  carloads,  minimum  weight  fifty  thousand  (60,000)  pounds 
per  car,  from  Lake  Landing,  N.  Y.,  to  Geneva,  Seneca  Falls,  and  Waterloo, 
N.  Y.,  via  Canandaigua,  N.  Y. ;  the  feaid  rate  not  to  be  exceeded  to  or  from 
intermediate  points;  provided  that  a  tariff  naming  said  rate  between  the 
points  above  stated  and  the  said  or  lower  rates  to  specified  intermediate 
destinations,  and  also  the  said  or  lower  rates  from  any  intermediate  ship- 
ping points  at  which  the  traffic  above  described  is  the  subject  of  sale  and 
transportation,  is  filed  with  the  Commission  and  posted  at  stations  at  least 
one  (1)  day  prior  to  the  effective  date  specified  in  such  tariff,  which  effective 
date  shall  not  be  later  than  September  29,  1908.  Such  tariff  shall  be  so  filed 
and  posted  within  six  (6)  days  from  the  date  of  this  order  and  bear  the 
following  notation :  "  Issued  on  one  ( 1 )  day's  notice  to  the  public  and  Com- 
mission, under  special  permission  of  the  Public  Service  Commission,  Second 
District.  State  of  New  York.  No.  599.  of  date  September  22,  1908." 

Complete  by  K.  K.,  P.  S.  C.  No.  129,  effective  Septenilwr  26,  1908. 

No.   nOO:    Soptonil>er  23,    1908;    The   New   York    Central    and   Hudson  River 

Railroad  Coni])any: 

Ordered:  That  The  New  York  Central  and  Hudson  River  Railroad  Com- 
pany, locally  and  jointly  in  connection  with  the  Wo<*t  Shore  Railroad  (The 
New  York  Central  and  Hudson  River  Railroad  Company,  lessee),  be  and  is 
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hereby  authorized  to  establish  upon  shipments  of  loe,  carloads,  minimum 
weight  fifty  thousand  (50,000)  pounds  unlesa  marked  capacity  of  car  is 
less,  in  which  case  marked  capacity  of  car  will  govern,  but  in  no  case  shall 
the  minimimi  weight  be  less  than  forty  thousand  (40,000)  pounds,  from 
Carthage  to  various  New  York  state  stations  and  at  the  rates  per  net  ton 
shown  in  the  following  table: 

New  York  Central  and  Hudson  River  Railroad  stations: 

Per  Per 

Station.                                 net  ton.                   Station.  net  ton. 

Felts  Mills.  N.  Y 40c.  Central  Square,  N.  Y 60c. 

Watertown,  T9.   Y 45c.  Clay.  N.  Y 60c. 

Adams,    N.   Y 50c.  Brewerton,   N.   Y 60c. 

Parish,  N.  Y 55c.  Woodard,  N.  Y 65c. 

Hastings  (Orleans  Co.).  N.  Y. . .         55c.  Liverpool,  N.  Y 65c. 

Mallory,  N.  Y 55c.  Syracuse,  N.  Y 70c. 

Also  from  Carthage  to  West  Shore  railroad  stations  and  at  the  rates  per 
net  ton  shown  in  the  following  table: 

West  Shore  Railroad  stations: 

r   '  Per  Per 

Station.  net  ton.                  Station.  net  ton. 

Fayettevllle,    N.    Y 90c.  Balllna,   N.   Y.. 1  00 

Manilas.  N.  Y 90c.  ErlevUle,  N.   Y 1  00 

Oran,  N.  Y 90c.  Georgetown,  N.  Y 1  10 

Cazenovla,   N.   Y $1  00  Lebanon.   N.  Y 1  10 

Blppleton.   N.  Y 1  00  Earlvllle,  N.  Y 1  10 

Provided  that  a  tariff  naming  said  rates  is  filed  with  the  Ck)mmission  and 
posted  at  stations  at  least  one  ( 1 )  day  prior  to  the  effective  date  specified 
In  such  tariff,  which  effective  date  shall  not  be  later  than  October  1,  1908. 
Such  tariff  shall  be  so  filed  and  posted  within  six  (6)  days  from  the  date  of 
this  order  and  bear  the  following  notation :  "  Issued  on  one  ( 1 )  day's  notice 
to  the  public  and  Commission  under  special  permission  of  the  Public  Service 
Commission,  Second  District,  State  of  New  York,  No.  600,  of  date  Septem- 
ber 23,  1908." 

Complete  by  P.  S.  C.  No.  4798,  effective  September  27,  1908. 

No.  601;  September  23,  1908;  The  New  York  Central  and  Hudson  River  Rail- 
road Company: 

Ordered:  That  The  New  York  Central  and  Hudson  River  Railroad  Com- 
pany, locally  and  jointly  in  connection  with  The  Lowville  and  Beaver  River 
Railroad  Company,  be  and  is  hereby  authorized  to  establish  upon  shipments 
of  Pulp,  Wood,  carloads,  minimum  weight  forty  thousand  (40,000)  pounds, 
to  Beaver  Falls,  N.  Y.,  from  Emeryville,  N.  Y.,  six  and  one-half  (6%) 
cents  per  one  hundred  (100)  pounds;  from  Gouverneur,  N.  Y.,  six  (6) 
cents  per  one  hundred  (100)  pounds;  from  Carthage,  N.  Y.,  five  (6)  cents 
ner  one  hundred  (100)  pounds.  Also  to  Carthage,  N.  Y.,  from  Emeryville, 
N.  Y.,  rate  of  four  and  one-half  {^Mi)  centS  per  one  hundred  (100) 
pounds;  provided  that  a  tariff  naming  said  rates  is  filed  with  the  Commis- 
sion and  published  in  tariff  P.  S.  C,  2  N.  Y.,  No.  4823,  and  posted  at  stations 
at  least  one  (1)  day  prior  to  the  effective  date  to  be  specified  in  such  tariff, 
which  effective  date  shall  not  be  later  than  October  1,  1908.  Such  tariff  shall 
be  so  filed  and  posted  within  six  (6)  days  from  the  date  of  this  order  and 
bear  the  following  notation :  "  Issued  on  one  ( 1 )  day's  notice  to  the  public 
and  (Commission  under  special  permission  of  the  Public  Service  Commission, 
Second  District.  State  of  New  York,  No.  601,  of  date  September  23,  1908." 

Complete  by  P.  S.  C.  No.  4823,  effective  September  26,  1908. 

No.  602;  September  23,  1908;  The  New  York  Central  and  Hudson  River  Rail- 
road Company: 

Ordered:  That  The  New  York  Central  and  Hudson  River  Railroad  0)m- 
pany  be  and  is  hereby  authorized  to  establish  a  rate  of  eight  (8)  cents 
per  one  hundred  (100)  pounds  on  shipments  of  Pulp,  Wood,  carloads,  mini- 
mum weight  forty  thousand  (40,000)  pounds,  from  Dexter,  N.  Y.,  Brown- 
ville,  N.  Y..  and  VVatertown,  N.  Y..  to  North  Tonawanda,  N.  Y.,  and  Niagara 
Falls,  N.  Y.;  provided  that  a  tariff  naming  said  rate  is  filed  with  the  Com- 
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mission  and  published  in  tariff  P.  S.  0.«  2  N.  Y.,  No.  4824,  and  posted  at 
stations  at  least  one  (1)  day  prior  to  the  effective  date  specified  in  such 
tariff,  which  effective  date  shall  not  be  later  than  October  1,  1908.  Such 
tariff  shall  be  so  filed  and  posted  within  six  (6)  days  from  the  date  of  this 
order  and  bear  the  following  notation :  **  Issued  on  one  ( 1 )  day's  notice  to 
the  public  and  Commission  under  special  permission  of  the  Public  Service 
Commission,  Second  District,  State  of  New  York,  No.  002,  of  date  September 
23,  1908." 

Complete  by  P.  S.  C.  No.  4824,  effective  September  26,  1908. 

No.  603;  September  23,  1908;  The  New  York  Central  and  Hudson  River  Rail- 
road Company: 

Ordered:  That  The  New  York  Central  and  Hudson  River  Railroad  Com- 
pany be  and  is  hereby  authorized  to  establish  rate  of  seventy-five  (75) 
cents  per  net  ton  on  shipments  of  Ice,  carloads,  minimum  weight  fifty  thou- 
sand (60,000)  pounds  unless  the  marked  capacity  of  car  is  less,  in  which 
case  the  marked  capacity  of  car  will  govern,  but  in  no  case  shall  the  mini- 
mum weight  be  less  than  forty  thousand  (40,000)  pounds,  from  Poughkeepsie, 
N.  Y.,  to  Croton-on-Hudson,  N.  Y.;  provided  that  a  tariff  naming  said  rate 
is  filed  with  the  Commission  and  published  in  tariff  P.  S.  C,  2  N.  Y.,  No. 
4829,  and  posted  at  stations  at  least  one  (1)  day  prior  to  the  effective  date 
specified  in  such  tariff,  which  effective  date  shall  not  be  later  than  October 
1,  1908.  Such  tariff  shall  be  so  filed  and  posted  within  six  (6)  days  from 
the  date  of  this  order  and  bear  the  following  notation :  "  Issued  on  one  ( 1 ) 
day's  notice  to  the  public  and  Commission  under  special  permission  of  the 
Public  Service  O>nmiission,  Second  District,  State  of  New  York,  No.  603,  of 
date  September  23,  1908." 

Complete  by  P.  S.  C.  No.  4829,  effective  September  30,  1908. 

No.  604;  September  23,  1008;  The  New  York  Central  and  Hudson  River  Rail- 
road Company: 

Ordered:  That  The  New  York  Central  and  Hudson  River  Railroad  Om- 
pany  be  and  is  hereby  authorized  to  establish  upon  shipments  of  Stone, 
Crushed,  carloads,  minimum  weight  marked  capacity  of  car,  but  not  less 
than  forty  thousand  (40,000)  pounds,  from  Solvay,  N.  Y.,  to  Redwood,  N.  Y., 
one  dollar  ($1.00)  per  net  ton;  the  said  rate  not  to  be  exceeded  to  inter- 
mediate points;  provided  that  a  tariff  naming  said  rate  between  the  points 
above  stated  and  the  said  or  lower  rates  to  specified  intermediate  destina- 
tions is  filed  with  the  Commission  and  published  in  supplement  to  tariff 
P.  S.  C.  2  N.  Y.,  No.  4236,  and  posted  at  stations  at  least  one  (1)  day 
prior  to  the  effective  date  specified  in  such  tariff,  which  effective  date  shall 
not  be  later  than  October  2,  1908. .  Such  tariff  shall  be  so  filed  and  posted 
within  seven  (7)  days  from  the  date  of  this  order  and  bear  the  following 
notation :  "  Issued  on  one  ( 1 )  day's  notice  to  the  public  and  Commission 
under  special  permission  of  the  Public  Service  Commission,  Second  District, 
State  of  New  York,  No.  604.  of  date  September  23,  1908." 

Complete  by  Supplement  No.  2  to  P.  S.  C.  No.  4236.  effective  October  2, 
1908. 

No.  605;  September  23,  1908;  Rutland  Railroad  Company: 

Ordered:  That  the  Rutland  Railroad  Company,  in  connection  with  the 
New  York  Central  and  Hudson  River  railroad,  be  and  is  hereby  author- 
ized to  establish  a  proportional  rate  of  seven  (7)  cents  per  one  hundred 
pounds  upon  shipments  of  Pulp,  Wood,  carloads,  minimum  weight  as  per 
Official  Classification  P.  S.  C  2  N.  Y.,  No.  109.  and  supplements  thereto  or 
superseding  issues  thereof,  from  Rouses  Point,  N.  Y.  (ex-Cadyville,  N.  Y.), 
to  Carthage,  N.  Y.,  via  Norwood,  N.  Y. ;  provided  that  a  tariff  namini;  said 
rate  is  filed  with  the  Commission  and  published  in  tariff  P.  S.  C,  2  N.  Y., 
No.  200.  and  posted  at  stations  at  least  one  (1)  day  prior  to  the  effective 
date  specified  in  such  tariff,  which  effective  date  shall  not  be  later  than 
October  1,  1908.  Such  tariff  shall  be  so  filed  and  posted  within  six  (6) 
days  from  the  date  of  this  order  and  bear  the  following  notation:     "Issued 
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on  one  (1)  day's  notice  to  the  public  and  Commission  under  special  peimit- 
sion  of  the  Public  Service  Commission,  Second  District,  State  of  New  York, 
No.  605,  of  date  September  23,  1908." 

Complete  by  P.  S.  C.  No.  200,  eflfective  September  26,  1908. 

No.  606;  September  25,  1908;  The  Long  Island  Railroad  Company  (The  Long 
Island  Express) : 

Ordered:  That  The  Long  Island  Railroad  Company  (The  Long  Island 
Express)  be  and  is  hereby  authorized  to  establish  upon  shipments  of  empty 
packa^s  returned  to  original  shippers  which  have  been  carried  by  express 
over  the  road  when  filled,  one-half  merchandise  rates  at  actual  weiffht,  sub- 
ject to  a  minimum  charge  of  ten  (10)  cents  per  shipment;  such  cnarge  to 
include  wagon  service  at  points  where  wagon  service  is  maintained,  prepay- 
ment to  be  required  in  case  packages  are  not  in  good  condition  or  are  not 
deemed  to  be  worth  the  transportation  charges.    It  is  further 

Ordered:  That  The  Long  Island  Railroad  Company  (The  Long  Island  Ex- 
press) be  authorized  to  esUiblish  a  regulation  providing  that  baggage  checks 
when  accompanied  by  an  order  for  the  baggage  to  be  shipped  by  express  be 
handled  without  charge;  provided  that  a  tariff  naming  said  rates,  charges, 
and  regulation  is  filed  with  the  Commission  and  published  in  tariff  P.  S.  C, 
2  N.  Y.,  No.  E-32,  and  posted  at  stations  at  least  one  (1)  day  prior  to  the 
effective  date  specified  in  such  tariff,  which  effective  date  shall  not  be  later 
than  September  30,  1908.  Such  tariff  shall  be  so  filed  and  posted  within 
five  (5)  days  from  the  date  of  this  order  and  bear  the  following  notation: 
"Issued  on  one  (1)  day's  notice  to  the  public  and  Conmiission  under  special 
permission  of  the  Public  Service  Commission,  Second  District,  State  of  New 
York,  No.  606,  of  date  September  25,  1908." 

Complete  by  P.  S.  C.  No.  E-32,  effective  September  28,  1908. 

No.  607;  September  25,  1908;  Erie  Railroad  Company: 

Ordered:  That  the  Erie  Railroad  Company  (West)  be  and  is  hereby  au- 
thorized to  establish  upon  less  carload  shipments  of  Fresh  Condensed  Milk 
or  Cream  in  ten-  (10)  gallon  cans,  rate  of  twenty  (20)  cents  per  can  from 
Randolph,  N.  Y.,  to  Salamanca,  N.  Y.;  provided  that  a  tariff  naming  said 
rate  is  filed  with  the  Commission  and  published  as  supplement  to  tariff 
P.  S.  C,  2  N.  Y.,  No.  A-168,  and  posted  at  stations  at  least  one  (1)  day 
prior  to  the  effective  date  specified  in  such  tariff,  which  effective  date  shall 
not  be  later  than  October  1,  1908.  Such  tariff  shall  be  so  filed  and  posted 
within  five  (5)  days  from  the  date  of  this  order  and  bear  the  following 
notation :  "  Issued  on  one  ( 1 )  day's  notice  to  the  public  and  Commission 
under  special  permission  of  the  Public  Service  Commission,  Second  District, 
State  of  New  York,  No.  607.  of  date  September  25,  1908." 

Complete  by  Supplement  No.  1  to  P.  S.  C.  No.  A-168,  effective  September 
29,  1908. 

No.  608 ;  September  26,  1908 ;  The  New  York  Central  and  Hudson  River  Rail- 
road Company: 

Ordered:  Tliat  The  New  York  Central  and  Hudson  River  Railroad  Com- 
pany be  and  is  hereby  authorized  to  establish  rate  of  nine  (9)  cents  per 
one  hundred  pounds  on  Barley  Malt,  Corn,  Com  Malt,  and  Malt  Sprouts,  In 
carloads,  minimum  weights  shown  in  exceptions  to  Official  Classification 
P.  S.  C,  2  N.  Y.,  No.  2672,  supplements  thereto  and  superseding  issues  thereof, 
from  Warners,  N.  Y.,  to  Forks,  N.  Y.,  inclusive,  to  stations  on  Hudson 
division  Castleton,  N.  Y.,  to  Peekskill,  N.  Y..  inclusive;  provided  that  a 
tariff  naming  said  rate  is  filed  with  the  Commission  and  published  in  Sup- 
plement No.  3  to  tariff  P.  S.  C,  2  N.  Y.,  No.  3672,  and  posted  at  stations 
at  least  one  (1)  day  prior  to  the  effective  date  specified  in  such  tariff,  which 
effective  date  shall  not  be  later  than  October  6,  1908.  Such  tariff  shall  be 
so  filed  and  posted  within  six  (6)  days  from  the  date  of  this  order  and  bear 
the  following  notation:  "Issued  on  one  (1)  dav's  notice  to  the  public  and 
Commission  under  special  permission  of  the  Public  Service  Commission, 
Second  District.  State  of  New  York,  No.  608,  of  date  September  26,  1908." 
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Complete  by  Supplement  No.  3  to  P.  S.  C.  No.  3672,  effective  October  3, 
1908. 

No.  609;  September  25,  1908;  The  New  York  Central  and  Hudson  River  Rail- 
road Company: 

Ordered:  That  The  New  York  Central  and  Hudson  River  Railroad  Com- 
pany be  and  is  hereby  authorized  to  reissue  tariff  P.  S.  C,  2  N.  Y.,  No. 
4780,  applying  on  Cider  Apples  in  bulk,  Apple  Waste,  Apple  Chops,  Apple 
Cores,  and  Apple  Skins,  and  change  same  to  read,  in  carloads,  minimum 
weight  as  per  current  Official  Classification  P.  S.  C,  2  N.  Y.,  No.  4019,  and 
supplements  thereto  or  superseding  issues  thereof;  provided  that  a  tariff  is 
filed  with  the  Commission  and  published  as  P.  S.  C,  2  N.  Y.,  No.  4830. 
superseding  tariff  P.  S.  C,  2  N.  Y.,  No.  4780,  and  posted  at  stations  at  least 
one  (1)  day  prior  to  the  effective  date  specified  in  such  tariff,  which  effective 
date  shall  not  be  later  than  October  3,  1908.  Such  tariff  shall  be  so  filed 
and  posted  within  six  (6)  days  from  the  date  of  this  order  and  bear  the 
following  notation:  "Issued  on  one  (1)  day's  notice  to  the  public  and  Com- 
mission under  special  permission  of  the  Public  Service  Commission,  Second 
District,  State  of  New  York,  No.  609,  of  date  September  26,  1908." 

Complete  by  P.  S.  C.  No.  4830,  effective  October  20,  1908. 

No.  610;  September  25,  1908;  Greenwich  and  Johnsonville  Railway  Company: 

Ordered:  That  the  Greenwich  and  Johnsonville  Railway  Company  be  and 
is  hereby  authorized  to  establish,  in  connection  with  The  Delaware  and  Hud- 
son Company,  rate  of  eighty-five  (85)  cents  per  gross  ton  to  apply  upon 
shipments  of  Stone,  Crushed  or  Broken,  in  carloads,  minimum  weight  thirty- 
five  (36)  gross  tons,  from  Northumberland,  N.  Y.,  to  Eagle  Bridge,  N.  Y., 
via  Salem,  N.  Y.;  provided  that  a  tariff  naming  said  rate  is  filed  with  the 
Commission,  published  and  posted  at  stations  at  least  three  (3)  days  prior 
to  the  effective  date  specified  in  such  tariff,  which  effective  date  shall  not  be 
later  than  October  6,  1908.  Such  tariff  shall  be  so  filed  and  posted  within 
seven  (7)  days  from  the  date  of  this  order  and  bear  the  following  notation: 
"  Issued  on  three  (3)  days*  notice  to  the  public  and  Commission  under  special 
permission  of  the  Public  Service  Commission,  Second  District,  State  of  New 
York,  No.  610,  of  date  September  25,  1908." 

Complete  by  P.  S.  C.  No.  196,  effective  October  3,  1908;  and  P.  S.  C.  No. 
197,  effective  October  5,  1908. 

No.   611;    September   25,    1908;    Buffalo,    Rochester   and   Pittsburgh   Railway 
Company  as  agent  for  the  Silver  Lake  Railway  Company: 

Ordered:  That  the  Buffalo,  Rochester  and  Pittsburgh  Railway  Company  as 
agent  for  the  Silver  Lake  Railway  Company  be  and  is  hereby  authorized  to 
establish,  in  connection  with  the  Lehigh  Valley  Railway  Company,  rate  of 
one  dollar  and  twenty  cents  ($1.20)  per  ton  of  two  thousand  (2,000)  pounds 
to  apply  upon  shipments  of  Ice,  carloads,  minimum  weight  twenty-two  (22) 
net  tons,  from  Silver  Lake,  N.  Y.,  to  Romulus,  N.  Y. ;  provided  that  a  tariff 
naming  said  rate  is  filed  with  the  Commission  and  published  in  tariff  P.  S.  C, 
2  N.  Y.,  No.  362,  and  posted  at  stations  at  least  one  (1)  dav  prior  to  the 
effective  date  specified  in  such  tariff,  which  effective  date  shall  not  be  later 
than  October  4.  1908.  Such  tariff  shall  be  so  filed  and  posted  within  six 
( 6 )  days  from  the  date  of  this  order  and  bear  the  following  notation :  "  Is- 
sued on  one  ( 1 )  day's  notice  to  the  public  and  Commission  under  special 
permission  of  the  Public  Service  Commission,  Second  District,  State  of  New 
York,  No.  611.  of  date  September  25.  1908." 

Complete  by  P.  S.  C.  No.  362,  effective  September  29,  1908. 

No.  612;  September  28,  1908;  The  Delaware  and  Hudson  Company: 

Ordered:  That  The  Delaware  and  Hudson  Company  be  and  is  hereby  au- 
thorized to  establish  upon  shipinpnts  of  Bri^k.  C^'nmon,  carloads,  maximum 
and  minimum  weight  as  provided  in  tariff  P.  S.  C,  2  N.  Y.,  No.  1559.  rate 
of  forty  (40)  cents  per  net  ton  from  Mechanic ville,  N.  Y.,  to  Albany,  N.  Y. ; 
provided  that  a  tariff  naming  said  rate  is  filed  with  the  Commission  and 
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published  in  Supplement  No.  G  to  tariff  P.  S.  C,  2  N.  Y.,  No.  1559,  and  posted 
at  stations  at  least  fifteen  (15)  days  prior  to  the  effective  date  specified  in 
sucli  tariff,  which  efl'cctive  date  shall  be  October  19,  1908.  Such  tariff  shall 
be  80  filed  and  posted  within  six  (6)  days  from  the  date  of  this  order  and 
bear  the  following  notation:  "Issued  on  not  less  than  fifteen  (15)  days* 
notice  to  the  public  and  Commission  under  special  permission  of  the  Public 
Service  Commission,  Second  District,  State  of  New  York,  No.  612,  of  date 
September  28,  1908." 

Complete  by  Supplement  No.  6  to  P.  S.  C.  No.  1569,  effective  October  19, 
1908. 

No.  613;  September  28,  1908;  Erie  Railroad  Company: 

Ordered:  That  the  Erie  Railroad  Company  be  and  is  hereby  authorized 
to  establish  upon  shipments  of  Ice,  carloads,  minimum  weight  twenty  (20) 
net  tons,  rate  of  sixty  (60)  cents  per  net  ton  from  Monroe,  N.  Y.,  to 
Thompson  Ridge,  N.  Y.;  provided  that  a  tariff  naming  said  rate  is  filed  with 
the  Commission  and  published  as  P.  S.  C,  2  N.  Y.,  No.  1042,  and  posted  at 
stations  at  least  one  (1)  day  prior  to  the  effective  date  specified  in  such 
tariff,  which  effective  date  shall  not  be  later  than  October  4,  1908.  Such 
tariff  shall  be  so  filed  and  posted  within  six  (6)  days  from  the  date  of  this 
order  and  bear  the  following  notation :  "  Issued  on  one  ( 1 )  day's  notice 
to  the  public  and  Commission  under  special  permission  of  the  Public  Service 
Commission,  Second  District,  State  of  New  York,  No.  613,  of  date  Sep- 
tember 28,  1908." 

Complete  by  P.  S.  C.  No.  1042,  effective  October  3,  1908. 

No.  614;  September  28,  1908;  The  Lake  Shore  and  Michigan  Southern  Rail- 
way Company: 

Ordered:  That  The  Lake  Shore  and  Michigan  Southern  Railway  Company 
be  and  is  hereby  authorized  to  issue  supplement  to  tariff  P.  S.  C,  2  N.  Y., 
No.  136,  and  correct  the  following  errors: 

Train  Fares:  Tariff  now  reads  "  Between  Dunkirk,  N.  Y.,  and  Forsyth, 
N.  Y.,  86c.,"  should  read  65c.;  "Between  Dunkirk,  N.  Y.,  and  Hamburg-on- 
Lake,  N.  Y.,  65c.,"  should  read  85c. ;  "  Between  Bay  View,  N.  Y.,  and  Angola, 
N.  Y.,  42c.,"  should  read  45c. 

Ticket  Fares :  Tariff  now  reads  "  Between  Dunkirk,  N.  Y.,  and  Forsyth, 
N.  Y.,  75c.,"  should  read  55c. ;  "  Between  Dunkirk,  N.  Y.,  and  Hamburg-on- 
Lake,  N.  Y.,  65c.,"  should  read  75c. 

Provided  that  a  tariff  naming  said  fares  is  filed  with  the  Commission  and 
published  in  Supplement  No.  1  to  tariff  P.  S.  C,  2  N.  Y.,  No.  135,  and  posted 
at  stations  at  least  one  (1)  day  prior  to  tlie  elTective  date  specified  in  such 
tariff,  which  effective  date  shall  not  be  later  than  October  5,  1908.  Such 
tariff  shall  be  so  filed  and  posted  within  five  (5)  days  from  the  date  of  this 
oi'der  and  bear  the  following  notation :  "  Issued  on  one  ( 1 )  day's  notice 
to  the  public  and  Commission  under  special  permission  of  the  Public  Service 
Commission,  Second  District,  State  of  New  York,  No.  614,  of  date  September 
28,  1908." 

Complete  by  Supplement  No.  1  to  P.  S.  C.  No.  135,  effective  October  4, 
1908. 

No.  615;  September  28,  1908;  The  New  York  Central  and  Hudson  River  Rail- 
road Company: 

Ordered:  That  The  New  York  Central  and  Hudson  River  Railroad  Com- 
pany be  and  is  hereby  authorized  to  establish  upon  shipments  of  Ice,  car- 
loads, minimum  weight  fifty  thousand  (50.000)  pounds  unless  marked 
capacity  of  car  is  less,  in  which  case  the  marked  capacity  of  car  will  govern, 
but  in  no  case  shall  the  minimum  weight  be  less  than  forty  thousand 
(40,000)  pounds,  from  Lacona,  N.  Y.,  to  Pulaski,  N.  Y.,  rate  of  forty  (40) 
cents  per  net  ton;  and  to  ^lexico,  N.  Y.,  rate  of  forty-five  (45)  cents  per 
net  ton;  provided  that  a  tariff  naming  said  rates  is  filed  with  the  Commis- 
sion and  published  in  tariff  P.  S.  C,  2  N.  Y.,  No.  4857,  and  posted  at  stations 
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at  least  one  ( 1 )  day  prior  to  the  effective  date  specified  in  such  tariff,  which 
effective  date  shall  not  be  later  than  October  4,  1908.  Such  tariff  shall  be  so 
filed  and  posted  within  six  (6)  days  from  the  date  of  this  order  and  bear 
the  following  notation:  "Issued  on  one  (1)  day's  notice  to  the  public  and 
Commission  under  si>ecial  permission  of  the  Public  Service  Commission, 
Second  District,  State  of  New  York,  No.  615,  of  date  September  28,  1908/' 
Complete  by  P.  S.  C.  No.  4857,  effective  October  2,  1908. 

No.  016;   September  28,  1908;  Penn  Yan,  Keuka  Park  and  Branchport  Rail- 
way Company: 

Upon  application  of  the  Penn  Yan,  Keuka  Park  and  Branchport  Railway 
Company,  it  appearing  through  misunderstanding  that  Official  Classification 
No.  32  and  supplements  thereto  were  not  filed  with  the  Commission,  and  it 
being  the  desire  of  such  corporation  to  apply  the  classifications  provided  in 
such  schedule  to  its  freight  business,  and  for  other  good  cause  shown,  it  is 

Ordered:  That  the  Penn  Yan,  Keuka  Park  and  Branchport  Railway  Com- 
pany be  and  is  hereby  authorized  to  establish  the  classifications  applying  to 
the  shipment  of  freight  as  is  provided  in  schedule  known  as  Official  Classi- 
fication No.  32,  and  effective  supplements  thereto;  provided  that  a  tariff 
naming  said  classifications  is  filed  with  the  Commission  and  published  in 
tariff  P.  S.  ('.,  2  N.  Y.,  No.  9,  and  supplements  thereto,  and  posted  at  stations 
at  least  tfiroe  (3)  days  prior  to  the  effective  date  specified  in  such  tariff, 
which  effective  date  shall  not  be  later  than  October  6,  1908.  Such  tariff  shall 
be  so  filed  and  posted  within  eight  (8)  days  from  the  date  of  this  order  and 
bear  the  following  notation:  "Issued  on  three  (3)  days*  notice  to  the  public 
and  Commission  under  special  permission  of  the  Public  Service  Commission, 
Second  District,  State  of  New  York,  No.  616,  of  date  September  28,  1908." 

Complete  by  P.  S.  C.  No.  9,  effective  October  6,  1908. 

No.  018;  September  29,  1908;  Penn  Yan,  Keuka  Park  and  Branchport  Rail- 
way Company: 

Ordered:  That  the  Penn  Yan,  Keuka  Park  and  Branchport  Railway  Com- 
pany be  and  is  hereby  authorized  to  establish  local  proportional  rate  of 
fifteen  (15)  cents  per  net  ton  on  Ice,  carloads,  minimum  weight  forty 
thousand  (40,000)  pounds,  from  Park  Landing,  N.  Y.  (ice  house  switch), 
to  Penn  Yan,  N.  Y.,  when  destined  for  points  beyond  Penn  Yan,  N.  Y.,  via 
Northern  Central  railway  and  its  connections;  provided  that  a  tariff  naming 
said  rate  is  filed  with  the  Commission  and  published  in  tariff  P.  S.  C,  2 
N.  Y.,  No.  10,  and  posted  at  stations  at  least  one  (1)  day  prior  to  the 
effective  date  specified  in  such  tariff,  which  effective  date  shall  not  be  later 
than  October  5,  1908.  Such  tariff  shall  be  so  filed  and  posted  within  five 
(5)  days  from  the  date  of  this  order  and  bear  the  following  notation: 
"  Issued  on  one  ( 1 )  day's  notice  to  the  public  and  CJommission  under  special 
permission  of  the  Public  Service  Commission,  Second  District,  State  of  New 
York,  No.  618,  of  date  September  29,  1908." 

Complete  by  P.  S.  C.  No.  10,  effective  October  5,  1908. 

No.  619;  September  29,  1908;  The  Delaware  and  Hudson  Company: 

Ordered:  That  The  Delaware  and  Hudson  Company  be  and  is  hereby 
authorized  to  establish,  in  connection  with  the  Rutland  Railroad  Company, 
rate  of  nine  (9)  cents  per  one  hundred  pounds  on  Pulp,  Wood,  minimum 
weight  as  per  Official  Classification  P.  S.  C,  2  N.  Y.,  No.  1600,  supplements 
thereto  and  superseding  issues  thereof,  from  Cadyville,  N.  Y.,  to  Norwood, 
N.  Y.,  via  Rouses  Point,  N.  Y.;  provided  that  a  tariff  naming  said  rate  is 
filed  with  the  Commission  and  published  in  tariff  P.  S.  C,  2  N.  Y.,  No.  1730, 
and  posted  at  stations  at  least  one  (1)  day  prior  to  the  effective  date  speci- 
fied in  such  tariff,  which  effective  date  shall  not  be  later  than  October  6,  1908. 
Such  tariff  shall  be  so  filed  and  posted  within  six  (6)  days  from  the  date 
of  this  order  and  bear  the  following  notation:  "Issued  on  one  (1)  day's 
notice  to  the  public  and  Commission  under  special  permission  of  the  Public 
Service  Commission,  Second  District,  State  of  New  York,  No.  619,  of  date 
September  29,  1908." 

Complete  by  P.  S.  C.  No.  1736,  effective  October  3,  1908. 
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No.  620;  September  30,  1908;  The  New  York  Central  and  Hudson  River  Rail- 
road Company: 

Ordered:  That  The  New  York  Central  and  Hudson  River  Railroad  Com- 
pany be  and  is  hereby  authorized  to  establish  upon  shipments  of  Ice,  car- 
loads, minimum  weight  fifty  thousand  (50,000)  pounds  unless  marked 
capacity  of  car  is  less,  in  which  case  marked  capacity  of  car  will  govern,  but 
in  no  case  shall  the  minimum  weight  be  less  than  forty  thousand  (40,000) 
pounds,  rate  from  Towners,  N.  Y.,  to  Pawling,  N.  Y.,  of  sixty  (60)  cents 
per  net  ton;  and  to  Baldwin  Place,  N.  Y.,  of  seventy-five  (75)  cents  per 
net  ton;  provided  that  a  tariff  naming  said  rates  is  filed  with  the  Commis- 
sion and  published  in  tariff  P.  S.  C,  2  N.  Y.,  No.  4862,  and  posted  at  stations 
at  least  one  (1)  day  prior  to  the  effective  date  specified  in  such  tariff,  which 
effective  date  shall  not  be  later  than  October  6,  1908.  Such  tariff  shall  be  so 
filed  and  posted  within  .six  (6)  days  from  the  date  of  this  order  and  bear  the 
following  notation:  *' Issued  on  one  (1)  day*s  notice  to  the  public  and  Com- 
mission under  special  permission  of  the  Public  Service  Commission,  Second 
District,  State  of  New  York,  No.  620,  of  date  September  30,  1908." 

Complete  by  P.  S.  C.  No.  4862,  effective  October  3,  1908. 

No.  021;  September  30,  1908;  Erie  Railroad  Company: 

Ordered:  That  the  Erie  Railroad  Company  be  and  is  hereby  authorized, 
in  connection  with  the  Dansville  and  Mount  Morris  Railroad  Company,  to 
establisli  rate  of  one  dollar  ($1.00)  per  net  ton  on  Ice,  carloads,  minimum 
weight  twenty  (20)  net  tons,  from  Elmira,  N.  Y.,  to  Dansville,  N.  Y. ;  pro- 
vided that  a  tariff  naming  said  rate  is  filed  with  the  Commission  and  pub- 
lished in  tariff  P.  S.  C,  2  N.  Y.,  No.  1044,  and  posted  at  stations  at  least 
one  ( 1 )  day  prior  to  the  effective  date  specified  in  such  tariff,  which  effective 
date  shall  not  be  later  than  October  6,  1908.  Such  tariff  shall  be  so  filed 
and  posted  within  six  (6)  days  from  the  date  of  this  order  and  bear  the 
following  notation:  "  Issued  on  one  (1)  day's  notice  to  the  public  and  Com- 
mission under  special  permission  of  the  Public  Service  Commission,  Second 
District,  State  of  New  York,  No.  621,  of  date  September  30,  1908." 

Complete  by  P.  S.  C.  No.  1044,  effective  October  6,  1908. 

No.  622;  September  30,  1908;  Erie  Railroad  Company: 

Ordered:  That  the  Erie  Railroad  Company  be  and  is  hereby  authorized 
to  establish  rate  of  sixty  (60)  cents  per  net  ton  on  Ice,  carloads,  minimum 
weight  twenty  (20)  net  tons,  from  Monroe,  N.  Y.,  to  Circleville,  N.  Y.;  pro- 
vided that  a  tariff  naming  said  rate  is  filed  with  the  Commission  and  pub- 
lished in  tariff  P.  S.  C,  2  N.  Y.,  No.  1042,  and  posted  at  stations  at  least  one 
(1)  day  prior  to  the  effective  date  specified  in  such  tariff,  which  effective  dato 
shall  not  be  later  than  October  6,  1908.  Such  tariff  shall  be  so  filed  and 
posted  within  six  (6)  days  from  the  date  of  this  order  and  bear  the  follow- 
ing notation :  "  Issued  on  one  ( 1 )  day's  notice  to  the  public  and  CJommissiou 
under  special  permission  of  the  Public  Service  Commission,  Second  District, 
State  of  New  York,  No.  622.  of  date  September  30,  1908." 

Complete  by  P.  S.  C.  No.  1042,  effective  October  3,  1908. 

No.  623;  September  30,  1908;  The  New  York  Central  and  Hudson  River  Rail- 
road Company: 

Ordered:  That  The  New  York  Central  and  Hudson  River  Railroad  Com- 
pany be  and  is  hereby  authorized  to  establish  upon  shipments  of  Fluxing 
Stone,  carloads,  minimum  weight  marked  capacity  of  car,  but  not  less  than 
twenty  (20)  gross  tons,  rate  of  one  dollar  ($1.00)  per  gross  ton,  from  Lake 
Bonaparte,  N.  Y.,  to  Buffalo,  N.  Y.,  East  Buffalo,  N.  Y.,  and  Black  Rock, 
N.  Y.;  provided  that  a  tariff  naming  said  rate  is  filed  with  the  Commission 
and  published  in  tariff  P.  S.  C,  2  N.  Y.,  No.  4863,  and  posted  at  stations 
at  least  three  (3)  days  prior  to  the  effective  date  specified  in  such  tariff, 
which  effective  date  shall  not  be  later  than  October  10,  1908.  Such  tariff 
shall  be  so  filed  and  posted  within  eight  (8)  days  from  the  date  of  this  order 
and  bear  the  following  notation:  *° Issued  on  three  (3)  days*  notice  to  the 
public  and  Commission  under  special  permission  of  the  Public  Service  Com- 
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mission,  Second  District,  State  of  New  York,  No.  623,  of  date  September  30, 
1908." 
Complete  by  P.  S.  C.  No.  4863,  effective  October  6,  1908. 

Xo.  024;  September  30,  1908;  The  New  York  Central  and  Hudson  River  Rail- 
road Company: 

Ordered:  That  The  New  York  Central  and  Hudson  River  Railroad  Com- 
pany be  and  is  hereby  authorized  to  amend  its  tariff  P.  S.  C,  2  N.  Y.,  No. 
480,  and  supplement  thereto,  applying  to  the  shipment  of  Milk,  Cream,  and 
Pot  Cheese  (when  shipped  on  milk  trains)  from  stations  on  R.,  W.  &  O. 
division  as  specified  in  the  tariff,  to  130th  and  33rd  Streets,  New  York,  N.  Y., 
by  adding  Yonkers,  N.  Y.,  as  a  point  of  destination,  the  same  rates,  con- 
ditions, and  privileges  to  apply  as  are  now  in  effect  and  applying  to  ship- 
ments to  or  from  130th  and  33rd  Streets,  New  York,  N.  Y.;  provided  that  a 
tariff  containing  said  amendment  is  filed  with  the  Commission  and  published 
as  Supplement  No.  3  to  tariff  P.  S.  C,  2  N.  Y.,  No.  480,  and  posted  at  sta- 
tions at  least  one  (1)  day  prior  to  the  effective  date  specified  in  such  tariff, 
which  effective  date  shall  not  be  later  than  October  6,  1908.  Such  tariff 
shall  be  so  filed  and  posted  within  five  (5)  days  from  the  date  of  this  order 
and  bear  the  following  notation :  "  Issued  on  one  ( 1 )  day's  notice  to  the 
public  and  Commission  under  special  permission  of  the  Public  Service  Com- 
mission.  Second  District,  State  of  New  York,  No.  624,  of  date  September  30, 
1908." 

Complete  by  Supplement  No.  3  to  P.  S.  C.  No.  480,  effective  October  3,  1908. 

No.  625;   October  1,  1908;  The  Pittsburg,  Shawmut  and  Northern  Railroad 
Company,  Frank  Sullivan  Smith,  Receiver: 

Ordered:  That  The  Pittsburg,  Shawmut  and  Northern  Railroad  Company, 
Frank  Sullivan  Smith,  Receiver,  be  and  is  hereby  authorized,  in  connection 
with  the  Buffalo  and  Susquehanna  Railroad  Company,  to  establish  round-trip 
passenger  fares,  for  adults  and  children,  to  Wells vi lie,  N.  Y.,  for  excursion, 
tickets  to  be  sold  good  going  and  returning  on  special  train,  October  2,  1908, 
only: 

From  Adults.         Children. 

Hollvnr.  N.  Y $1  25  $0  65 

RIchburg,    N.    Y 1  15  60 

West  Notch,  N.  Y 1  00  50 

Nile,  N.  Y 80  40 

Friendship,  N.  Y 65  35 

Hlgglns.   N.   Y 60  80 

Angelica.  N.  Y 70  35 

Provided  that  a  tariff  naming  said  rates  is  filed  with  the  Commission  and 
published  in  tariff  P.  S.  C,  2  N.  Y.,  No.  P-73,  and  posted  at  stations  on  the 
effective  date  specified  in  such  tariff,  which  effective  date  shall  be  October  2, 
1908.  Such  tariff  shall  bear  the  following  notation :  "  Issued  to  the  public 
and  Commission  under  special  permission  of  the  Public  Service  Commission, 
Second  District,  State  of  New  York,  No.  625,  of  date  October  1,  1908." 
Complete  by  P.  S.  C.  No.  P-73,  effective  October  2,  1908. 

No.  626;  October  2,  1908;  Little  Falls  and  Dolgeville  Railroad  Company: 

Ordered:  That  the  Little  Falls  and  Dolgeville  Railroad  Company  be  and 
is  hereby  authorized,  in  connection  with  The  New  York  Central  and  Hudson 
River  Railroad  Company  and  Boston  and  Maine  Railroad,  to  establish  rate  of 
$2.25  per  net  ton  on  Piles,  carloads,  minimum  weight  as  per  Official  Classifi- 
cation P.  S.  C,  2  N.  Y.,  No.  74,  supplements  thereto  and  superseding  issues 
thereof,  from  Salisbuiy  Center,  N.  Y.,  to  Scotia,  N.  Y.,  via  Little  Falls,  N.  Y., 
and  Rotterdam  Junction,  N.  Y. ;  provided  that  a  tariff  naming  said  rate  is 
filed  with  the  Commission  and  published  in  tariff  P.  S-  C,  2  N.  Y.,  No.  89, 
and  posted  at  stations  at  least  three  (3)  days  prior  to  the  effective  date 
specified  in  such  tariff,  which  effective  date  shall  not  be  later  than  October  10, 
1908.  Such  tariff  shall  be  so  filed  and  posted  within  seven  (7)  days  from 
the  date  of  this  order  and  bear  the  following  notation:  "  Issued  on  three  (3) 
days'  notice  to  the  public  and  Commission  under  special  permission  of  the 
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Public  Service   Commission,   Second  District,  State  of  New  York,  No.  626, 
of  date  October  2,  1908." 

Complete  by  P.  S.  C.  No.  89,  effective  Ck;tober  9,  1908. 

No.  627;  October  3,  1908;  Middleburgh  and  Schoharie  Railroad  Company: 

Ordered:  That  the  Middleburgh  and  Schoharie  Railroad  Company  be  and 
is  hereby  authorized  to  establish  rate  of  fifteen  dollars  ($15.00)  for  special 
train  of  two  passenger  cars  from  Middleburgh,  N.  Y.,  to  Schoharie  Court 
House,  N.  Y.,  and  return,  such  special  train  going  and  returning  on  Tues- 
day, October  6,  1908;  all  passengers  boarding  train,  in  either  direction,  to 
be  carried  free;  such  special  train  to  leave  Middleburgh,  N.  Y.,  at  about 
seven- thirty  (7:30)  p.  m.,  October  6,  1908,  and  to  return  leaving  Schoharie 
Court  House,  N.  Y.,  after  the  close  of  political  meeting;  provided  that  a 
tariff  naming  said  rate  is  filed  with  the  Commission  and  published  in 
tariff  P.  S.  C.  2  N.  Y.,  No.  7,  and  posted  at  stations  at  least  one  (1)  day 
prior  to  the  effective  date  specified  in  such  tariff,  which  effective  date  shall 
be  October  6,  1908.  Such  tariff  shall  be  so  filed  and  posted  within  two  (2) 
days  from  the  date  of  this  order  and  bear  the  following  notation :  "  Issued 
on  one  (1)  day's  notice  to  the  public  and  Commission  under  special  per- 
mission of  the  Public  Service  Commission,  Second  District,  State  of  New 
York,  No.  627,  of  date  October  3,  1908." 
Complete  by  P.  S.  C-  No.  7,  effective  October  6,  1908. 

No.  628;   October  5,   1908;   The  New  York  Central  and  Hudson  River  Rail- 
road Company: 

Ordered:  That  The  New  York  Central  and  Hudson  River  Railroad  Com- 
pany be  and  is  hereby  authorized  to  establish  on  Pumpkins,  carloads,  mini- 
mum weight  as  per  Official  Classification,  to  Oneida,  N.  Y.,  the  following 
rates  from  various  stations  on  R.,  W.  &  O.  division,  in  cents  per  one  hundred 
pounds: 

Adams.  N.  Y 8%c.  McConnpllsvllle,   N.  Y (i%c. 

Altmar.  N.  Y 7c.  Plerrepont  Manor,  N.  Y 8c. 

Blossvale,  N.  Y 6c.  Rices,   N.  Y 8%c. 

Camden.  N.  Y 7c.  Hlchland.  N.  Y 7^c. 

Edison,  N.  Y 8%c.  Watertown.   N.   Y Si^c. 

Kasoag.  N.  Y 7c.  W'estdalo.  N.  Y 7c. 

Lacona.  N.  Y 7VjC.  Wllllamstown.  N.  Y 7c. 

Mannsvllle,   N.   Y 8c. 

Provided  that  a  tariff  naming  said  rates  is  filed  with  the  Commission  and 
published  in  tariff  P.  S.  C,  2  N.  Y.,  No.  4875,  and  posted  at  stations  at 
least  one  (1)  day  prior  to  the  effective  date  specified  in  such  tariff,  which 
effective  date  shall  not  be  later  than  October  16,  1908.  Such  tariff  shall  be 
so  filed  and  posted  within  ten  (10)  days  from  the  date  of  this  order  and 
bear  the  following  notation :  "  Issued  on  one  ( 1 )  day*s  notice  to  the  pub- 
lic and  Commission  under  special  permission  of  the  Public  Service  Commis- 
sion, Second  District,  State  of  New  York,  No.  628,  of  date  October  5,  1908." 
Complete  by  P.  S.  C.  No.  4875,  effective  October  9,  1908. 

No.  629;   October  5,   1908;  The  New  York  Central  and  Hudson  River  Rail- 
road Company: 

Ordered:  That  The  New  York  Central  and  Hudson  River  Railroad  Com- 
pany be  and  is  hereby  authorized,  in  connection  with  West  Shore  Rail- 
road (The  New  York  Central  and  Hudson  River  Railroad  Coropany,  I^essee), 
to  establish  rate  of  one  dollar  and  seventy-five  cents  ($1.75)  per  net  ton 
on  Brick,  Common,  carloads,  minimum  weight  as  per  Official  Classification, 
from  Corning,  N.  Y..  to  Canajoharie,  N.  Y. ;  the  said  rate  not  to  be  exceeded 
to  or  from  intermediate  points;  provided  that  a  tariff  naming  said  rate  be- 
tween the  pointa  above  stated  and  the  said  or  lower  rates  to  specified  inter- 
mediate destinations,  and  also  the  said  or  lower  rates  from  any  intermediate 
shipping  points  at  which  the  traffic  above  described  is  the  subject  of  sale 
and  transportation,  is  filed  with  the  Commission  under  P.  S.  C.,  2  N.  Y., 
No.  4873,  and  posted  at  stations  at  least  three  days  prior  to  the  effective 
date  specified  in   such   tariff,   which  effective   date   shall   not   be   later   than 
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October  21,  1008.  Such  tariff  8hall  be  so  filed  and  posted  within  thir- 
teen (13)  days  from  the  date  of  this  order  and  bear  the  following  notation: 
"Issued  on  three  (3)  days*  notice  to  the  public  and  Commission  under 
special  permission  of  the  Public  Service  Commission,  Second  District,  State 
of  New  York,  No.  629,  of  date  October  5,  1908." 

Complete  by  P.  S.  C.  No.  4873,  effective  October  21,  1908. 

No.  G30;   October  6,  1908  j   The  Staten  Island  Rapid  Transit  Railway  Com- 
pany : 

Upon  application  of  The  Staten  Island  Rapid  Transit  Railway  Company, 
filed  October  3,  1908,  it  appearing  that  through  oversight  Supplement  No. 
5  to  tariff  P.  S.  C,  2  N.  Y.,  No.  17  (Official  Classification  No.  32),  was 
furnished  to  agents  but  not  filed  with  the  Commission,  and  it  being  the  de- 
sire to  apply  the  classifications  provided  in  such  schedule  to  the  freight 
business  of  such  corporation,  and  for  other  good  cause  shown,  it  is 

Ordered:  That  The  Staten  Island  Rapid  Transit  Railway  Company  be 
and  is  hereby  authorized  to  establish  the  classifications  applying  to  the  ship- 
ment of  freight  as  is  provided  in  schedule  known  as  Supplement  No.  5  to 
Official  Classification  No.  32;  provided  that  a  schedule  naming  said  classifi- 
cations is  filed  with  the  Commission  and  published  in  Supplement  No.  5 
to  tariff  P.  S.  C,  2  N.  Y.,  No.  17,  and  posted  at  stations  at  least  three  (3) 
days  prior  to  the  effective  date  specified  in  such  schedule,  which  effective 
date  shall  not  be  later  than  October  12,  1908.  Such  schedule  shall  be  so 
filed  and  posted  within  five  (5)  days  from  the  date  of  this  order  and  bear  the 
following  notation:  "Issued  on  three  (3)  days'  notice  to  the  public  and 
Commission  under  special  permission  of  the  Public  Service  Commission, 
Second  District,  State  of  New  York,  No.  630,  of  date  October  6,  1908." 

Complete  by  Supplement  No.  5  to  P.  S.  C.  N<v  17,  effective  October  12, 
1908. 

No.  631;  October  6,  1908;  Unadilla  Valley  Railway  Company: 

Upon  application  of  the  Unadilla  Valley  Railway  Company,  filed  October  6, 
1908,  it  appearing  that  through  misunderstanding  Official  Classification 
No.  32  and  supplements  thereto  were  not  filed  with  the  Commission,  and  it 
being  the  desire  of  such  corporation  to  apply  the  classifications  provided  in 
such  schedule  to  its  freight  business,  and  for  other  good  cause  shown,  it  is 

Ordered:  That  the  Unadilla  Valley  Railway  Company  be  and  is  hereby 
authorized  to  establish  the  classifications  applying  to  the  shipment  of  freight 
over  its  line  of  railway  as  provided  in  schedule  known  as  Official  Classifi- 
cation No.  32  and  effective  supplements  thereto;  provided  that  a  schedule 
naming  said  classifications  is  filed  with  the  Ck)mmis8ion  and  published  in 
tariff  P.  S.  C,  2  N.  Y.,  No.  7,  and  supplements  thereto  Nos.  1,  2,  3,  4,  and  6, 
and  posted  at  stations  at  least  three  (3)  days  prior  to  the  crffective  date 
specified  in  such  schedule  and  supplements,  which  effective  date  shall  be 
October  12.  1908.  Such  schedule  and  supplements  shall  be  so  filed  and 
posted  within  five  (5)  days  from  the  date  of  this  order  and  bear  the  follow- 
ing notation:  "Issued  on  three  (3)  days'  notice  to  the  public  and  Commis- 
sion under  special  permission  of  the  Public  Service  Commission,  Second  Dis- 
trict, State  of  New  York,  No.  631,  of  date  October  6,   1908." 

It  is  further  Ordered:  That  the  Unadilla  Valley  Railway  Company  be  and 
is  hereby  authorized  to  establish  the  classifications  applying  to  the  shipment 
of  freight  over  its  railway  as  is  provided  in  schedule  known  as  Supple- 
ment No.  6  to  Official  Classification  No.  32;  provided  that  a  schedule  naming 
said  classifications  is  filed  with  the  Commission  and  published  in  Supple- 
ment No.  6  to  P.  S.  C,  2  N.  Y.,  No.  7,  and  posted  at  stations  at  least 
twenty  (20)  days  prior  to  the  effective  date  specified  in  such  schedule,  which 
effective  date  shall  be  November  1,  1908.  Such  schedule  shall  be  so  filed 
and  posted  within  five  (5)  days  from  the  date  of  this  order  and  bear  the 
following  notation:  "Issued  on  twenty  (20)  days'  notice  to  the  public  and 
Commission  under  special  permission  of  the  Public  Service  Commission, 
Second  District,  State  of  New  York,  No.  631,  of  date  October  0,   1908." 
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Complete  by  P.  S.  C.  No.  7,  and  Supplements  Noe.  1,  2,  3,  4,  5,  effective 
October  12,  1908,  and  Supplement  No.  6,  effective  November   1,  1908, 

No.  632;  October  6,  1908;   Unadilla  Valley  Railway  Company: 

Upon  application  of  the  Unadilla  Valley  Railway  Company,  filed  October  6, 
1908,  it  appearing  that  on  account  of  Official  Classification  No.  32  and  sup* 
plements  tiiereto  not  having  been  filed  with  the  Commission  and  published  at 
stations,  the  exceptions  to  such  classification  as  contained  in  the  Commis- 
sion's order  of  date  September  17,  1908,  in  the  matter  of  marking  of  less 
than  carload  shipments  of  freight,  could  not  be  issued  and  made  effective 
until  after  the  classification  had  been  established,  and  for  other  good  cause 
shown,  it  is 

Ordered:  That  the  Unadilla  Valley  Railway  Company  be  and  is  hereby 
authorized  to  establish  exceptions  to  Oflicial  Classification  and  supplements 
thereto,  such  exceptions  to  contain  the  amending  of  Rule  3  to  conform  to  the 
order  of  the  Commission  of  date  September  17,  1908,  in  the  matter  of  mark- 
ing of  less  than  carload  shipments  of  freight;  provided  that  a  tariff  naming 
said  exceptions  is  filed  with  the  Commission  and  published  in  tariff  P.  S.  C, 
2  N.  Y.,  No.  8,  and  posted  at  stations  at  least  three  (3)  days  prior  to  the 
effective  date  specified  in  such  tariff,  which  effective  date  shall  be  October  12, 
1908.  Such  tariff  shall  be  so  filed  and  posted  within  five  (5)  days  from 
the  date  of  this  order  and  bear  the  following  notation:  "  Issued  on  three  (3) 
days*  notice  to  the  public  and  Commission  under  special  permission  of  the 
Public  Service  Commission,  Second  District,  State  of  New  York,  No.  632, 
of  date  October  6,  1908." 

Complete  by  P.  S.  C.  No.  8,  effective  October  12,  1908. 

No.   633;    October   6,    1908;    Boston   and   Albany   Railroad    (N.   Y.   C.   &  H. 
R.  R.  R.  Co.  Lessee)  : 

Ordered:  That  the  Boston  and  Albany  Railroad  (The  New  York  Central 
and  Hudson  River  Railroad  Company,  Lessee)  be  and  is  hereby  authorized 
to  establish  Rules  and  Regulations  for  the  Transportation  of  Explosives, 
such  rules  and  regulations  to  be  those  approved  by  the  Interstate  Commerce 
Commission  and  ordered  effective  October  15,  1908;  provided  that  a  schedule 
naming  such  rules  and  regulations  is  filed  with  the  Commission  and  pub- 
lished in  tariff  P.  S.  C,  2  N.  Y.,  No.  112,  and  posted  at  stations  at  least 
three  (3)  days  prior  to  the  effective  date  si^ecified  in  such  schedule,  which 
effective  date  shall  not  be  later  than  October  15,  1908.  Such  tariff  shall 
be  so  filed  and  posted  within  five  (5)  days  from  the  date  of  this  order  and 
bear  the  following,'  notation:  "Issued  on  three  (3)  days'  notice  to  the  public 
and  Commission  under  s})ccial  permission  of  the  Public  Service  Commis>s'on, 
Second  District,  State  of  New  York,  No.  633,  of  date  October  6,  1908." 

Complete  by  P.  S.  C.  No.  112,  effective  October  15,  1908. 

No.  634;   October  6,  1908;  The  New  York  Central  and  Hudson  River  Rail- 
road Company: 

Ordered:  That  The  New  York  Central  and  Hudson  River  Railroad  Com- 
pany be  and  is  hereby  authorized  to  establish,  on  shipments  of  Ice,  carloads, 
minimum  weight  fifty  thousand  (50,000)  pounds  unless  marked  capacity  of 
car  is  less,  in  which  case  marked  capacity  of  car  will  govern,  but  not  less 
than  forty  thousand  (40,000)  pounds,  the  rates  from  Furniss,  N.  Y.,  to 
Watertown,  N,  Y.,  fifty-five  cents  ($0.55)  per  net  ton;  and  to  Sacketts 
Harbor,  N.  Y.,  sixty-five  cents  ($0.65)  per  net  ton,  said  rates  not  to  be  ex- 
ceeded to  or  from  intermediate  points;  provided  that  a  tariff  naming  said 
rates  between  the  points  above  stated  and  the  said  or  lower  rates  to  speci- 
fied intermediate  destinations,  and  also  the  said  or  lower  rates  from  any  inter- 
mediate shipping  points  at  which  the  traffic  above  described  is  the  subject 
of  sale  and  transportation,  is  filed  with  the  Commission  and  published  in 
tariff  P.  8.  C,  2  N.  Y.,  No.  4880,  and  posted  at  stations  at  least  one  (1) 
day  prior  to  the  effective  date  specified  in  such  tariff,  which  effective  date 
shall  not  be  later  than  October   12,   1908.     Such  tariff  shall  be  so  filed  and 
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posted  within  five   (6)    days  from  the  date  of  this  order  and  bear  the  fol- 
lowing notation:     "Issued  on  one   (1)    day's  notice  to  the  public  and  Com- 
mission under  special  permission  of  the  Public  Service  Commission,  Second 
District,  State  of  New  York,  No.  634,  of  date  October  6,  1908." 
Complete  by  P.  S.  C.  No.  4880,  effective  October  12,  1908. 

No.   635;    October   7,   1908;   The   Delaware,   Liackawanna   and  Western  Rail- 
road Company: 

Ordered:  That  The  Delaware,  Lackawanna  and  Western  Railroad  Com- 
pany be  and  is  hereby  authorized  to  establish,  upon  shipments  of  Apples, 
carloads,  minimum  weij^ht  as  per  Official  Classification  P.  S.  C,  2  N.  Y., 
No.  475,  supplements  thereto  and  superseding  issues  thereof,  to  East  Beth- 
any, N.  Y.,  tlie  following  rates  from  Mt.  Morris,  N.  Y.,  Leicester,  N.  Y.,  and 
Greigsvillp,  N.  \'.,  four  and  one-half  (4V2)  cents  per  one  hundred  pounds; 
from  Crai;^s,  N.  Y'.,  to  Linwood,  N.  Y.,  three  and  one-half  (3^^)  cents 
f)er  one  hundred  pounds;  and  from  Buffalo,  Rochester  and  Pittsburgh  Junc- 
tion, N.  Y.,  two  and  one-half  {2V2)  cents  per  one  hundred  pounds;  pro- 
vided that  a  tariff  naming  said  rates  is  filed  with  the  Commission  and  pub- 
lished in  tariff  P.  S.  C,  2  N.  Y.,  No.  611,  and  posted  at  stations  at  least 
three  (3)  days  prior  to  the  effective  date  specified  in  such  tariff,  which 
effective  date  shall  not  be  later  than  October  19,  1908.  Such  tariff  shall  be 
so  filed  and  posted  within  ten  (10)  days  from  the  date  of  this  order  and 
bear  the  following  notation:  "Issued  on  three  (3)  days*  notice  to  the  pub- 
lic and  Commission  under  special  permission  of  the  Public  Service  Commis- 
sion, Second  District,  State  of  New  York,  No.  635,  of  date  October  7,  1908." 

Complete  by  P.  S.  C.  No.  611,  effective  October  12,  1908. 

No.   636;    October  7,   1908;   The   Delaware,   Lackawanna  and  Western   Rail- 
road Company: 

Ordered:  That  The  Delaware,  Lackawanna  and  Western  Railroad  Com- 
pany be  and  is  hereby  authorized,  in  connection  with  the  New  York,  Ontario 
and  Western  Railway  Company,  to  establish,  upon  shipments  of  Cider  Apples 
in  bulk,  carloads,  minimum  weight  thirty  thousand  (30,000)  pounds,  to 
Bouckville,  N.  Y.,  the  following  rates:  From  Binghamton,  N.  Y.,  to  Chcnan^'O 
Bridge,  N.  Y.,  Chenango  Forks,  N.  Y.,  Willards,  N.  Y.,  Greene,  N.  Y.,  Bris- 
bin,  N.  Y.,  Coventry,  N.  Y.,  Oxford,  N.  Y.,  Haynes,  N.  Y.,  Norwich,  N.  Y., 
Galena,  N.  Y.,  Sherburne.  N.  Y.,  Poolville,  N.  Y.,  North  Brookfield,  N,  Y'., 
Sangerfield,  N.  Y.,  and  Waterville,  N.  Y.,  eight  and  one-half  (8V2)  cents 
per  one  hundred  pounds;  and  from  Barker,  N.  Y.,  Whitney's  Point,  N.  Y., 
Lisle,  N.  Y.,  Killawog,  N.  Y.,  Marathon,  N.  Y.,  Messengerville,  N.  Y., 
Blo«lgett*s  ^lills,  N.  Y.,  Cortland,  N.  Y.,  and  Homer,  N.  Y.,  nine  and  one- 
half  (9*/^)  cents  per  one  hundred  pounds;  provided  that  the  said  rates 
are  filed  with  the  Commission  in  tariff  P.  S.  C,  2  N.  Y.,  No.  610,  and  posted 
at  stations  at  least  three  (3)  days  prior  to  the  effective  date  specified  in 
such  tariff,  which  effective  date  shall  not  be  later  than  October  19,  1908. 
Such  tariff  shall  be  so  filed  and  posted  within  ten  (10)  days  from  the  date 
of  this  order  and  bear  the  following  notation:  "Issued  on  three  (3)  days' 
notice  to  the  public  and  Commission  under  special  permission  of  the  Public 
Service  Commission,  Second  District,  State  of  New  York,  No.  636,  of  date 
October  7,  1908." 

Complete  by  P.  S.  C.  No.  610,  effective  October  12,  1908. 

No.  637;   October  8,   1908;  The  New  York  Central  and  Hudson  River  Rail- 
road (Tompany: 

Ordered:  That  The  New  York  Central  and  Hudson  River  Railroad  Com- 
pany be  and  is  hereby  authorized  to  establish,  in  connection  with  the  Rut- 
land Rnilroad  Company  and  The  Delaware  and  Hudson  Company,  rate  of 
two  dollars  ($2.00)  per  gross  ton  on  Iron  Ore,  in  carloads,  minimum  weight 
marked  capacity  of  car,  but  not  less  than  twenty  (20)  gross  tons,  from 
Benson  MinOvS,  N.  Y.,  to  Standish,  N.  Y.,  via  Norwood,  N.  Y.,  and  Rouses 
Point,  N.  Y.;  provided  that  a  tariff  naming  said  rate  is  filed  with  the  Com- 
mission and  published  in  tariff  P.  S.  C,  2  N.  \'.,  No.  4893,  and  posted  at 
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stations  at  least  one  (1)  day  prior  to  the  effective  date  specified  in  such 
tariff,  which  effective  date  shall  not  be  later  than  October  20,  1908.  Such 
tariff  shall  be  so  filed  and  posted  within  ten  (10)  days  from  the  date  of  this 
order  and  bear  the  following  notation :  "  Issued  on  one  ( 1 )  day's  notice 
to  the  public  and  Commission  under  special  permission  of  the  Public  Service 
Commission,  Second  District,  State  of  New  York,  No.  G37,  of  date  October  8, 
1908." 
Complete  by  P.  S.  C.  No.  4893,  effective  October  13,  1908. 

No.  638;   October  8,  1908;   The  New  York  Central  and  Hudson  River  Rail- 
road Company: 

Ordered:  That  The  New  York  Central  and  Hudson  River  Railroad  Com- 
pany be  and  is  hereby  authorized  to  establish  rate  of  thirty-five  (35)  cents 
per  net  ton  on  Stone,  Rough,  carloads,  minimum  weight  marked  capacity  of 
car,  but  not  less  than  forty  thousand  (40,000)  pounds,  from  Tribes  Hill, 
N.  Y.,  to  Amsterdam,  N.  Y.;  provided  that  a  tariff  naming  said  rate  is  filed 
with  the  Commission  and  published  in  tariff  P.  S»  C,  2  N.  Y.,  No.  4891, 
and  posted  at  stations  at  least  three  (3)  days  prior  to  the  effective  date 
specified  in  such  tariff,  which  effective  date  shall  not  be  later  than  Oc- 
tober 23,  1908.  Such  tariff  shall  be  so  filed  and  posted  within  ten  (10) 
days  from  the  date  of  this  order  and  bear  the  following  notation:  "Issued 
on  three  (3)  days*  notice  to  the  public  and  Commission  under  special  permis- 
sion of  the  Public  Service  Commission,  Second  District,  State  of  New  York, 
No.  638,  of  date  October  8,  1908." 

Complete  by  P.  S.  C.  No.  4891,  effective  October  16,  1908. 

No.  639;  October  8,  1908;  The  New  York  Central  and  Hudson  River  Rail- 
road Company: 

Ordered:  That  The  New  York  Central  and  Hudson  River  Railroad  Com- 
pany be  and  is  hereby  authorized  to  establish,  in  connection  with  the  West 
Shore  Railroad  (The  New  York  Ontral  and  Hudson  River  Railroad  Com- 
pany, Lessee),  on  shipments  of  Beans,  Dried,  carloads,  minimum  weight  as 
per  tariff  P.  S.  C,  2  N.  Y.,  No.  4019,  supplements  thereto  or  superseding 
issues  thereof,  the  rates  from  and  to  the  stations  as  named  in  the  application, 
which  are  hereby  made  a  part  of  this  order;  provided  that  a  tariff  naming 
said  rates  is  filed  with  the  Commission  and  published  in  tariff  P.  S.  C, 
2  N.  Y.,  No.  4892,  and  posted  at  stations  at  least  one  (1)  day  prior  to  the 
effective  date  specified  in  such  tariff,  which  effective  date  shall  not  be  later 
than  October  19,  1908.  Such  tariff  shall  be  so  filed  and  posted  within 
ten  (10)  days  from  the  date  of  this  order  and  bear  the  following  notation: 
**  Issued  on  one  ( 1 )  day's  notice  to  the  public  and  Commission  under  special 
permission  of  the  Public  Service  Commission,  Second  District,  State  of  New 
York,  No.  639,  of  date  October  8,  1908." 

Complete  by  P.  S.  C.  No.  4892,  effective  October  14,  1908. 

No.  640;  October  8,  1908;  West  Shore  Railroad  (N.  Y.  C.  &  H.  R.  R.  R.  Co. 
•  Lessee)  : 

Ordered:  That  the  West  Shore  Railroad  (The  New  York  Central  and 
Hudson  River  Railroad  CJompany,  Lessee)  be  and  is  hereby  authorized  to 
establish,  in  connection  with  The  New  York  Central  and  Hudson  River  Rail- 
road Company,  on  shipments  of  Beans,  Dried,  carloads,  minimum  weight  as 
per  tariff  P.  S.  C,  2  N.  Y.,  No.  987,  supplements  thereto  or  superseding 
issues  thereof,  the  rates  from  and  to  the  stations  named  in  the  application, 
which  are  hereby  made  a  part  of  this  order;  provided  that  a  tariff  naming 
said  rates  is  filed  with  the  Commission  and  published  in  tariff  P.  S.  C, 
2  N.  Y.,  No.  1277,  and  posted  at  stations  at  least  one  (1)  day  prior  to  the 
effective  date  specified  in  such  tariff,  which  effective  date  shall  not  be  later 
than  October  19,  1908.  Such  tariff  shall  be  so  filed  and  posted  within  ten 
(10)  days  from  the  date  of  this  order  and  bear  the  following  notation: 
"  Issued  on  one  ( 1 )  day's  notice  to  the  public  and  Oonunission  under 
special  permission  of  the  Public  Service  Commission,  Second  District,  State 
of  New  York,  No.  640,  of  date  October  8,  1908." 

Complete  by  P.  S.  C.  No.  1277,  effective  October  14,  1908. 
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No.  641;  October  12,  1908;  The  New  York  Central  and  Hudson  River  Rail- 
road Company: 

Ordered:  That  The  New  York  Central  and  Hudson  River  Railroad  Com- 
pany be  and  is  hereby  authorized  to  establish  rate  of  seven  and  one-half 
(7%)  cents  per  one  hundred  (100)  pounds  on  Cider  Apples  in  bulk,  Apple 
Chops,  Apple  Cores,  Apple  Skins,  and  Apple  Waste,  carloads,  minimum 
weight  as  per  Official  Classification,  from  Alton,  N.  Y.,  Carlton,  N.  Y.,  Fur- 
niss,  N.  Y.,  Mexico,  N.  Y.,  Ontario,  N.  Y.,  Oswego,  N.  Y.,  Pulaski,  N.  Y., 
Red  Creek,  N.  Y.,  Sodus,  N.  Y.,  Scriba,  N.  Y.,  Williamson,  N.  Y.,  Webster, 
N.  Y.,  and  Wolcott,  N.  Y.,  to  Lyons,  N.  Y.;  provided  that  a  tariff  naming 
said  rate  between  the  points  above  stated  is  filed  with  the  Commission  as 
tariff  P.  S.  C,  2  N.  Y.,  No.  4910,  and  posted  at  stations  at  least  one  (1) 
day  prior  to  the  effective  date  specified  in  such  tariff,  which  effective  date 
shall  not  be  later  than  October  23,  1908.  Such  tariff  shall  be  so  filed  and 
posted  within  ten  (10)  days  from  the  date  of  this  order  and  bear  the  fol- 
lowing notation:  "Issued  on* one  (1)  day's  notice  to  the  public  and  Com- 
mission, under  special  permission  of  the  Public  Service  Commission,  Second 
District,  State  of  New  York,  No.  641,  of  date  October  12,  1908." 

Complete  by  P.  S.  C.  No.  4910,  effective  October  16,   1908. 

No.  642;  October  12,  1908;  Buffalo  and  Lake  Erie  Traction  Company: 

Ordered:  That  the  Buffalo  and  Lake  Erie  Traction  Company  be  and  is 
hereby  authorized  to  establish  rate  of  fare  of  two  dollars  and  thirty  cents 
($2.30)  per  book  for  a  school  commutation  book  consisting  of  forty-six  (46) 
one-way  tickets  good  in  either  direction,  between  North  Evans,  N.  Y.,  and 
Angola,  N.  Y.,  or  intermediate  stations;  provided  that  a  tariff  naming 
said  rate  of  fare  is  filed  with  the  Commission  in  tariff  P.  S.  C,  2  N.  Y., 
No.  7,  and  pasted  at  stations  at  least  three  (3)  days  prior  to  the  effective 
date  specific^!  in  such  tariff,  which  effective  date  shall  not  be  later  than 
October  25,  1908.  Such  tariff  shall  be  so  filed  and  posted  within  ten  (10) 
days  from  the  date  of  this  order  and  bear  the  following  notation :  "  Issued 
on  three  (3)  days'  notice  to  the  public  and  Commission  under  special  per- 
mission of  the  Public  Service  Commission,  Second  District,  State  of  New 
York,  No.  642.  of  date  October  12,  1908." 

Complete  by  P.  S.  C.  No.  7,  effective  October  25,  1908. 

No.  643;  October  12,  1908;  The  New  York  Central  and  Hudson  River  Rail- 
road Company: 

Ordered:  That  The  New  York  Central  and  Hudson  River  Railroad  Com- 
pany be  and  is  hereby  authorized  to  establish  Rules  and  Regulations  for  the 
Transportation  of  Explosives,  such  rules  and  regulations  to  be  those  approved 
by  the  Interstate  Commerce  Commission,  and  ordered  by  said  Commission  to 
become  effective  October  15,  1908;  provided  that  a  schedule  naming  said 
rules  and  regulations  is  filed  with  the  Commission  and  published  in  tariff 
P.  S.  C,  2  N.  Y.,  No.  4909,  and  issued  as  superseding  tariff  P.  S.  C,  2  N.  Y., 
No.  4795,  and  posted  at  stations  at  least  one  (1)  day  prior  to  the  effective 
date  specified  in  such  schedule,  which  effective  date  shall  not  be  later  than 
October  17,  1908.  Such  tariff  shall  be  so  filed  and  posted  within  four  (4) 
days  from  the  date  of  this  order  and  bear  the  following  notation :  "  Issued 
on  one  (1)  day's  notice  to  the  public  and  Commission  under  special  per- 
mission of  the  Public  Service  Commission,  Second  District,  State  of  New 
York,  No.  643,  of  date  October  12,  1908." 

Complete  by  P.  S.  C.  No.  4909,  effective  October  17,  1908. 

No.  644;  October  12,  1908;  West  Shore  Railroad   (N.  Y.  C.  &  H.  R.  R.  R. 

Co.  Lessee) : 

Ordered:  That  the  West  Shore  Railroad  (The  New  York  Central  and 
Hudson  River  Railroad  Company,  Lessee)  be  and  is  hereby  authorized  to 
establish  Rules  and  Regulations  for  the  Transportation  of  Explosives,  such 
rules  and  regulations  to  be  those  approved  by  the  Interstate  Commerce  Com- 
mission, and  ordered  by  said  Commission  to  become  effective  October  15, 
1^08;   provided  that  a  schedule  naming  said  rules  and  regulations  is  filed 
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with  the  Commission  and  published  in  tariff  P.  S.  C,  2  N.  Y.,  No.  1279, 
and  issued  as  superseding  tariff  P.  S.  C,  2  N.  Y.,  No.  1251,  and  posted 
at  stations  at  least  one  (1)  day  prior  to  the  effective  date  specified  in  such 
schedule,  which  effective  date  shall  not  be  later  than  October  17,  1908. 
Such  tariff  shall  be  so  filed  and  posted  within  four  (4)  days  from  the  date 
of  this  order  and  bear  the  following  notation :  **  Issued  on  one  ( 1 )  day's 
notice  to  the  public  and  Commission  under  special  permission  of  the  Public 
Service  Commission,  Second  District,  State  of  New  York,  No.  644,  of  date 
October   12,   1908." 

Complete  by  P.  S.  C.  No.  1279,  effective  October  17,  1908. 

No.  646;  October  12,  1908 j  The  Rochester  and  Sodus  Bay  Railway  Company: 

Upon  application  of  The  Rochester  and  Sodus  Bay  Railway  Company, 
filed  October  12,  1908,  it  appearing  that  on  accoimt  of  certain  increases 
which  would  be  made  in  the  fares  it  is  desired  to  withdraw  passenger  tariff 
P.  S.  C,  2  N.  Y.,  No.  4,  filed  September  24,  1908,  to  become  effective  October 
24,  1908,  and  continue  in  force  the  fares  which  are  now  in  effect,  and  for 
other  good  cause  shown,  it  is 

Ordered:  That  The  Rochester  and  Sodus  Bay  Railway  Company  be  and  is 
hereby  authorized  to  cancel  by  supplement  issue  its  passenger  tariff  P.  S.  C, 
2  N.  Y.,  No.  4,  and  to  reestablish,  effective  October  24,  1908,  tariff  P.  S.  C, 
2  N.  Y.,  No.  2,  and  the  fares  contained  therein;  provided  that  notice  of  such 
change  is  filed  with  the  Commission  in  Supplement  No.  1  to  tariff  P.  S.  C, 
2  N.  Y.,  No.  4,  and  posted  at  stations  at  least  one  (1)  day  prior  to  the 
effective  date  specified  in  such  tariff,  which  effective  date  shall  not  be  later 
than  October  24,  1908.  Such  tariff  shall  be  so  filed  and  posted  within  ten 
(10)  days  from  the  date  of  this  order  and  bear  the  following  notation: 
**  Issued  on  one  ( 1 )  day's  notice  to  the  public  and  Commission  under  special 
permission  of  the  Public  Service  Commission,  Second  District,  State  of  New 
York,  No.  645,  of  date  October  12,  1908." 

Complete  by  Supplement  No.  1  to  P.  S.  C.  No.  4,  effective  October  24,  1908. 

No.  646;  October  12,  1908;  Rochester  and  Eastern  Rapid  Railway  Company: 

Upon  application  of  the  Kochester  and  Eastern  Rapid  Railway  Company, 
filed  October  12,  1908,  it  appearing  that  on  account  of  certain  increases 
which  would  be  made  in  the  fares  it  is  desired  to  withdraw  passenger  tariff 
P.  S.  C,  2  N.  Y.,  No.  5,  filed  September  24,  1908,  to  become  effective  October 
24,  1908«  and  continue  in  force  the  fares  which  are  now  in  effect,  and  for 
other  good  cause  shown,  it  is 

Ordered:  That  the  Rochester  and  Eastern  Rapid  Railway  Company  be 
and  is  hereby  authorized  to  cancel  by  supplement  issue  its  passenger  tariff 
P.  S.  C,  2  N.  Y.,  No.  5,  and  to  reestablish,  effective  October  24,  1908,  tariff 
P.  S.  C,  2  N.  Y.,  No.  2,  and  the  fares  contained  therein;  provided  that  a  notice 
of  such  change  is  filed  with  the  Commission  in  Supplement  No.  1  to  tariff 
P.  S.  C,  2  N.  Y.,  No.  6,  and  posted  at  stations  at  least  one  (1)  day  prior 
to  the  effective  date  specified  in  such  tariff,  which  effective  date  shall  not  be 
later  than  October  24,  1908.  Such  tariff  shall  be  so  filed  and  posted  within 
ten  (10)  days  from  the  date  of  this  order  and  bear  the  following  notation: 
**  Issued  on  one  ( 1 )  day's  notice  to  the  public  and  Commission  under  special 
permission  of  the  Public  Service  Commission,  Second  District,  State  of  New 
York,  No.  646,  of  date  October  12,  1908." 

Complete  by  Supplement  No.  1  to  P.  S.  C.  No.  5,  effective  October  24,  1908. 

No.  647;  October  14,  1908;  West  Shore  Railroad  (N.  Y.  C.  &  H.  R.  R.  R.  Co. 

Lessee) : 

Ordered:  That  the  West  Shore  Railroad  (The  New  York  Central  and  Hud- 
son River  Railroad  Company,  Lessee)  be  and  is  hereby  authorized  to  estab- 
lish, in  connection  with  The  New  York  Central  and  Hudson  River  Railroad 
Company,  rate  of  forty  cents  ($0.40)  per  net  ton  on  Stone,  Rough,  carloads, 
minimum  weight  marked  capacity  of  car,  but  not  less  than  forty  thousand 
(40,000)   pounds,  from  Patterson ville,  N.  Y.,  to  Hoffmans,  N.  Y.;   provided 
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that  a  tariff  naming  said  rate  is  filed  with  the  Commission  as  P.  S.  C,  2 
N.  Y.,  No.  1282,  and  posted  at  stations  at  least  three  (3)  days  prior  to  the 
effective  date  specified  in  such  tariff,  which  effective  date  shall  not  be  later 
than  October  27,  1908.  Such  tariff  shall  be  so  filed  and  posted  within  ten 
(10)  days  from  the  date  of  this  order  and  bear  the  following  notation: 
"  Issued  on  three  (3)  days'  notice  to  the  public  and  Commission  under  special 
permission  of  the  Public  Service  Commission,  Second  District,  State  of  New 
York,  No.  647,  of  date  October  14,  1908." 
Complete  by  P.  S.  C.  No.  1282,  effective  October  20,  1908. 

No.  648;  October  14,  1908;   The  New  York  Central  and  Hudson  River  Rail- 
road Company: 

Ordered:  That  The  New  York  Central  and  Hudson  River  Railroad  Com- 
pany be  and  is  hereby  authorized  to  estabiigli  rate  of  seven  cents  ($0.07) 
per  one  hundred  pounds  from  Buffalo,  N.  Y.,  Lewiston,  N.  Y.,  Suspension 
Bridge,  N.  Y.,  Niagara  Falls,  N.  Y.,  Echota,  N.  Y.,  La  Salle,  N.  Y.,  North 
Tonawanda,  N.  Y.,  Black  Rock,  N.  Y.,  and  East  Buffalo,  N.  Y.,  to  Adams, 
N.  Y.,  said  rates  not  to  be  exceeded  to  or  from  intermediate  points;  pro- 
vided that  a  tariff  naming  said  rate  between  the  points  above  stated  and  the 
said  or  lower  rates  to  specified  intermediate  destinations,  and  also  the  said 
or  lower  rates  from  any  intermediate  shipping  points  at  which  the  traffic 
above  described  is  the  subject  of  sale  and  transportation,  is  filed  with  the 
Commission  and  published  in  supplement  to  tariff  P.  S.  C,  2  N.  Y.,  No.  3672, 
and  posted  at  stations  at  least  one  ( 1 )  day  prior  to  the  effective  date  speci- 
fied in  such  schedule,  which  effective  date  shall  not  be  later  than  October  25, 
1908.  Such  tariff  shall  be  so  filed  and  posted  within  ten  (10)  days  from  the 
date  of  this  order  and  bear  the  following  notation :  **  Issued  on  one  ( 1 ) 
day's  notice  to  the  public  and  Commission  under  special  permission  of  the 
Public  Service  Commission,  Second  District,  State  of  New  York,  No.  648,  of 
date  October  14,  1908." 

Complete  by  Supplement  No.  4  to  P.  S.  C.  No.  3672,  effective  October  22. 
1908. 

No.  649;  October  15,  1908;  The  New  York  Central  and  Hudson  River  Rail- 
road Company: 

Ordered:  That  The  New  York  Central  and  Hudson  River  Railroad  Com- 
pany be  and  is  hereby  authorized  to  establish  rate  of  eighty-five  cents  ($0.85) 
per  net  ton  on  Ice,  carloads,  minimum  weight  fifty  thousand  (50,000)  pounds, 
except  when  the  capacity  of  car  is  less,  in  which  case  the  actual  capacity 
of  car  'will  govern,  but  in  no  case  shall  the  minimum  carload  weight  be  less 
than  forty  thousand  (40,000)  pounds,  from  Furniss,  N.  Y.,  to  Cape  Vincent, 
N.  Y. ;  provided  that  a  tariff  naming  said  rate  is  filed  with  the  Commission 
and  published  as  P.  S.  C,  2  N.  Y.,  No.  4919,  and  posted  at  stations  at  least 
one  (I)  day  prior  to  the  effective  date  specified  in  such  schedule,  which 
effective  date  shall  not  be  later  than  October  26,  1908.  Such  tariff  shall  be  so 
filed  and  posted  within  ten  (10)  days  from  the  date  of  this  order  and  bear  the 
following  notation :  "  Issued  on  one  ( 1 )  day's  notice  to  the  public  and  Com- 
mission under  special  permission  of  the  Public  Service  Commission,  Second 
District,  State  of  New  York,  No.  649,  of  date  October  15,  1908." 

Complete  by  P.  S.  C.  No.  4919.  effective  October  20.  1908. 

No.  650;  October  15,  1908;  The  Pennsylvania  Railroad  Company: 

Ordered:  That  The  Pennsylvania  Railroad  Company  be  and  is  hereby 
authorized  to  establish  rate  of  seventy-five  cents  ($0.75)  per  two  thousand 
(2,000)  pounds  on  Ice,  carloads,  minimum  weight  forty  thousand  (40,000) 
pounds,  from  Canandaigua,  N.  Y.,  to  Watkins,  N.  Y.;  provided  that  a  tariff 
naming  said  rate  is  filed  with  the  Commission  in  K.  K.,  P.  S.  C,  2  N.  Y., 
No.  131,  and  posted  at  stations  at  least  three  (3)  days  prior  to  the  effective 
date  specified  in  such  tariff,  which  effective  date  shall  not  be  later  than 
October  26,  1908.  Such  tariff  shall  be  so  filed  and  posted  within  ten  (10) 
days  from  the  date  of  this  order  and  bear  the  following  notation:    ''Issued 
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on  one  (1)  day's  notice  to  the  public  and  Commission  under  special  per- 
mission of  the  Public  Service  Commission,  Second  District^  State  of  New 
York,  No.  650,  of  date  October  15,  1908." 

Complete  by  K.  K.,  P.  S.  C.  No.  131,  effective  October  23,  1908. 

No.  051;  October  15,  1908;   The  Delaware,  Lackawanna  and  Western  Rail- 
road Company: 

Ordered:  That  The  Delaware,  Lackawanna  and  Western  Railroad  Com- 
pany be  and  is  hereby  authorized  to  establish,  in  connection  with  The  New 
York  Central  and  Hudson  River  Railroad  Company,  rate  of  fifty  cents  ($0.50) 
per  net  ton  on  Stone,  Crushed,  carloads,  minimum  weight  marked  capacity 
of  car,  but  in  no  case  shall  the  minimum  weight  be  less  than  forty  thousand 
(40,000)  pounds,  from  Jamesville,  N.  Y.,  and  Syracuse,  N.  Y.  (Rock  Cut 
Siding),  to  Fulton,  N.  Y.,  and  Phoenix,  N.  Y.,  via  Syracuse,  N.  Y.;  pro- 
vided that  a  tariff  naming  said  rate  is  filed  with  the  Commission  and  pub- 
lished in  P.  S.  C,  2  N.  Y.,  No.  615,  and  supersedino;  tariff  P.  8.  C,  2  N.  Y., 
No.  519,  and  posted  at  stations  at  least  three  (3)  days  prior  to  the  effe'ctivo 
date  specified  in  such  schedule,  which  effective  date  shall  not  be  later  than 
October  25,  1908.  Such  tariff  shall  be  so  filed  and  posted  within  six  days 
from  the  date  of  this  order  and  bear  the  following  notation :  "  Issued  on 
three  (3)  days'  notice  to  the  public  and  Commission  under  special  per- 
mission of  the  Public  Service  Commission,  Second  District,  State  of  New 
York,  No.  651,  of  date  October  15.  1908." 

Complete  by  P.  S.  C.  No.  615,  effective  October  24,  1908. 

No.  652;  October  10,  1908;  The  Delaware  and  Hudson  Company: 

Ordered:  That  The  Delaware  and  Hudson  Company  be  and  is  hereby 
authorized  to  establish  rate  of  forty  cents  ($0.40)  per  net  ton  on  Stone, 
Crushed,  maximum  and  minimum  weight  as  specified  in  tariff  P.  S.  C,  2 
N.  Y.,  No.  1559,  from  Whitehall,  N.  Y.,  to  Ballston,  N.  Y.,  Ballston 
Lake,  N.  Y.,  Round  Lake,  N.  Y.,  Mechanicville,  N.  Y.,  Cohoes,  N.  Y.,  Troy, 
N.  Y.,  Breaker  Island,  N.  Y.,  Albany,  N.  Y.,  and  Schenectady,  N.  Y.;  also 
same  rate  from  Smith's  Basin,  N.  Y.,  to  Mechanicville,  N.  Y.,  Waterford, 
N.  Y.,  West  Waterford,  N.  Y.,  Cohoes,  N.  Y.,  Troy,  N.  Y.,  Breaker  Island, 
N.  Y.,  Albany,  N.  Y.,  and  Schenectady,  N.  Y. ;  the  said  rate  not  to  be  exceeded 
to  or  from  intermediate  points;  provided  that  a  tariff  naming  said  rate 
between  the  points  above  stated  and  the  said  or  lower  rates  to  specified 
intermediate  destinations,  and  also  the  said  or  lower  rates  from  any  inter- 
mediate shipping  points  at  which  the  traffic  above  described  is  the  subject 
of  sale  and  transportation,  is  filed  with  the  Commission  in  Supplement 
No.  7  to  tariff  P.  S.  C,  2  N.  Y.,  No.  1559,  and  posted  at  stations  at  least 
one  ( 1 )  day  prior  to  the  effective  date  specified  in  such  tariff,  which  effective 
date  shall  not  be  later  than  October  27,  1908.  Such  tariff  shall  be  so  filed 
and  posted  within  ten  (10)  days  from  the  date  of  this  order  and  bear  the 
following  notation :  "  Issued  on  one  ( 1 )  day's  notice  to  the  public  and  Com- 
mission under  special  permission  of  the  Public  Service  Commission,  Second 
District,  State  of  New  York,  No.  652,  of  date  October  16,  1908." 

Complete  by  Supplement  No.  7  to  P.  S.  C.  No.  1659,  effective  October  21, 
1908. 

No.  653;  October  16,  1908;  The  New  York  Central  and  Hudson  River  Rail- 
road (Company: 

Ordered:  That  The  New  York  Central  and  Hudson  River  Railroad  Com- 
pany be  and  is  hereby  authorized  to  establish  rate  of  thirty-five  cents  ($0.35) 
per  net  ton  on  Stone,  Crushed,  carloads,  minimum  weight  marked  capacity 
of  car,  but  not  less  than  forty  thousand  (40,000)  pounds,  from  Solvay,  N.  Y., 
to  Fairmount,  N.  Y.;  also  rate  of  ninety  cents  ($0.90)  per  net  ton  on 
same  commodity  at  same  minimum  carload  weight  from  Solvay,  N.  Y.,  to 
Carthage,  N.  Y.;  provided  that  a  tariff  namin*?  said  rates  is  filed  with  the 
Commission  as  Supplement  No.  4  to  tariff  P.  S.  C,  2  N.  Y.,  No.  4236,  and 
posted  at  stations  at  least  three  (3)  days  prior  to  the  effective  date  specified 
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in  such  tariff,  which  eflfective  date  shall  not  bs  later  than  October  29,  1908. 
Such  tariff  shall  be  so  filed  and  posted  within  ten  (10)  days  from  the  date 
of  this  order  and  bear  the  following  notation:  "Issued  on  three  (3)  days* 
notice  to  the  public  and  Commission  under  special  permission  of  the  Public 
Service  Commission,  Second  District,  State  of  New  York,  No.  653,  of  date 
October  16,  1908." 

Complete  by  Supplement  No.  4  to  P.  S.  C.  No.  4236,  effective  October' 
24,  1908. 

No.  654;  October  17,  1908;  New  York,  Ontario  and  Western  Railway  Com- 
pany: 

Ordered:  That  the  New  York,  Ontario  and  Western  Railway  Ck>mpany 
be  and  is  hereby  authorized  to  establish  rate  of  sixty  cents  ($0.60)  per 
net  ton  on  Ice,  carloads,  minimum  weight  as  per  tariff  P.  S.  C,  2  N.  Y., 
No.  1048,  supplements  thereto  or  superseding  issues  thereof,  from  Mount 
Upton,  N.  Y.,  to  Maywood,  N.  Y.;  provided  that  a  tariff  naming  said  rate 
is  filed  with  the  Commission  in  P.  S.  C,  2  N.  Y.,  No.  1233,  and  posted  at 
stations  at  least  three  (3)  days  prior  to  the  effective  date  specified  in  such 
tariff,  which  effective  date  shall  not  be  later  than  October  30,  1908.  Such 
tariff  shall  be  so  filed  and  posted  within  ten  (10)  days  from  the  date  of 
this  order  and  bear  the  following  notation :  "  Issued  on  three  ( 3 )  days' 
notice  to  the  public  and  Commission  under  special  permission  of  the  Public 
Service  Commission,  Second  District,  State  of  New  York,  No.  664,  of  date 
October  17,  1908." 

Complete  by  P.  S.  C.  No.  1233,  effective  October  23,  1908. 

No.  665;  October  19,  1908;  The  Pennsylvania  Railroad  Company: 

Ordered:  That  The  Pennsylvania  Railroad  Company  be  and  is  hereby 
authorized  to  establish  rate  of  eighty  cents  ($0.80)  per  two  thousand  (2,000) 
pounds,  on  Ice,  carloads,  minimum  weight  fortjr  thousand  (40,000)  pounds, 
from  HorseheadB,  N.  Y.,  to  Newark,  N.  Y. ;  provided  that  a  tariff  naming  said, 
rate  is  filed  with  the  Commission  as  K.  K.,  P.  S.  C,  2  N.  Y.  133,  and  posted 
at  stations  at  least  one  day  prior  to  the  effective  date  specified  in  such  tariff, 
which  effective  date  shall  not  be  later  than  October  30,  1908.  Such  tariff 
shall  be  so  filed  and  posted  within  ten  (10)  days  from  the  date  of  this  order 
and  bear  the  following  notation :  ''  Issued  on  one  ( 1 )  day's  notice  to  the 
public  and  Commission  under  special  permission  of  the  Public  Service  Com- 
mission, Second  District,  State  of  New  York,  No.  655,  of  date  October  19, 
1908." 

Complete  by  K.  K.,  P.  S.  C.  No.  133,  effective  October  25,  1908. 

No.  656;  October  20,  1908;  Rochester  and  Eastern  Rapid  Railway  Company: 

Upon  application  of  the  Rochester  and  Eastern  Rapid  Railway  Company, 
filed  Octci)eT  20,  1008,  it  appearing  that  on  account  of  certain  increases 
which  would  be  made  in  the  fares  it  is  desired  to  withdraw  its  joint  pas- 
senger tariff,  P.  S.  C,  2  N.  Y.,  No.  6,  filed  September  24,  1908,  to  become 
effective  October  24,  1908,  and  to  continue  in  force  tlie  fares  which  are  in 
effect  and  contained  in  joint  passenger  tariff  P.  S.  C,  2  N.  Y.,  No.  3,  and 
for  other  good  cause  shown,  it  is 

Ordered:  That  the  Rochester  and  Eastern  Rapid  Railway  Company  be 
and  is  hereby  authorized  to  cancel  by  supplement  issue  its  joint  passenger 
tariff  P.  S.  C  2  N.  Y.,  No.  6,  and  to  reestablish,  effective  October  24,  1908, 
joint  passenger  tariff  P.  S.  C,  2  N.  Y.,  No.  3,  and  the  fares  contained 
therein;  provided  that  notice  of  such  change  is  filed  with  the  Commission 
in  Supplement  No.  1  to  tariff  P.  S.  C,  2  N.  Y.,  No.  6,  and  pasted  at  stations 
at  least  one  day  prior  to  the  effective  date  specified  in  such  tariff,  which 
effective  date  shall  not  be  later  than  October  24,  1908.  Sxich  tariff  shall  be 
so  filed  and  posted  within  three  (3)  days  from  the  date  of  this  order  and 
bear  the  following  notation :  "  Issued  on  one  ( 1 )  day's  notice  to  the  public 
and  Commission  under  special  permission  of  the  Public  Service  Commission, 
Second  District,  State  of  New  York,  No.  656,  of  date  October  20,  1908." 

Complete  by  Supplement  No.  1  to  P.  S.  C.  No.  6,  effective  October  24,  1908. 
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No.  657;  October  20,  1908;  The  New  York  Central  and  Hudson  River  Railroad 
Company : 

Ordered:  That  The  New  York  Central  and  Hudflon  River  Railroad  Company 
be  and  is  hereby  authorized  to  establish  rate  of  eight  cents  ($0.08)  per  one 
hundred  pounds  on  'Malt,  carloads,  minimum  weight  as  per  Official  Claseifi' 
cation  P.  S.  C,  2  N.  Y.,  No.  4019,  and  supplements  thereto  or  superseding 
issues  thereof,  jfrom  Adams,  N.  Y.,  to  Amsterdam,  N.  Y.;  provided  that  a 
tariff  naming  said  rate  is  filed  with  the  Commission  e^  P.  S.  C,  2  N.  Y., 
No.  4929,  and  ported  at  stations  at  least  one  (1)  day  prior  to  the  effective 
date  specified  m  such  tariff,  which  effective  date  shall  not  be  later  than 
October  26,  1908. 

It  is  further  Ordered:  That  such  tariff  shall  be  issued  as  expiring  Novem- 
ber 11,  1908,  and  refer  for  future  rate  to  tariff  P.  S.  C,  2  N.  Y.,  No.  4913; 
provided  it  shall  be  so  filed  and  posted  within  five  (5)  days  from  the  date 
of  this  order  and  bear  the  following  notation:  "Issued  on  one  (1)  daVs 
notice  to  the  public  and  Commission  under  special  permission  of  the  Public 
Service  Commission,  Second  District,  State  of  New  York,  No.  667,  of  date 
October  20,  1908." 

Complete  by  P.  S.  C.  No.  4929,  effective  October  23,  1908. 

No.  658;  October  20,  1908;  Erie  Railroad  Company: 

Ordered:  That  the  Erie  Railroad  Company  be  and  is  hereby  authorized 
to  establish  rate  of  fifty  cents  ($0.50)  per  net  ton  on  Ice,  carloads,  minimum 
weight  twenty  (20)  net  tons,  from  Cameron  Mills,  N.  Y.,  to  Tioga  Center, 
N.  Y.;  provided  that  a  tariff  naming  said  rate  is  filed  with  the  Oommiasion 
as  P.  S.  C,  2  N.  Y.,  No.  1062,  and  posted  at  stations  at  least  one  (1)  day 
prior  to  the  effective  date  specified  in  such  tariff,  which  effective  date  shaU 
not  be  later  than  October  26,  1908.  Such  tariff  shall  be  so  filed  and  posted 
within  five  (5)  days  from  the  date  of  this  order  and  bear  the  following 
notation :  "  Issued  on  one  ( 1 )  day's  notice  to  the  public  and  Conuniseion 
under  special  permission  of  the  Public  Service  Commission,  Second  District, 
State  of  New  York,  No.  ^S,  of  date  October  20,  1908." 

Complete  by  P.  S.  C.  No.  1062,  effective  October  24,  1908. 

No.  659;  October  20,  1908;  Weet  Shore  Railroad   (N.  Y.  C.  A  H.  R.  R.  R. 

Co.  Lessee)  : 

Ordered:  That  the  West  Shore  Railroad  (The  New  York  Central  and 
Hudson  River  Railroad  Company,  Lessee)  be  and  is  hereby  authorized  to 
establish  rate  of  eix  cents  ($0.06)  per  one  hundred  pounds  on  Apples  (Green, 
Dried,  or  Evaporated),  Cabbage,  Onions,  Pears,  Pumpkins,  or  Sauash,  car- 
loads, minimum  weight  as  per  Official  Classification  P.  S.  C,  2  N.  Y.,  No. 
987,  and  supplements  thereto  or  superseding  issues  thereof,  from  Port  Gibson, 
N.  Y.,  to  Geneva,  N.  Y.;  provided  that  a  tariff  naming  said  rate  is  filed  with 
the  Commission  as  Supplement  No.  2  to  tariff  P.  S.  C,  2  N.  Y.,  No.  1202, 
and  posted  at  stations  at  least  one  (1)  day  prior  to  the  effective  date 
specified  in  such  tariff,  which  effective  date  shall  not  be  later  than  October  26, 
1908.  Such  tariff  shall  be  so  filed  and  posted  within  five  (5)  days  from 
the  date  of  this  order  and  bear  the  following  notation:  "Issued  on  one  (1) 
day*s  notice  io  the  public  and  Commission  under  special  permission  of  the 
Public  Service  Commission,  Second  District,  State  of  New  York,  No.  659,  of 
date  October  20,  1908.'' 

Complete  by  Supplement  No.  2  to  P.  S.  C.  No.  1202,  effective  October  23,  1908. 

No.  660;  Oct<yber  22,  1908;  The  New  York  Central  and  Hudson  River  Railroad 
Companj' : 

Ordered :  That  The  New  York  Central  and  Hudson  River  Railroad  Company 
be  and  is  hereby  authorized  to  establish  rates  applying  to  the  shipment  of 
Grapes  from  Penn  Yan,  N.  Y.,  and  Watkins,  N.  Y.,  to  Watertown,  N.  Y.,  of 
thirty  cents  ($0.30)  per  one  hundred  pounds,  carloads,  minimum  weight  as 
per  Official  Classification  P.  S.  C,  2  N.  Y.,  No.  4019,  and  supplements  thereto 
or  superseding  issues  thereof;  and  thirty-five  cents   ($0.35)  per  one  hundred 
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pounds,  less  carloads;  provided  that  a  tariff  naming  said  rates  is  filed  with 
the  Commission  as  P.  S.  C,  2  N.  Y.,  No.  4939,  and  ]>osted  at  stations  at 
least  one  (1)  day  prior  to  the  effective  date  specified  in  such  tariff^  which 
effective  date  shall  not  be  later  than  November  2,  1908.  Such  tariff  shall  be 
so  filed  and  posted  within  ten  (10)  days  from  the  date  of  this  order  and 
bear  the  following  notation :  **  Issued  on  one  ( 1 )  day's  notice  to  the  public 
and  Commission  under  special  permission  of  the  Public  Service  Comnussion, 
Second  District,  State  of  New  York,  No.  060.  of  date  October  22,  1908." 
Complete  by  P.  S.  C.  No.  4939,  effective  October  26,  1908. 

No.  661;  October  22.  1908;  West  Shore  Railroad  (N.  Y.  C.  &  H.  R.  R,  R,  Co. 
Lessee)  : 

Ordered:  That  the  West  Shore  Railroad  (The  New  York  Central  and 
Hudson  River  Railroad  Company,  Lessee)  be  and  is  hereby  authorized,  in  con- 
nection with  the  New  York,  Ontario  and  Western  Railway  Ompany,  to  cancel 
tariff  P.  S.C.,  2  N.Y.,  No.  1281,  effective  November  13,  1908,  and  to  reestablish 
rates  on  Stone,  Crushed,  carloads,  minimum  weight  to  be  marked  capacity 
of  car,  but  not  less  than  forty  thousand  (40,000)  pounds,  from  Tompkins 
Cove,  N.  Y.,  and  Jones  Point,  N.  Y.,  via  Cornwall,  N.  Y.,  to  stations  on  New 
York,  Ontario  and  Western  Railway,  as  follows: 

Rates  Rates 

To                                   per  net  ton.  To                                   per  net  ton. 

Centervllle.    N.    Y $100       High  Falls,  N.  Y $160 

Crawford  JonctioD.  N.   Y...             1  00       Ldberty.    N.    Y 1  00 

EJllenville.    N.    Y 150       Middletown^    N.   Y 100 

Pemdale.N.    Y 100       Norwich.   N.   Y 180 

Hancock.    N.    Y 150       Sidney.   N.  Y 180 

Provided  that  a  tariff  naming  said  rates  is  filed  with  the  Commission  as 
P.  S.  C,  2  N.  Y.,  No.  1284,  and  posted  at  stations  at  least  ten  (10)  days 
prior  to  the  effective  date  specified  in  such  tariff,  which  effective  date  shall 
be  November  13,  1908.  Such  tariff  shall  be  so  filed  and  posted  within  ten 
(10)  days  from  the  date  of  this  order  and  bear  the  following  notation: 
*'  Issued  on  ten  (10)  days'  notice  to  the  public  and  (commission  under  special 
permission  of  the  Public  Service  Commission,  Second  District,  State  of  New 
York,  No.  661,  of  date  October  22,  1908. 
Complete  by  P.  S.  C.  No.  1284,  effective  November  13.  1908. 

No.  662;  October  22.  1908;  The  New  York  Central  and  Hudson  River  Rail- 
road Company: 

Ordered:  That  The  New  York  Central  and  Hudson  River  Railroad  Com- 
pany be  and  is  hereby  authorized  to  cancel  Supplement  No.  12  to  tariff 
P.  S.  C,  2  N.  Y.,  No.  2703,  effective  October  31,  1908,  and  to  reissue  said 
schedule  making  no  change  therein  except  to  correct  typographical  error  on 
page  2  in  effective  date  reading  "October  30,  1908,"  to  read  October  31,  1908; 
provided  that  a  tariff  in  which  said  correction  is  made  is  filed  with  the 
Commission  as  Supplement  No.  13  to  tariff  P.  S.  C.  2  N.  Y.,  No.  2703, 
and  posted  at  stations  at  least  three  (3)  days  prior  to  the  effective  date 
specified  in  such  tariff,  which  effective  date  shall  be  October  31,  1908.  Such 
tariff  shall  be  so  filed  and  posted  within  six  (6)  days  from  the  date  of  this 
order  and  bear  the  following  notation:  **  Issued  on  at  least  three  (3)  days' 
notice  to  the  public  and  the  Commission  under  special  permission  of  the 
Public  Service  Commission,  Second  District,  State  of  New  York,  No.  662,  of 
date  October  22,  1908." 

Complete  by  Supplement  No.  13  to  P.  S.  C.  No.  2703,  effective  October  30, 
1908. 

No.  663:  October  22,  1908;  West  Shore  Railroad  (X.  Y.  C.  &  H.  R.  R,  R,  Co. 

Lessee)  : 

Ordered:  That  the  West  Shore  Railroad  (The  New  York  Central  and 
Hudson  River  Railroad  Company,  I^essee)  be  and  is  hereby  authorized  to 
cancel  Supplement  No.  12  to  tariff  P.  S.  C,  2  N.  Y.,  No.  512,  effective  October 
31,  1908,  and  to  reissue  said  schedule  making  no  change  therein  except  to 
correct  typographical  error  on  page  2  in  effective  date  reading  "October  30. 
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1908,"  to  read  October  31,  1908;  provided  that  a  tariff  in  which  said  cor- 
rection is  made  is  filed  with  the  Commission  as  Supplement  No.  13  to  tariff 
P.  S.  C,  2  X.  Y.,  No.  512,  and  posted  at  stations  at  least  three  (3)  dayf« 
prior  to  the  effective  date  specified  in  such  tariff,  which  effective  date  shall 
be  October  31.  1908.  Such  tariff  shall  be  so  filed  and  posted  within  six  (6) 
days  from  the  date  of  this  order  and  bear  the  following  notation:  "Issued 
on  at  least  three  (3)  days*  notice  to  the  public  and  the  Ck)mmission  under 
special  permission  of  the  Public  Service  Commission,  Second  District,  bcatc 
of  New  YorkJ^o.  663,  of  date  October  22,  1908." 

Complete  by  Supplement  No.  13  to  P.  8.  C.  No.  512,  effective  October  30, 
1908. 

No.  664;  October  24,  1908;  Erie  Railroad  Company: 

Upon  application  of  the  Erie  Railroad  Com/pany,  filed  October  22,  1908, 
it  appearing  that  in  transferring  the  rates  on  various  commodities  from 
specific  into  a  general  commodity  tariff  an  error  was  made  by  which  tlv) 
specific  tariffs  were  canceled  seven  ( 7 )  days  prior  to  their  being  made  effective 
in  the  general  commodity  tariff,  and  in  order  that  the  patrons  of  the  com- 
pany may  not  be  put  to  any  inconvenience,  and  for  other  good  cause  shown, 
it  is 

Ordered:  That  the  Erie  Railroad  Company  be  and  is  hereby  authorized 
to  establish  rate  of  sixty-five  cents  ($0.65)  per  net  ton  on  Bolts,  Ash,  car- 
loads, minimum  weight  forty  thousand  (40,000)  pounds,  from  Watts  Flats, 
N.  Y.,  to  Jamestown,  N.  Y.;  on  Bolts,  Stave  and  Heading,  carloads,  minimum 
weight  forty  thousand  (40,000)  pounds,  to  Buffalo,  N.  Y.,  Black  Rock,  N.  Y., 
and  East  Buffalo,  N.  Y.,  the  rates  in  cents  per  one  hundred  pounds  as  follows: 
From  Cherrv  Creek,  N.  Y.,  5;  Collins,  N.  Y.,  4;  Conewango,  N.  Y.,  5;  Day- 
ton,  N.  Y.,  4M;  GJowanda,  N.  Y.,  4;  Kennedy,  N.  Y.,  5;  South  Dayton,  N.  Y., 
4%;  and  to  Lockport,  N.  Y.,  from  Cherry  Creek,  N.  Y.,  6%;  Gowanda, 
N.  Y.,  6;  Randolph,  N.  Y.,  7;  South  Dayton,  N.  Y.,  6%;  and  to  South  Day- 
ton, N.  Y.,  from  Randolph,  N.  Y.,  4.  Also  rate  of  eighty  cents  ($0.80)  per 
net  ton  on  Bolts,  Wood,  carloads,  minimum  weight  forty  thousand  (40,000) 
pounds,  to  Little  Valley,  N.  Y.,  from  Cherry  Creek,  N.  Y.,  Collins,  N.  Y., 
Conewango,  N.  Y.,  Markhams,  N.  Y.,  North  Collins,  N.  Y.,  and  South  Dayton, 
N.  Y.  Also  rate  of  three  and  one-half  centa  ($0.03^^)  per  one  hundred  pounds 
on  Bolts,  Wood  and  Logs,  carloads,  minimum  weight  forty  thousand  (40,000) 
pounds,  from  Niobe,  N.  Y.,  to  Jamestown,  N.  Y.  Also  rate  of  two  and  one-half 
cents  ($0.02^4)  P^i*  one  hundred  pounds  on  Logs,  carloads,  minimum  weight 
forty  thousand  (40,000)  pounds,  from  Randolph,  N.  Y.,  to  Salamanca,  N.  Y.; 
provided  that  a  tariff  naming  said  rates  is  filed  with  the  Commission  and 
posted  at  stations  at  least  one  (1)  day  prior  to  the  effective  date  specified 
in  such  tariff,  which  effective  date  shall  be  November  2,  1908.  Such  tariff 
shall  be  issued  as  expiring  November  9,  1908,  and  refer  for  future  rates  to 
Supplement  No.  56  to  tariff  P.  S.  C,  2  N.  Y.,  No.  A-lOO,  and  shall  be  so 
filed  and  posted  within  eight  (8)  days  from  the  date  of  this  and  bear  the 
following  notation:  ''Issued  on  at  least  one  (1)  day's  notice  to  the  public 
and  the  Commission  under  special  permission  of  the  Public  Service  Com- 
mission, ScK^ond  District,  State  of  New  York,  No.  664,  of  date  October  24, 
1908." 

Complete  by  P.  S.  C,  No.  A-184,  effective  November  2,  1908. 

No.  665;  October  24,  1908;  The  New  York  Ontral  and  Hudson  River  Rail- 
road Company: 

Ordered:  That  The  New  York  Central  and  Hudson  River  Railroad  Com- 
pany be  and  is  hereby  authorized  to  establish  rate  of  thirty- five  cents 
($0.35)  per  net  ton  on  Sand,  carloads,  minimum  weight  marked  capacity 
of  car,  but  not  less  than  forty  thousand  (40,000)  pounds,  from  Hoffmann, 
N.  Y.,  to  Amsterdam,  N.  Y.;  provided  that  a  tariff  naming  said  rate  is 
filed  with  the  Commission  as  P.  S.  C,  2  N.  Y.,  No.  4044,  and  posted  at 
stations  at  least  one  (1)  day  prior  to  the  effective  date  specified  in  such 
tariff,  which  effective  date  shall  not  be  later  than  November  4,  1908.     Such 
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tariff  shall  be  so  filed  and  posted  within  ten  (10)  days  from  the  date  of  this 
order  and  bear  the  following  notation:  "Issued  on  one  (1)  day's  notice  to 
the  public  and  OommiBsion  under  special  permission  of  the  Public  Service 
Commission,  Second  District,  State  of  New  York,  No.  665,  of  date  October  24, 
1008." 

Complete  by  P.  S.  C.  No.  4944,  effective  October  28,  1908. 

No.  666;  October  24.  1908;  The  New  York  Central  and  Hudson  River  Rail- 
road Company: 

Ordered:  That  The  New  York  Central  and  Hudson  River  Railroad  Com- 
pany be  and  is  hereby  authorized  to  establish  rate  of  seven  and  one-half  cents 
($0.07^)  per  one  hundred  pounds  on  Beans,  Dried,  carloads,  minimum 
weight  as  per  Official  Classification  P.  S.  C,  2  N.  Y.,  No.  4019,  and  sup- 
plements thereto  or  superseding  issues  thereof,  from  Walworth,  N.  Y.,  to 
Williamson,  N.  Y.;  provided  that  a  tariff  naming  said  rate  is  filed  with  the 
Commission  as  Supplement  No.  1  to  tariff  P.  S.  C,  2  N.  Y.,  No.  4892,  and 
posted  at  stations  at  least  one  ( 1 )  day  prior  to  the  effective  date  specified  in 
such  tariff,  which  effective  date  shall  not  be  later  than  November  4,  1908. 
Such  tariff  shall  be  so  filed  and  posted  within  ten  (10)  days  from  the  datn 
of  this  order  and  bear  the  following  notation:  "Issued  on  one  (1)  day's 
notice  to  the  public  and  Commission  under  special  permission  of  the  Public 
Service  Commission,  Second  District,  State  of  New  York,  No.  666,  of  date 
October  24,  1908." 

Complete  by  Supplement  No.  1  to  P.  S.  C.  No.  4892,  effective  October  30, 
1908. 

No.  667;  October  26,  1908;  The  >Jew  York  Central  and  Hudson  River  Rail- 
road Company: 

Upon  application  of  The  New  York  Central  and  Hudson  River  Railroad 
Company,  filed  October  24,  1908,  it  appearing  that  rates  applying  to  the 
shipment  of  Grain  and  Grain  Products  from  Buffalo,  N.  Y.,  and  other 
specified  points  of  origin  to  stations  on  the  Rutland  railroad  have  been 
established  in  tariff  P.  S.  C,  2  N.  Y.,  No.  4908,  effective  November  23,  1908, 
and  that  certain  of  such  rates  applying  to  interstate  commerce  must  be 
changed  and  made  effective  November  1,  1908,  to  meet  requirements  of  order 
of  the  Interstate  Commerce  Commission;  therefore  it  is  desired  to  change  the 
effective  dat«  of  tariff  P.  S.  C,  2  N.  Y.,  No.  4908,  from  November  23,  1908, 
to  November  1,  1908,  no  change  of  rates  applying  to  intrastate  traffic  to  be 
made;  and  for  other  good  cause  shown,  it  is 

Ordered:  That  The  New  York  Central  and  Hudson  River  Railroad  Com- 
pany be  and  is  hereby  authorized,  in  connection  with  the  Rutland  Railroad 
Company,  to  cancel  the  rates  contained  in  tariff  P.  S.  C,  2  N.  Y.,  No.  4908, 
effective  November  23,  1908,  and  to  reestablish,  from  the  same  points  of 
origin  to  the  same  points  of  destination,  the  same  rates  applying  to  the  same 
traffic,  under  the  jurisdiction  of  the  Commission,  as  effective  November  1, 
1908;  provided  that  a  tariff  naming  the  intrastate  rates  now  contained  in 
tariff  P.  S.  C,  2  N.  Y.,  No.  4908,  is  filed  with  the  Commission  as  P.  S.  C,  2 
N.  Y.,  No.  4949,  and  posted  at  stations  at  least  one  (1)  day  prior  to  the 
effective  date  specified  in  such  tariff,  which  effective  date  shall  be  November 
1,  1908.  Such  tariff  shall  be  so  filed  and  posted  within  five  (5)  days  from 
the  date  of  this  order  and  bear  the  following  notation:  "  Issued  on  at  least 
one  (1)  day's  notice  to  the  public  and  Commission  under  special  permission 
of  the  Public  Service  Commission,  Second  District,  State  of  New  York,  No. 
667,  of  date  October  26,  1908." 

Complete  by  P.  S.  C.  No.  4949,  effective  November  1,  1908. 

No.  668;  October  27.  1908;  Tho  New  York  Central  and  Hudson  River  Rail- 
road Company: 

Ordered:  That  The  New  York  Central  and  Hudson  River  Railroad  Com- 
pany be  and  is  hereby  autliorized  to  establlsli  on  shipments  of  Toe,  carloads, 
minimum  weight  fifty  thousand   (50,000)    pounds  unless  marked  capacity  of 
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car  is  less,  in  which  case  the  marked  capacity  of  car  will  govern,  but  in  no 
case  shall  the  minimum  weight  be  leas  than  forty  thousand  (40,000)  pounds, 
from  Buffalo,  N.  Y.,  East  Buffalo,  N.  Y.,  and  Black  Rock,  N.  Y.,  the  rates 
in  cents  per  net  ton,  to  the  following  stations :  North  Tonawanda,  N.  Y.,  45 ; 
Niagara  Falls,  N.  Y.,  Suspension  Bridge,  N.  Y.,  Sanborn,  N.  Y.,  and  Lock- 
port,  N.  Y.,  50;  Gasport,  N.  Y.,  and  Albion,  N.  Y.,  and  intermediate  stations, 
65;  Fancber,  N.  Y.,  and  South  Greece,  N.  Y.,  and  intermediate  stations,  76; 
Forks,  N.  Y.,  and  Dellwood,  N.  Y.,  and  intermediate  stations,  45;  Wende, 
N.  Y.,  and  West  Batavia,  N.  Y.,  and  intermediate  stations,  55;  Batavia, 
N.  Y.,  Byron,  N.  Y.,  Attica,  N.  Y.,  and  Alexander,  N.  Y.,  65;   West  Ber- 

fn,  N.  Y.,  and  Rochester,  N.  Y.,  and  intermediate  stations,  80;  Gtetzville, 
.  Y.,  and  Akron,  N.  Y.,  and  intermediate  stations,  56;  LeRoy,  N.  Y.,  and 
Honeoye  Falls,  N.  Y.,  and  intermediate  stations,  75;  West  Bloomfield,  N.  Y., 
and  Wheelers,  N.  Y.,  and  intermediate  stations,  85;  Pembroke,  N.  Y.,  and 
Stafford,  N.  Y.,  and  intermediate  stations,  66;  all  points  of  origin  and  desti- 
nation to  be  named  in  the  tariff;  provided  that  a  tariff  naming  said  rates  is 
filed  with  the  Commission  as  P.  S.  C,  2  N.  Y.,  No.  4953,  and  posted  at 
stations  at  least  one  (1)  day  prior  to  the  effective  date  specified  in  such 
tariff,  which  effective  date  shall  not  be  later  than  November  7,  1908.  Such 
tariff  shall  be  so  filed  and  posted  within  ten  (10)  days  from  the  date  of  this 
order  and  bear  the  following  notation :  **  Issued  on  one  ( 1 )  day's  notice  to 
the  public  and  Commission  under  special  permission  of  the  Public  Service 
Commission,  Second  District,  State  of  New  York,  No.  668,  of  date  October 
27,  1908." 
Complete  by  P.  S.  C.  No.  4953,  effective  November  7,  1908. 

No.  669;  October  27,  1908;  West  Shore  Railroad  (N.  Y.  C.  &  H.  R.  R.  R.  Co. 

Lessee) : 

Ordered:  That  the  West  Shore  Railroad  (The  New  York  Central  and 
Hudson  River  Railroad  Company,  Lessee)  be  and  is  hereby  authorized  to 
establish  on  carload  shipments  of  Ice,  minimum  weight  fifty  thousand 
(50,000)  poundfi  unless  marked  capacity  of  car  is  less,  in  which  case  the 
marked  capacity  of  car  will  govern,  but  in  no  case  shall  the  minimum  weight 
be  less  than  forty  thousand  (40,000)  pounds,  from  Buffalo,  N.  Y.,  East 
Buffalo,  N.  Y..  and  Black  Rock,  N.  Y.,  the  rates  in  cents  per  net  ton,  to  the 
following  stations:  Bowmansville,  N.  Y.,  and  Clarence,  N.  Y.,  45;  Akron, 
N.  Y.,  55;  Alabama,  N.  Y.,  and  Byron  Center,  N.  Y.,  and  intermediate  sta- 
tions, 65;  Bergen,  N.  Y.,  and  Rochester,  N.  Y.,  and  intermediate  stations, 
80;  all  points  of  origin  and  destination  to  be  named  in  the  tariff;  provided 
that  a  tariff  naming  said  rates  is  filed  with  the  Commission  as  P.  S.  C.«  2 
N.  Y.,  No.  1287,  and  posted  at  stations  at  least  one  (1)  day  prior  to  the 
effective  date  specified  in  such  tariff,  which  effective  date  shall  not  be  later 
than  November  7,  1908.  Such  tariff  shall  be  so  filed  and  posted  within  ten 
days  from  the  date  of  this  order  and  bear  the  following  notation :  "  Issued 
on  one  (1)  day's  notice  to  the  public  and  Commission  under  special  permis- 
sion of  the  Public  Service  Commission,  Second  District,  State  of  New  York, 
No.  669,  of  date  October  27,  1908." 

Complete  by  P.  S.  C.  No.  1287,  effective  November  7,  1908. 

No.  670;  October  27,  1908;  West  Shore  Railroad  (N.  Y.  C.  &  H.  R.  R.  R.  Co. 
Lessee) : 

Ordered:  That  the  West  Shore  Railroad  (The  New  York  Central  and  Hud- 
son River  Railroad  Company,  Lessee)  be  and  is  hereby  authorized,  in  con- 
nection with  the  New  York,  Ontario  and  Western  Railway  Company,  to 
establish  rate  of  one  dollar  and  thirty-five  cents  ($1.35)  per  net  ton  on 
Brick,  Common,  carloads,  minimum  weight  as  per  Official  Classification 
P.  S.  C,  2  N.  Y.,  No.  987,  supplements  thereto  or  superseding  issues  thereof, 
from  New  Paltz,  N.  Y.,  via  Campbell  Hall,  N.  Y.,  to  Phillipsport,  N.  Y.,  and 
Ellenville,  N.  Y.;  provided  that  a  tariff  naming  said  rate  is  filed  with  the 
Commission  as  P.  S.  C,  2  N.  Y.,  No.  1289,  and  posted  at  stations  at  least 
three    (3)    days  prior  to  the  effective  date  specified  in   such  tariff,   which 
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effective  date  shall  not  be  later  than  November  9,  1908.  Such  tariff  shall  be 
BO  filed  and  posted  within  ten  (10)  days  from  the  date  of  this  order  and  bear 
the  following  notation:  "Issued  on  three  (3)  days'  notice  to  the  public  and 
Commission  under  special  permission  of  the  Public  Service  Conunidsion, 
Second  District,  State  of  New  York,  No.  670,  of  date  October  27,  1908." 
Complete  by  P.  S.  C.  No.  1289,  effective  November  6,  1908. 

No.  671;  October  28,  1908;  Middleburgh  and  Schoharie  Railroad  Company: 

Ordered:  That  the  Middleburgh  and  Schoharie  Railroad  Company  be  and 
is  hereby  authorized  to  establish  rate  of  fifteen  dollars  ($15.00)  for  special 
train  of  two  (2)  passenger  cars  from  Middleburgh,  N.  Y.,  to  Schoharie  Ck>urt 
House,  N.  Y.,  and  return,  such  special  train  going  and  returning  on  Thursday, 
October  29,  1908;  all  passen^rs  boarding  train  in  either  (urection  to  be 
carried  free;  such  special  train  to  leave  Middleburgh,  N.  Y.,  at  about  seven- 
thirty  (7:30)  p.  m.,  October  29,  1908,  and  to  return  leaving  Schoharie  Court 
House,  N.  Y.,  after  the  close  of  political  meeting;  provided  that  a  tariff 
naming  said  rate  is  filed  with  the  Commission  and  published  in  P.  S.  C,  2 
N.  Y.,^No.  11,  and  posted  at  stations  on  effective  date  of  such  tariff,  which 
effective  date  shall  be  October  29,  1908.  Such  tariff  shall  be  so  filed  and 
posted  within  one  (1)  day  from  the  date  of  this  order  and  bear  the  follow- 
ing notation:  "  Issued  on  notice  to  the  public  and  Commission  under  special 
permission  of  the  Public  Service  Conmiission,  Second  District,  State  of 
New  York,  No.  671,  of  date  October  28,  1908." 

Complete  by  P.  S.  C.  No.  11,  effective  October  29,  1908. 

No.  672;  October  28,  1908;  Boston  and  Maine  Railroad: 

Ordered:  That  the  Boston  and  Maine  Railroad  be  and  is  hereby  authorized 
to  cancel  on  its  effective  date,  November  4,  1908,  the  rates  applying  to  the 
switching  movement  of  traffic  at  Mechanicville,  N.  Y.,  as  contained  m  tariff 
P.  S.  C,  2  N.  Y.,  No.  231,  and  to  continue  in  effect  the  rates  applying  at 
Mechanicville,  N.  Y.«  to  the  switching  movement  of  traffic  as  are  now  in 
effect  and  contained  in  tariff  P.  S.  C,  2  N.  Y.,  No.  195;  provided  that  a 
tariff  containing  the  said  notice  of  change  is  filed  with  the  Commission  under 
Supplement  No.  1  to  P.  S.  C,  2  N.  Y.,  No.  231,  and  posted  at  stations  at 
least  one  (1)  day  prior  to  the  effective  date  specified  in  such  tariff,  which 
effective  date  shall  not  be  later  than  November  4,  1908.  Such  tariff  shall  be 
BO  filed  and  posted  within  seven  (7)  days  from  the  date  of  this  order  and 
bear  the  following  notation :  **  Issued  on  one  ( 1 )  day's  notice  to  the  public 
and  Commission  under  special  permission  of  the  Public  Service  Ck>mmi88ion, 
Second  District,  State  of  New  York,  No.  672,  of  date  October  28,  1908." 

Omplete  by  Supplement  No.  1  to  P.  S.  C.  No.  231,  effective  November  4, 
1908. 

No.  673;  October  28,  1908;  The  New  York  Ontral  and  Hudson  River  Rail- 
road Company: 

Ordered:  That  The  New  York  CJentral  and  Hudson  River  Railroad  Com- 
pany be  and  is  hereby  authorized  to  establish  rate  of  eight  cents  ($0.08)  per 
one  hundred  pounds  on  Malt,  carloads,  minimum  weight  as  per  Official  Classi- 
fication P.  S.  C,  2  N.  Y.,  No.  4019,  and  supplements  thereto  or  superseding 
issues  thereof,  from  Adams,  N.  Y.,  to  Albany,  N.  Y.,  Troy,  N.  Y.,  and  0>hoe8, 
N.  Y.;  provided  that  a  tariff  naming  said  rate  is  filed  with  the  Commission 
as  P.  S.  C,  2  N.  Y.,  No.  4970,  and  posted  at  stations  at  least  one  (1)  day 
prior  to  the  effective  date  specified  in  such  tariff,  which  effective  date  shall 
not  be  later  than  November  7,  1908.  Such  tariff  shall  be  so  filed  and  posted 
within  ten  (10)  days  from  the  date  of  this  order  and  bear  the  following 
notation :  "  Issued  on  one  ( 1 )  day's  notice  to  the  public  and  Commission 
under  special  permission  of  the  Public  Service  Commission,  Second  District, 
State  of  New  York,  No.  673,  of  date  October  28,  1908." 

Complete  by  P.  S.  C.  No.  4970,  effective  November  3,  1908. 
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No.  074;  October  29,  1908;  Boston  and  Maine  Railroad: 

Ordered:  That  the  Boston  and  Maine  Railroad  be  and  is  hereby  authorized 
to  establish  rate  of  thirty-five  cents  ($0.35)  per  cubic  yard  of  twenty-eight 
hundred  (2800)  pounds,  on  Sand  and  Gravel,  carloads,  minimum  weight 
to  be  marked  capacity  of  car,  but  in  no  case  less  than  thirty  thousand 
(30,000)  pounds,  from  Johnsonville,  N.  Y.,  to  Lansingburgh,  N.  Y.;  pro- 
vided that  a  tariff  naming  said  rate  is  filed  with  the  Ommission  in  P.  S.  C, 
2  N.  Y.,  No.  237,  and  posted  at  stations  at  least  five  (5)  days  prior  to  the 
effective  date  specified  in  such  tariff^  which  effective  date  shall  not  be  later 
than  November  12,  1908.  Such  tariff  shall  be  so  filed  and  posted  within  ten 
(10)  days  from  the  date  of  this  order  and  bear  the  following  notation:  "Is- 
sued on  five  (5)  days'  notice  to  the  public  and  the  Commission  under  special 
permission  of  the  Public  Service  Ommission,  Second  District,  State  of  New 
York,  No.  674,  of  date  October  29,  1908." 

Complete  by  P.  S.  C.  No.  237,  effective  November  7,  1908. 

No.  675;  October  29,  1908;  Central  New  England  Railway  Company: 

Ordered:  That  the  Central  New  England  Railway  Company  be  and  is 
hereby  authorized,  in  connection  with  The  New  York  Central  and  Hudson 
River  Railroad  CJompany,  to  establish  rate  of  one  dollar  and  thirty-five  cents 
($1.35)  per  net  ton  on  Ice,  carloads,  minimum  weight  twenty  (20)  net  tons, 
from  Stanfordville,  N.  Y.,  to  Chatham,  N.  Y.;  provided  that  a  tariff  naming 
said  rate  is  filed  with  the  Commission  as  P.  S.  C,  2  N.  Y.,  No.  418,  and 
posted  at  stations  at  least  one  (1)  day  prior  to  the  effective  date  specified 
in  such  tariff,  which  effective  date  shall  not  be  later  than  November  8,  1908. 
Such  tariff  shall  be  so  filed  and  posted  within  ten  (10)  days  from  the  date 
of  this  order  and  bear  the  following  notation :  "  Issued  on  one  ( 1 )  day's 
notice  to  the  public  and  the  Commission  under  special  permission  of  the 
Public  Service  Commission,  Second  District,  State  of  New  York,  No.  675, 
of  date  October  29,  1908." 

Complete  by  P.  S.  C.  No.  418,  effective  November  2,  1908. 

No.  676;  October  29,  1908;  Erie  Railroad  Company: 

Ordered:  That  the  Erie  Railroad  Company  be  and  is  hereby  authorized 
to  establish,  in  connection  with  The  Delaware  and  Hudson  Company,  on 
carload  shipments  of  Petroleum  and  Petroleum  Products,  articles  and  mini- 
mum carload  weights  as  specified  in  tariff  P.  S.  C,  2  N.  Y.,  No.  208,  the 
rates  in  cents  per  one  hundred  pounds,  from  Buffalo,  N.  Y.,  to  The  Delaware 
and  Hudson  Company  stations  shown  by  index  numbers  in  tariff  P.  S.  C., 
2  N.  Y.,  No.  1017,  as  follows:  Windsor,  N.  Y.,  to  Center  Village,  N.  Y., 
index  numbers  27  to  29,  inclusive,  and  Port  Crane,  N.  Y.,  to  Mechanicville, 
N.  Y.,  index  numbers  31  to  83,  inclusive,  12;  Round  Lake,  N.  Y.,  to  Rouses 
Point,  N.  Y.,  index  numbers  84  to  173,  inclusive,  except  to  such  points  as 
the  movement  of  the  traffic  would  be  interstate  commerce,  17;  provided  that 
a  tariff  naming  said  rates  is  filed  with  the  Commission  in  Supplement  No.  11 
to  tariff  P.  S.  C,  2  N.  Y.,  No.  208,  and  posted  at  stations  at  least  three 
(3)  days  prior  to  the  effective  date  specified  in  such  tariff,  which  effective 
date  shall  not  be  later  than  November  11,  1908.  Such  tariff  shall  be  so 
filed  and  posted  within  ten  (10)  days  from  the  date  of  this  order  and 
bear  the  following  notation :  "  Issued  on  three  ( 3 )  days'  notice  to  the 
public  and  the  Commission  under  special  permission  of  the  Public  Service 
Commission,  Second  District,  State  of  New  York,  No.  676,  of  date  October 
29,  1908." 

Complete  by  Supplement  No.  11  to  P.  S.  C.  No.  208,  effective  November 
11,  1908. 

No.  677;  October  29,  1908;  Erie  Railroad  Company: 

Ordered:  That  the  Erie  Railroad  Company  be  and  is  hereby  authorized, 
in  connection  with  The  Delaware  and  Hudson  Company,  to  establish  on  car- 
load shipments  of  Petroleum  and  Petroleum  Products,  articles  and  minimum 
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carload  weights  as  specified  in  tariff  P.  S.  C,  2  N.  Y.,  No.  209,  the  rates 
in  cents  per  one  hundred  pounds,  from  Rochester,  N.  Y.,  to  The  Delaware 
and  Hudson  Company  stations  shown  by  index  numbers  in  tariff  P.  S.  C, 
2  N.  Y.,  No.  1017,  as  follows:  Windsor,  N.  Y.,  and  Center  Village,  N.  Y., 
index  numbers  27  to  29,  inclusive,  and  Port  Crane,  N.  Y.,  to  Mechanicville, 
N.  Y.,  index  numbers  31  to  83,  inclusive,  11;  Round  Lake,  N.  Y.,  to  Rouses 
Point,  N.  Y.,  index  numbers  84  to  173,  inclusive,  except  to  such  points  as 
the  movement  of  the  traffic  would  be  interstate  commerce,  16;  provided  that 
a  tariff  naming  said  rates  is  filed  with  the  Commission  in  Supplement  No. 
12  to  tariff  P.  S.  C,  2  N.  Y.,  No.  209,  and  posted  at  stations  at  least  three 
(3)  days  prior  to  the  effective  date  specified  in  such  tariff,  which  effective 
date  shall  not  be  later  than  November  11,  1908.  Such  tariff  shall  be  so 
filed  and  posted  within  ten  (10)  days  from  the  date  of  this  order  and  bear 
the  following  notation:  '*  Issued  on  three  (3)  days'  notice  to  the  public 
and  the  Commission  under  special  permission  of  the  Public  Service  Com- 
mission, Second  District,  State  of  New  York,  No.  677,  of  date  October  29, 
1908." 

Complete  by  Supplement  No.  12  to  P.  S.  C.  No.  209,  effective  November 
11,  1908. 

No.  678;  October  29,  1908;  Erie  Railroad  Company: 

Ordered:  That  the  Erie  Railroad  Company  be  and  is  hereby  authorized 
to  establish,  in  connection  with  The  Delaware  and  Hudson  Company,  on 
carload  shipments  of  Petroleum  and  Petroleum  Products,  articles  and  mini- 
mum carload  weights  as  specified  in  tariff  P.  S.  C,  2  N.  Y.,  No.  210,  the 
rates  in  cents  per  one  hundred  pounds,  from  Wellsville,  N.  Y.,  to  The  Dela- 
ware and  Hudson  Company  stations  shown  by  index  numbers  in  tariff 
P.  S.  C,  2  N.  Y.,  No.  1017,  as  follows:  Windsor,  N.  Y.,  to  Center  Villa^. 
N.  Y.,  index  numbers  27  to  29,  inclusive,  and  Port  Crane,  N.  Y.,  to  Mechanic- 
ville, N.  Y.,  index  numbers  31  to  83,  inclusive,  12;  Round  Lake,  N.  Y.,  to 
Rouses  Point,  N.  Y.,  index  numbers  84  to  173,  inclusive,  except  to  such 
points  as  the  movement  of  the  traffic  would  be  interstate  commerce,  17; 
provided  that  a  tariff  naming  said  rates  is  filed  with  the  Commission  in 
Supplement  No.  11  to  tariff  P.  S.  C,  2  N.  Y.,  No.  210,  and  posted  at  stations 
at  least  three  (3)  days  prior  to  the  effective  date  specified  in  such  tariff, 
which  effective  date  shall  not  be  later  than  November  11,  1908.  Such  tariff 
shall  be  so  filed  and  posted  within  ten  (10)  days  from  the  date  of  this  order 
and  bear  the  following  notation :  **  Issued  on  three  ( 3 )  days'  notice  to  the 
public  and  the  Commission  under  special  permission  of  the  Public  Service 
Commission,  Second  District,  State  of  New  York,  No.  678,  of  date  October 
29,  1908." 

Ck>mplete  by  Supplement  No.  11  to  P.  S.  C.  No.  210,  effective  November 
11,  1908. 

No.  679;  October  29,  1908;  Erie  Railroad  Company: 

Ordered:  That  the  Erie  Railroad  Company  be  and  is  hereby  authorized 
to  establish,  in  connection  with  The  Delaware  and  Hudson  Company,  on 
carload  shipments  of  Petroleum  and  Petroleum  Products,  articles  and  mini- 
mum carload  weights  as  specified  in  tariff  P.  S.  C,  2  N.  Y.,  No.  211,  the 
rates  in  cents  per  one  hundred  pounds  from  Olean,  N.  Y.,  to  The  Delaware 
and  Hudson  Company  stations  shown  by  index  numbers  in  tariff  P.  S.  C, 
2  N.  Y.,  No.  1017,  as  follows:  Windsor,  N.  Y.,  to  Center  Villace,  N.  Y., 
index  numbers  27  to  29,  inclusive,  and  Port  Crane,  N.  Y.,  to  Mechanicville, 
N.  Y.,  index  numbers  31  to  83,  inclusive,  12;  Round  Lake,  N.  Y.,  to  Rouses 
Point,  N.  Y.,  index  numbers  84  to  173,  inclusive,  except  to  such  points  as 
the  movement  of  the  traffic  would  be  interstate  commerce,  17;  provided  that 
a  tariff  naming  said  rates  is  filed  with  the  Commission  in  Supplement  No. 
15  to  tariff  P.  S.  C,  2  N.  Y.,  No.  211,  and  posted  at  stations  at  least  three 
(3)  days  prior  to  the  effective  date  specified  in  such  tariff,  which  effective 
date  shall  not  be  later  than  November  11,  1908.  Such  tariff  shall  be  so 
filed  and  posted  within  ten  (10)  days  from  the  date  of  this  order  and  bear 
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the  following  notation :  "  Issued  on  three  ( 3 )  days*  notice  to  the  public 
and  Commission  under  special  permission  of  the  Public  Service  Commission, 
Second  District,  State  of  New  York,  No.  079,  of  date  October  29,  1908." 

Complete  by  Supplement  No.  16  to  P.  S.  C.  No.  211,  effective  November 
11,  1908. 

No.  680;  October  30,  1908;  The  New  York  Central  and  Hudson  River  Rail- 
road Company: 

Ordered:  That  The  New  York  Central  and  Hudson  River  Railroad  Com- 
pany^ be  and  is  hereby  authorized  to  establish  on  shipments  of  Ice,  carloads, 
minimum  weight  fifty  thousand  (50,000)  pounds  unless  marked  capacity  of 
car  is  less,  in  which  case  the  marked  capacity  of  car  will  govern,  but  in 
no  case  shall  the  minimum  weight  be  less  than  forty  thousand  (40,000) 
pounds,  from  Buffalo,  N.  Y.,  East  Buffalo,  N.  Y.,  and  Black  Rock,  N.  Y., 
the  rates  in  cents  per  net  ton  to  the  following  stations:  East  Rochester, 
N.  Y.,  and  Macedon,  N.  Y.,  and  intermediate  stations,  100;  Walworth,  N.  Y., 
and  Savannah,  N.  Y.,  and  intermediate  stations,  120;  Fox  Ridge,  N.  Y.,  and 
Syracuse,  N.  Y.,  and  intermediate  stations,  140;  Pittsford,  N.  Y.,  and  Rail- 
road Mills,  N.  Y.,  and  intermediate  stations,  100;  Fishers,  N.  Y.,  and  Ohapin- 
ville,  N.  Y.,  and  intermediate  stations,  120;  Shortsville,  N.  Y.,  and  Seneca 
Falls,  N.  Y.,  and  intermediate  stations,  130;  Cayuga,  N.  Y.,  and  Camillus, 
N.  Y.,  and  intermediate  stations,  140;  all  points  of  origin  and  destination 
to  be  named  in  the  tariff;  provided  that  a  tariff  naming  said  rates  is  filed 
with  the  Commission  as  P.  S.  C,  2  N.  Y.,  No.  4953,  and  posted  at  stations 
at  least  one  ( 1 )  day  prior  to  the  effective  date  specified  in  such  tariff,  which 
effective  date  shall  not  be  later  than  November  7,  1908.  Such  tariff  shall 
be  so  filed  and  posted  within  seven  (7)  days  from  the  date  of  this  order 
and  bear  the  following  notation :  "  Issued  on  one  ( 1 )  day's  notice  to  the 
public  and  the  Commission  under  special  permission  of  the  Public  Service 
Commission,  Second  District,  State  of  New  York,  No.  680,  of  date  October 
30,  1908." 

Complete  by  P.  S.  C.  No.  4953,  effective  November  7,  1908. 

No.  681;  October  30,  1908;  West  Shore  Railroad  (N.  Y.  C.  &  H.  R.  R.  R.  Co. 
Lessee) : 

Ordered:  That  the  West  Shore  Railroad  (The  New  York  Central  and 
Hudson  River  Railroad  Company,  Lessee)  be  and  is  hereby  authorized  to 
establish  on  carload  shipments  of  Ice,  minimum  weight  fifty  thousand 
(50.000)  pounds  unless  marked  capacity  of  car  is  less,  in  which  case  the 
marked  capacity  of  car  will  govern,  but  in  no  case  shall  the  minimum  weight 
be  less  than  forty  thousand  (40,000)  pounds,  from  Buffalo,  N.  Y.,  East 
Buffalo,  N.  Y.,  and  Black  Rock,  N.  Y.,  the  rates  in  cents  per  net  ton  to 
the  following  stations:  Mortimer,  N.  Y.,  and  Macedon,  N.  Y.,  and  inter- 
mediate stations,  100;  Palmyra,  N.  Y.,  and  Montezuma,  N.  Y.,  and  inter- 
mediate stations,  120;  Port  Byron,  N.  Y.,  and  Syracuse,  N.  Y.,  and  inter- 
mediate stations,  140;  all  points  of  origin  and  destination  to  be  named  in 
the  tariff;  provided  that  a  tariff  naming  said  rates  is  filed  with  the  Com- 
mission as  P.  S.  C,  2  N.  Y.,  No.  1287,  and  posted  at  stations  at  least  one 
(1)  day  prior  to  the  effective  date  specified  in  such  tariff,  which  effective 
date  shall  not  be  later  than  November  7,  1908.  Such  tariff  shall  be  so  filed 
and  posted  within  seven  (7)  days  from  the  date  of  this  order  and  bear  the 
following  notation :  "  Issued  on  one  ( 1 )  day's  notice  to  the  public  and  Ck)m- 
mission  under  special  permission  of  the  Public  Service  Commission,  Second 
District,  State  of  New  York,  No.  681,  of  date  October  30,  1908." 

Complete  by  P.  S.  C.  No.  1287,  effective  November  7,  1908. 

No.  682;  November  2,  1908;  Erie  Railroad  Company: 

Ordered:  That  the  Erie  Railroad  Company  be  and  is  hereby  authorized^ 
in  connection  with  The  Delaware  and  Hudson  Company,  the  Boston  and 
Maine  Railroad,  and  the  Rutland  Railroad  Company,  to  establish  rate  of 
twelve  cents   ($0.12)   per  one  hundred  pounds  on  Grain  and  Grain  Product^ 
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carloads,  articles  and  minimum  carload  weights  as  specified  in  tariff  P.  S.  C, 
2  N.  Y.,  No.  359,  and  supplement  thereto,  from  Buffalo,  N.  Y.,  to  The  Dela- 
ware and  Hudson  Ck>mpany  stations  Greenfield,  N.  Y.,  to  North  Greek,  N.  Y., 
inclusive,  and  intermediate  stations;  Glemons,  N.  Y.,  to  Mooers  Junction, 
N.  Y.,  and  Rouses  Point,  N.  Y.,  inclusive,  and  intermediate  stations;  Platts- 
burgh,  N.  Y.,  to  Ausable  Forks,  N.  Y.,  inclusive,  and  intermediate  stations; 
Morrisonville,  N.  Y.,  to  Wolf  Pond,  N.  Y.,  inclusive,  and  intermediate 
stations;  Plumadore,  N.  Y.,  to  Saranac  Lake,  N.  Y.,  inclusive,  and  inter- 
mediate stations;  Boston  and  Maine  Railroad  stations  Buskirks,  N.  Y., 
Eagle  Bridge,  N.  Y.,  East  Buskirks,  N.  Y.,  Hoosick,  N.  Y.,  Hooaick  Falls, 
N.  Y.,  Hoosick  Jimction,  N.  Y.,  North  Hoosick,  N.  Y.,  Petersburgh  Junction, 
N.  Y.,  Saratoga,  N.  Y.,  Schuylerville,  N.  Y.,  Walloomsac,  N.  Y.,  Wayville, 
N.  Y.,  White  Creek,  N.  Y.;  Rutland  railroad  stations  Adams  Grossing,  N.  Y., 
Berlin,  N.  Y.,  Brainards,  N.  Y.,  Genter  Lebanon,  N.  Y.,  Center  Berlin,  N.  Y., 
Chatham,  N.  Y.,  Lebanon  Springs,  N.  Y.,  North  Lebanon,  N.  Y.,  North 
Stephentown,  N.  Y.,  Old  Chatham,  N.  Y.,  Petersburgh,  N.  Y.,  Rayville,  N.  Y., 
South  Berlin,  N.  Y.,  Stephentown,  N.  Y.,  West  Lebanon,  N.  Y.;  all  points 
of  origin  and  destination  to  be  shown  in  the  tariff;  provided  that  a  tariff 
naming  said  rate  is  filed  with  the  Commission  in  Supplement  No.  6  to 
P.  S.  C,  2  N.  Y.,  No.  359,  and  posted  at  stations  at  least  three  (3)  days 
prior  to  the  effective  date  specified  in  such  tariff,  which  effective  date  shall 
not  be  later  than  November  15,  1908.  Such  tariff  shall  be  so  filed  and 
posted  within  ten  (10)  days  from  the  date  of  this  order  and  bear  the 
following  notation:  "Issued  on  three  (3)  days'  notice  to  the  public  and 
Commission  under  special  permission  of  the  Public  Service  Gommission, 
Second  District,  State  of  New  York,  No.  682,  of  date  November  2,  1908." 

Complete  by  Supplement  No.  6  to  P.  S.  C.  No.  359,  effective  November  12, 
1908. 

No.  683;  November  2,  1908;  The  New  York  Central  and  Hudson  River  Rail- 
road Company: 

Ordered:  That  The  New  York  Central  and  Hudson  River  Railroad  Com- 
pany be  and  is  hereby  authorized  to  establish  rate  of  fifty- five  cents  ($0.55) 
per  net  ton  on  Ice,  carloads,  minimum  weight  fifty  thousand  (50,000)  pounds 
unless  marked  capacity  of  car  is  less,  in  which  case  the  marked  capacity  of 
car  will  govern,  but  in  no  case  shall  the  minimum  weight  be  less  than  forty 
thousand  (40,000)  pounds,  from  Massena  Springs,  N.  Y.,  to  Ogdensburg, 
N.  Y.;  provided  that  a  tariff  naming  said  rate  is  filed  with  the  Conunission 
as  P.  S.  C,  2  N.  Y.,  No.  4996,  and  posted  at  stations  at  least  one  (1)  day 
prior  to  the  effective  date  specified  in  such  tariff,  which  effective  date  shall 
not  be  later  than  November  13,  1908.  Such  tariff  shall  be  so  filed  and  posted 
within  ten  (10)  days  from  the  date  of  this  order  and  bear  the  following 
notation :  "  Issued  on  one  ( 1 )  day's  notice  to  the  public  and  the  Commission 
under  special  permission  of  the  Public  Service  Commission,  Second  District, 
State  of  New  York,  No.  683,  of  date  November  2,  1908." 

Complete  by  P.  S.  C.  No.  4996,  effective  November  7,  1908. 

No.  684;  November  2,  1908;  The  New  York  Central  and  Hudson  River  Rail- 
road Company: 

Ordered:  That  The  New  York  Central  and  Hudson  River  Railroad  Com- 
pany be  and  is  hereby  authorized  to  establish  rate  of  forty  cents  ($0.40) 
per  ton,  minimum  fifteen  (16)  tons  (net  or  gross  as  commodity  may  be 
rated ) ,  for  switching  freight  in  carloads,  in  either  direction,  between  junction 
of  the  New  York  Central  and  Hudrfion  River  railroad  with  The  Delaware 
and  Hudson  Company  at  Albany,  N.  Y.,  and  Rensselaer,  N.  Y.;  provided 
that  a  tariff  naming  said  rate  is  filed  with  the  Commission  in  P.  S.  C, 
2  N.  Y.,  No.  4994,  and  posted  at  stations  at  least  one  (1)  day  prior  to  the 
effective  date  specified  in  such  tariff,  which  effective  date  shall  not  be  later 
than  November  7,  1908.  Such  tariff  shall  be  so  filed  and  posted  within  fivn 
(5)    days   from   the   date   of   this  order   and  bear   the  following  notation: 
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*'  Issued  on  one  ( 1 )  day's  notice  to  the  public  and  the  Commission  under 
special  permission  of  the  Public  Service  Commission,  Second  District,  State 
of  New  York,  No.  684,  of  date  November  2,  1908." 

Complete  by  P.  S.  C.  No.  4994,  effective  November  7,  1908. 

No.  685;  November  2,  1908;  International  Railway  Company: 

Ordered:  That  the  International  Railway  Company  be  and  is  hereby 
authorized  to  establish  as  applying  to  the  shipment  of  freight  in  connection 
with  the  rates  contained  in  tariffs  of  its  issue,  the  ratings,  rules,  and  regu- 
lations contained  in  the  schedules  issued  by  D.  O.  Ives,  chairman  of  the 
Official  Cinssificalion  committee,  as  Supplements  Nos.  5  and  6  to  Official 
Classification  No.  32;  provided  that  tariffs  containing  such  ratings,  rules, 
and  regulations  are  filed  with  the  Commission  in  Supplements  Nos.  5  and  6 
to  tariff  P.  S.  C,  2  X.  Y.,  No.  12,  and  posted  at  stations  at  least  two  (2) 
days  prior  to  the  effective  date  specified  in  such  tariff,  which  effective  date 
shall  not  be  later  than  November  14,  1908.  Such  tariffs  shall  be  so  filed 
and  posted  within  ten  (10)  days  from  the  date  of  this  order  and  bear  the 
following  notation:  "Issued  on  two  (2)  days'  notice  to  the  public  and  the 
Commission  imder  special  permission  of  the  Public  Service  Commission, 
Second  District,  State  of  New  York,  No.  686,  of  date  November  2,  1908." 

Complete  by  Supplements  Nos.  5  and  6  to  P.  S.  C.  No.  12,  effective  Novem- 
ber 9,  1908. 

No.  686;  November  4,  1908;  The  Delaware  and  Hudson  Company: 

Ordered:  That  The  Delaware  and  Hudson  Company  be  and  is  hereby 
authori^d  to  establish  rate  of  forty- three  cents  ($0.43)  per  gross  ton  on 
Ore,  Iron,  carloads,  minimum  weight  twenty-five  (25)  gross  tons,  from  Stan- 
dish,  N.  Y.,  and  Lyon  Mountain,  N.  Y.,  to  Port  Henry,  N.  Y.;  provided 
that  a  tariff  naming  said  rate  is  filed  with  the  Commission  as  P.  8.  C, 
2  N.  Y.,  No.  1792,  and  posted  at  stations  at  least  three  (3)  days  prior  to 
the  effective  date  specified  in  such  tariff,  which  effective  date  shall  not  be 
later  than  November  17,  1908.  Such  tariff  shall  be  so  filed  and  posted  within 
ten  (10)  days  from  the  date  of  this  order  and  bear  the  following  notation: 
"  Issued  on  three  ( 3 )  days'  notice  to  the  public  and  the  Commission  imder 
special  permission  of  the  Public  Service  Commission,  Second  District,  State 
of  New  York,  No.  686,  of  date  November  4,  1908." 

Complete  by  P.  S.  C.  No.  1792,  effective  November  10,  1908. 

No.  687;  November  4,  1908;  The  New  York  Central  and  Hudson  River  Rail- 
road Company: 

Ordered:  That  The  New  York  Central  and  Hudson  River  Railroad  Com- 
pany be  and  is  hereby  authorized  to  establish  on  Ice,  carloads,  minimum 
weight  fifty  thousand  (50,000)  pounds  unless  marked  capacity  of  car  is  les-J, 
in  which  case  the  marked  capacity  of  car  will  govern,  but  in  no  case  to 
be  less  than  forty  thousand  (40,000)  pounds,  the  following  rates  in  cents 
per  net  ton:  From  Fumiss,  N.  Y.,  and  Oswego,  N.  Y.,  to  Rome,  N.  Y.,  65; 
to  Utica,  N.  Y.,  85;  to  Little  Falls,  N.  Y.,  100;  provided  that  a  tariff 
naming  said  rates  is  filed  with  the  Commission  as  P.  S.  C,  2  N.  Y.,  No.  5002, 
and  posted  at  stations  at  least  one  ( 1 )  day  prior  to  the  effective  date  specified 
in  such  tariff,  which  effective  date  shall  not  be  later  than  November  15,  1908.. 
Such  tariff  shall  be  so  filed  and  posted  within  ten  (10)  days  from  the  date 
of  this  order  and  bear  the  following  notation :  "  Issued  on  one  ( 1 )  day's 
notice  to  the  public  and  the  Commission  under  special  permission  of  the 
Public  Service  Commission,  Second  District,  State  of  NeW  York,  No.  687, 
of  date  November  4,  1908." 

Complete  by  P.  S.  C.  No.  5002,  effective  November  9,  1908. 

No.  688;  November  4,  1908;  The  New  York  Central  and  Hudson  River  Rail- 
road Company: 

Ordered:  That  The  New  York  Central  and  Hudson  River  Railroad  Com- 
pany be  and  is  hereby  authorized  to  establish,  in  connection  with  the  West 
Shore  Railroad    (The  New  York  Central  and  Hudson  River  Railroad  Com- 
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pany,  Lessee),  rate  of  nine  and  one-half  cents  ($0.09^^)  per  one  hundred 
pounds  on  Cider  Apples,  in  bulk,  Apple  Waste,  Apple  Chops,  Apple  Cores, 
Apple  Skins,  carloads,  minimum  weight  as  per  Official  Classification  P.  S.  C, 
2  N.  Y.,  No.  4019,  and  supplements  thereto  or  superseding  issues  thereof, 
from  Auburn,  N.  Y.,  to  Catskill,  N.  Y.;  provided  that  a  tariff  naming  said 
rate  is  filed  with  the  Commission  as  P.  S.  C,  2  N.  Y.,  No.  5001,  and  posted 
at  stations  at  least  one  (1)  day  prior  to  the  effective  date  specified  in 
such  tariff,  which  effective  date  shall  not  be  later  than  November  15,  1908. 
Such  tariff  shall  be  so  filed  and  posted  within  ten  (10)  days  from  the  date 
of  this  order  and  bear  the  following  notation:  "Issued  on  one  (1)  day's 
notice  to  the  public  and  the  Commission  under  special  permission  of  the 
Public  Service  Commission,  Second  District,  State  of  New  York,  No.  688, 
»f  date  November  4,  1908." 

Complete  by  P.  S.  C.  No.  5001,  effective  November  7,  1908. 

No.  689;  November  4,  1908;  West  Shore  Railroad  (N.  Y.  C.  &  H.  R.  R.  R.  Co. 

Lessee)  : 

Ordered:  That  the  West  Shore  Railroad  (The  New  York  Central  and 
Hudson  River  Railroad  Company,  Lessee)  be  and  is  hereby  autharized  to 
establish  rate  of  twelve  cents  ($0.12)  per  one  hundred  pounds  on  Cider 
Apples,  in  bulk,  Apple  Waste,  Apple  Chop,  Apple  Cores,  Apple  Skins,  car- 
loads, minimum  weight  as  per  Official  Classification  P.  S.  C.,  2  N.  Y.,  No. 
987,  and  supplements  thereto  or  superseding  issues  thereof,  from  Oakfield, 
N.  Y.,  to  Catskill,  N.  Y.;  provided  that  a  tariff  naming  said  rate  is  filed 
with  the  Commission  as  P.  S.  C,  2  N.  Y.,  No.  1302,  and  posted  at  stations 
at  least  one  (1)  day  prior  to  the  effective  date  specified  in  such  tariff, 
which  effective  date  shall  not  be  later  than  November  15,  1908.  Such  tariff 
shall  be  so  filed  and  posted  within  ten  (10)  days  from  the  date  of  this 
order  and  bear  the  following  notation:  ''Issued  on  one  (1)  day's  notice 
to  the  public  and  the  Commission  under  special  permission  of  the  Public 
Service  Commission,  Second  District,  State  of  New  York,  No.  689,  of  date 
November  4,  1908." 

Complete  by  P.  S.  C.  No.  1302,  effective  November  7,  1908. 

No.  690;  November  5,  1908;  The  New  York  Central  and  Hudson  River  Rail- 
road (Company: 

Ordered:  That  The  New  York  Central  and  Hudson  River  Railroad  Com- 
pany be  and  is  hereby  authorized  to  establish  upon  shipments  of  Applea 
(Green,  Dried,  and  Evaporated),  Cabbage,  Onions,  Pears,  Pumpkins,  and 
Squash,  carloads,  minimum  weight  as  per  Official  Classification  P.  S.  C, 
2  N.  Y.,  No.  4019,  and  supplements  thereto  or  superseding  issues  thereof, 
destined  to  East  Rochester,  N.  Y.,  the  rates  in  cents  per  one  hundred  pounds 
from  New  York  state  stations  as  follows:  Webster,  6*^;  Union  Hill,  6^; 
Lakeside,  7;  Ontario,  7;  Williamson,  7;  Sodus,  7;  Wallington,  7;  Alton, 
7%;  North  Rose,  7%;  Wolcott,  8;  Red  Creek,  8;  Sterling,  8%;  Crocketts, 
8%;  Hannibal,  8^^;  Furniss,  8^^;  Oswego,  8^;  Scriba,  9;  New  Haven,  9; 
Mexico,  91/^;  Daysville,  9%;  Pulaski,  9^^;  provided  that  a  tariff  naming 
said  rates  is  filed  with  the  Commission  as  Supplement  No.  5  to  P.  S.  C, 
2  N.  Y.,  No.  4528,  and  posted  at  stations  at  least  one  (1)  day  prior  to  the 
effective  date  specified  in  such  tariff,  which  effective  date  shall  not  be  later 
than  November  16,  1908.  Such  tariff  shall  be  so  filed  and  posted  within  ten 
(10)  days  from  the  date  of  this  order  and  bear  the  following  notation. 
"  Issued  on  one  ( 1 )  day's  notice  to  the  public  and  Commission  under  special 
permission  of  the  Public  Service  Commission,  Second  District,  State  of  New 
York,  No.  690,  of  date  November  6,  1908." 

Complete  by  Supplement  No.  5  to  P.  S.  C.  No.  4628,  effective  November 
12,  1908. 

No.  691;  November  5,  1908;  The  New  York  Central  and  Hudson  River  Rail- 
road Company: 

Ordered:  That  The  New  York  Central  and  Hudson  River  Railroad  Com- 
pany be  and  is  hereby  authorized  to  establish  rate  of  one  dollar  and  twenty- 
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five  cents  ($1.25)  per  net  ton  on  Brick,  Building,  Chimney,  Common,  Hol- 
low, Pressed,  Salt  Glazed  (not  enameled),  when  shipped  the  same  as  Pressed 
Brick,  individual  brick  not  being  packed.  Brick  and  Clay  Conduits,  Fire 
Proofing  (made  of  clay,  plaster,  gypsum  rock,  or  cement),  and  Hollow 
Building  Blocks,  in  carloads,  minimum  weight  as  per  Official  Classification 
P.  S.  C,  2  N.  Y.,  No.  4019,  and  supplements  thereto  or  superseding  issues 
thereof,  from  Canandaigua,  N.  Y.,  to  Oswego,  N.  Y.;  provided  that  a  tariff 
naming  said  rate  is  filed  with  the  Commission  as  Supplement  No.  1  to  tariff 
P.  S.  C,  2  N.  Y.,  No.  4940,  and  posted  at  stations  at  least  ten  (10)  days 
prior  to  the  effective  date,  November  24,  1908,  to  be  specified  in  the  tariff. 
Such  tariff  shall  be  so  filed  and  posted  within  nine  (9)  days  from  the  date 
of  this  order  and  bear  the  following  notation:  "Issued  on  ten  (10)  days' 
notice  to  the  public  and  the  Commission  under  special  permission  of  the 
Public  Service  Commission,  Second  District,  State  of  New  York,  No.  691, 
of  date  November  5,  1908." 

Complete  by  Supplement  No.  1  to  P.  S.  C.  No.  4940,  effective  November 
24,  1908. 

No.  692;  November  5,  1908;  Catskill  Mountain  Railway  Company: 

Ordered:  That  the  Catskill  Mountain  Railway  Company  be  and  is  hereby 
authorized  to  correct  its  tariff  P.  S.  C,  2  N.  Y.,  No.  46,  naming  excursion 
fares  for  round-trip  tickets  between  local  stations,  making  change  in  the 
following  provision :  Tariff  now  reads,  "  Good  only  for  passage  if  u^  within 
ten  days,  including  date  of  sale,  except  that  no  ticket  shall  be  made  good 
for  passage  after  November  17";  changed  to  read:  "Good  only  for  passage 
if  used  within  ten  days,  including  date  of  sale";  provided  that  a  tariff 
naming  said  change  is  filed  with  the  Commission  and  posted  at  stations  at 
least  one  (1)  day  prior  to  the  effective  date  specified  in  such  tariff,  which 
effective  date  shall  not  be  later  than  November  7,  1908.  Such  tariff  shall 
be  so  filed  and  pasted  within  one  (1)  day  from  the  date  of  this  order  and 
bear  the  following  notation :  "  Issued  on  one  ( 1 )  day's  notice  to  the  public 
and  the  Commission  imder  special  permission  of  the  Public  Service  Com- 
mission, Second  District,  State  of  New  York,  No.  692,  of  date  November  6, 
1908." 

Complete  by  P.  S.  C.  No.  49,  effective  November  7,  1908. 

No.  693;  November  6,  1908;  The  New  York  Central  and  Hudson  River  Rail- 
road Company: 

Ordered:  That  The  New  York  Central  and  Hudson  River  Railroad  Com- 
pany be  and  is  hereby  authorized  to  establish  rate  of  thirty-five  cents  ($0.35) 
per  net  ton  on  Sand,  carloads,  minimum  weight  to  be  the  marked  capacity 
of  car,  but  in  no  case  less  than  forty  thousand  (40,000)  pounds,  from 
Tribes  Hill,  N.  Y.,  to  Amsterdam,  N.  Y.;  provided  that  a  tariff  naming 
said  rate  is  filed  with  the  Commission  as  P.  S.  C,  2  N.  Y.,  No.  5007,  and 
posted  at  stations  at  least  one  (1)  day  prior  to  the  effective  date 
specified  in  such  tariff,  which  effective  date  shall  not  be  later  than 
November  17,  1908.  Such  tariff  shall  be  so  filed  and  posted  within  ten 
(10)  days  from  the  date  of  this  order  and  bear  the  following  notation: 
*^  Issued  on  one  ( 1 )  day's  notice  to  the  public  and  the  Commission  under 
special  permission  of  the  Public  Service  Commission,  Second  District,  State 
of  New  York,  No.  693,  of  date  November  6,  1908." 

Complete  by  P.  S.  C.  No.  5007,  effective  November  12,  1908. 

No.  694;  November  9,  1908;  West  Shore  Railroad  (N.  Y.  C.  &  H.  R.  R.  R.  Co. 
Lessee) : 

Ordered:  That  the  West  Shore  Railroad  (The  New  York  Central  and 
Hudson  River  Railroad  Company,  Lessee)  be  and  is  hereby  authorized,  in 
connection  with  The  New  York  Central  and  Hudson  River  Railroad  Company, 
to  establish  joint  rate  of  eight  and  one-half  cents  ($0.08^^)  per  one  hundred 
pounds  on  Cattle,  carloads,  minimum  weight  twenty  thousand  (20,000) 
pounds  per  car,  from  Little  Falls,  N.  Y.,  to  West  Albany,  N.  Y.;  and  rate 
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of  nine  and  one-half  cents  ($0.09^)  per  one  hundred  pounds  to  Linlithgo, 
JN.  Y.;  provided  that  a  tariff  naming  said  rates  is  filed  with  the  (Commission 
as  P.  S.  C,  2  N.  Y.,  No.  1303,  and  posted  at  stations  at  least  one  (1)  day 
prior  to  the  effective  date  specified  in  such  tariff,  which  effective  date  shall 
not  be  later  than  November  20,  1908.  Such  tariff  shall  be  so  filed  and 
posted  within  ten  (10)  days  from  the  date  of  this  order  and  bear  the  fol- 
lowing notation :  "  Issued  on  one  ( 1 )  day's  notice  to  the  public  and  the 
Commission  under  special  permission  of  the  Public  Service  Commission, 
Second  District,  State  of  New  York,  No.  694,  of  date  November  9,  1908." 
Complete  by  P.  S.  C.  No.  1303,  effective  November  12,  1908. 

No.  695;  November  9,  1908;  Little  Falls  and  Dolgeville  Railroad  Company: 

Ordered:  That  the  Little  Falls  and  Dolgeville  Railroad  Company  be  and 
is  hereby  authorized  to  establish  rate  of  five  cents  ($0.05)  per  forty-quart 
can  on  Milk,  in  forty-quart  cans,  from  Salisbury  Center,  N.  Y.,  to  Dolgeville, 
N.  Y.,  the  said  rate  to  include  the  free  return  of  empty  cans;  provid^  that 
a  tariff  naming  said  rate  is  filed  with  the  Commission  as  P.  S.  C,  2  N.  Y., 
No.  94,  and  posted  at  stations  at  least  three  (3)  days  prior  to  the  effective 
date  specified  in  such  tariff,  which  effective  date  shall  not  be  later  than 
November  22,  1908.  Such  tariff  shall  be  so  filed  and  posted  within  ten 
(10)  days  from  the  date  of  this  order  and  bear  the  following  notation: 
"  Issued  on  three  ( 3 )  days*  notice  to  the  public  and  the  Commission  under 
special  permission  of  the  Public  Service  Commission,  Second  District,  State 
of  New  York,  No.  695,  of  date  November  9,  1908." 

Complete  by  P.  S.  C.  No.  94,  effective  November  17,  1908. 

No.   696;    November    11,    1908;    New   York,   Ontario   and   Western    Railway 
Company : 

Ordered:  That  the  New  York,  Ontario  and  Western  Railway  Company 
be  and  is  hereby  authorized,  in  connection  with  the  Central  New  England 
Railway  Company,  to  establish  rate  of  one  dollar  and  ten  cents  ($1.10)  per 
net  ton  on  Ice,  carloads,  minimum  weight  as  per  Official  Classification 
P.  S.  C,  2  N.  Y.,  No.  1048,  supplements  thereto  or  superseding  issues  thereof, 
from  Burnside,  N.  Y.,  to  Hopewell  Junction,  N.  Y.,  via  Campbell  Hall,  N.  Y.; 
provided  that  a  tariff  naming  said  rate  is  filed  with  the  Commission  as 
P.  S.  C,  2  N.  Y.,  No.  1244,  and  posted  at  stations  at  least  three  (3)  days 
prior  to  the  effective  date  specified  in  such  tariff,  which  effective  date  shall 
not  be  later  than  November  24,  1908.  Such  tariff  shall  be  so  filed  and  posted 
within  ten  (10)  days  from  the  date  of  this  order  and  bear  the  following 
notation:  "Issued  on  three  (3)  days'  notice  to  the  public  and  the  Commis- 
sion under  special  permission  of  the  Public  Service  Commission,  Second 
District,  State  of  New  York,  No.  696,  of  date  November  11,  1908." 

Complete  by  P.  S.  C.  No.  1244,  effective  November  16,  1908. 

No.  697;  November  11,  1908;  West  Shore  Railroad   (N.  Y.  C.  &  H.  R.  R.  R. 
Co.  Lessee) : 

Ordered:  That  the  West  Shore  Railroad  (The  New  York  Central  and 
Hudson  River  Railroad  Company,  Lessee)  be  and  is  hereby  authorized  to 
establish,  in  connection  with  the  Boston  and  Maine  Railroad,  rate  of  seventy- 
five  cents  ($0.75)  per  net  ton  on  Stone,  Crushed,  carloads,  minimum  weight 
marked  capacity  of  car,  but  in  no  case  to  be  less  than  forty  thousand 
(40,000)  pounds,  from  Pattersonville,  N.  Y.,  to  Scotia,  N.  Y.,  via  Rotter- 
dam Junction,  N.  Y.;  provided  that  a  tariff  naming  said  rate  is  filed  with 
the  Commission  as  P.  S.  C,  2  N.  Y.,  No.  1305,  and  posted  at  stations  at 
least  three  (3)  days  prior  to  the  effective  date  specified  in  such  tariff, 
which  effective  date  shall  not  be  later  than  November  24,  1908.  Such  tariff 
shall  be  so  filed  and  posted  within  ten  (10)  days  from  the  date  of  this 
order  and  bear  the  following  notation :  "  Issued  on  three  ( 3 )  days'  notice 
to  the  public  and  the  Commission  under  special  permission  of  the  Public 
Service  Commission,  Second  District,  State  of  New  York,  No.  697,  of  date 
November  11,  1908." 

Complete  by  P.  S.  C.  No.  1306.  effective  November  14.  1908. 
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No.  698;  November  11,  1908;  The  New  York  Central  and  Hudson  River  Rail- 
road Company: 

Ordered:  That  The  New  York  Central  and  Hudson  River  Railroad  Com 
pany  be  and  is  hereby  authorized,  in  connection  with  The  Delaware,  Lacka- 
wanna and  Western  Railroad  Company,  to  establish  rate  of  eighty- five  cents 
($0.85)  per  net  ton  on  Brick,  Common,  carloads,  minimum  weight  as  per 
Official  Classification  P.  S.  C,  2  N.  Y.,  No.  4019,  supplements  thereto  or 
superseding  issues  thereof,  from  East  Syracuse,  N.  Y.,  to  Minetto,  N.  Y., 
via  Syracuse,  N.  Y.;  provided  that  a  tariff  naming  said  rate  is  filed  with 
the  Commiasion  as  P.  S.  C,  2  N.  Y.,  No.  5020,  and  posted  at  stations  at 
least  one  (1)  day  prior  to  the  effective  date  specified  in  such  tariff,  which 
effective  date  shall  not  be  later  than  November  22,  1908.  Such  tariff  shall 
be  so  filed  and  posted  within  ten  (10)  days  from  the  date  of  this  order 
and  bear  the  following  notation:  "Issued  on  one  (1)  day^s  notice  to  the 
public  and  the  Commission  imder  special  permission  of  the  Public  Service 
Commission,  Second  District,  State  of  New  York,  No.  698,  of  date  November 
11,  1908." 

Complete  by  P.  S.  C.  No.  5020,  effective  November  17,  1908. 

No.  699;  November  11,  1908;  West  Shore  Railroad  (N.  Y.  C.  &  H.  R.  R.  R. 
Co.  Lessee) : 

Ordered:  That  the  West  Shore  Railroad  (The  New  York  Central  and 
Hudson  River  Railroad  Company,  Lessee)  be  and  is  hereby  authorized,  in 
connection  with  The  Delaware,  Lackawanna  and  Western  Railroad  Com- 
pany, to  establish  rate  of  eighty-five  cents  ($0.85)  per  net  ton  on  Brick, 
Common,  carloads,  minimum  weight  as  per  Official  Classification  P.  S.  C, 
2  N.  Y.,  No.  987,  supplements  thereto  or  superseding  issues  thereof,  from 
Amboy,  N.  Y.,  to  Minetto,  N.  Y.,  via  Syracuse,  N.  Y.;  provided  that  a 
tariff  naming  said  rate  is  filed  with  the  Commission  as  P.  S.  C,  2  N.  Y., 
No.  1311,  and  posted  at  stations  at  least  one  (1)  day  prior  to  the  effective  date 
specified  in  such  tariff,  which  effective  date  shall  not  be  later  than  November 
22,  1908.  Such  tariff  shall  be  so  filed  and  posted  within  ten  (10)  days 
from  the  date  of  this  order  and  bear  the  following  notation :  "  Issued  on 
one  (1)  day's  notice  to  the  public  and  the  Commission  under  special  per- 
mission of  the  Public  Service  Conunission,  Second  District,  State  of  New 
York,  No.  699,  of  date  November  11,  1908." 

Complete  by  P.  S.  C.  No.  1311,  effective  November  17,  1908. 

No.  700;  November  11,  1908;  The  Delaware,  Lackawanna  and  Western  Rail- 
road Company: 

Ordered:  That  The  Delaware,  Lackawanna  and  Western  Railroad  Com- 
pany be  and  is  hereby  authorized  to  establish  upon  shipments  of  Brick, 
Building,  Common  Red,  carloads,  minimum  weight  as  per  Official  Classi- 
fication P.  S.  C,  2  N.  Y.,  No.  475,  or  exceptions  thereto,  P.  S.  C,  2  N.  Y., 
No.  466,  and  supplements  thereto  or  superseding  issues  thereof,  the  rates 
in  cents  per  net  ton,  from  Syracuse,  N.  Y.,  and  Solvay,  N.  Y.,  to  New  York 
state  stations  named  herein  below: 

Chenango  Bridge    80  Tullv 45 

Chenango    Forks    80  Apulia 46 

Barker    (Broome    Co.) 80  Onativia 45 

Whitney's   Point    75  Jamesvllle 40 

Lisle 76  Syracuse 80 

Klllawog 76  Solvay 

Marathon    (Cortland   Co.) 76  Lakeside 40 

Messengervllle 70  Stiles 40 

Blodgetfs    Mills    70  Baldwlnsvllle 40 

Cortland 65  Lamsons 60 

McGraw 80  South   Granby    60 

Solon 100  Fulton 60 

East  Freetown   100  Minetto 60 

Cornell 100  Oswego 60 

Whites  Mills    100  WUlards    (Chenango   Co.) 100 

Gee  Brook   100  Greene 100 

Clnclnnatus 100  Brlsbln 100 

Homer 60  Coventry 100 

Little  York    60  Oxford    (Chenango    Co.) 100 

Preble 60 
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Provided  that  a  tariff  naming  said  rates  is  filed  with  the  Commission  in 
Supplement  No.  3  to  P.  S.  C,  2  N.  Y.,  No.  590,  and  posted  at  stations  at 
least  one  (1)  day  prior  to  the  effective  date  specified  in  such  tariff,  which 
effective  date  shall  not  be  later  than  November  22,  1908.  Such  tariff  shall 
be  so  filed  and  posted  within  ten  (10)  days  from  the  date  of  this  order 
and  bear  the  following  notation :  "  Issued  on  one  ( 1 )  day's  notice  to  the 
public  and  the  Commission  under  special  permission  of  the  Public  Service 
Commission,  Second  District,  State  of  New  York,  No.  700,  of  date  November 
11,  1908." 

Complete  by  Supplement  No.  3  to  P.  S.  C.  No.  690,  effective  November 
16,  1908. 

No.  701;  November  12,  1908;  The  Delaware,  Lackawanna  and  Western  Rail- 
road Company: 

Ordered:  That  The  Delaware,  Lackawanna  and  Western  Railroad  Com- 
pany be  and  is  hereby  authorized  to  correct  the  heading  on  page  7  of  tariff 
P.  S.  C,  2  N.  Y.,  No.  639,  which  now  reads:  "From  stations  named  to 
stations  on  the  D.,  L.  &  W.  R.  R.  shown  on  page  2  as  taking  rate  group 
numbers  as  follows :  "  to  read  "  To  stations  named  from  stations  on  the 
D.,  L.  &  W.  R.  R.  shown  on  page  2  as  taking  rate  group  numbers  as  fol- 
lows: '';  provided  that  a  tariff  containing  said  correction  is  filed  with  the 
Commission  as  Supplement  No.  1  to  tariff  P.  S.  C,  2  N.  Y.,  No.  639,  and 
posted  at  stations  at  least  one  (1)  day  prior  to  the  effective  date  specified 
in  such  tariff,  which  effective  date  shall  be  December  2,  1908.  Such  tariff 
shall  be  so  filed  and  posted  within  nineteen  (19)  days  from  the  date  of 
this  order  and  bear  the  following  notation :  "  Issued  on  one  ( 1 )  day's 
notice  to  the  public  and  the  Commission  under  special  permission  of  the 
Public  Service  Commission,  Second  District,  State  of  New  York,  No.  701, 
of  date  November  12,  1908." 

Complete  by  Supplement  No.  1  to  P.  S.  C.  No.  639,  effective  December  2, 
1908. 

No.  702;  November  16,  1908;  The  New  York  Central  and  Hudson  River  Rail- 
road Company: 

Ordered:  That  The  New  York  Central  and  Hudson  River  Railroad  Com- 
pany be  and  is  hereby  authorized  to  establish  rate  of  eight  cents  ($0.08) 
per  one  hundred  pounds  on  Canned  Fruit  and  Vegetables,  in  cases,  carloads, 
minimum  weight  as  per  Official  Classification  P.  S.  C,  2  N.  Y.,  No.  4019, 
and  supplements  thereto  or  superseding  issues  thereof,  from  Williamstown, 
N.  Y.,  to  Syracuse,  N.  Y.;  provided  that  a  tariff  naming  said  rate  is  filed 
with  the  Commission  as  P.  S.  C,  2  N.  Y.,  No.  5031,  and  posted  at  stations 
at  least  one  (1)  day  prior  to  the  effective  date  specified  in  such  tariff, 
which  effective  date  shall  not  be  later  than  November  27,  1908.  Such  tariff 
shall  be  so  filed  and  posted  within  ten  (10)  days  from  the  date  of  this 
order  and  bear  the  following  notation :  "  Issued  on  one  ( 1 )  day's  notice 
to  the  public  and  the  Commission  under  special  permission  of  the  Public 
Service  Commi3sion,  Second  District,  State  of  New  York,  No.  702,  of  date 
November  16,  1908." 

Complete  by  P.  S.  C.  No.  5031,  effective  November  20,  1908. 

No.  703;  November  16,  1908;  West  Shore  Railroad   (N.  Y.  C.  &  H.  R.  R.  R. 

Co.  Lessee)  : 

Ordered:  That  the  West  Shore  Railroad  (The  New  York  Central  and 
Hudson  River  Railroad  Company,  Lessee)  be  and  is  hereby  authorized  to 
establish,  in  connection  with  The  New  York  Central  and  Hudson  River  Rail- 
road Company,  on  shipments  of  Apples  (Green,  Dried,  and  Evaporated), 
Cabbage,  Onions,  Pears,  Pumpkins,  and  Squash,  carloads,  minimum  weight 
as  per  Official  Classification  P.  S.  C,  2  N.  Y.,  No.  987,  and  supplements 
thereto  or  superseding  issues  tliereof,  to  Rochester,  Brighton  Station  (N.  Y. 
C.  &  n.  R.  R.  R.),  N.  Y.,  and  LeRoy,  N.  Y.,  the  rates  in  cents  per  one 
hundred  pounds,  from  the  following  New  York  state  stations: 
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To  Rochester.  To  Rochester, 

Brighton  Station  To                                                    Brighton  Station 

From               (N.  Y.  C.  &  H.  R.  LeRoy,         From                                (N.  Y.  C.  &  H.  R. 

R.  R.).N.  Y.  N.Y.                                                     R.  R.),N.  Y. 

Fairport  ...             6%  7%  Bowmansvllle 7^ 

Wayneport  .  .              6  7%  Clarence    IVj 

Maeedon  ...              6  7  Va  Akron 7 

Palmyra  ...               7  8  Alabama 7 

Port   Gibson   .              7  8  Wheatville 7 

Newark  ....              7  8'^  Oakfield 7 

Lyons 7  8%  Elba 7 

Clyde 7  8^  Byron    Center    6% 

Savannah  .   .               7  8%  Bergen 6 

Montezuma  .                7%  ft  Chiirchville 5^ 

Port  Byron  .                7%  9  Chili   Center    5^/ 

Weedsport  .  .               Ih^  9%  Maplewood 6^ 

Jordan  ....              8  9%  Genesee   Junction    6  J 

Memphis  ...              8  10  Mortimer 6^ 

Amboy 8%  10  Ridgeland 6Vi 

BMgewood 6% 

Provided  that  a  tariff  naming  said  rates  is  filed  with  the  Commission  as 
Supplement  No.  3  to  tariff  P.  S.  C,  2  N.  Y.,  No.  1202,  and  posted  at  stations 
at  least  one  ( 1 )  day  prior  to  the  effective  date  specified  in  such  tariff,  which 
effective  date  shall  not  be  later  than  November  27,  1908.  Such  tariff  shall 
be  so  filed  and  posted  within  ten  (10)  days  from  the  date  of  this  order 
and  bear  the  following  notation :  "  Issued  on  one  ( 1 )  day's  notice  to  the 
public  and  the  Commission  under  special  permission  of  the  Public  Service 
Commission,  Second  District,  State  of  New  York,  No.  703,  of  date  November 
16,  1908." 

Complete  by  Supplement  No.  3  to  P.  S.  C.  No.  1202,  effective  November 
24,  1908. 

No.  704;  November  18,  1908;  The  New  York  Central  and  Hudson  River  Rail- 
road Company: 

Ordered:  That  The  New  York  Central  and  Hudson  River  Railroad  Com- 
pany be  and  is  hereby  authorized  to  establish  rate  of  seventy-five  cents 
($0.75)  per  net  ton  on  Sand,  carloads,  minimum  weight  marked  capacity  of 
car,  but  in  no  case  less  than  forty  thousand  (40,000)  pounds,  from  Char- 
lotte, N.  Y.,  to  Syracuse,  N.  Y.;  provided  that  a  tariff  naming  said  rate  is 
filed  with  the  Commission  as  P.  S.  C,  2  N.  Y.,  No.  5032,  and  posted  at 
stations  at  least  three  (3)  days  prior  to  the  effective  date  specified  in  such 
tariff,  which  effective  date  shall  not  be  later  than  December  1,  1908.  Such 
tariff  shall  be  so  filed  and  posted  within  ten  (10)  days  from  the  date  of 
this  order  and  bear  the  following  notation:  "Issued  on  three  (3)  days* 
notice  to  the  public  and  the  Commission  under  special  permission  of  the 
Public  Service  Commission,  Second  District,  State  of  New  York,  No.  704. 
of  date  November  18,  1908." 

Complete  by  P.  S.  C.  No.  5032,  effective  November  28,  1908. 

No.  705;  November  18,  1908;  The  New  York  Ontral  and  Hudson  River  Rail- 
road Company: 

Ordered:  That  The  New  York  Central  and  Hudson  River  Railroad  Com- 
pany be  and  is  hereby  authorized  to  establish  rate  of  fifteen  cents  ($0.15) 
per  one  hundred  pounds  on  Grain  and  Grain  Products,  as  per  list  shown  in 
exceptions  to  Oflacial  Classification,  P.  S.  C,  2  N.  Y.,  No.  4753,  and  supple- 
ments thereto  or  superseding  issues  thereof,  less  carloads,  from  Watertown, 
N.  Y.,  to  Hoffmans,  N.  Y.,  Schenectady,  N.  Y.,  West  Albany,  N.  Y.,  Albany, 
N.  Y.,  Cohoes,  N.  Y.,  Troy,  N.  Y.,  and  Green  Island,  N.  Y.;  provided  that 
a  tariff  naming  said  rate  is  filed  with  the  Commission  as  P.  S.  C,  2  N.  Y., 
No.  5034,  and  posted  at  stations  at  least  one  (1)  day  prior  to  the  effective 
date  specified  in  such  tariff,  which  effective  date  shall  not  be  later  than 
November  29,  1908.  Such  tariff  shall  be  so  filed  and  posted  within  ten  (10) 
days  from  the  date  of  this  order  and  bear  the  following  notation:  "Issued 
on"  one  ( 1 )  day's  notice  to  the  public  and  the  Commission  under  special 
permission  of  the  Public  Service  Commission,  Second  District,  State  of  New 
York,  No.  705,  of  date  November  18,  1908." 

Complete  by  P.  S.  C.  No.  5034,  effective  November  25,  1908. 
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No.  706;  November  18,  1908;  West  Shore  Railroad   (N.  Y.  C.  &  H.  R.  R.  R. 

Co.  Lessee) : 

Ordered:  That  the  West  Shore  Railroad  (The  New  York  Central  and 
Hudson  River  Railroad  Company,  Lessee)  be  and  is  hereby  authorized,  in 
connection  with  The  New  York  Central  and  Hudson  River  Railroad  Com- 
pany, to  establish  rate  of  forty-five  cents  ($0.45)  per  net  ton  on  Sand, 
carloads,  minimum  weight  marked  capacity  of  car,  but  in  no  case  less  than 
forty  tliousand  (40,000)  pounds,  from  Pattersonville,  N.  Y.,  to  Amsterdam, 
N.  Y. ;  provided  that  a  tariff  naming  said  rate  is  filed  with  the  Commission 
as  P.  S.  C,  2  N.  Y.,  No.  1319,  and  posted  at  stations  at  least  three  (3) 
days  prior  to  the  effective  date  specified  in  such  tariff,  which  effective  date 
shall  not  be  later  than  December  1,  1908.  Such  tariff  shall  be  so  filed  and 
posted  within  ten  (10)  days  from  the  date  of  this  order  and  bear  the  fol- 
lowinof  notation:  "Issued  on  three  (3)  days'  notice  to  the  public  and  the 
Commission  under  special  permission  of  the  Public  Service  Commission,  Second 
District,  State  of  New  York,  No.  706,  of  date  November  18,  1908." 

Complete  by  P.  S.  C.  No.  1319,  effective  November  24,  1908. 

No.  707;  November  19,  1908;  West  Shore  Railroad  (N.  Y.  C.  &  H.  R.  R.  R. 
Co.  Lessee) : 

Ordered:  That  the  West  Shore  Railroad  (The  New  York  Central  and 
Hudson  River  Railroad  Company,  Lessee)  be  and  is  hereby  authorized  to 
establish  rate  of  fifty  cents  ($0.50)  per  net  ton  on  Beets,  Sugar,  carloads, 
minimum  carload  weight  forty  thousand  (40,000)  pounds,  from  Newark, 
N.  Y.,  to  Lyons,  N.  Y.;  provided  that  a  tariff  naming  said  rate  is  filed  with 
the  Commission  as  P.  S.  C,  2  N.  Y.,  No.  1320,  and  posted  at  stations  at 
least  one  (1)  day  prior  to  the  effective  date  specified  in  such  tariff,  which 
effective  date  shall  not  be  later  than  November  30,  1908.  Such  tariff  shall 
be  so  filed  and  posted  within  ten  (10)  days  from  the  day  of  this  order  and 
bear  the  following  notation:  "Issued  on  one  (1)  day's  notice  to  the  public 
and  the  Commission  under  special  permission  of  the  Public  Service  Commis- 
eion.  Second  District,  State  of  New  York,  No.  707,  of  date  November  19,  1908." 

Complete  by  P.  S.  C.  No.  1320,  effective  November  25,  1908. 

No.  708;  November  19,  1908;  The  New  York  Central  and  Hudson  River  Rail- 
road Company: 

Ordered:  That  The  New  York  Central  and  Hudson  River  Railroad  Com- 
pany be  and  is  hereby  authorized,  in  connection  with  the  New  York,  Ontario 
and  Western  Railway  Company,  to  establish  on  less  carload  shipments  of 
Flour  and  Feed,  from  Watertown,  N.  Y.,  the  rates  in  cents  per  one  hundred 
pounds,  to  New  York,  Ontario  and  Western  railway  stations  in  New  York 
state,  and  via  tlie  routes,  as  follows: 

Station. 

New  Hartford 

Clinton 

Bartlett 

Westmoreland 

Clark  Mills 

Klrkland 

Franklin    Springs     

Deansboro  

Oriskany   Falls    

Solsvlllp 

Bouckvllle 

Hamilton 

West  Monroe 

Constantia 

Bernhards  

Cleveland 

Jewell 

North  Bay 

Fish  Creek 

State  Bridge 

Dnrhamvllle 


Rate. 

Via. 

10 

Utica. 

10 

11 

Rome. 

12 

•• 

12 

** 

12 

" 

12 

•♦ 

12 

•« 

12 

" 

12 

" 

12 

«• 

12 

*• 

P 

Central  Square. 

4<                               << 

12 

•  <                                 «4 

12 

«•                                 « 

12 

tt                                t* 

12 

U                              tt 

12 

«                               «< 

12 

««                              tt 
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ProTided  that  a  tariff  naming  said  rates  is  filed  with  the  Commission  as 
P.  S.  C,  2  N.  Y.,  No.  5036,  and  posted  at  stations  at  least  three  (3)  days 
prior  to  the  effective  date  specified  in  such  tariff,  which  effective  date  shall 
not  be  later  than  December  2,  1908.  Such  tariff  shall  be  so  filed  and  posted 
within  ten  (10)  days  from  the  date  of  this  order  and  bear  the  following 
notation:  "Issued  on  three  (3)  days'  notice  to  the  public  and  the  Com- 
mission tinder  special  permission  of  the  Public  Service  Commission,  Second 
District,  State  of  New  York,  No.  708,  of  date  November  19,  1908." 
Complete  by  P.  S.  C.  No.  5036,  effective  November  28,  1908. 

No.    709;    November   21,    1908;    New   York,   Ontario   and   Western   Railway 
Company: 

Upon  application  of  the  New  York,  Ontario  and  Western  Railway  Com- 
pany, filed  November  21,  1908,  it  appearing  that  through  error  tariff  P.  S.  C, 
2  N.  Y.,  No.  1239,  was  not  made  to  show  the  authorities  held  by  the  issuing 
carrier  from  participating  carriers  concurring  in  the  joint  rates  contained 
therein  subject  to  the  jurisdiction  of  the  Commission,  and  for  other  good 
cause  shown,  it  is 

Ordered:  That  the  New  York,  Ontario  and  Western  Railway  Company 
be  and  is  hereby  authorized  to  amend  tariff  P.  S.  C,  2  N.  Y.,  No.  1239, 
by  supplement  issue,  and  to  show  therein  the  concurrence  form  and  number 
of  participating  carriers  held  by  the  New  York,  Ontario  and  Western  Rail- 
way Company,  conveying  authority  for  establishing  the  joint  rates  contained 
in  the  tariff  and  subject  to  the  jurisdiction  of  the  Commission;  provided 
that  a  tariff  containing  said  change  is  filed  with  the  Commission  as  Supple- 
ment No.  1  to  tariff  P.  S.  C,  2  N.  Y.,  No.  1239,  and  posted  at  stations 
at  least  three  (3)  days  prior  to  the  effective  date  specified  in  such  tariff, 
which  effective  date  shall  not  be  later  than  December  9,  1908.  Such  tariff 
shall  be  so  filed  and  posted  within  fifteen  (15)  days  from  the  date  of  this 
order  and  bear  the  following  notation:  "Issued  on  three  (3)  days'  notice 
to  the  public  and  the  Commission  under  special  permission  of  the  Public  Service 
Commission,  Second  District,  State  of  New  York,  No.  709,  of  date  November 
21,  1908." 

Complete  by  Supplement  No.  1  to  P.  S.  C.  No.  1239,  effective  December  9, 
1908. 

No.  710;  November  23,  1908;  The  New  York  Central  and  Hudson  River  Rail- 
road Company: 

Ordered:  That  The  New  York  Central  and  Hudson  River  Railroad  Com- 
pany be  and  is  hereby  authorized  to  establish  rate  on  High  Explosives  of 
three  (3)  times  first  class  on  less  carloads,  and  first  class  on  carload  ship- 
ments, between  stations  on  its  R.,  W.  &  0.  division  and  Adirondack  division; 
provided  that  a  tariff  containing  said  ratings  is  filed  with  the  Commission 
in  Supplement  No.  2  to  tariff  P.  S.  C,  2  N.  Y.,  No.  4753,  and  posted  at 
stations  at  least  one  (1)  day  prior  to  the  effective  date  specified  in  such 
tariff,  which  effective  date  shall  not  be  later  than  December  4,  1908.  Such 
tariff  shall  be  so  filed  and  posted  within  ten  (10)  days  from  the  date  of 
this  order  and  bear  the  following  notation :  "  Issued  on  one  ( 1 )  day's  notice 
to  the  public  and  the  Commission  under  special  permission  of  the  Public 
Service  Commission,  Second  District,  State  of  New  York,  No.  710,  of  date 
November  23,  1908." 

Complete  by  Supplement  No.  2  to  P.  S.  C.  No.  4753,  effective  December  3, 
1908. 

No.  711;  November  24,  1908;  The  Long  Island  Railroad  Company: 

Ordered:  That  The  Long  Island  Railroad  Company  be  and  is  hereby 
authorized  to  establish  on  shipments  of  Gravel  and  Sand,  Building,  in  car- 
loads, minimum  carload  weight  to  be  the  marked  capacity  of  car,  rate  of  forty- 
five  cents  ($0.45)  per  two  thousand  (2,000)  pounds  from  New  Bridge  Road, 
N.  Y.,  and  rate  of  forty  cents  ($0.40)  per  two  thousand  (2,000)  pounds  from 
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Norwood,  N.  Y.,  to  Long  Beach,  N.  Y.;  provided  that  a  tariff  naming  said 
rates  is  filed  with  the  Commission  as  P.  S.  C,  2  N.  Y.,  No.  212,  and  posted  at 
stations  at  least  three  (3)  days  prior  to  the  effective  date  specified  in  such 
tariff,  which  effective  date  shall  not  be  later  than  December  7,  1908.  Such 
tariff  shall  be  so  filed  and  posted  within  ten  (10)  days  from  the  date  of 
this  order  and  bear  the  following  notation:  "Issued  on  three  (3)  days* 
notice  to  the  public  and  the  Commission  under  special  permission  of  the 
Public  Service  Commission,  Second  District,  State  of  New  York,  No.  711, 
of  date  November  24,   1908." 

Complete  by  P.  S.  C.  No.  212,  effective  December  3,  1908. 

No.  712;  November  27,  1908;  Marcellus  and  Otisco  Lake  Railway  Company: 

Ordered:  That  the  Marcellus  and  Otisco  Lake  Railway  Company  be  and 
is  hereby  authorized  to  establish  rate  of  thirty-five  cents  ($0.35)  per  net 
ton  on  Stone,  Rough  Building,  in  carloads,  minimum  weight  sixty  thousand 
(60,000)  pounds,  from  Marcellus,  N.  Y.,  to  Otisco  Lake,  N.  Y.;  provided 
that  a  tariff  naming  said  rate  is  filed  with  the  Commission  as  P.  S.  C, 
2  N.  Y.,  No.  5,  and  posted  at  stations  at  least  one  (1)  day  prior  to  the 
effective  date  specified  in  such  tariff,  which  effective  date  shall  not  be  later 
than  December  8,  1908.  Such  tariff  shall  be  so  filed  and  posted  within  ten 
(10)  days  from  the  date  of  this  order  and  bear  the  following  notation: 
"  Issued  on  one  ( 1 )  day's  notice  to  the  public  and  the  Commission  under 
special  permission  of  the  Public  Service  Commission,  Second  District,  State 
of  New  York,  No.  712,  of  date  November  27,  1908." 

Complete  by  P.  S.  C.  No.  5,  effective  December  6,  1908. 

No.  713;  November  28,  1908;  The  New  York  Central  and  Hudson  River  Rail- 
road Company: 

Ordered:  That  The  New  York  Central  and  Hudson  River  Railroad  Com- 
pany be  and  is  hereby  authorized  to  establish  rate  of  eight  cents  ($0.08) 
per  one  hundred  pounds  on  Nursery  Moss,  carloads,  minimum  weight  as 
per  Official  Classification  P.  S.  C,  2  N.  Y.,  No.  4019,  and  supplements  thereto 
or  superseding  issues  thereof,  from  Parish,  N.  Y.,  to  Brighton,  N.  Y. ;  pro- 
vided that  a  ^riff  naming  said  rate  is  filed  with  the  Commission  as  P.  S.  C, 
2  N.  Y.,  No.  5050,  and  posted  at  stations  at  least  one  (1)  day  prior  to 
the  effective  date  specified  in  such  tariff,  which  effective  date  shall  not  b«^ 
later  than  December  9,  1908.  Such  tariff  shall  be  so  filed  and  posted  within 
ten  (10)  days  from  the  date  of  this  order  and  bear  the  following  notation: 
"  Issued  on  one  ( 1 )  day's  notice  to  the  public  and  the  Commission  under 
special  permission  of  the  Public  Service  Commission,  Second  District,  State 
of  New  York,  No.  713,  of  date  November  28,  1908." 

Complete  by  P.  S.  C.  No.  5050,  effective  December  4,  1908. 

No.  714;  December  1,  1908;  The  New  York  Central  and  Hudson  River  Railroad 
(Ik>mpany : 

Ordered:  That  The  New  York  Central  and  Hudson  River  Railroad  Company 
be  and  is  hereby  authorized  to  establish  rate  of  six  and  one-half  (6%)  cents 
per  one  hundred  pounds  on  Lumber,  Lath,  and  Sawdust,  in  carloads,  minimum 
weight  as  per  Official  Clarification  P.  S.  C,  2  N.  Y.,  No.  4019,  supplements 
thereto  or  superseding  issues  thereof,  and  on  Shavings,  in  carloads,  minimum 
weight  twenty-four  thousand  (24,0Cf0)  pounds,  from  Barrytown,  N.  Y.,  to 
High  Bridge,  N.  Y.,  and  Kings  Bridge,  N.  Y. ;  provided  that  a  tariff  naming 
said  rate  is  filed  with  the  Commission  as  P.  S.  C,  2  N.  Y.,  No.  5053,  and 
posted  at  stations  at  least  one  (1)  day  prior  to  the  effective  date  specified 
in  such  tariff,  which  effective  date  shall  not  be  later  than  December  12,  1908. 
Such  tariff  shall  be  so  filed  and  posted  within  ten  (10)  days  from  the  date 
of  this  order  and  bear  the  following  notation :  "  Issued  on  one  ( 1 )  day's 
notice  to  the  public  and  C>>mmis8ion  under  special  permission  of  the  Public 
Service  Commission,  Second  District,  State  of  New  York,  No.  714,  of  date 
December  1,  1908." 

Complete  by  P.  S.  C.  No.  6053,  effective  December  11,  1908. 
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Xo.  715;  December  1,  1908;  The  Delaware  and  Hudson  Company: 

Ordered:  That  The  Delaware  and  Hudson  Company  be  and  is  hereby  author- 
ized, in  connection  with  the  West  Shore  Railroad  (The  New  York  Central  and 
Hudson  River  Railroad  Company,  Lessee),  to  estiU)Iish  rate  of  one  dollar  and 
sixty  cents  ($1.60)  per  net  ton  on  Brick,  Wliite  Building,  carloads,  minimum 
weight  forty  thousand  (40,000)  pounds,  from  Glens  Falls,  N.  Y.,  to  West 
Point,  N.  Y.,  via  South  Schenectady,  N.  Y.;  provided  that  a  tariflf  naming 
said  rate  is  filed  with  the  Commission  as  P.  S.  C,  2  N.  Y.,  No.  1811,  and 
posted  at  stations  at  least  three  (3)  days  prior  to  the  effective  date  specified 
in  such  tariff,  which  effective  date  shall  not  be  later  than  December  14,  1908. 
Such  tariff  shall  be  so  filed  and  posted  within  ten  (10)  days  from  the  date 
of  this  order  and  bear  the  following  notation:  "Issued  on  three  (3)  days' 
notice  to  the  public  and  Commission  under  special  permission  of  the  Public 
Service  Commission,  Second  District,  State  of  New  York,  No.  715,  of  date 
December  1,  1908." 
Complete  by  P.  S.  C.  No.  1811,  effective  December  7,  1908. 

No.  715a;  December  2,  1908;  Boston  and  Maine  Railroad: 

Upon  complaint  of  the  Champlain  Brick  Company,  Ferris  Paving  Brick  Com- 
pany, and  New  England  Brick  Company,  and  answer  herein  and  the  evidence 
presented  at  a  hearing  held  before  the  Commission  in  the  city  of  Albany  on 
the  16th  day  of  November,  1908,  it  appears,  and  the  Commission  finds  and 
de4^rmines,  that  since  August  27,  1906,  and  for  a  number  of  years  prior 
thereto,  defendant's  voluntarily  established  charge  for  the  switching  of  freight 
in  carloads  between  complainants'  plants  or  yards  in  Mechanicville,  N.  Y.,  and 
the  tracks  of  The  Delaware  and  Hudson  Company  in  Mechanicville,  in  relation 
to  shipments  transported  within  this  State,  has  been  the  sum  of  $2.00  per  oar ; 
that  defendant  filed  a  schedule  with  this  Commission  September  30,  1908,  to 
be  effective  November  4,  1908,  increasing  the  said  switching  charge  to  30  cents 
per  net  ton,  except  on  coal,  for  which  the  said  charge  was  thereby  fixed  at 
30  cents  per  gross  ton ;  that  in  consequence  of  the  early  hearing  fixed  for  this 
case  defendant  was  granted  a  postponement  of  such  hearing  to  November  16, 
1908,  to  enable  said  defendant  to  have  further  and  sufficient  time  ior  the 
preparation  and  submission  of  its  defense  herein,  upon  condition  that  the  said 
increased  rates  of  30  cents  per  ton  be  canceled  and  not  again  made  effective 
until  December  7,  1908;  that  the  said  cancellation  was  thereafter  made  by 
defendant  /ind  a  new  tariff  was  filed  by  defendant  October  31,  1908,  making 
the  said  rate  of  30  cents  per  ton  as  aforesaid  effective  on  December  7,  1908; 
that  the  said  rate  of  30  cents  per  ton  upon  a  carload  of  brick  weighing  thirty 
thousand  pounds  constitutes  an  increase  in  the  switching  charge  from  $2.00  to 
$9.00  per  car;  that  the  carload  of  brick  often  exceeds  thirty  thousand  pounds, 
and  such  increased  rate  may  often  be  $12.00  or  more  per  car;  that  such  in- 
creased rate  is  prohibitive  or  otherwise  excessive  upon  numerous,  if  not  all, 
freight  shipments  made  by  or  to  complainants  to  which  it  may  be  applied; 
that  the  distances  between  complainants'  plants,  located  on  or  near  defend- 
ant's tracks,  and  the  tracks  of  The  Delaware  and  Hudson  Company,  are  short, 
and  the  rate  of  $2.00  per  car  voluntarily  enforced  by  defendant  on  this  switch- 
ing service  for  a  long  period  is  compensatory  and  under  all  the  circumstances 
just  and  reasonable;  that  the  said  increased  rate  of  30  cents  per  ton  is 
unjust  and  unreasonable  and  in  violation  of  the  Public  Service  Commissions 
Law;  upon  all  the  facts  and  considerations  in  this  case,  and  after  due  de- 
liberation, it  is 

Ordered:  That  the  defendant,  Boston  and  Maine  Railroad,  be  and  is  hereby 
directed  and  required  to  put  in  force  in  the  manner  provided  by  law  on  or 
before  December  7,  1906,  a  rate  or  charge  for  switching  loaded  cars  in  either 
directiiHi  between  complainants'  plants  or  yards  in  Mechanicville,  N.  Y.,  to 
the  customary  place  of  delivery  upon  or  at  the  tracks  of  The  Delaware  and 
Hudson  Company  in  Mechanicville,  which  shall  not  exceed  the  sum  of  $2.00 
for  each  loaded  car  switched  or  hauled  as  aforesaid.     It  is  further 

Ordered:  That  this  order  shall  remain  in  force  and  effect  for  a  period  of 
three  years  from  December  7,  1908,  unless  sooner  modified,  superseded,  or  ab- 
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rogated  by  order  of  the  Commission  upon  the  application  of  anj  party  or 
person  interested. 

Complete  by  P.  S.  C.  Xo.  244,  effective  December  7,  1908. 

No.    716;    December    3,    1908;    Buffalo,    Rochester    and   Pittsburgh    Railway 

Company : 

Ordered:  That  the  Buffalo,  Rochester  and  Pittsburgh  Railway  Company 
be  and  is  hereby  authorized  to  establish  rate  of  fifty-five  (56)  cents  per  net 
ton  on  shipments  of  Sand  and  Gravel,  carloads,  minimum  weight  forty  thou- 
sand (40,000)  pounds,  from  Scottsville,  N.  Y.,  to  Bliss,  N".  Y.;  provided  that 
a  tariff  naming  said  rate  is  filed  with  the  Commission  as  P.  S.  C,  2  N.  Y., 
No.  382,  and  posted  at  stations  at  least  three  (3)  days  prior  to  the  effective 
date  specified  in  such  tariff,  which  effective  date  shall  not  be  later  than 
December  16,  1908.  Such  tariff  shall  be  so  filed  and  posted  within  ten  (10) 
days  from  the  date  of  this  order  and  bear  the  following  notation:  **  Issued 
on  three  (3)  days'  notice  to  the  public  and  Commission  under  special  per- 
mission of  the  Public  Service  Commission,  Second  District,  State  of  New 
York,  No.  716,  of  date  December  3,  1908." 

Complete  by  P.  S.  C.  No.  382,  effective  December  10,  1908. 

No.  717;  December  7,  1908;  The  New  York  Central  and  Hudson  River  Rail- 
road Company: 

Ordered:  That  The  New  York  Central  and  Hudson  River  Railroad  Com- 
pany be  and  is  hereby  authorized  to  establish  rate  of  sixty  (60)  cents  per  net 
ton  on  Stone,  Crushed,  carloads,  minimum  weight  marked  capacity  of  car, 
but  in  no  case  to  be  less  than  fortv  thousand  (40,000)  pounds,  from  Solvay, 
N.  Y.,  to  Fumiss,  N.  Y.,  Hannibal,  N.  Y.,  and  Crocketts,  N.  Y.;  provided 
that  a  tariff  naming  said  rate  is  filed  with  the  Commission  as  Supplement 
No.  6  to  tariff  P.  S.  C,  2  N.  Y.,  No.  4236,  and  posted  at  stations  at  least 
three  (3)  days  prior  to  the  effective  date  specified  in  such  tariff,  which 
effective  date  shall  be  not  later  than  December  20,  1908.  Such  tariff  shall  be 
so  filed  and  posted  within  ten  (10)  days  from  the  date  of  this  order  and 
bear  the  following  notation:  '*  Issued  on  three  (3)  days'  notice  to  the  public 
and  Commission  under  special  permission  of  the  Public  Service  Conunission, 
Second  District,  State  of  New  York,  No.  717,  of  date  December  7,  1908." 

Complete  by  Supplement  No.  5  to  P.  S.  C.  No.  4236,  effective  December 
15,  1908. 

No.  718;  December  7,  1908;  New  York  and  Ottawa  Railway  Company: 

Ordered:  That  the  New  York  and  Ottawa  Railway  Company  be  and  is 
hereby  authorized,  in  connection  with  the  Rutland  Railroad  Company  and 
The  New  York  Central  and  Hudson  River  Railroad  Company,  to  establish 
rate  of  two  dollars  ($2.00)  per  cubic  cord  on  Wood,  Fuel,  carload  minimum 
twelve  (12)  cubic  cords,  from  Santa  Clara,  N.  Y..  Spring  Cove,  N.  Y., 
Downey's,  N.  Y.,  Meno,  N.  Y.,  Bay  Pond,  N.  Y.,  Derrick,  N.  Y.,  Tupper  Lake 
Junction,  N.  Y.,  and  Tupper  Lake,  N.  Y.,  to  Potsdam,  N.  Y.,  via  Moira, 
N.  Y.,  Rutland  railroad,  Norwood,  N.  Y.,  or  via  Moira,  N.  Y.,  and  New  York 
Central  and  Hudson  River  railroad;  provided  that  a  tariff  naming  said  rate 
is  filed  with  the  CTommission  and  posted  at  stations  at  least  five  (5)  days 
prior  to  the  effective  date  specified  in  such  tariff,  which  effective  date  shall 
be  not  later  than  December  22,  1908.  Such  tariff  shall  be  so  filed  and  posted 
within  ten  (10)  days  from  the  date  of  this  order  and  bear  the  following 
notation:  "Issued  on  five  (5)  days*  notice  to  the  public  and  Commission 
under  special  permission  of  the  Public  Service  Commission,  Second  District, 
State  of  New  York.  No.  718,  of  date  December  7,  1908." 

Complete  by  P.  S.  C.  No.  110,  effective  December  17,  1908. 

No.  719;   December  8,  1008;  West  Shore  Railroad   (N.  Y.  C.  &  H.  R.  R.  R. 
Ck>.  Lessee) : 

Ordered:  That  the  West  Shore  Railroad  (The  New  York  Central  and  Hud- 
son River  Railroad  Company,  Lessee)   be  and  is  hereby  authorized  to  estab- 
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lish  rate  of  sixty  (60)  cents  per  net  ton  on  Ice,  carloads,  minimum  weight 
fifty  thousand  (50,000)  pounds,  except  when  capacity  of  car  is  less,  in  which 
case  the  actual  capacity  of  car  will  govern,  hut  in  no  case  shall  the  minimum 
carload  weight  be  less  than  forty  thousand  (40,000)  pounds,  from  South 
Utica,  N.  Y.,  to  Syracuse,  N.  Y.,  and  to  intermediate  stations,  Clark  Mills, 
N.  Y.,  to  Kirkville,  N.  Y.;  also  from  Hecla,  N.  Y.,  to  Syracuse,  N.  Y.; 
provided  that  a  tariff  naming  said  rate  is  filed  with  the  Commission  as 
P.  S.  C,  2  N.  Y.,  No.  1332,  and  posted  at  stations  at  least  one  ( 1 )  day  prior 
to  the  effective  date  specified  in  such  tariff,  which  effective  date  shall  be  not 
later  than  December  19,  1908.  Such  tariff  shall  be  so  filed  and  posted  within 
ten  (10)  days  from  the  date  of  this  order  and  bear  the  following  notation: 
"  Issued  on  one  ( 1 )  day's  notice  to  the  public  and  Commission  umier  special 
permission  of  the  Public  Service  Commission,  Second  District,  State  of  New 
York,  No.  719,  of  date  December  8,  1908." 
Complete  by  P.  S.  C.  No.  1332,  effective  December  14,  1908. 

No.  720;  December  8,  1908;  The  Delaware,  Lackawanna  and  Western  Rail- 
road Company: 

Ordered:  That  The  Delaware,  Lackawanna  and  Western  Railroad  Company 
be  and  is  hereby  authorized  to  establish  on  shipments  of  Flour  and  Feed 
from  Jamesville,  N.  Y.,  Syracuse,  N.  Y.,  and  Baldwinsville,  N.  Y.,  to  local 
stations  Willards,  N.  Y.,  to  Washington  Mills,  N.  Y.,  inclusive,  including  Rich- 
field Springs  branch,  rate  of  seven  (7)  cents  per  one  hundred  pounds,  car- 
loads, and  nine  and  one-half  (9^^)  cents  per  one  hundred  pounds,  less  car- 
loads; also  to  New  Hartford,  N.  Y.,  and  Utica,  N.  Y.,  six  (6)  cents  per  one 
hundred  pounds,  carloads,  and  nine  and  one-half  (9^)  cents  per  one  hundred 
pounds,  less  carloads;  provided  that  a  tariff  naming  said  rates  is  filed  with 
the  O)mmi6sion  as  Supplement  No.  1  to  tariff  P.  S.  C,  2  N.  Y.,  No.  621, 
and  posted  at  stations  at  least  three  (3)  days  prior  to  the  eff^ive  date 
specified  in  such  tariff,  which  effective  date  shall  be  not  later  than  December 
21,  1908.  Such  tariff  shall  be  so  filed  and  posted  within  ten  (10)  days  from 
the  date  of  thia  order  and  bear  the  following  notation:  "  Issued  on  three  (3) 
days'  notice  to  the  public  and  Commission  under  special  permission  of  the 
Public  Service  Commission,  Second  District,  State  of  New  York,  No.  720, 
of  date  December  8,  1908." 

Complete  by  Supplement  No.  1  to  P.  S.  C.  No.  621,  effective  December  14, 
1908. 

No.  721;  December  8,  1908;  The  Delaware,  Lackawanna  and  Western  Rail- 
road (Jompany: 

Ordered:  That  The  Delaware,  Lackawanna  and  Western  Railroad  Company 
be  and  is  hereby  authorized  to  correct  rate  established  in  tariff  P.  S.  C, 
2  N.  Y.,  No.  649,  effective  December  8,  1908,  applying  to  switching  at 
Syracuse,  N.  Y.,  between  junction  with  the  New  York  Central  and  Hudson 
River  railroad  or  West  Shore  railroad  (The  New  York  Ontral  and  Hudson 
River  Railroad  Company,  Lessee)  and  firms  or  industries  having  private  or 
assigned  sidings  on  Delaware,  Lackawanna  and  Western  railroad  tracks  in 
territory  between  Hiawatha  avenue  on  the  north  and  Temple  street  on  the 
south,  applying  to  General  Merchandise,  except  Coal  and  Coke,  to  read  three 
dollars  and  fifty  cents  ($3.50)  per  car  instead  of  two  dollars  ($2.00)  per 
car;  provided  that  a  tariff  naming  said  change  in  rate  is  filed  with  the 
Commission  as  P.  S.  C,  2  N.  Y.,  No.  665,  and  posted  at  stations  at  least 
five  (5)  days  prior  to  the  effective  date  specified  in  such  tariff,  which  effective 
date  shall  be  not  earlier  than  December  15,  1908,  nor  later  than  December  23, 
1908.  <Such  tariff  shall  be  so  filed  an-d  posted  within  ten  (10)  days  from  the 
date  of  this  order  and  bear  the  following  notation:  "  Issued  on  five  (5)  days' 
notice  to  the  public  and  Commission  imder  special  permission  of  the  Public 
Service  Commission,  Second  District,  State  of  New  York,  No.  721,  of  date 
December  8,  1908." 

Complete  by  P.  S.  C.  No.  665,  effective  December  17,  1908. 
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No.  722;  December  0,  1908;  Erie  Railroad  Ck>mpany: 

Ordered:  That  the  Erie  Railroad  Company  be  and  is  hereby  authorised 
to  establish  on  shipments  of  Grain  and  Grain  Products,  carloads,  minimum 
weight  as  per  Official  Classification,  except  as  otherwise  specified  in  tariff, 
from  Buffalo,  N.  T.,  and  other  points  of  origin  as  shown  in  tariff  P.  S.  C, 
2  N.  Y.,  No.  906,  the  rates,  in  cents  per  one  hundred  pounds,  and  to  the 
New  York  state  stations,  as  follows: 

Addison 6  Ekist  Cornlnfr   6 

Adrian 6  Elmira 6 

Atlanta 6  Bndlcott 7 

Atoce 6  Erwins 6 

Barton 7  Hooper 7 

Bath 6  Horseheads 6 

Bliir  Plato   6  Kanona 6 

Bini^hamton 7  Lestershire 7 

Cameron 6  Owegro 7 

Cameron  Mills   6  Painted  Post 6 

Campbell 6  Rathbone 6 

Camprllle 7  Savona 6 

Canlsteo 6  Smithboro 7 

Chemuniir 7  Tlofira  Center 7 

Cohocton   6  Union  (Broome  Co.) 7 

Coopers 6  Wallace 6 

Corning 6  Waverly 7 

Curtis 6  Wellsburg 7 

Provided  that  a  tariff  naming  said  rates  is  filed  with  the  Commission  as 
P.  S.  C,  2  N.  Y.,  No.  1093,  and  posted  at  stations  at  least  one  (1)  day 
prior  to  the  effective  date  specified  in  such  tariff,  which  effective  date  shall 
be  not  later  than  December  20,  1908.  Such  tariff  shall  be  so  filed  and  posted 
within  ten  (10)  days  from  the  date  of  this  order  and  bear  the  following 
notation:  "Issued  on  one  (1)  day's  notice  to  the  public  and  Ck>mmission 
under  special  permission  of  the  Public  Service  Commission,  Second  District, 
State  of  New  York,  No.  722,  of  date  December  9,  1908.'* 
Complete  by  P.  S.  C.  No.  1093,  effective  December  17,  1908. 

No.  724;  December  10,  1908;  The  Delaware  and  Hudson  Company: 

Ordered:  That  The  Delaware  and  Hudson  Company  be  and  is  hereby 
authorized,  in  connection  with  The  New  York  C!entral  and  Hudson  River 
Railroad  Company,  to  establish  rate  of  one  dollar  and  sixty  cents  ($1.60) 
per  net  ton  on  Brick,  Granite,  carloads,  minimum  weight  as  per  Official 
Classification  P.  S.  C,  2  N.  Y.,  No.  1600,  and  supplement  thereto  or  super- 
seding issues  thereof,  from  Glens  Falls,  N.  Y.,  to  130th  Street,  New  York, 
N.  Y.,  via  Troy,  N.  Y.;  provided  that  a  tariff  naming  said  rate  is  filed  with 
the  Commission  as  P.  S.  C,  2  N.  Y.,  No.  1817,  ana  posted  at  stations  at 
least  three  (3)  days  prior  to  the  effective  date  specified  in  such  tariff,  which 
effective  date  shall  be  not  later  than  December  23,  1908.  Such  tariff  shall 
be  so  filed  and  posted  within  ten  (10)  days  from  the  date  of  this  order  and 
bear  the  following  notation:  "  Issued  on  three  (3)  days'  notice  to  the  public 
and  Commission  under  special  permission  of  the  Public  Service  Commission, 
Second  District,  State  of  New  York,  No.  724,  of  date  December  10,  1908." 

Complete  by  P.  S.  C.  No.  1817,  effective  December  15,  1908. 

No.   725;   December   11,    1908;    The  New  York   Ontral   and   Hudson   River 
Railroad  Company: 

Ordered:  That  The  New  York  Central  and  Hudson  River  Railroad  Com- 
pany be  and  is  hereby  authorized,  in  connection  with  the  Lehigh  Valley 
Railroad  Company,  to  establish  on  Scrap,  Iron  or  Steel,  Borings,  Iron  or 
Steel,  Turnings,  Iron  or  Steel,  carloads,  minimum  weights  as  per  Official 
Classification  P.  S.  C,  2  N.  Y.,  No.  5052,  supplements  thereto  or  superseding 
issues  thereof,  the  rates  per  two  thousand  two  hundred  forty  (2240)  poundi 
between  New  York  state  stations,  as  follows: 
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To 

From  Cortland  Blmira  Helgfata       Owego 

Albany $1.60         Iirfo 

Canandaig:aa 1 .40 

Clyde   $1.40         

Oohoes   1.60         

Fonda 1 .  60         

Lockport 1 .  46         

Oneida 1.26         

Oswego 1.10         

Rochester 1 .45         

Rome 1 .26         

Schenectady 1 .00         

Syracuse 1 .00         

Troy 1 .60          

Utlca    1.26         

Provided  that  a  tariff  naming  said  rates  is  filed  with  the  Commission  as 
P.  S.  C,  2  N.  Y.y  No.  5070,  and  posted  at  stations  at  least  seven  (7)  days 
prior  to  the  effective  date  specified  in  such  tariff,  which  effective  date  shall 
be  January  7,  1900.  Such  tariff  shall  be  so  filed  and  posted  within  twenty 
(20)  days  from  the  date  of  this  order  and  bear  the  following  notation: 
"Issued  on  at  least  seven  (7)  days'  notice  to  the  public  and  Commission 
under  special  permission  of  the  Public  Service  Commission,  Second  District, 
State  of  New  York,  No.  725,  of  date  December  11,  1908." 
Complete  by  P.  S.  C.  No.  6070,  effective  January  7,  1909. 

No.   726;   December   11,    1908;    The   New   York  Central   and  Hudson  River 
Railroad  Company: 

Ordered:  That  The  New  York  Central  and  Hudson  River  Railroad  Com- 
pany be  and  is  hereby  authorized  to  establish  rate  of  five  (5)  cents  per  oner 
hundred  pounds  on  Grain  and  Grain  Products,  carloads,  as  per  list  and  at 
minimum  weights  as  shown  in  tariff  P.  S.  C,  2  N.  Y.,  No.  4753,  supple- 
ments thereto  or  superseding  issues  thereof,  from  Carthage,  N.  Y.,  to  Lake 
Bonaparte,  N.  Y.,  Harrisville,  N.  Y.,  Bacon,  N.  Y.,  Kalurah,  N.  Y.,  Jay- 
ville,  N.  Y.,  Aldrich,  N.  Y.,  Oswegatchie,  N.  Y.,  Benson  Mines,  N.  Y.,  and 
Newton  Falls,  N.  Y.;  provided  that  a  tariff  naming  said  rates  is  filed  with 
the  Commission  as  P.  S.  C,  2  N.  Y.,  No.  5073,  and  posted  at  stations  at 
least  three  (3)  days  prior  to  the  effective  date  specified  in  such  tariff,  which 
effective  date  shall  be  not  later  than  December  24,  1908.  Such  tariff  shall 
be  so  filed  and  posted  within  ten  (10)  days  from  the  date  of  this  order 
and  bear  the  following  notation:  ''Issued  on  threie  (3)  days'  notice  to  the 
public  and  Commission  under  special  permission  of  the  Public  Service  Com- 
mission, Second  District,  State  of  New  York,  No.  726,  of  date  December  11, 
1908." 

Complete  by  P.  S.  C.  No.  6073,  effective  December  21,  1908. 

No.  727;  December  12,  1908;  The  Pullman  Company: 

Ordered:  That  The  Pullman  Company  be  and  is  hereby  authorized  to 
establish  charge  of  forty-five  (45)  cents  for  seat,  in  either  direction,  between 
Rochester,  N.  Y.,  and  Syracuse,  N.  Y.;  provided  that  a  tariff  naming  said 
charge  is  filed  with  the  Commission  as  Supplement  No.  1  to  tariff  P.  S.  C, 
2  N.  Y.,  No.  40,  and  posted  at  stations  at  least  five  (5)  days  prior  to  the 
effective  date  specified  in  such  tariff,  which  effective  date  shall  be  not  later 
than  December  27,  1908.  Such  tariff  shall  be  so  filed  and  posted  within 
ten  (10)  days  from  the  date  of  this  order  and  bear  the  following  notation: 
"  Issued  on  five  ( 5 )  days'  notice  to  the  public  and  Conunission  under  special 
permission  of  the  Public  Service  Commission,  Second  District,  State  of  New 
York,  No.  727,  of  date  December  12,  1908." 

Complete  by  Supplement  No.  1  to  P.  S.  C.  No.  40,  effective  December 
22,  1908. 

No.  728;  December  14,  1908;  West  Shore  Railroad  (N.  Y.  C.  &  H.  R.  R.  R.  Co. 
Lessee) : 

Ordered:  That  the  West  Shore  Railroad  (The  New  York  Central  and 
Hudson  River  Railroad  Company,  Lessee),  in  connection  with  The  New  York 
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Central  and  Hudson  River  Bailroad  Company,  be  and  is  hereby  authorized 
to  establish  rate  of  fifty-five  (55)  cents  per  net  ton  on  Stone,  Crushed, 
carloads,  minimum  weight  to  be  marked  capacity  of  car,  but  not  less  than 
forty  thousand  (40,000)  pounds,  from  Little  Falls,  N.  Y.,  to  Humaston, 
N.  Y.;  provided  that  a  tariff  naming  said  rate  is  filed  with  the  Commission 
as  Supplement  No.  1  to  P.  S.  C,  2  N.  Y.,  No.  1257,  and  posted  at  stations 
at  least  three  (3)  days  prior  to  the  effective  date  specified  in  such  tariff, 
which  effective  date  shall  be  not  later  than  December  27,  1908.  Such  tariff 
shall  be  so  filed  and  posted  within  ten  (10)'  days  from  the  date  of  this 
order  and  bear  the  following  notation:  "Issued  on  three  (3)  days'  notice 
to  the  public  and  Commission  under  special  permission  of  the  Public  Service 
Commission,  Second  District,  State  of  New  York,  No.  728,  of  date  December 
14,  1908." 

Complete  by  Supplement  No.  1  to  P.  S.  C.  No.  1257,  effective  December 
26,  1908. 

No.  729;  December  14,  1908;  Silver  Lake  Railway  Company: 

Ordered:  That  the  Silver  Lake  Railway  Company  be  and  is  hereby 
authorized  to  establish,  effective  January  1,  1909,  the  exceptions  to  Official 
Classification,  to  comply  with  the  Coounission's  order  of  date  September  17, 
1908,  in  the  matter  of  marking  of  less  than  carload  shipments  of  freight; 
provided  that  a  tariff  containing  said  exceptions  is  filed  with  the  Commission 
as  P.  S.  C,  2  N.  Y.,  No.  67,  and  posted  at  stations  at  least  five  (5)  days 
prior  to  the  effective  date  specified  in  such  tariff,  which  effective  date  shall 
be  January  1,  1909.  Such  tariff  shall  be  so  filed  and  posted  within  twelve 
(12)  days  from  the  date  of  this  order  and  bear  the  following  notation: 
"  Issued  on  at  least  five  (5)  days'  notice  to  the  public  and  Commission  under 
special  permission  of  the  Public  Service  Commission,  Second  District,  State 
of  New  York,  No.  729,  of  date  December  14,  1908." 

Complete  by  P.  S.  C.  No.  67,  effective  January  1,  1909. 

No.   730;    December   17,   1908;   The  New  York   Central  and   Hudson  River 

Railroad  Company: 

Ordered:  That  The  New  York  Central  and  Hudson  River  Railroad  CJom- 
pany  be  and  is  hereby  authorized,  in  connection  with  the  Lima-Honeoye  Elec- 
tric Light  and  Railroad  Company,  to  establish  rate  of  one  dollar  ($1.00)  per 
gross  ton  on  Iron,  Pig,  carloads,  minimum  weight  twenty-five  (25)  gross  tons, 
except  when  the  marked  capacity  of  the  car  is  less,  in  which  case  the  marked 
capacity  of  car  will  be  the  minimum  weight,  but  in  no  case  shall  the  minimum 
weight  be  less  than  fifteen  (15)  gross  tons,  from  Beach  Ridge,  N.  Y.,  Black 
Rock,  N.  Y.,  Buffalo,  N.  Y.,  Depew,  N.  Y.,  East  Buffalo,  N.  Y.,  Echota,  N.  Y., 
Forks,  N.  Y.,  Lancaster,  N.  Y.,  La  Salle,  N.  Y.,  Lewiston,  N.  Y.,  Lockport, 
N.  Y.,  Mapleton,  N.  Y.,  Niagara  FalU,  N.  Y.,  North  Tonawanda,  N.  Y., 
Sanborn,  N.  Y.,  Sawyers  Creek,  N.  Y.,  and  Suispension  Bridge,  N.  Y.,  to  Lima, 
N.  Y.,  via  Honeoye  Falls,  N.  Y.;  provided  that  a  tariff  naming  said  rates  is 
filed  with  the  Commission  as  P.  S.  C,  2  N.  Y.,  No.  5093,  and  posted  at 
stations  at  least  one  (1)  day  prior  to  the  effective  date  specified  in  such 
tariff,  which  effective  date  shall  be  not  later  than  December  28,  1908.  Such 
tariff  shall  be  so  filed  and  posted  within  ten  (10)  days  from  the  date  of  this 
order  and  bear  the  following  notation :  "  Issued  on  one  ( 1 )  day's  notice  to 
the  public  and  Commission  under  special  permission  of  the  Public  Service 
Commission,  Second  District,  State  of  New  York,  No.  730,  of  date  December 
17,   1908." 

0)mplete  by  P.  S.  C.  No.  5093,  effective  December  21,  1908. 

No.  731;  December  17,  1908;  International  Railway  Company: 

Ordered:  That  the  International  Railway  Company  be  and  is  hereby 
authorized  to  establish  rules  and  regulations  to  govern  car  demurrage, 
such  rules  and  regulations  to  be  those  submitted  to  the  Commission  as  Pro- 
posed Rules  and  Regulations  to  satisfy  complaint  (C.  C.  1404);  such  rules 
and  regulations  to  include  the  Reciprocal  Demurrage  Agreement  Clause,  and 
to  apply  at  all  International  Railway  Company  stations;   provided  that  a 
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tariff  containing  said  rules  and  regulations  is  filed  with  the  Commission  as 
P.  S.  C,  2  N.  Y.,  No.  18,  and  posted  at  stations  at  least  three  (3)  days 
prior  to  the  eflfective  date  specified  in  such  tariff,  which  effective  date  shall 
be  not  later  than  December  30,  1008.  Such  tariff  shall  be  so  filed  and  posted 
within  ten  (10)  days  from  the  date  of  this  order  and  bear  the  following 
notation:  "Issued  on  three  (3)  days'  notice  to  the  public  and  Oommisflion 
under  special  permission  of  the  Pi^blic  Service  Ommission,  Second  District, 
State  of  New  York,  No.  731,.  of  date  December  17,  1908." 
Complete  by  P.  S.  C.  No.  18,  effective  December  24,  1908. 

No.  732;  December  21,  1908;  New  York  and  Ottawa  Railway  Company: 

Ordered:  That  the  New  York  and  Ottawa  Railway  Company  be  and  is 
hereby  authorized  to  establish  rate  of  two  (2)  cents  per  one  hundred  pounds 
on  Log  Loader,  on  its  own  car,  minimum  carload  weight  thirty  thousand 
(30,000)  pounds,  for  transportation,  in  either  direction,  ^tween  Meno,  N.  Y., 
and  Tupper  Lake,  N.  Y.,  Tupper  Lake  Junction,  N.  Y.,  or  St.  Regis  Falls, 
N.  Y.;  provided  that  a  tariff  naming  said  rate  is  filed  with  the  Commission 
and  posted  at  stations  at  least  one  (1)  day  prior  to  the  effective  date 
specified  in  such  tariff,  which  effective  date  shall  be  not  later  than  January 
1,  1909.  Such  tariff  shall  be  so  filed  and  posted  within  ten  (10)  days  from 
the  date  of  this  order  and  bear  the  following  notation :  "  Issued  on  one  ( 1 ) 
day's  notice  to  the  public  and  Conunission  under  special  permission  of  the 
Public  Service  Commission,  Second  District,  State  of  New  York,  No.  732, 
of  date  December  21,  1908." 

Complete  by  P.  S.  C.  No.  Ill,  effective  December  25,  1908. 

No.  733;  December  21,  1908;  The  New  York  Central  and  Hudson  River  Rail- 
road Company: 

Ordered:  That  The  New  York  Central  and  Hudson  River  Railroad  Com- 
pany be  and  is  hereby  authorized  to  establish  rate  of  seven  dollars  and 
fifty  cents  ($7.50)  per  car  for  the  switching  of  carload  freight,  in  either 
direction,  between  sidings  within  the  station  limits  at  Lyons,  N.  Y.,  and 
Perkins  Switch,  which  switch  is  located  a  short  distance  beyond  the  southern 
boundary  of  the  Lyons,  N.  Y.,  station  yard  limits;  provided  that  a  tariff 
naming  said  rate  is  filed  with  the  Commission  as  P.  S.  C,  2  N.  Y.,  No.  5100. 
and  posted  at  stations  at  least  one  (1)  day  prior  to  the  effective  date 
specified  in  such  tariff,  which  effective  date  shall  be  not  later  than  January 
1,  1909.  Such  tariff  shall  be  so  filed  and  posted  within  ten  (10)  days  from 
the  date  of  this  order  and  bear  the  following  notation:  "Issued  on  one  (1) 
day's  notice  to  the  public  and  Commission  under  special  permission  of  the 
Public  Service  Commission,  Second  District,  State  of  New  York,  No.  733, 
of  date  December  21,  1008." 

Complete  by  P.  S.  C.  No.  5100,  effective  December  26,  1908. 

No.  734;  December  24,  1908;  The  Delaware  and  Hudson  Company: 

Ordered:  That  The  Delaware  and  Hudson  Company  be  and  is  hereby 
authorized  to  continue  in  force  rate  of  sixty  cents  ($0.60)  per  net  ton  on 
Lime,  Building,  carloads,  from  Chazy,  N.  Y.,  to  Willsborough,  N.  Y,^  the 
said  rate  being  now  contained  in  tariff  P.  S.  C,  2  N.  Y.,  No.  1559,  under 
an  expiring  date  of  January  1,  1909;  provided  that  a  tariff  containing 
notice  of  extension  of  said  rate  is  filed  with  the  Commission  under  Supple- 
ment No.  10  to  P.  S.  C^  2  N.  Y.,  No.  1559,  and  posted  at  stations  at  least 
two  (2)  days  prior  to  the  effective  date  specified  in  such  tariff,  which  effec- 
tive date  shall  be  January  1,  1909.  Such  tariff  shall  be  so  filed  and  posted 
within  five  (5)  days  from  the  date  of  this  order  and  bear  the  following 
notation:  "Issued  on  at  least  two  (2)  days'  notice  to  the  public  and 
Commission  under  special  permission  of  the  Public  Service  Commission, 
Second  District,  State  of  New  York,  No.  734,  of  date  December  24,  1908." 

Complete  by  Supplement  No.  10  to  P.  S.  C.  No.  1559,  effective  January  1, 
1909. 
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No.  735;  December  24,  1908;  The  New  York  Central  and  Hudson  River  Rail- 
road Company: 

Ordered:  That  The  New  York  Central  and  Hudson  River  Railroad  Com- 
pany be  and  is  hereby  authorized  to  establish  rate  of  fifty -six  cents  ($0.56) 
per  ton  of  two  thousand  two  hundred  and  forty  (2240)  pounds,  on  Lime- 
stone, carloads,  minimum  carload  weight  to  be  marked  capacity  of  car, 
but  in  no  case  less  than  twenty  (20)  gross  tons,  from  Natural  Bridge,  N.  Y., 
and  Lake  Bonaparte,  N.  Y.,  to  Syracuse,  N.  Y.,  and  Solvay,  N.  Y.;  provided 
that  a  tariflf  naming  said  rate  is  filed  with  the  Commission  as  P.  S.  C^  2 
N.  Y.,  No.  5100,  and  posted  at  stations  at  least  one  (1)  day  prior  to  the 
effective  date  specified  in  such  tariff,  which  effective  date  shall  be  not  later 
than  January  6,  1900.  'Such  tariff  shall  be  so  filed  and  posted  within  twelve 
(12)  days  from  the  date  of  this  order  and  bear  the  following  notation: 
"  Issued  on  one  ( 1 )  day's  notice  to  the  public  and  Commission  under  special 
permission  of  the  Public  Service  Commission,  Second  District,  State  of 
New  York,  No.  735,  of  date  December  24,  1908." 
Complete  by  P.  S.  C.  No.  5140,  effective  January  6,  1909. 

No.    736;    December   26,    1908;    The  New  York   Central   and  Hudson   River 

Railroad  Company: 

Upon  application  of  The  New  York  Central  and  Hudson  River  Railroad 
Company,  filed  December  26,  1908,  for  itself  and  on  behalf  of  all  other  carriers 
subject  to  the  jurisdiction  of  and  filing  with  the  Commission  schedule  known 
as  Official  Classification  No.  33,  and  for  good  cause  shown,  it  is 

Ordered:  That  all  corporations  subject  to  the  jurisdiction  of  and  filing 
with  the  Commission  the  schedule  known  as  Official  Classification  No.  33,  be 
and  are  hereby  authorized  to  establish  by  note  applying  in  connection  with 
the  articles  indicated  by  reference  to  Official  Classification  No.  33,  page 
and   item  numbers  as  follows: 

Pace  Item  Pace  Item  Page  Item  Page  Item  Page  Item 

29  8  64  1  125  2  136  13  166  12 

.,  (12  67  38  126  9  137  5  157  11 

*^  121  82  10  127  1  139  1  160  36 

43  11  84  15  131  3  141  13  162  28 

45  3  85  18  133  28  143  31  170  26 

52  1  103  16  134  12  144  9  183  25 

53  11  112  14  .Oft        f    3  148  22  184  26 

54  9  124  18  •^****         UO  154  5 

the  regulation  "  Note. —  The  following  clause  must  be  entered  in  full  oa 
shipping  order  and  bill  of  lading  and  signed  by  consi^or:  'The  consignor  of 
this  property  has  the  option  of  shipping  same  at  a  higher  rate  without  limi- 
tation as  to  value  in  case  of  loss  or  damage  from  causes  which  would 
make  the  carrier  liable,  but  agrees  to  the  specified  valuation  named,  in  case 
of  loss  or  damage  from  causes  which  would  make  the  carrier  liable,  because 
of  the  lower  rate  thereby  accorded  for  transportation'";  provided  that  .h 
schedule  containing  said  changes  is  filed  with  the  Commission  as  Supplement 
No.  2  to  the  serial  P.  S.  C.  number  under  which  each  such  carrier  has  filed 
the  Official  Classification  No.  33,  and  posted  at  stations  at  least  one  (1) 
day  prior  to  the  effective  date  specified  therein,  which  effective  date  shall 
be  January  1,  1909.  Such  tariff  shall  be  so  filed  and  posted  within  five  (5) 
days  from  the  date  of  this  order  and  bear  the  following  notation :  "  Issued 
on  one  (1)  day's  notice  to  the  public  and  Commission  under  special  per- 
mission of  the  Public  Service  Commission,  Second  District,  State  of  New 
York,  No.  736,  of  date  December  26,  1908." 
Complete  by  the  following  issues,  effective  January  1,  1909: 

Supplement  No.                 Railroad                                                                           P.  S.  C.  No. 

2  N.   Y.   C.   &  H.    R 5052 

2  Cooperstown  &  Charlotte  Valley 62 

2  New  York,   Ontario  &  Western 1252 

2  Lehigh  Valley D1025 

2  Boston  &  Albany 115 

2  Erie   (East)   1084 

2  Delaware  &  Hudson   1812 

2  Buffalo,   Attica  &  Arcade 80 
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Supplement  No.                         Railroad  p.  s,  C.  No. 

2  Boston  &  Maine   .    .  242 

1  Grand  Trunk 5« 

2  Buffalo,   Rochester  &   Pittsburgh '.[..'/.'.'.  380 

.   2  Long  Island 214 

2  Staten  Island  Rapid  Transit ',,'.'.'.]'.'.  22 

2  South  Buffalo 12 

2  Delaware  &  Eastern   [ ,  102 

2  Lehigh  &  New   England 27 

2  West  Shore 1326 

2  Champlain   Transportation   Co 19 

2  Pennsylvania Q  O        119 

2  Delaware,  Lackawanna  &  Western *    '       675 

2  Buffalo  &  Susquehanna   129 

2  Rutland ],[,  214 

2  Lake  Shore  &  Michigan   Southern 178 

2  Silver  Lake 66 

2  Lake  Champlain  &  Morlah 28 

2  Pittsburg,   Shawmut  &  Northern 189 

2  Fonda.  Johnstown  &  GloversviUe 89 

2  Little   Falls   &  DolgevlUe 99 

2  New  York.  New  Haven  &  Hartford 160 

2  Norwood  ft  St.   Lawrence ,  15 

2  New  York  &  Ottawa 109 

2  Adirondack  ft  St.  Lawrence 8 

2  Greenwich  &  Johnsonville    202 

2  Schoharie  Valley • 15 

2  New  York  ft  Pennsylvania 78 

2  Genesee  &   Wyoming    75 

2  Central  New   England    428 

2  Lehigh  ft  Hudson  River 46 

2  Baltimore  ft  Ohio   9 

2  New  York,  Chicago  &  St.  Louis 161 

2  Ulster  ft  Delaware   20 

2  Hudson  Navigation 84 

2  South  Brooklyn 14 

2  Syracuse.  Lake  Shdre  ft  Northern 8 

2  Penn  Yan,  Keuka  Park  ft  Branchport 11 

2  Auburn  &   Syracuse   Electric 6 

2  Dunkirk.  Allegheny   Valley  ft  Pittsburgh 101 

2  Erie  (West) A190 

2  Dansville  &  Mt.  Morris 32 

2  Keeseville,  Ausable  Chasm  ft  Lake  Champlain 6 

2  Western  New  York  ft  Pennsylvania  Traction 89 

2  Oneonta  ft  Mohawk  Valley 25 

2  New  York,  Auburn  &  Lansing 18 

2  Unadllla  Valley 10 

Ko.  737;  December  28,  1908;  The  New  York,  Chicago  and  St.  Louis  Railroad 
Company: 

Ordered:  That  The  New  York,  Chicago  and  St.  Louis  Railroad  Company 
be  and  is  hereby  authorized  to  establish,  as  an  exception  to  Official  Classi- 
fication P.  S.  C,  2  N.  Y.,  No.  161,  supplements  thereto  or  superseding  issues 
thereof,  applying  at  Buffalo,  N.  Y.,  Buffalo  Junction,  N.  Y.,  and  East  Buffalo, 
N.  Y.,  the  following  regulation: 

"  Owners  will  be  required  to  load  and  unload  freight  in  carloads,  except  that 
the  carriers  reserve  the  right  to  load  and  unload  at  their  convenience. 

**  Owners  will  be  required  to  load  and  unload  1.  c.  1.  shipments  of  heavy  or  bulky 
freight  such  as  can  not  be  conveniently  handled  by  station  employees." 

Provided  that  a  tariff  containing  said  regulation  is  filed  with  the  Commis- 
sion as  Supplement  No.  6  to  P.  S.  C,  2  N.  Y.,  No.  141,  and  posted  at 
stations  at  least  one  (1)  day  prior  to  the  effective  date  specified  in  such 
tariff,  which  effective  date  shall  be  January  1,  1909.  Such  tariff  shall  be 
so  filed  and  posted  within  five  (5)  days  from  the  date  of  this  order  and 
bear  the  following  notation :  *'  Issued  on  one  ( 1 )  day's  notice  to  the  public 
and  Commission  under  special  permission  of  the  Public  Service  Commission, 
Second  District,  State  of  New  York,  No.  737,  of  date  December  28,  1908." 

Complete  by  Supplement  No.  6  to  P.  S.  C.  No.  141,  effective  January  2, 
1908. 

No.  738;  December  28,  1908;  The  Lake  Shore  and  Michigan  Southern  Rail- 
way Company: 
Ordered:    That  The  Lake  Shore  and  Michigan  Southern  Railway  Company 

be  and  is  hereby  authorized  to  e^ablish,  as  an  excp;7tion  to  Official  Classi- 
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fication  P.  S.  C,  2  N.  Y.,  No.  178,  supplements  thereto  or  superseding  issues 
thereof,  applying  at  Buffalo,  N.  Y.,  and  East  Buffalo,  N.  Y.,  the  following 
regulation: 

"  Freight  in  carloads  other  than  halk  f releht,  carried  at  carload  rates,  receired 
at  or  delivered  through  tliis  company's  frei^t  hooses  or  oyer  its  platforms,  will 
be  loaded  into  or  unloaded  from  cars  by  tliis  company ;  also  upon  request  of  own- 
ers, this  company  will  assist  in  loading  or  unloading  such  carload  freight  on 
team  tracks. 

**  As  to  whether  such  carload  traffic  will  be  liandled  through  this  company's 
freight  houses,  over  platforms,  or  upon  team  tracks,  will  be  at  the  option  of  this 
company." 

Also  applying  to  all  its  New  York  state  stations  the  following  regulation: 

'*  At  points  where  cranes  are  operated  by  employees  of  this  company,  sudi 
cranes  will  be  used  for  the  loading  or  unloading  of  heavy  or  bulky  frels^t,  car- 
loads or  less,  when  destined  to  or  received  from  points  on  or  via  the  Lake  Shore 
and  Michigan   Southern  railway,  without  charge.*' 

Provided  that  a  tariff  containing  said  regulations  is  filed  with  the  Com- 
mission in  Supplement  to  P.  S.  C,  2  N.  Y.,  No.  177,  and  posted  at  stations 
at  least  one  ( 1 )  day  prior  to  the  effective  date  specified  in  such  tariff,  which 
effective  date  shall  be  not  later  than  January  2,  1909.  Such  tariff  shall 
be  so  filed  and  posted  within  five  (5)  days  from  the  date  of  this  order  and 
bear  the  following  notation :  "  Issued  on  one  ( 1 )  day's  notice  to  the  public 
and  Commission  under  special  permission  of  the  Public  Service  Commission, 
Second  District,  State  of  New  York,  No.  738,  of  date  December  28,  1908." 
Complete  by  Supplement  No.  2  to  P.  S.  C.  No.  177,  effective  January  2,  1909. 

No.  739;  December  28,  1908;  The  Long  Island  Railroad  Company: 

Ordered:  That  The  Long  Island  Railroad  Company  be  and  is  hereby 
authorized  to  establish  rate  of  eight  (8)  cents  per  one  hundred  pounds  on 
Oysters  and  Clams,  in  shell,  less  carloads,  when  shipped  in  barrels  or  sacks, 
from  Hewlett,  N.  Y.,  Woodmere,  N.  Y.,  Cedarhurst,  N.  Y.,  Far  Rockaway, 
N.  Y.,  Hammel,  N.  Y.,  Lynbrook,  N.  Y.,  and  Rockville  Center,  N.  Y.,  to 
Pier  32,  East  River,  New  York,  N.  Y.;  provided  that  a  tariff  containing  said 
rate  is  filed  with  the  Commission  as  P.  S.  C,  2  N.  Y.,  No.  220,  and  posted 
at  stations  at  least  one  (1)  day  prior  to  the  effective  date  specified  in  such 
tariff,  which  effective  date  shall  be  not  later  than  January  7,  1909.  Such 
tariff  shall  be  so  filed  and  posted  within  ten  (10)  days  from  the  date  of 
this  order  and  bear  the  following  notation :  "  Issued  on  one  ( 1 )  day's  notice 
to  the  public  and  Commission  under  special  permission  of  the  Public  Service 
Commission,  Second  District,  State  of  New  York,  No.  739,  of  date  December 
28,  1908." 

Complete  by  P.  S.  C.  No.  220,  effective  January  7,  1909. 

No.   740;    December  28,    1908;    The  New  York  Central   and  Hudson  River 
Railroad  Company: 

Ordered:  That  The  New  York  Central  and  Hudson  River  Railroad  Com- 
pany be  and  is  hereby  authorized  to  establish  on  Hay  and  Straw,  carloads, 
minimum  weight  as  per  OflScial  Classification  P.  S.  C,  2  N.  Y.,  No.  5052, 
supplements  thereto  or  superseding  issues  thereof,  from  Victor,  N.  Y.,  the 
rates  in  cents  per  one  hundred  pounds,  to  New  York  state  stations,  as 
follows:  Kast  Bridge,  County  Home,  and  Middleville,  16%;  Newport,  17%; 
Poland  and  Hinckley,  to  Malone  and  including  intermediate  stations,  18%; 
provided  that  a  tariff  naming  said  rates  is  filed  with  the  Commission  as 
Supplement  No.  2  to  P.  S.  C,  2  N.  Y.,  No.  4100,  and  psted  at  stations  at 
leaat  one  ( 1 )  day  prior  to  the  effective  date  specified  m  such  tariff,  which 
effective  date  shall  be  not  later  than  January  7,  1909.  Such  tariff  shall  be 
so  filed  and  posted  within  ten  (10)  days  from  the  date  of  this  order  and 
bear  the  following  notation :  "  Issued  on  one  ( 1 )  dajr's  notice  'to  the  public 
and  Commission  under  special  permission  of  the  Public  Service  Commission, 
Second  District,  State  of  New  York,  No.  740,  of  date  December  28,  1908." 

Complete  by  Supplement  No.  2  to  P.  S.  C.  No.  4100,  effective  January  7, 
1909. 
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No.   741;    December  28,   1908;    The  New  York   Central   and  Hudson  River 
Railroad  Company: 

Ordered:  That  The  New  York  Central  and  Hudson  River  Railroad  Com- 
pany be  and  is  hereby  authorized  to  establish  on  Bark,  carloads,  minimiun 
weight  as  per  Official  Classification  P.  S.  C,  2  N.  Y.,  No.  6052,  and  supple- 
ments thereto  or  superseding  issues  thereof,  to  Middleville,  N.  Y.,  the  rates, 
in  cents  per  one  himdred  pounds,  from  New  York  state  stations,  as  follows: 
Altmar,  N.  Y.,  7;  Talcville,  N.  Y.,  and  Richville,  N.  Y.,  8;  provided  that  a 
tariff  naming  said  rates  is  filed  with  the  Commission  as  P.  S.  C,  2  N.  Y., 
No.  5107,  and  posted  at  stations  at  least  one  (1)  day  prior  to  the  effective 
date  specified  m  such  tariff,  which  effective  date  shall  be  not  later  than 
January  7,  1909.  Such  tariff  shall  be  so  filed  and  posted  within  ten  (10) 
days  from  the  date  of  this  order  and  bear  the  following  notation:  "Issued 
on  one  (1)  day's  notice  to  the  public  and  Commission  imder  special  per- 
mission of  the  Public  Service  Commission,  Second  District,  State  of  New 
York,  No.  741,  of  date  December  28,  1908." 

Complete  by  P.  S.  C.  No.  6107,  effective  January  0,  1909. 

No.   742;    December   28,   1908;    The  New  York   Central   and   Hudson  River 
Railroad  Company: 
Ordered:    That  The  New  York  Central  and  Hudson  River  Railroad  Com- 

Eany  be  and  is  hereby  authorized  to  establish  rate  of  six  (6)  cents  per  one 
undred  poimds  on  Grain  and  Grain  Products,  carloads,  as  per  list  and 
minimum  carload  weights  as  shown  in  P.  S.  C.,  2  N.  Y.,  No.  4753,  and 
supplements  thereto  or  superseding  issues  thereof,  from  Ransomville,  N.  Y., 
to  Union  Hill,  N.  Y.,  and  said  rate  is  also  to  apply  from  and  to  intermediate 
stations  in  cases  where  it  is  lower  than  the  present  rate;  provided  that  a 
tariff  naming  said  rate  is  filed  with  the  Commission  as  P.  S.  C,  2  N.  Y., 
No.  6116,  and  posted  at  stations  at  least  one  (1)  day  prior  to  the  effective 
date  specified  in  such  tariff,  which  effective  date  shall  be  not  later  than 
January  7,  1909.  Such  tariff  shall  be  so  filed  and  posted  within  ten  (10) 
days  from  the  date  of  this  order  and  bear  the  following  notation:  "Issued 
on  one  (1)  day's  notice  to  the  public  and  Commission  imder  special  per- 
mission of  the  Public  Service  Commission,  Second  District,  State  of  New 
York,  No.  742,  of  date  December  28,  1908." 

Complete  by  P.  S.  C.  No.  6110,  effective  January  6,  1909. 

No.  743;  December  30,  1908;  The  Delaware,  Lackawaima  and  Western  Rail- 
road Company: 

Ordered:  That  The  Delaware,  Lackawanna  and  Western  Railroad  Company 
be  and  is  hereby  authorized  to  establish  rate  of  fifty  (60)  cents  per  net  ton 
on  Manure,  carloads,  minimum  weight  forty  thousand  (40,000)  pounds,  from 
Kanona,  N.  Y.,  to  Big  Flats,  N.  Y.;  provided  that  a  tariff  naming  said  rate 
is  filed  with  the  Commission  as  Supplement  No.  2  to  P.  S.  C,  2  N.  Y., 
No.  €17,  and  posted  at  stations  at  least  one  (1)  day  prior  to  the  effective 
date  specified  in  such  tariff,  which  effective  date  shall  be  not  later  than 
January  10,  1909.  Such  tariff  shall  be  so  filed  and  posted  witiiin  ten  (10) 
days  from  the  date  of  this  order  and  bear  the  following  notation:  "Issued 
on  one  (1)  day's  notice  to  the  public  cuid  Commission  under  special  permis- 
sion of  the  Public  Service  Commission,  Second  District,  State  of  New  York, 
No.  743,  of  date  December  30,  1908." 

Complete  by  Supplement  No.  2  to  P.  S.  C.  No.  617,  effective  January  8, 
1909. 

No.   744;    December   30,    1908;    New  York,   Ontario   and   Western   Railway 

Company : 

Ordered:  That  the  New  York,  Ontario  and  Western  Railway  Company  be 
and  is  hereby  authorized  to  establish  on  Logs,  in  carloads,  when  shipped  to 
be  sawed  and  reshipped,  minimum  carload  weight  forty  thousand  (40,000) 
poimds,  to  Apex,  N.  Y.,  the  rates  in  cents  per  net  ton,  from  New  York  state 
stations,  as  follows:  Cadosia,  35;  FisVs  Eddy,  40;  Hancock,  35;  Tylers,  40; 
provided  that  a  tariff  naming  said  rates  is  filed  with  the  Commission  as 
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P.  S.  C,  2  N.  Y.,  No.  1265,  and  posted  at  stations  at  least  three  (3)  days 
prior  to  the  eflFective  date  specified  in  such  tariff,  which  eflFective  date  shall 
be  January  21,  1909.  Such  tariflF  shall  be  so  filed  and  posted  not  later  than 
January  18,  1909,  and  bear  the  following  notation:  "Issued  on  three  (3) 
days'  notice  to  the  public  and  Commission  under  special  permission  of  the 
Public  Service  Commission,  -Second  District,  State  of  New  York,  No.  744,  of 
date  December  30,  1908." 

Complete  by  P.  S.  C.  No.  1265,  eflfective  January  21,  1909. 

Case  No.  746;  December  30,  1908;  The  New  York  Central  and  Hudson  River 

Railroad  Company: 

Ordered:  That  The  New  York  Central  and  Hudson  River  Railroad  Com- 
pany be  and  is  hereby  authorized  to  establish  on  carload  shipments  of  Handles, 
vVood,  minimum  weight  as  per  Official  Classification  P.  S.  C,  2  N.  Y., 
No.  5052,  supplements  thereto  or  superseding  issues  thereof,  from  Newton 
Falls,  N.  Y.,  the  rates  in  cents  per  one  hunfied  pounds  to  New  York  state 
stations,  as  follows:  New  York  and  Brooklyn  stations  and  Long  Island  City 
float  bridges  (on  traffic  going  to  points  beyond  on  the  Long  Island  railroad), 
16;  Albany,  Schenectady,  Amsterdam,  Little  Falls,  Rochester,  13;  Syracuse, 
10;  Buffalo,  14;  provided  that  a  tariff  naming  said  rates  is  filed  with  the 
Commission  as  P.  S.  C,  2  N.  Y.,  No.  5124,  and  posted  at  stations  at  least 
one  ( 1 )  day  prior  to  the  effective  date  specified  in  such  tariff,  which  effective 
date  shall  be  not  later  than  January  10,  1909.  Such  tariff  shall  be  so  filed 
and  posted  within  ten  (10)  days  from  the  date  of  this  order  and  bear  the 
following  notation :  "  Issued  on  one  ( 1 )  day's  notice  to  the  public  and  Com- 
mission under  special  permission  of  the  Public  Service  Commission,  Second 
District,  State  of  New  York,  No.  745,  of  date  December  30,  1908." 

Complete  by  P.  S.  C.  No.  5124,  effective  January  9,  1909. 

No.  746;  December  31,  1908;  West  Shore  Railroad  (N.  Y.  C.  &  H.  R.  R.  R. 
Co.  Lessee) : 

Ordered:  That  the  West  Shore  Railroad  (The  New  York  Central  and  Hud- 
son River  Railroad  Company,  Lessee)  be  and  is  hereby  authorized  to  establish, 
in  connection  with  the  Boston  and  Maine  railroad,  rate  of  eighty-five  {S5) 
cents  per  net  ton  on  Stone,  Crushed,  carloads,  minimum  weight  marked 
capacity  of  car,  but  not  less  than  forty  thousand  (40,000)  pounds,  from 
Pattersonville,  N.  Y.,  to  Elnora,  N.  Y.,  ushers,  N.  Y.,  Mechanicville,  N.  Y., 
Reynolds,  N.  Y.,  West  Valley  Falls,  N.  Y.,  and  Johnsonville,  N.  Y.,  via  Rotter- 
dam Junction,  N.  Y. ;  provided  that  a  tariff  naming  said  rate  is  filed  with  the 
Commission  as  P.  S.  C,  2  N.  Y.,  No.  1352,  and  posted  at  stations  at  least 
three  (3)  days  prior  to  the  effective  date  specified  in  such  tariff,  which 
effective  date  shall  be  not  later  than  January  13,  1909.  Such  tariff  shall  be 
so  filed  and  posted  within  ten  (10)  days  from  the  date  of  this  order  and  bear 
the  following  notation:  "Issued  on  three  (3)  days'  notice  to  the  public  and 
Commission  under  special  permission  of  the  Public  Service  Commission,^- 
Second  District,  State  of  New  York,  No.  740,  of  date  December  31,  1908." 

Complete  by  P.  S.  C.  No.  1352,  effective  January  11,  1909. 

No.  E-6;  January  13,  1908;  Oneida  Railway  Company: 

Ordered:  That  the  Oneida  Railway  Company  be  and  is  hereby  authorized 
to  reissue  its  tariff  P.  S.  C,  2  N.  Y.,  No.  1,  making  the  changes  as  shown 
in  application;  provided  that  a  tariff  making  said  changes  shall  be  filed 
with  this  Commission  imder  P.  S.  C,  2  N.  Y.,  No.  3,  and  posted  at  stations 
at  least  two  days  prior  to  the  effective  date  specified  in  such  tariff.  Such 
tariff  shall  be  so  filed  and  posted  within  two  days  from  the  date  of  this 
order,  and  shall  bear  the  following  notation:  "Issued  under  special  per- 
mission of  the  Public  Service  Commission,  Second  District,  State  of  New 
York,  No.  E-6,  of  date  January  13,  1908." 

No.  E-6;  February  1,  1908;  Rochester  and  Eastern  Rapid  Railway  Company: 

Ordered:    That  the  Rochester   and  Eastern  Rapid   Railway   Company  be 

and  is  hereby  authorized  to  establish  special  class  "A"  and  "B"  rates  as 
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specified,  applying  on  the  commodities  as  named  in  application;  provided 
that  a  tarifif  naming  said  rates  shall  be  filed  with  this  Commission  under 
Supplement  No.  1  to  its  tariff  P.  S.  C,  2  N.  Y.,  No.  2,  and  posted  at 
stations  at  least  fifteen  days  prior  to  the  effective  date  specified  in  such 
tariff.  Such  tariff  shall  be  so  filed  and  posted  within  ten  da3rs  from  the 
date  of  this  order,  and  shall  bear  the  following  notation :  "  Issued  under 
special  permission  of  the  Public  Service  Commission,  Second  District,  State 
of  New  York,  No.  E-6,  of  date  February  1,  1908." 

No.  E-7;  February  1,  1908;  Rochester  and  Sodus  Bay  Railway  Company: 

Ordered:  That  the  Rochester  and  Sodus  Bay  Railway  Company  be  and 
is  hereby  authorized  to  establish  special  class  *'A"  and  *'  B  "  rates  as  specified, 
applying  on  the  commodities  as  named  in  application;  provided  that  a  tariff 
naming  said  rates  shall  be  filed  with  this  Commission  under  Supplement 
No.  1  to  its  tariff  P.  S.  C,  2  N.  Y.,  No.  1,  and  posted  at  stations  at  least 
fifteen  days  prior  to  the  effective  date  specified  in  such  tariff.  Such  tariff 
shall  be  so  filed  and  posted  within  ten  days  from  the  date  of  this  order, 
and  shall  bear  the  following  notation :  "  Issued  imder  special  permission 
of  the  Public  Service  Commission,  Second  District,  State  of  New  York, 
No.  E-7,  of  date  February  1,  1908." 

No.  E-8;  June  1,  1908;  American  Express  Company: 

Ordered:  That  tKe  American  Express  Company  be  and  is  hereby  authorized 
to  establish  rates  as  named  in  application  to  apply  upon  trafiic  between  Pine 
Camp,  N.  Y.,  and  other  offices  in  New  York  state  specified  in  the  application; 
provided  that  a  tariff  naming  said  rates  shall  be  filed  with  this  Commission 
under  P.  S.  C,  2  N.  Y.,  No.  A-1  No.  872,  and  posted  at  stations  at  least 
one  (1)  day  prior  to  the  effective  date  specified  in  such  tariff.  Such  tariff 
shall  be  so  filed  and  posted  within  ten  (10)  days  from  the  date  of  this 
order  and  bear  the  following  notation :  "  Issued  under  special  permission 
of  the  Public  Service  Commission,  Second  District,  State  of  New  York, 
No.  E-8,  of  date  June  1,  1908." 

No.  E-9;  June  4,  1908;  American  Express  Company: 

Ordered:  That  the  American  Express  Company  be  and  is  hereby  authorized 
to  establish  rates  as  named  in  the  application  to  apply  upon  shipments 
between  Lilly  Dale,  N.  Y.,  and  other  offices  in  New  York  state  as  named 
in  application;  provided  that  a  tariff  naming  said  rates  shall  be  filed  with 
this  Commission  under  P.  S.  C,  2  N.  Y.,  No.  A-1  No.  884,  and  posted 
at  stations  at  least  one  (1)  day  prior  to  the  effective  date  specified  in  such 
tariff.  Such  tariff  shall  be  so  filed  and  posted  within  ten  (10)  days  from 
the  date  of  this  order  and  bear  the  following  notation :  "  Issued  under  special 
permission  of  the  Public  Service  Commission,  Second  District,  State  of  New 
York,  No.  E-9,  of  date  June  4,  1908." 

No.  E-10;  June  20,  1908;  International  Railway  Company: 

Ordered:  That  the  International  Railway  Company  be  and  is  hereby 
authorized  to  establish  rate  of  thirty  cents  ($0.30)  per  one  hundred  (100) 
pounds  to  apply  upon  shipments  of  the  commodities  specifically  named  in 
the  application,  and  rate  of  forty  cents  ($0.40)  per  one  hundred  (100)  poimds 
to  apply  upon  shipments  of  Fruits,  Vegetables,  and  Garden  Roots  (special 
express  train  Service)  from  Burt,  N.  Y.,  Oorwin,  N.  Y.,  Newfane,  N.  Y., 
Olcott,  N.  Y.,  and  Wrights,  N.  Y.,  to  Buffalo,  N.  Y.  (Elk  Street  Market) ; 
provided  that  a  tariff  naming  said  rates  shall  be  filed  with  this  Commission 
under  P.  S.  C,  2  N.  Y.,  No.  2,  and  posted  at  stations  at  least  one  (1)  day 
prior  to  the  effective  date  specified  in  such  tariff.  Such  tariff  shall  be  so 
filed  and  posted  within  ten  (10)  days  from  the  date  of  this  order  and  bear 
the  following  notation:  "Issued  under  special  permission' of  the  Public 
Service  Commission,  Second  District,  State  of  New  York,  No.  E-10,  of  date 
June  20,  1908." 
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No.  E-ll;  June  29,  190S;  American  Express  Company: 

OrfUred:  That  the  American  Express  Company  be  and  is  hereby  authorized 
to  establish  rate  of  fifty-five  cents  ($0.o5j  per  crate  to  apply  upon  shipments 
of  lierrieft  in  thirty-six  <36|  quart  crates  from  Orweiro.  N.  Y.,  to  New  York, 
N.  Y.,  when  moved  in  refrigerator  cars;  provided  that  a  tariff  naming  said 
rate  shall  be  filed  with  this  Commission  under  Supplement  No.  18  to  New 
Yoric,  N.  Y.,  P.  S.  C,  2  N.  Y.,  No.  11,  and  Supplement  No.  1  to  Oswego,  N.  Y'., 
P.  S.  C  2  N.  Y.,  No.  11,  and  posted  at  stations  at  least  one  1 1»  day  priar 
to  the  effective  date  specified  in  such  tariffs.  Such  tariffs  shall  be  =o  fiied 
and  posted  within  ten  (10)  days  from  the  date  of  this  order  and  bear  the 
following  notation:  ^Issued  under  special  permission  of  the  Public  Service 
Commission,  Second  District,  State  of  New  York,  No.  £-11,  of  date  June 
29.  1908." 

No.  E-12;  August  13,  1908;  WelU  Fargo  and  Company  Express: 

Ordered:  That  the  Wells  Fargo  and  Company  Express  be  and  is  hereby 
authorized  to  establish  the  following  rule:  ^  Fruit,  in  baskets  with  topt 
protected  only  by  covering  of  gauze,  not  crated,  will  be  accepted  for  ship- 
ment over  the  lines  of  this  Company,"  to  supersede  and  take  the  place  of 
the  following  clause  in  the  Oflicial  Express  Classification  shown  on  pa^  14, 
under  heading  **  Fruit":  **  Fruit,  in  baskets  with  tops  protected  only  by 
a  covering  of  gauze,  not  crated,  refuse";  provided  that  a  tariff  containing 
such  rule  is  filed  with  this  Commission  and  posted  at  stations  at  least  one 
( 1 )  day  prior  to  the  effective  date  specified  therein.  Such  tariff  shall  be 
so  filed  and  posted  within  ten  (10)  days  from  the  date  of  this  order  and 
bear  the  following  notation :  "  Issued  on  one  day's  notice  to  the  public  and 
the  Commission  under  special  permission  of  the  Public  Service  Commissi<Hi, 
Second  District,  SUte  of  New  York,  No.  £-12,  of  date  August  13,  1908." 

No.  E-13;  September  9,  1908;  United  States  Express  Company: 

Ordered:  That  the  United  States  Express  Company  be  and  is  hereby 
authorized  to  extend  its  collection  and  delivery  limits  at  Syracuse,  N.  Y., 
to  include  the  New  York  State  Fair  Grounds  near  Syracuse,  N.  T^  cneh 
extension  to  apply  each  year  for  a  period  of  ten  (10)  days  before  and  ten 
(10)  days  after  the  State  Fair  meeting;  provided  that  a  tariff  making  such 
extension  is  filed  with  this  Commission  under  Supplement  No.  3  to  P.  S.  C, 
2  N.  Y.,  No.  9,  page  65,  and  posted  at  offices  at  least  one  (1)  day  prior 
to  the  effective  date  to  be  specified  as  September  11,  1908.  Such  tariff 
shall  be  so  filed  and  posted  within  one  (1)  day  from  the  date  of  this  order 
and  bear  the  following  notation:  "  Issued  under  special  permission  of  the 
Public  Service  Commission,  Second  District,  State  of  New  York,  No.  £-13, 
•f  date  September  9,  1908." 

Complete  by  Supplement  3  to  P.  S.  C.  No.  9,  page  65,  effective  September 
11,  1908. 

No.  £-14;  November  12,  1908;  National  Express  Company: 

Ordered:  That  the  National  Express  Company  be  and  is  hereby  authorized 
to  establish  rate  of  fifty  cents  ($0.50)  per  one  hundred  pounds  on  Milk 
or  Cream,  in  cans,  in  either  direction,  between  Middleburgh,  N.  Y.,  and 
Albany,  N.  Y.;  provided  that  a  tariff  naming  said  rate  is  filed  with  the 
Commission  as  Supplement  No.  1  to  Middleburgh,  N.  Y.,  P.  S.  C,  2  N.  Y., 
No.  11,  and  Supplement  No.  9  to  Albany,  N.  Y.,  P.  S.  C,  2  N.  Y.,  No.  11, 
and  posted  at  stations  at  least  one  (1)  day  prior  to  the  effective  date  speci- 
fied in  such  tariff,  which  effective  date  shall  not  be  later  than  November  18, 
1908.  Such  tariff  shall  be  so  filed  and  posted  within  five  (5)  days  from  the 
date  of  this  order  and  bear  the  following  notation:  "Issued  on  one  day's 
notice  to  the  public  and  the  Commission  under  special  permission  of  the 
Public  Service  Ck^mmission,  Second  District,  State  of  New  York,  No.  £-14, 
of  date  November  12,  1908." 

Omplete  by  Supplement  No.  1  to  Middleburgh  P.  S.  C.  No.  11,  and  Sup- 
plement No.  9  to  Albany  P.  S.  C.  No.  11,  both  effective  November  16,  1908. 
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No.  E-16;  December  2,  1908;  Western  New  York  and  Pennsylvania  Traction 
Company : 

Ordered:  That  the  Western  New  York  and  Pennsylvania  Traction  Company 
be  and  is  hereby  authorized  to  establish  the  following  weights  and  charges  for 
the  transportation  of  express  packages,  in  either  direction,  between  Little 
VaUey,  N.  Y.,  and  Salamanca,  N.  Y.:  Packages  weighing  less  than  ten  (10) 
poiinds,  $0.10;  packages  weighing  ten  (10)  pounds  and  not  exceeding  fifty 
(50)  pounds,  $0.25;  packages  weighing  over  fifty  (50)  pounds  and  not  exceed- 
ing one  hundred  (100)  pounds;  $0.40;  the  bulk  limit  of  any  package  trans- 
ported not  to  exceed  three  (3)  by  four  (4)  feet;  provided  that  a  tariff 
naming  said  rates  is  filed  with  the  Commission^  as  P.  S.  C,  2  N.  Y.,  No.  38, 
and  posted  at  stations  at  least  ten  (10)  days  prior  to  the  effective  date  speci- 
fied in  such  tariff,  which  effective  date  shall  not  be  later  than  December  22, 
1908.  Such  tariff  shall  be  so  filed  and  posted  within  ten  (10)  days  from  the 
date  of  this  order  and  bear  the  following  notation:  **  Issued  on  ten  (10) 
days*  notice  to  the  public  and  Commission  under  special  permission  of  the 
Public  Service  Commission,  Second  District,  State  of  New  York,  No.  E-15,  of 
date  December  2,  1908." 
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APPENDIX  M. 

Albany,  December  31,  1908. 
Hon.  F.  W.  Stevens,  Chairman, 

Public  Service  Commission,  Second  District: 
Deab  Sib:  Herewith  is  traiiwnitted  a  detailed  report  of  the  work  of  yoiir 
supervisor  of  equipment  for  the  year  ended  December  31,  1908: 
Tables  are  attached  to  this  report  giving  specific  data  as  follows : 
Table  A  shows  distribution  of  time. 
Table  B  shows  details  of  locomotive  equipment  inspection. 
Table  €  shows  general  data  relative  to  locomotive  equipment  at  the  time 
of  inspection. 

Table  D  shows  condition  of  locomotive  equipment  at  the  time  of  inspection 
on  Class  A  railroads. 

Table  E  shows  condition  of  locomotive  equipment  at  time  of  inspection  on 
Class  B  railroads. 

Table  F  shows  condition  of  locomotive  equipment  at  the  time  of  inspection 
on  Class  C  railroads. 

The  various  railroads  inspected  have  been  separated  into  three  classes, 
A,  B,  and  C,  for  purposes  of  comparison. 

Information  is  also  given  in  the  attached  report  in  the  matter  of  accidents, 
investigations,  time  occupied,  etc. 

Respectfully  submitted, 

A.  Buchanan,  jb.. 
Supervisor  of  Equipment. 

INSPECTION  OP  LOCOMOTIVE  EQUIPMENT  AND  BEPAIB  FACILITIES. 

General  inspection  has  been  made  of  1262  locomotives  end  02  locomotive 
terminals  on  19  steam  railroads.  There  are  operating  in  this  State  60  steam 
railroad  systems  with  6000  locomotives  assigned  to  service  in  this  State. 
There  are  162  locomotive  terminals  at  which  general,  heavy,  or  running  repairs 
are  made  to  locomotives.  I  was  employed  117  days  maMng  the  inspection 
outlined  and  compiling  the  reports  incident  to  same;  37  per  cent,  of  my  time 
has  been  given  to  this  work.  If  conditions  had  heen  such  ^at  my  whole 
time  had  been  devoted  to  this  work,  I  would  have  been  able  to  have  made 
general  inspection  of  3500  locomotives,  or  68  per  cent,  of  the  total;  I  would 
.  also  have  been  able  to  visit  and  make  inspection  of  all  locomotive  terminals 
in  the  State. 

General  inspection  of  locomotive  equipment  and  terminals  was  made  on  the 
following  railroads:  Class  A:  Buffalo^  Rochester  &  Pittsburgh;  Delaware  & 
Hudson;  Delaware,  Lackawanna  &  Western;  Erie;  New  York  Central  & 
Hudson  River;  New  York,  Ontario  &  Western;  Pennsylvania.  Class  B: 
Central  New  England;  Lehigh  &  Hudson  River.  Class  C:  Bath  &  Hammonds- 
port;  Buffalo,  Attica  &  Arcade;  Carthage  &  Copenhagen;  Catskill  Mountain; 
Delaware  &  Eastern;  Fonda,  Johnstown  &  Gloversville;  Kanona  &  Pratts- 
burgh;  Lowville  &  Beaver  River;  Silver  Lake;  Skaneateles.  Total,  19  rail- 
roads, operating  3634  or  61  per  cent,  of  the  locomotives  assigned  to  service 
in  this  State. 

No  general  inspection  of  locomotive  equipment  or  terminals  was  made  on 
the  following  railroads:  Class  A:  Boston  &  Maine;  Lake  Shore  &  Michigan 
Southern;  Lehigh  Valley;  Long  Island;  New  York,  New  Haven  &  Hartford; 
Rutland.  Class  B:  Boston  &  Albany;  Buffalo  &  Susquehanna;  New  York, 
Chicago  &  St.  Louis;  Pittsburg,  Shawmut  &  Northern;  Ulster  &  Delaware. 
Class  C:  Adirondack  &  St.  Lawrence;  Buffalo  Creek;  Catskill  &  Tannersville; 
Campbell  Hall;  Cranberry  Lake;  Dansville  &  Mt.  Morris;  Dunkirk,  Alleg^^-^ny 
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Valley  &  Pittsburgh;  Genesee  &  Wyoming;  Glenfield  &  Western;  Grand 
Trunk;  Greenwich  &  Johnsonville;  Jamestown,  Chautauqua  &  Lake  Erie; 
Little  Falls  &  Dolgeville;  Marcellus  &  Otisco  Lake;  Middlelmrgh  &  Schoharie; 
New  York,  Auburn  &  Lansing;  New  York  &  Ottawa;  New  York  &  Penn- 
sylvania; New  York  Central,  Hudson  River  &  Fort  Orange;  Niagara  Junc- 
tion; Norwood  &  St.  Lawrence;  Owasco  River;  Pochuck;  Raquette  Lake; 
Schoharie  Valley;  South  Buffalo;  Sterling  Mountain;  Tunesassa  &  Bradford; 
Unadilla  Valley.  Total,  41  railroads,  operating  2366  or  39  per  cent,  of  the 
locomotives  assigned  to  service  in  this  State. 

I  have  been  unable  in  many  instances  to  make  observations  of  a  railroad 
after  general  inspection  of  locomotive  equipment  and  terminals.  The  following 
have  come  under  my  personal  observation  after  general  inspection  was  made: 

Buffalo,  Rochester  d  Pittsburgh:  The  general  condition,  with  few  exceptions, 
at  time  of  inspection  was  good;  this  general  condition  is  being  maintained. 

Delatcare  d  Hudson:  General  inspection  was  finished  October  6,  1908.  The 
repair  facilities  at  a  number  of  stations  were  found  to  be  inadequate  and  in 
bad  condition.  The  condition  of  locomotive  equipment  was  generally  fair, 
but  inspection  and  running  repairs  were  being  neglected  at  a  number  of 
stations,  this  condition  being  brought  about  by  a  policy  of  heavy  retrenchment 
in  mechanical  department  expenses.  Since  October  15,  1908,  the  reFpair  staffs 
and  working  hours  have  been  increased,  and  I  have  been  informed  by  engine- 
men  that  better  attention  is  being  given  to  inspection  and  running  repairs. 
In  a  recent  conversation  with  the  superintendent  of  motive  power  1  was 
informed  that  plans  were  well  under  way  for  the  erection  of  a  large  modem 
general  repair  shop;  also  for  considerable  improvements  and  additions  to  a 
nxunber  of  engine  houses. 

Erie:  General  inspection  was  finished  February  11,  1908.  At  that  time  21 
per  cent,  of  the  locomotives  in  service  were  in  bad  condition  generally. 
Within  the  past  six  months  I  have  frequently  visited  engine  houses  and  have 
made  close  observation  of  the  condition  of  locomotives.  It  is  my  opinion 
that  at  the  present  time  the  locomotives  on  this  railroad  are  35  per  cent, 
more  efficient  than  they  were  at  the  time  of  inspection;  in  addition,  the 
general  condition  of  all  equipment  is  being  gradually  improved. 

New  York  Central  d  Hudson  River:  General  inspection  was  finished  April 
24,  1908.  I  have  made  close  observation  of  condition  of  locomotives  since 
that  time  and  it  is  my  opinion  that  on  account  of  a  policy  of  imreasonable 
retrenchment  at  engine  houses  and  general  repair  shops,  the  locomotive 
equipment  is  at  the  present  time  at  least  10  per  cent,  less  efficient  than  it 
was  April  24,  1908. 

New  York,  Ontario  d  Western:  Inspection  was  finished  May  27,  1908.  At 
that  time  12  per  cent,  of  the  locomotives  inspected  had  driving  wheel  tires 
in  bad  condition  (worn  %  in.  or  over) ;  this  condition  has  received  special 
attention  and  at  the  -present  time  tires  on  all  locomotives  in  service  are  below 
the  standard  tire  wear  limits.  The  general  repair  shops  have  been  working 
full  force  and  an  increased  number  of  working  hours,  and  as  a  result  the 
general  condition  of  locomotives  has  been  perceptibly  improved. 

Lehigh  d  Hudson  River:  Inspection  was  finished  May  21,  1908.  The  loco- 
motives at  that  time  were  in  good  gt'neral  condition.  The  repair  facilities 
were  bad  and  locomotives  were  sent  to  contract  shops  for  general  repairs; 
this  year  a  modern  general  repair  shop  well  equipped  with  tools  has  been 
erect^  at  Warwick,  N.  Y.,  and  the  railroad  is  now  in  a  position  to  make 
all  classes  of  repairs  in  its  own  shops. 

Buffalo,  Attica  d  Arcade:  Inspection  was  made  June  3  and  4,  1908. 
Recommendations  were  made  relative  to  running  repairs  and  condition  of 
equipment  generally.  On  a  recent  trip  over  this  railroad  I  found  that  all 
recommendations  had  been  complied  with. 

Delaxmre  d  Eastern:  Inspection  was  made  May  21  and  22,  1908.  Locomo- 
tives were  found  to  be  in  a  bad  condition  generally  on  account  of  the  neglect  of 
running  repairs,  air  brakes,  truck  wheels,  safety  appliances,  etc.  Recommen- 
dations were  made  and  were  given  prompt  attention;  at  the  present  time, 
while  the  locomotives  are  not  in  good  condition,  they  are  not  dangerous  to 
operate  and  condition  generally  has  been  improved. 
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Kanona  d  Prattshurgh:  Inspection  was  made  June  9,  1908..  Recommenda- 
tions were  made  as  to  the  condition  of  air  brakes,  truck  wheels,  and  eafety 
appliances;  these  recommendations  have  since  ibeen  complied  with. 

To  make  general  inspection  of  equipment  efficient  I  believe  that  a  return 
trip  should  be  made  within  60  days  over  the  railroad  inspected  to  ascertain 
if  recommendations  ha.ve  been  complied  with.  All  steam  railroads  should 
have  general  inspection  made  of  locomotive  eauipment  at  least  once  each 
year.  To  attend  to  this  in  a  proper  manner  would  require  the  services  of  two 
additional  inspectors  who  are  thoroughly  familiar  with  locomotive  operation 
and  maintenance,  and  who  could  be  constantly  emiployed  riding  locomotives 
and  visiting  locomotive  repair  terminals. 

INVE8TI0ATI0N  OP  ACCIDENTS. 

Investigation  has  been  made  of  94  accidents.  I  was  employed  61  days 
investigating  accidents  and  compiling  reports  incident  to  same;  20  per  cent, 
of  my  time  has  been  given  to  this  work.  Recommendations  with  a  view  to 
preventing  accidents  of  similar  nature  have  been  made  after  24  investigations. 

Of  the  accidents  investigated,  55  per  cent,  were  caused  by  tl^  diaol^ience 
of  standard  rules  or  special  instructions  which  were  in  force  for  the  safe 
nK>vement  of  trains.  The  following  are  some  of  the  principal  causes  of  acci- 
dente  of  this  class:  Short  flags;  disregard  of  flags  and  signals;  disregard  of 
train  orders;  disr^fard  of  general  rules  and  instructions.  Ten  per  cent,  of 
the  accidents  investigated  were  caused  by  insufficient  attention  to  maintenance 
of  right  of  way,  switches,  interlocking  plants,  signals,  etc.;  and  35  per  cent, 
were  caused  by  improper  inspection  and  maintenance  of  equipment  or  resulted 
from  failure  of  equipment.  A  large  percentage  of  accidents  resulting  from 
failure  of  equipment  is  due  to  broken  journals  (either  burnt  off  or  naving 
structural  defects) ;  broken  cast  iron  wheels  (either  from  overheating  from 
brake  applioation  or  from  structural  defects) ;  broken  and  loose  tires  which 
are  not  equipped  with  tire  retaining  devices.  Accidents  resulting  from  the 
causes  outlined  are  attributable  in  many  instances  to:  1.  Improper  inspection 
and  specifications  for  material  purchased;  this  occasionally  results  from  the 
desire  of  some  managements  to  obtain  material  at  a  price  which  will  not 
warrant  a  rigid  specification  or  test.  2.  Insufficient  terminal  inspection  and 
a  low  grade  of  maintenance  caused  principallv  this  past  year  by  an  unreason- 
able retrenchment  in  the  inspection  and  repair  staffs  at  engine  houses,  yards, 
and  general  repair  shops.  3.  Improper  handling  on  the  part  of  engine  and 
train  men  resulting  in  burnt  off  journals,  flat  wheels,  draft  gear  piuled  out, 
and  derailments  as  the  reeuH  of  rough  handling  of  air  brakes,  etc.  Recom- 
mendations with  a  view  to  preventing  accidents  of  similar  nature  have  been 
made  after  24  investigations  which  indicated  that  by  proper  care  or  main- 
tenanoe  the  prevention  of  a  recurrence  was  possible.  I  have  no  personal 
knowledge  as  to  whether  all  of  these  recommendations  were  complied  with. 

The  following  have  come  under  my  personal  observation:  Accidents  were 
investigated  on  the  Erie  railroeui  and  the  New  York  Central  &  Hudson  River 
railroad  which  were  directly  attributable  to  the  ajnount  of  steam  escaping 
from  joints  which  were  in  bad  condition,  so  that  view  of  enginemen  was 
obscured.  Recommendations  were  made  that  the  railroad  companies  maintain 
their  locomotives  in  such  condition  that  view  of  enginemen  would  not  be 
obscured  by  escaping  steam;  the  Erie  Railroad  Company  made  a  systematic 
effort  to  effect  an  improvement  in  this  respect,  and  by  the  purchase  of  new 
material,  better  inspection  and  maintenance,  did  effect  a  noticeable  improve- 
ment; The  New  York  Central  and  Hudson  River  Railroad  Company  did  not 
improve  this  condition  materially. 

A  number  of  derailments  have  occurred  on  the  New  York  Central  lines. 
These  derailments  were  caused  by  loose  tires  which  were  not  equipped  with 
tire  retaining  device.  A  special  investigation  was  made  of  this  subject  to 
ascertain  what  practice  other  railroads  of  importance  were  following,  and 
it  was  found  that  fully  65  per  cent,  were  using  a  retaining  ring,  a  lip  on 
outside  of  tire,  or  on  inside  of  wheel  center,  on  all  new  equipment  or  renewals. 
Any  of  these  devices  prevents  a  tire  when  loose  from  moving  in,  the  flange  of 
tire  preventing  same  from  moving  out.     It  was  also  found  that  the  New  York 
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Central  lines  had  a  considerable  number  of  locomotives  equipped  with  the 
Mansell  tire  retaining  ring.  A  recommendation  was  then  made  that  The 
New  York  Central  and  Hudson  River  Railroad  Company  consider  equipping  all 
locomotives  used  in  passenger  service  with  tire  retaining  ring  or  other  tire 
retaining  device.  This  nmtter  is  now  under  consideration  by  the  general 
mechanical  superintendent  of  the  New  York  Central  lines. 

A  number  of  accidents  have  been  investigated  which  were  the  direct  result 
of  the  emergency  application  of  the  air  brakes  at  some  point  in  freight  train 
where  air  brake  equipment  was  not  in  proper  condition.  Ab  a  result  of  a 
number  of  visits  to  cripple  tracks  in  important  freight  yards  where  air  brakes 
on  freight  ears  received  inspection  and  repairs,  it  was  decided  that  proper 
attention  was  not  being  given  to  this  matter,  and  a  conference  was  arranged 
for  at  which  were  present  air  brake  experts  from  the  Buffalo,  Rochester  & 
Pittsburgh,  Delaware  &  Hudson,  Delaware,  Lackawanna  &  Western,  Erie,  New 
York  Central  &  Hudson  River,  New  York,  New  Haven  &  Hartford,  New  York, 
Ontario  &  Western,  and  Pennsylvania  railroads;  also  representatives  from 
the  New  York  Air  Brake  Co.  and  the  Westinghouse  Air  Brake  Co.  This  air 
brake  problem  waa  thoroughly  discussed,  and  I  have  noted  a  marked  improve- 
ment in  the  matter  of  inspection  and  maintenance  of  air  brakes  in  some  of 
the  freight  yards  which  I  have  had  opportunity  to  revisit. 

Recommendations  have  been  made  as  to  the  maintenance  of  truck  wheel 
flanges  to  the  prescribed  Master  Car  Builders'  standards ;  the  maintenance  of 
safety  appliances  in  accordance  with  the  Federal  Safety  Appliance  Act;  the 
systematic  inspection  and  annealing  of  draw  bars  between  locomotives  and 
tenders;  the  systematic  inspection  of  connecting  rods  and  crank  pins  on 
locomotives.  I  have  found  on  revisiting  the  localities  covered  in  the  accident 
investigations  that  the  recommendations  of  this  nature  were  being  complied 
with. 

Properly  to  keep  informed  on  matters  of  this  nature,  the  inspector  investi- 
gating an  accident  and  making  a  recommendation  should  have  his  time  so 
arranged  that  he  could  revisit  the  locality  covered  in  investi^tion  within  60 
days  to  ascertain  if  recommendations  made  had  been  compbed  with. 

PASSENGER   TRAIN   DELAY   AND   ENGINE  FAILURE  REPORTS. 

I  was  employed  55  days  compiling  data  and  reports  and  a/ttending  to  cor- 
respondence incident  to  train  movement  and  engine  failure  reports;  18  per 
cent,  of  my  time  has  been  given  to  this  work. 

Passenger  Train  Delay  Reports:  The  first  report  of  passenger  train  delays 
was  filed  for  the  month  of  April,  1908 ;  as  the  reports  are  not  completely  filed 
until  30  days  after  the  expiration  of  the  month,  information  for  the  first 
month  was  not  available  until  June,  1908.    Reports  have  been  received  com- 

elete  and  published  for  seven  months.  Analysis  of  the  reported  causes  of  delaya 
idicates  that  the  principal  causes  of  delays  were  as  follows:  engine  failures 
caused  7  per  cent,  of  delays;  wrecks,  6  per  cent.;  unfavorable  track  conditions, 
3  per  cent.;  waiting  for  trains  from  other  divisions,  39  per  cent.;  waiting 
for  train  connections  from  other  railroads,  11  per  cent.;  train  work  at  station, 
16  per  cent. 

The  results  accomplished  by  passenger  train  delay  reports  are:  Several 
steam  railroads  prior  to  April  1,  1908,  did  not  have  any  accessible  record  of 
passenger  train  delays  which  could  be  used  for  comparison.  With  the  com- 
piling of  the  present  form  of  passenger  train  delay  reports,  all  steam  rail- 
roads, with  the  exception  of  a  few  exemptions,  have  a  record  which  enables  them 
readily  to  make  a  comparison  of  reliability  of  service  with  previous  months  i 
the  result  is*  that  railroad  officials  who  are  in  any  way  responsible  for  the 
movement  of  passenger  trains  are  comparing  monthly  records  with  previous 
periods  and  are  endeavoring  to  have  passenger  train  movements  each  month 
at  least  as  efikient  as  previous  months;  I  have  noted  on  some  of  the  larger 
railroads  a  spirit  of  competition  between  divisions  and  with  other  railroi^, 
no  operating  official  wishing  to  have  the  poorest  record.  I  have  noted  par- 
ticularly an  improvement  in  the  passenger  train  service  on  the  Boston  k 
Albany  railroad;  Harlem,  Putman,  and  Buffalo  divisions  of  the  New  York 
Central  &  Hudson  River  railroad;  Central  New  England  railway;  New  York, 
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Buffalo,  and  Rochester  diviaions  of  the  Erie  railroad;  New  York,  Chicago  & 
St.  Louis  railroad;  Southern  division  of  the  New  York,  Ontario  &  Western 
railway;  Delaware  &  Eastern  railroad;  Buffalo,  Attica  &  Arcade  railroad, 
and  the  Buffalo  division  of  the  Pennsylvania  railroad.  I  am  of  the  opinion 
that  the  compulsory  keeping  of  records  of  comparison  and  publicity  relative 
to  train  delay  reports  has  had  the  effect  of  improving  the  running  time  of 
passenger  trains  generally. 

A  thoroughly  satisfactory  comparison  of  results  can  not  be  obtained  imiil 
reports  for  one  year  have  been  filed,  on  account  of  the  wide  variation  in 
traffic  and  weather  conditions  throughout  the  year.  The  present  passenger 
train  delay  report,  form  No.  83,  requires  some  revision  in  order  that  its  use- 
fulness may  be  improved.  The  records  on  file  in  this  office  give  quickly  general 
train  conditions  ror  seven  months  and  are  valuable  for  reference.  I  believe 
that  the  time  limit  on  this  report  should  be  reduced  from  30  to  15  days;  I  have 
found  that  it  is  possible  on  some  railroads  to  get  a  complete  reconi  of  train 
delays  within  five  days  after  the  expiration  of  the  month. 

Engine  Failure  Reports:  The  first  report  of  engine  failures  was  filed  for 
the  month  of  January,  1908.  As  the  reports  are  not  completely  filed  until 
30  days  after  the  expiration  of  the  month,  information  for  the  first  month 
was  not  available  until  March,  1908.  Reports  have  been  received  complete  for 
ten  months.  Analysis  of  these  reports  indicates  that  each  month  10,000,000 
engine  miles  are  run;  approximately  1800  engine  failures  occur,  creating 
a  delay  to  all  classes  of  service  of  1920  hours,  or  an  average  delay  per 
failure  of  1  hour  and  4  minutes;  low  steam  pressure  causes  10  per  cent,  of 
all  failures;  leaking  steam  connections,  18  per  cent. 

The  results  accomplished  by  engine  failure  reports  are:  1.  The  majority  of 
steam  railroads  prior  to  January  1,  1908,  kept  no  record  of  engine  failure*, 
and  a  number  of  railroads  which  did  have  a  record  had  it  in  such  condition 
that  it  was  not  readily  accessible;  the  result  was  that  in  many  instances  an 
epidemic  of  a  particular  class  of  engine  failures  was  occurring  before  any 
mechanical  department  official  began  to  apply  a  remedy.  With  the  intro- 
duction of  the  present  reports  the  matter  of  engine  failures  is  kept  con- 
stantly in  mind;  the  general  managers  have  information  in  a  comparative 
form  which  they  did  not  in  all  instances  previously  have;  the  result  is  that 
from  the  general  manager  down  to  engine  house  foreman,  there  is  an  effort 
being  made  to  eliminate  unnecessarjr  failures.  2.  With  the  present  com- 
pulsory reports,  the  mechanical  superintendent  endeavors  to  locate  individual 
responsibility  for  each  failure.  3.  All  engine  failures  are  investigated  and 
it  is  ascertained  if  failure  resulted  from  improper  design,  inferior  material, 
or  poor  workmanship;  and  when  the  cause  is  ascertained  an  improvement  is 
effected.  4.  A  comparison  of  the  reports  for  several  months  indicates  that 
considerable  improvement  has  been  effected  on  the  Erie  railroad,  Boston  & 
Albany  railroad,  Lake  Shore  &  Michigan  Southern  railroad,  Pennsylvania 
railroad,  and  the  Delaware  &  Eastern  railroad.  6.  After  careful  inquiry  and 
observation  I  am  of  the  opinion  that  on  account  of  the  compulsory  filing  of 
records  of  engine  failure  reports,  considerable  effort  is  being  made  by  mechani- 
cal department  officials  to  improve  the  general  condition  of  locomotives;  this 
attempt  in  the  last  year  has  been  made  under  very  adverse  conditions,  caused 
by  inadequate  repair  facilities  and  the  policy  of  retrenchment  which  has  been 

in  force  on  many  railroads.  .  *         ,x  *  v      v*«i«^j  „«*:i 

A  thoroughly  satisfactorv  comparison  of  results  can  not  be  obtained  until 
reports  for  one  year  have  been  filed.  This  is  on  account  of  the  wide  variation 
in  traffic  and  weather  conditions  throughout  the  year.  The  present  engine 
failure  report,  form  No.  70,  requires  some  revision  m  order  that  its  Twefui- 
ness  may  be  improved.  The  records  of  engine  failures  on  file  in  this  office 
ffive  quicklv  general  condition  of  locomotives  for  ten  months ;  and  on  all  rail- 
wads  the  data  given  on  engine  failure  reports  reflect  fairly  accurately  the 
creneral  condition  of  locomotives. 
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BEOOMMBNDATIONS  AND  SUGGESTIONS  FOB  THE  WOBK  OF  THE  ENSXnNQ  TEAB. 

Equipment  Inspection. 

Inspection  of  21  per  cent,  of  the  equipment  and  57  per  cent,  of  the  terminals 
occupied  117  days  or  37  per  cent,  of  my  time. 

Suggestions:  1.  To  make  inspection  effective,  all  locomotive  equipment  and 
terminals  should  be  inspected  at  least  once  each  year.  2.  The  inspection  staff 
should  be  of  sufficient  size  so  that  it  would  be  possible  for  an  inspector  to 
return  to  the  railroad  within  60  days  after  general  inspection  had  been  made 
to  ascertain  if  recommendations  and  orders  had  been  complied  with.  3.  The 
most  serious  condition  this  next  winter  will  arise  from  escaping  steam  obscur- 
ing the  view  of  enginemen  and  making  operation  dangerous;  this  condition 
will  require  considerable  supervision  and  the  services  of  competent  inspectors 
whose  duties  would  consist  entirely  of  riding  locomotives  and  making  inspec- 
tion of  locomotives  at  terminals  of  railroads  which  are  known  to  be  careless 
in  this  respect,  with  the  view  of  forcing  these  railroads  to  improve  this 
condition. 

Recommendations:  1.  Arrangements  should  be  made  so  that  inspectors  of 
this  Commission  upon  presentation  of  authority  and  proper  transportation, 
would  be  authorized  to  ride  on  locomotives  of  all  trains  and  on  cabooses  of 
freight  trains  without  the  formality  of  consulting  railroad  officials  before 
necessary  authority  is  obtained.  2.  Two  mechanical  inspectors  should  be 
appointed  so  that  the  suggestions  relative  to  equipment  inspection  can  be 
made  effective  at  an  early  date.  These  inspectors  should  be  men  with  a 
thorough,  practical  knowledge  of  locomotive  operation  and  maintenance.  They 
should  be  as  nearly  as  possible  employed  entirely  on  road  duties  in  localities 
where  locomotives  are  known  to  be  in  defective  condition  generally.  3.  In- 
spectors of  equipment  should  have  authority  to  order  equipment  taken  from 
service  when  same  is  in  such  defective  condition  as  to  make  it  unsafe  to 
operate. 

Safety  Appliances. 

Suggestions :  The  maintenance  of  present  safety  appliances  and  the  pro- 
viding of  additional  safeguards  should  be  made  a  subject  for  special  investi- 
gation by  the  supervisor  of  equipment  and  inspectors.  1.  Equipping  of  all 
passenger  cars  with  safety  coupling  chains.  2.  Proper  clearance  between 
ends  of  box  cars  so  thai  trainmen  can  safely  pass  between  bodies.  I  find 
in  a  number  of  instances  that  this  distance  is  being  seriously  restricted  by 
the  use  of  truss  rods  for  the  purpose  of  strengthening  ends  of  bodies.  3.  Tire 
retaining  devices  on  locomotives  used  in  passenger  service.  4.  Equipping  of 
passenger  cars  with  fire  extinguishers. 

Ventilation  and  Heating  of  Passenger  Cars. 

This  is  a  subject  over  which  there  is  much  discussion  by  the  patrons  of 
all  railroads  and  mechanical  men  generally.  The  condition  is  conceded  to 
be  generally  unsatisfactory.  This  condition  is  brought  about  by  poor  appli- 
ances; improper  or  unenforced  rules;  bad  judgment  on  the  part  of  trainmen. 

Suggestions:  1.  There  is  room  for  considerable  improvement  in  this  re- 
spect; I  believe  that  considerable  attention  should  be  given  to  this  question. 
2.  Railroads  should  attempt  to  develop  the  regulation  of  heat  and  ventilation 
automatically  on  some  plan  similar  to  that  which  is  used  in  large  office 
buildings  or  auditoriums. 

Sanitary  and  Clean  Condition  of  Passenger  Cars, 

Suggestions:  1.  There  is  room  for  large  improvement  in  this  respect. 
2.  The  methods  in  vogue  on  many  railroads  are  very  crude.  3.  Cars  should 
be  thoroughly  cleaned  and  disinfected  and  maintained  in  a  sanitary  condition. 
4.  ClfAuliness  of  iced-w&ter  tanks  and  the  methods  of  handling  ice  and  water 
should  be  materially  improved;  the  tanks  should  be  constructed  so  that 
covers  can  be  locked,  preventing  indiscriminate  access  to  interiors.  5.  When 
towels  are  furnished,  they  should  be  in  sufficient  number ;  otherwise  eliminated 
entirely. 
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Conclusion, 
If  the  inspectors  recommended  are  appointed,  it  will  be  possible  in  the  year 
1909  to  make  inspection  of  all  locomotive  equipment  and  terminals;  also 
to  give  attention  to  the  subjects  suggested.  The  train  movement  and  engine 
failure  reports  require  close  analysis  to  be  of  the  greatest  value;  with  the 
appointment  of  a  clerk  for  this  purpose  the  statistical  department  will 
be  entirely  relieved  of  the  tabulation  of  these  reports  and  a  more  complete 
analysis  be  possible. 

Respectfully  submitted, 

A.   BUCHANAT^,   JR., 

Supervisor  of  Equipment, 

TABLE  A. 

Distribution  of  Time  January  1,  1908,  to  December  SI,  1908: 

Number      Percentage 
of  Days       of  Days 
Nature  of  Employment.  Employed.  Employed. 

Inspection    of    1262    locomotives    and    92    locomotive 

terminals 101  32 

Compiling  reports  of  inspection  of  locomotives  and  loco- 
motive terminals 16  6 

Investigation  of  94  accidents 50         •       16 

Compiling  reports  of  investigations  of  accidents 11  4 

Investigation  of  16  complaints 24  8 

Compiling  reports  of  investigations  of  complaints 6  2 

Compiling  data,  reports,  and  attending  to  correspond- 
ence incident  to  train  movement  and  engine  failure 

reports 66  18 

Investigation  of  8  special  subjects 27  9 

Compiling  reports  of  investigations  of  special  subjects.  7  2 

Attending  7  hearings,  conferences,  etc 13  4 

Total 310              100 

TABLE  B. 
Details  of  Equipment  Inspection  Jwnuary  1,  1908,  to  December  SI,  1908: 

Nature.  Number.  Percentage. 

Steam  railroad  systems  operating  in  State 60              100 

Steam   railroad   systems   on   which   general    inspection 

of  locomotive  equipment  was  made 19                32 

Locomotive  terminals  in  State 162              100 

Locomotive  terminals  at  which  general  inspection  was 

made ; 92                67 

Locomotives  assigned  to  service  in  State 6000              100 

Locomotives  whicn  have  received  general  inspection 1262                21 

TABLE  C. 

Condition  of  Locomotive  Equipment  at  the  Time  of  Inspection,  December  SI, 

1908: 
General  Data.  Number.  Percentage. 

Locomotives  assigned  to  service  in  State 6000  100 

Locomotives   as&igned  to   service   in   State,    in   servioe 

and  available  for  service,  inspected 1262  21 

Data  Relative  to  Railroads  Inspected: 
Locomotives  assinied  to  service  in  State  on  railroads  on 

which  general  inspection  was  made 3634  IOC 

Locomotives  assigned  to  service  in  State  and  available 

for  service,  inspected 1262  3d 

Locomotives  in  shop  under  repairs  and  awaiting  shop..  391  11 

Locomotives  in  service  and  available  for  service 3243  89 
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TABLE  D. 


Class  A  Railboads  Inspected. 

Nature  of  Defects. 

" 

|i 

•1 

ll 

r 

35 

1 

^ 

Number  of  locomotives  assigned  to  ser- 
vice in  State 

No. 

% 

No. 

% 

No. 

i?S. 

% 

114 
100 

24 
21 

90 
79 
69 
60 

324 
100 

26 
8 

298 
92 

204 
63 

247 
100 

22 
9 

225 
91 

128 
52 

540 
100 

76 
14 

464 
86 

190 
41 

1,974 
100 

179 
9 

1.795 

91 

419 

22 

170 
100 

26 
15 

148 

148 
100 

20 
13 

128 

3,517 

Number  of   locomotives  in  shop   and 
awaiting  shop 

1.  lOO 
373 

Number  of  locomotives  in  service  and 
available  for  service 

11 
3.144 

Number  of  locomotives  inspected 

85   1  87 
66   !l06 
39  1  71 

91 

1.182 

34 

Number  and  Percentage  of  Defects: 


Machinery  in  general  bad  condition . . 
Boilers,  flues,  and  fire-boxes  leaking. 

Foundation  rings  leaking 

Air  brakes  defective 

Safety  appliances  defective 

Tender  trucks  defective 

Boiler  mountings  in  cabs  leaking 

Boiler  mountings  outside  of  cabs  leaking. 
Metallic  packing  leaking 


Tires  in  bad  condition  (worn  |  in.  or 
over) , 


No. 


3 

18 

3 

38 

91 

12 

10 

4 

9 

2 

20 

22 

18 

9 

4 

11 

5 

62 

129 

16 

13 

5 

5 

4 

32 

31 

24 

12 

7 

6 

13 

30 

153 

10 

17 

8 

3 

10 

16 

36 

15 

16 

0 

16 

1 

10 

44 

6 

5 

0 

8 

.8 

5 

10 

9 

5 

0 

0 

0 

8 

23 

3 

0 

0 

0 

0 

4 

5 

4 

0 

0 

6 

1 

9 

87 

5 

3 

0 

3 

.8 

4.5 

21 

8 

3 
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16 
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15 

43 

4 

12 

3 

7 

3 

8 

10 

6 

11 

14 

34 

20 

119 

229 

16 

22 

20 

17 

15 

63 

55 

24 

20 

5 

28 

17 

112 

145 

15 

15 

7 

14 

13 

59 

35 

22 

14 
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14 

15 
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0 
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12 
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h  20 

72 
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34 

3 

111 

^9? 

r    8 

454 

r   38 

337 

28 

28 
3 


Appendix  M:   Keport  of  Supervisor  of  Equipment     657 

TABLE  E. 


Class   B  RAiLnoAOS  Inspected. 

Nature  of  Defects. 

Central 

New 
England. 

Lehigh  & 

Hudson 

River. 

Total; 

Number  of  locomotives  assigned  to  service  in  State. 

Number  of  locomotives  in  shop  and  awaiting  shop. . 

Number  of  locomotives  in  service  and  available 
for  service 

No. 

% 

No. 

54 

100 

10 

18 

44 

82 
39 
72 

32 

100 

5 

16 

27 
84 
23 
72 

80 

100 

15 

17 

71 

Number  of  locomotives  inspected 

So 
No. 

% 

83 
62 

72 

NUMBBB  AND  PlSCBXTAQB  OF  DSTECTS: 


Machinery  in  general  bad  condition 

Boilers,  flues,  and  fire-boxes  leaking 

Foundation  rings  leaking 

Air  brakes  defective 

Safety  appliances  defective 

Tender  trucks  defective 

Boiler  mountings  in  cabs  leaking 

Boiler  mountings  outside  of  cabs  leaking . . . 

Metallic  packing  leaking 

Tires  in  bad  condition  (worn  |  in.  or  over) . 


No. 
No. 

% 
No. 

No. 

% 
No. 

% 
No. 

% 
No. 

% 
No. 

% 
No. 


7 

2 

9 

18 

6 

14 

10 

3 

13 

26 

10 

21 

6 

0 

6 

15 

0 

9 

1 

0 

1 

2 

0 

2 

3 

0 

3 

8 

0 

30 

4 

0 

4 

10 

0 

6 

6 

3 

9 

15 

10 

14 

13 

5 

18 

33 

16 

29 

14 

6 

20 

36 

19 

32 

5 

0 

5 

13 

0 

8 
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TABLE  F. 


Nature  of  Defects. 


Class  C  Railroads  Inspected. 


1 

a 

it 

•5 


ii 


Hi  -f 


Number  of  locomotives  operated 
in  State 


Number  of  locomotives  in  shop  and 
awaiting  shop 


Number  of  locomotives  in  service 
and  available  for  service 


Number  of  locomotives  inspected . 


No. 


No. 

% 

No. 

i?S. 

% 


2 
100 

1 
60 

1 

60 

2 

100 


100 

1 
33 

2 

66 

3 

100 


1 
100 

0 
0 

1 

100 

1 

100 


5 
100 

0 
0 

5 
100 

5 
100 


8         1 
10<)     100 


1 
12 


£8 


0 
0 

1 

100 

1 

100 


2 
100 

0 
0 

2 
100 

2 
100. 


2 
100 

0 
0 

2 
100 

2 
100 


3    31 
tool  100 


0 
0 

3 

100 

3 

too 


Number  and  Percentage  or  Defects: 


Machinery  in  general  bad  condition 

Bolkrs,  fiues.and  ^le-bostes  leaking. 

Foundation  rings  leaking. 

Air  brakes  defective 

Safely  appllanoea  defect  Ire. . . . , . 

Tender  trucks  defective 

Boiler  mountings  In  caba  leaking. 

Boiler  mountings  outside  of  cabs 
leaking *  H  H  K ,  ► . . . . 


Metallic  packing  leaking, . . . 

Tiros  In  bad  condition  (worn  f  la, 

or  over)  ^ . . .    


No. 

0 

I 

1 

0 

3 

1 

R 

0 

0 

0 

% 

0 

33 

100 

i} 

m 

12 

a 

0 

0 

0 

No. 

I 

0 

1 

0 

I 

0 

0 

0 

1 

0 

% 

50 

0 

lOO 

0 

30 

0 

0 

0 

50 

0 

Ka 

0 

a 

0 

0 

i 

0 

0 

0 

0 

0 

% 

0 

66 

0 

tl 

1{) 

0 

0 

0 

0 

0 

No. 

0 

1 

1 

0 

« 

0 

1 

0 

1 

0 

*^, 

u 

33 
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0 
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0 
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0 

50 

0 

Xo. 

0 

0 

0 

0 

4 

0 

0 

0 

2 

3 

% 

0 

0 

0 

0 

80 

0 

0 

0 
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100 
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1 

1 

1 

i\ 

2 

0 

I 

1 

0 

1 

% 

60 

33 

lOO 

0 

40 

0 
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50 

0 

33 
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I 

0 

0 

0 

1 

0 

0 

0 

1 

0 

% 

60 

0 

Q 

0 

20 

0 

0 

0 

50 

0 
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0 

1 

0 

0 

4 

0 

0 

0 

0 

0 
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Q 
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0 

1 

1 

0 

2 

0 

0 

0 

! 

1 

% 

0 

33 

lOU 

0 

40 

0 

0 

0 

50 
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APPENDIX  N. 


AUBI7BN   AND    NOSTHEBN   ELECTBIC   BAILBOAD. 

Public  Service  Commission,  Second  District : 

Gentlemen:  August  11,  1908,  I  made  an  inspection  of  the  Auburn  i 
Northern  Electric  railroad,  and  submit: 

This  railroad,  which  is  single  track,  extends  from  a  connection  with  the 
Rochester,  Syracuse  &  Eastern  railroad  in  the  village  of  Port  Byron,  Cayuga 
county,  to  State  and  SejTnour  streets  in  the  city  of  Auburn,  a  distance  of 
7.6  miles.  This  track  is  located  as  follows:  In  the  village  of  Port  Byron, 
0.27  mile;  on  private  right  of  way,  6.23  miles;  in  the  city  of  Auburn,  1.1 
miles.  The  maximum  grade  on  the  road  is  4^  per  cent,  for  500  feet  in  the 
village  of  Port  Byron. 

On  the  line  there  is  one  crossing  of  railroad  which  is  at  grade,  on  State 
street  in  the  city  of  Auburn,  where  a  branch  of  the  Lehigh  Valley  railroad 
which  extends  from  Auburn  to  Fair  Haven  is  crossed;  there  is  a  flagman 
located  at  this  crossing. 

There  are  no  bridges  on  the  line  except  one  overhead  highway  bridge  near 
Throopsville  station,  of  a  through  riveted  span  66  ft.  long  supported  on 
reinforced  concrete  piers  with  I-lSam  approaches;  clearance  above  track,  IS 
ft.  There  are  several  small  culverts  on  the  line,  all  of  which  are  built  of 
concrete  and  in  box  form.     The  maximum  length  of  opening  is  6  ft. 

The  track  is  constructed  of  70-lb.  T-rail  on  private  right  of  way,  and  90-lb. 
in  village  and  city  streets,  continuous  rail  joints,  southern  pine  ties  spaced  2 
ft.  centers,  gravel  ballast  6  in.  under  ties  on  private  right  of  way,  and  stone 
ballast  in  village  and  city  streets. 

The  right  of  way  averages  160  ft.  in  width  and  is  fenced  with  a  woven 
wire  fence  on  cedar  poets. 

The  line  is  equipped  with  an  automatic  block  signal  system. 

There  are  5  flag  stops  between  Port  Byron  and  Auburn  city  line,  one 
located  at  Throop  at  which  point  there  is  a  shelter  station  lighted,  heated, 
and  provided  with  signal  for  use  of  passengers  in  flagging  cars.  There  is  a 
station  building  at  Port  Byron  used  jointly  by  this  company  and  the  Roch- 
ester, Syracuse  &  Eastern  Railroad  Company. 

A  local  service  is  operated  over  this  road  between  Port  Byron  and  the  city 
of  Auburn.  A  through  service  is  also  operated  over  the  road,  cars  of  the 
Rochester,  Syracuse  &  Eastern  Railway  Company  running  from  Rochester  to 
Auburn,  and  over  this  road  from  Port  Byron  to  Auburn.  No  opposing  cars 
are  on  the  road  at  any  time  except  in  cases  of  unusually  heavy  traffic.  Tliis 
road  is  operated  by  the  management  of  the  Rochester,  Syracuse  &  Eastern 
railroad  and  was  open  for  operation  June  28,  1908. 

The  track  force  consists  of  8  men  and  a  foreman. 

This  company  owns  two  gravel  pits,  one  at  Port  Byron  and  one  at  Throop. 

The  track  and  roadbed  on  this  railroad  are  in  good  condition. 

The  element  of  safety  in  the  operation  of  this  road  would  be  increased  by 
the  adoption  of  the  following  recommendations: 

Recommendations:  That  the  grade  crossing  of  the  Lehigh  Valley  tracks  on 
State  street  in  the  city  of  Auburn  be  equipped  with  derails  in  the  electric 
track,  one  on  either  side  of  the  crossing,  and  a  metal  trough  on  the  trolley 
wire  extending  over  the  crossing ;  all  highway  crossings  outside  of  village  and 
city  limits  should  be  equipped  with  crossing-signs. 

Respectfully  submitted, 

C.  R.  Babxes, 
Electric  Railroad  Inspector, 
[661] 
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BUJTALO  A^TD  DCIXir  EAlLBOUkO. 

Jo  ihe  Public  Serrire  Commission,  Second  District: 

Gt5TL£ME5:  (M:t*fUer  2yih  I  nude  ma  inspecikm  of  the  Buffalo  4  Depcw 
railway  and  •ubmit: 

Tni*  »,r»t'rm  ext^^ida  from  G«iiesee  street  at  the  city  line  of  the  city  of 
Buffalo  Uf  the  c^rm^r  of  Burlington  and  Ellioott  ro^ds  in  the  Tillage  of  Depew, 
a  difttance  of  7^  m:Ie7».  It  ha^  double  track,  located  on  streets  and  highwaj*, 
except  1*4  miles  on  private  right  of  wav.  It  is  located  in  the  toisiu  of  Cheek- 
to  waga  and  Lancaster.  Erie  county.  The  maxinnnn  grade  on  the  line  is  5 
per  cent,  on  the  approach  to  an  orercrossing  of  the  West  Shore  railroad 
tracks. 

The  track  is  con^tmct^  of  <55-lb.  T-rail  on  the  prirate  right  of  way  and 
70-lb.  girder  rail  in  the  Tillage  of  Depew.  Both  rails  are  0  in.  high.  The  joints 
are  6  bolt  angle  iron,  ties  chestnut,  6-in.  face  laid  2  ft.  centers. 

On  the  line,  there  are  one  over'  and  one  undergrade  crossing  of  steam  rail- 
road tracks. 

On  the  Boulevard  the  track  of  this  road  is  constructed  under  the  Tonm- 
wanda  branch  of  the  Lehigh  Valley  railroad.  At  this  point  the  double  tracks 
of  the  steam  road  are  carried  OTer  the  Boulerard  on  a.  plate  ffirder  bridge 
with  an  80-ft.  span  resting  on  mason  work  abutments,  13  ft.,  9  in.  headroom. 
This  structure  is  in  good  condition.  On  priTate  right  of  way  near  the  rilHge 
of  Depew  the  track  of  this  line  is  constructed  orer  the  tracks  of  the  West 
Shore  railroad  on  a  through  bridge  122  ft.  long  resting  on  steel  piers.  This 
bridge  is  on  a  skew,  with  22*ft.  headroom.  The  east  approach  to  the  bridge 
ooHAists  of  26  bents  of  trestle  work,  14'ft.  centers,  constructed  of  4  12  x  12  in. 
uprights  with  batter  posts,  12'in.  caps  and  sills,  sills  resting  on  mason  work 
foundation,  stringer  plates,  2  6x  12  in.  under  each  rail;  all  timber  in  trestle 
Georgia  pine.  Ties  on  bridge  are  sawed  oak  6-in.  face,  laid  16-in.  centers. 
The  bridge  is  equipped  with  6  x  7  in.  oak  guard  stringer  timbers  and  guard 
rails.  The  west  approach  to  the  bridge  consists  of  34  trestle  bents,  same  con- 
struction as  the  east  one.  Both  approaches  are  on  a  tangent  and  on  a  6  per 
cent,  grade  ascending  to  the  bridge.  Tliis  bridge  and  trestle  approaches  are 
in  fair  condition.  Near  the  Buffalo  temrinus  of  the  line  there  is  a  structure 
orer  a  waterway,  with  a  22-ft  span  constructed  of  10-in.  I-beams  under  each 
rail  on  mason  work  abutments,  all  in  good  condition.  In  addition  to  the 
ahfive,  there  are  several  small  structures  over  waterways,  the  maximum  lengt^i 
being  12  ft.  All  of  these  are  constructed  with  wooden  stringers  and  are  In 
good  condition. 

There  are  no  grade  crossings  of  steam  railroad  tracks  on  this  railroad. 

During  the  past  year,  650  new  ties  haTe  been  put  in  the  track.  The  track 
has  been  rniaed  in  several  places  and  a  large  amount  of  it  has  been  ballasted, 
surfaced,  and  alignwl.  This  has  been  done  by  using  the  cinder  ballast  from 
the  power  house.  Snow  fences  have  been  constructed  for  winter  use.  Crossing- 
signs  have  been  placed  at  highway  crossings. 

The  company  owns  5  cars,  all  closed,  Testibuled,  38  ft.  over  all,  equipped 
with  2  a.  E.  57  motors,  double  trucks,  single  chain  hand  brakes,  sand  boxej^, 
electric  headlights,  and  electric  heaters;  wheels  are  33-in.,  2^-in.  tread. 

The  car  barn  and  power  house  are  both  under  one  roof.  This  is  a  one- 
stor>'  brick  building.  150  by  120  ft.  located  on  Depew  boulcTard  in  the  village 
of  Depew.  The  boiler  room,  which  is  separated  from  the  power  house  by  a 
fire-wall,  is  equipped  with  4  tubular  boilers,  150  hp.  each.  The  power  house 
equipment  consists  of  2  McEwen  326  hp.  engines  working  at  160  revolutions, 
belted  to  2  550- volt  rotary  converters.  The  car  bam  is  equipped  with  4 
tracks,  with  pits  under  one,  and  has  a  storage  capacity  of  12  cars. 

Tars  are  inspected  daily.    Light  repairs  are  made  in  the  car  barn. 

Cars  on  this  road  are  operated  on  one-half  hour  headway  on  week  days,  and 
20-minute  headway  on  Sundays.  The  running  time  is  25  minutes.  There  is 
no  freight  or  express  business  done,  and  no  mail  is  carried  on  the  route. 

The  track  and  roadbed  of  this  line  are  in  fair  condition  and  safe  for  the 
traffic  which  passes  over  it.  The  companv  has  sufficient  cars  to  meet  the 
requirements  of  traffic  conditions,  except  in  special  cases  of  heavy  travel; 
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it  has  sufficient  power  available  for  maximum  requirements  of  operation. 
Car  bam  has  sufficient  storage  capacity  to  accommodate  all  cars  owned  by 
the  company. 

There  are  no  conditions  at  present  existing  on  this  railroad  affecting  th© 
safety,  convenience,  or  comfort  of  passengers,  which  require  action  on  the 
part  of  this  Commission. 

Respectfully  submitted, 

C.  R.  Babnes, 
Electric  Railroad  Inspector, 

BUFFAIX)  AND  LAKE  ERIE  TRACTION. 

To  the  Puhlic  Service  Commiaaionf  Second  District: 

Gentlemen:  October  20th,  21st,  22nd,  27th,  and  28th  I  made  an  inspection 
of  the  Buffalo  &  Lake  Erie  Traction  Company's  system  and  submit: 

The  main  Hne  of  this  system  extends  from  the  city  line  of  the  city  of  Buffalo 
on  th«  Hamburg  turnpike  to  the  city  of  Erie,  Pa.  A  double-track  brancfh 
extendfl  through  the  Ridge  road  in  the  town  of  West  Seneca  from  the  Abbott 
road  to  the  turnpike.  Another  branch  extends  from  the  Ridge  road  to  the 
village  of  Hamburg.  The  system  also  includes  the  city  lines  of  the  city  of 
Dunkirk.  The  length  of  these  different  lines  and  the  mileage  of  single  and 
double  track  are  as  follows:  Main  line,  single  track,  88.48  miles;  main  lino 
aing^  track,  in  State  of  New  York,  67.96  miles ;  track  through  the  Ridge  road, 
single  track,  2.45  miles;  Ridge  road  to  the  village  of  Hamburg,  7.51  miles; 
Dunkirk  City  line,  single  track,  9.2  miles;  total  miles  of  road  in  the  State  of 
New  York,  87.11  miles;  total  miles  of  road,  single  track,  in  other  States,  20.62 
miles;  total  miles  of  road  in  whole  system,  107.63  miles;  second  track  in  the 
State  of  New  York,  main  line,  10.65  miles;  second  track  in  the  city  of  Dunkirk, 
4.1  miles;  second  track  Ridge  road,  2.45  miles;  total  miles  of  second  track, 
17.1  miles;  total  miles  of  single  track  in  the  State  of  New  York,  124.73  miles; 
total  miles  of  single  track  on  the  whole  system,  145.25  miles.  Of  the  above, 
37.98  miles  of  road  are  located  on  private  right  of  ^^y  and  49.13  miles  on 
streets  and  highways. 

The  city  lines  in  the  city  of  Dunkirk  are  constructed  as  follows:  Extending 
from  a  loop  at  Point  Gratiot  park  through  Light  street  a  distance  of  5171  ft., 
through  Front  street  to  Roberts  road  a  distance  of  6694  ft.,  through  Lake  road 
from  Roberta  road  to  the  city  line  5512  ft.,  through  Lion  street  from  Front  to 
Third  street  a  distance  of  843  ft.,  through  Bass  street  from  Front  to  Fifth 
street  a  distance  of  2189  ft.,  through  Fifth  street  from  Bass  street  to  Dove 
street  a  distance  of  938  ft.,  through  Dove  street  from  Fifth  to  Sixth  streets  644 
ft.,  through  Sixth  street  from  Dove  street  to  Central  avenue  1235  ft.,  through 
Central  avenue  from  city  line  to  Fourth  street  9654  ft.,  through  Fourth  street 
from  Central  avenue  to  Lion  street  1681  ft.,  through  Lion  street  from  the 
Lake  Shore  railroad  tracks  to  private  right  of  way  3770  ft.,  on  private  right 
of  way  to  Doughty  and  Lamphere  streets  1816  ft.,  through  Doughty  street 
from  Lamphere  street  to  Roberts  road  3076  ft.,  through  Roberts  road  from 
Doughty  street  to  the  Pennsylvania  railroad  tracks  535  ft.,  through  Railro.i'l 
avenue  from  Doughty  street  to  private  right  of  way  2145  ft.,  on  Seventh 
street  from  Central  avenue  to  Lion  street  1759  ft.;  making  a  total  of  9.02 
miles  of  road  in  the  city  limits  of  Dunkirk.  In  addition  to  the  single  track  in 
Dunkirk,  there  are  21.701  ft.  of  second  track  which  extends  through  Central 
avenue,  Fourth  street,  Lion  street,  a  portion  of  Doughty  street.  Front  street, 
and  Lake  road. 

In  the  village  of  Fredonia  there  is  a  branch  extendins?  from  the  main  line, 
constructed  through  Main  street  from  Park  street  to  White  street  931  ft. 

The  road  is  located  through  different  towns  and  cities  in  the  State  of  New 
York  as  follows:  West  Seneca,  Erie  county,  6.86  miles;  Hamburg,  15  miles; 
Evans,  8.82  miles;  Brant,  3.78  miles;  total,  Erie  county,  33.46  miles;  Hanover; 
Chautauqua  county,  5.28  miles;  Sheridan,  6.97  miles;  Dunkirk,  4.60  miles; 
Pomfret.  6.21  miles;  Portland,  6.97  miles;  Westfleld,  6.70  miles;  Ripley.  7.57 
miles;  Dunkirk,  9.02  miles;  making  a  total  in  the  county  of  Chautauqua  of 
53.32  miles. 
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Through  the  Ridge  road  from  the  Abbott  road  to  South  Park  avenue,  a 
distance  of  5420  ft.,  there  is  one  track  of  7-in.  girder  rail  laid  in  1907,  and  a 
second  track  of  80-1b.  T-rail  laid  in  the  same  year;  substructure  is  broken 
stone  and  slag  ballast.  From  South  Park  avenue  to  the  Hamburg  turnpike, 
a  distance  of  7302  ft.,  the  tracks  are  constructed  of  T-rail  varying  from  56 
to  80  pounds.  This  track  has  been  laid  more  than  6  years.  The  track  from 
the  Ridffe  road  to  the  village  of  Hamburg  is  constructed  of  T-rail  varying  in 
weight  from  56  to  80  pounds.  It  has  been  laid  more  than  5  years.  The  ballast 
is  slag  and  cinders.  The  original  ties  were  chestnut  and  cedar.  The  construc- 
tion in  the  city  of  Dunkirk  is  7-in.,  80-lb.  T-rail  laid  in  1907.  All  of  the  track 
constructed  in  paved  streets  has  a  concrete  base.  The  other  portions  are 
broken  stone,  slag,  and  gravel.  The  extension  through  Main  street  in  the 
village  of  Fredonia  is  constructed  of  7-in.,  80-lb.  T-rail,  300  ft.  of  which  is 
concrete  foundation  and  the  balance  macadamized  base.  The  main  line  from 
the  Buffalo  city  line  to  the  city  of  Dunkirk  i»  constructed  of  80-lb.  T-rail, 
slag  ballast,  white  oak  ties,  continuoue  rail  joints,  except  in  the  village  of 
Silver  Creek  where  the  track  is  constructed  of  concrete  foundation  and  7-in. 
T-rail.  From  the  eouth  city  line  of  Dunkirk  and  through  the  village  of 
Fredonia  to  Brocton  the  track  is  constructed  of  70-lb.  T-rail,  6  bolt  splice  bars, 
oak  ties  on  gravel  "ballast.  Through  the  village  of  Brocton  the  track  is  of 
6-in.  girder  rail  laid  on  oak  ties,  with  crushed  s^ne  ballast.  From  the  villago 
of  Brocton  to  Westfleld  the  track  is  constructed  of  80-lb.  T-rail,  elaff  ballast, 
white  oak  ties,  with  continuous  rail  joints.  From  Westfleld  to  the  state 
line  the  track  is  constructed  of  60-lb.  T-rail,  4  bolt  angle  bars,  a  variety  of 
ties,  and  gravel  ballast. 

On  the  main  line  new  construction,  outside  of  the  cities  and  villages,  the 
maximum  grade  is  3.8  per  cent,  near  the  village  of  Silver  Creek,  which  extendi 
for  3500  ft.  On  the  old  construction  between  Westfleld  and  the  city  line  of 
Dunkirk  the  road  conforms  to  the  surface  of  the  highway  and  on  it  there  are 
several  grades  none  of  which  are  excessive  except  on  the  approach  to  a 
structure  extending  over  the  Lake  Shore  and  Nickel  Plate  railroads  near 
Forsyth,  the  maximum -of  which  is  about  5  per  cent.  There  are  no  excessive 
grades  on  the  track  through  the  Ridge  road,  nor  on  the  track  between  the 
Ridge  road  and  Hamburg,  the  maximum  one  on  the  latter  being  4  per  cent,  for 
600  ft.  In  the  city  of  Dunkirk  the  track  is  constructed  under  the  Pennsyl- 
vania, New  York,  Chicago  &  St.  Louis,  and  Dunkirk,  Allegheny  Valley  &  Pitts- 
burgh railroads,  and  on  this  section  there  is  a  maximum  grade  of  2  per  cenr,. 
for  900  ft.  The  maximum  grade  on  the  city  lines  in  the  city  of  Dunkirk  is 
on  Bass  street,  6  per  cent,  for  800  ft. 

On  the  main  line  there  are  16  crossings  of  steam  railroad  tracks,  3  of  which 
are  over,  10  under,  and  3  at  grade. 

There  are  79  highway  crossings,  77  of  which  are  at  grade,  2  over. 

On  the  main  line  there  are  20  structures  over  15  ft.  in  length,  16  of  which 
are  over  waterways,  1  over  highway,  and  3  over  steam  railroads. 

The  viaduct  over  the  Lake  Shore  &  Michigan  Southern,  Erie,  Pennsyl- 
vania, and  Nickel  Plate  railroads  on  the  Ridge  road  is  850  ft.  long,  Pratt 
truss  spans  from  120  to  165  ft.  in  length,  abutments  concrete  and  stone,  con- 
structed at  different  dates,  last  construction  in  1908;  at  Smoke's  creek  there 
is  a  plate  girder  bridge  40  ft.  long  on  timber  foundations,  constructed  in 
1906 ;  over  Rush  creek,  I-beams  24  ft.  long  on  concrete  abutments,  constructed 
in  1907 ;  over  Dry  Run,  I-beams  18  ft.  long  on  concrete  abutments,  constructed 
in  1907;  over  Wanakah  highway,  I-beam  construction  22  ft.  long  on  concrete 
foundation,  constructed  in  1907;  over  Eighteen-Mile  creek,  steel  trestle  540 
ft.  long  on  concrete  foundations,  constructed  in  1907;  over  Big  Sister  creek, 
Pratt  truss  120  ft.  long  on  concrete  abutments,  constructed  in  1905;  over 
Cattaraugus  creek,  Pratt  truss  650  ft.  loner  o^i  concrete  abutments,  con- 
structed in  1908;  over  Dead  creek,  triangular  pony  truss  300  ft.  long  on 
concrete  abutments,  constructed  in  1908;  over  Silver  creek,  plate  girder  245 
ft.  long  on  concrete  abutments,  constructed  in  1908;  over  Walnut  creek,  re- 
inforced concrete  arch  80  ft.  long,  constructed  in  1907;  over  Scott's  creek, 
reinforced  concrete  arch  20  ft.  long,  constructed  in  1908;  over  Lake  Shore  & 
Michigan  Southern  tracks,  timber  trestle  80  ft.  long,  no  record  of  date  of 
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construction;  over  Canadaway  creek,  deck  girder  bridge  60  ft.  long,  on 
mason  work  abutments,  no  record  of  date  of  construction;  over  Dry  Run,  I- 
beam  20  ft.  long  on  concrete  abutments,  constructed  in  1906;  over  Pennsyl- 
vania railroad,  Portland- Westfield  steel  trestle  123  ft.  long  on  concrete  piers, 
constructed  in  1908;  over  Chautauqua  creek,  steel  trestles,  one  210  ft.  long, 
another  1400  ft.  long,  on  concrete  foundations,  constructed  in  1908. 

In  the  city  of  Dunkirk  on  this  system  there  are  three  grade  crossings  of 
steam  railroad  tracks.  On  Front  street  the  single  track  oi  this  road  cross'es 
at  grade  two  switch  tracks  of  the  Erie  railroad.  This  is  a  right  angle  cut 
crossing  in  good  condition.  The  steam  tracks  are  on  a  curve  and  extend 
from  the  main  line  of  the  Erie  railroad  to  the  freight  house  near  the  lake 
front.  The  electric  tracks  are  on  a  tangent  and  level.  A  good  view  of  this 
crossing  can  be  had  from  either  side  of  it.  Only  switch  movements  are  made 
on  the  steam  tracks.  There  is  no  protection  at  this  crossing.  It  should  be 
equipped  with  a  metal  trough  on  the  trolley  wire  extending  over  the  cross- 
ing. Two  hundred  feet  west  of  the  above  crossing  the  single  track  of  this 
road  crosses  four  tracks  of  the  Erie  railroad.  This  crossing  is  located  at  the 
freight  house.  It  is  a  cut  crossing,  the  special  work  in  fair  condition.  The 
steam  tracks  are  on  a  tangent  as  are  also  the  electric  tracks.  On  the  east 
side  of  the  crossing  a  fair  view  of  the  steam  tracks  can  be  had.  The  view 
is  obstructed  on  the  west  side  of  the  crossing.  Only  switch  movements  are 
made  on  the  steam  track.  There  is  no  protection  at  this  point.  There  should 
be  a  metal  trough  placed  on  the  trolley  wire  extending  over  the  crossing. 
All  of  the  excursion  travel  to  and  from  the  park  passes  over  these  two  cross- 
ings.   Cars  come  to  a  stop  and  conductors  flag  over  the  crossing. 

On  Central  avenue  the  single  track  of  this  road  crosses  one  main  track  of 
the  Nickel  Plate  and  one  switch  track  of  the  Pennsylvania  railroad.  This  is 
special  work,  cut  crossing  in  fair  condition.  The  crossing  is  near  the  depot 
of  both  steam  roads.  The  company  has  on  hand  derails  which  it  expects 
to  place  in  its  tracks  on  either  side  of  the  crossing,  in  the  near  future. 

There  are  on  the  system  the  following  cities  and  incorporated  villages: 

West  Seneca,  with  a  population  of  15,000;  Angola,  1000;  Farnham,  600; 
Silver  Creek,  2600;  Dunkirk,  20,000;  Fredonia,  5500;  Brocton,  1200;  West- 
field,  3500;  Ripley,  900;  North  East,  2500.  In  addition  to  the  above,  there 
are  the  following  villages  and  hamlets,  with  their  estimated  population: 
Woodlawn,  200;  Bay  View,  50;  Athol  Springs,  100;  Hamburg-on-the-Lake, 
25;  Wanakah,  100;  Weyer,  50;  Lake  View,  400;  North  Evans,  250;  Derby, 
200;  Irving,  350;  West  Irving,  100;  Sheridan  Center,  350;  Lamberton,  100; 
Portland,  200;  West  Portland,  50;  Town  Line,  50;  Forsyth,  100;  State  Line, 
160;  Stinsons,  50;  Orchard  Beach,  100;  Mooreheadville,  200;  Harbor  Creek, 
150;  Wesleyville,  500. 

The  company  has  a  contract  with  the  Niagara,  Lockport  &  Ontario  Power 
Company  by  the  terms  of  which  a  suflBcient  and  reliable  amount  of  power  will 
be  available.  This  power  is  delivered  to  sub-stations  as  follows:  Athol 
Springs,  Angola,  Silver  Creek,  Dunkirk,  and  West  Portland.  The  power  com- 
pany has  a  transmission  line  extending  from  its  main  line  in  the  township  of 
West  Seneca,  to  Athol  Springs,  a  distance  of  about  two  miles.  This  line  is 
located  on  private  right  of  way  from  Athol  Springs.  The  railroad  company 
has  a  transmission  line  to  the  West  Portland  sub-station,  a  distance  of 
about  50  miles.  This  line  is  located  on  the  company's  right  of  way,  in  no 
case  being  located  through  village  streets.  At  present  there  are  no  dupli- 
cate transmission  lines  on  either  the  section  owned  by  the  power  company  or 
that  of  the  railroad  company. 

At  Athol  Springs,  which  is  about  6  miles  west  of  the  Buffalo  city  line,  the 
company  has  a  sub-station  which  is  a  brick  building  86  ft.,  3  in.,* by  43  ft., 
6  in.,  equipped  with  2  500  kw.  rotary  converters.  At  Angola,  13^4  miles  west 
of  Athol  Springs,  there  is  a  transformer  station,  a  brick  building  53  ft.,  8  in., 
by  36  ft.,  4  in.,  equipped  with  1  500  kw.  rotary  converter.  At  Silver  Creek, 
about  10^4  miles  west  of  Angola  sub-station,  there  is  a  sub-station,  a  brick 
building  45  ft.  by  36  ft.,  8  in.,  equipped  with  one  unit,  500  kw.  In  the 
city  of  Dunkirk,  about  11^  miles  west  of  Silver  Creek,  there  is  a  sub-station. 
a  brick  building  46  ft.  by  37  ft.,  8  in.,  equipped  with  2  rotary  converters,  500 
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kw.  each.  Also  at  West  Portland,  about  16  miles  west  of  Dunkirk,  a  trans- 
former station,  a  brick  building  46  ft.  by  36  ft.,  8  in.,  equipped  with  1  rotary 
500  kw.  The  sub-stations  at  Athol  Springs,  Angola,  Silver  Creek,  and  West 
Portland  are  arranged  for  an  additional  transformer  unit. 

At  present  the  company  is  operating  4  power  houses  located  as  follows  t 
Fredonia,  Ripley,  Harbor  Creek,  Erie,  the  two  latter  being  in  the  State  of 
Pennsylvania.  At  Fredonia  the  power  house  consists  of  a  brick  building  162 
ft.  by  118  ft.,  6  in.,  with  2  engines,  one  200  hp.  and  the  other  about  300  hp.; 
4  boilers;  2  generators  used  for  railway  purposes,  both  200  kw.;  also  2  en- 
gines 85  and  75  hp.  connected  to  2  50  kw.  alternators;  and  I  20  kw.  direct 
current  generator  for  light  and  power.  Coal  is  carted.  The  power  house  at 
Ripley  is  a  brick  building  60  ft.  by  70  ft.,  equipped  with  two  engines,  one 
450  hp.  and  the  other  176  hp.;  one  generator  400  kw.  and  the  other  125  kw. 
Coal  for  this  power  house  is  received  by  rail  and  dumped  into  bins. 

The  company  owns  four  car  bams:  one  at  Blasdell,  one  at  Fredonia,  one 
at  Harbor  Creek,  and  one  at  Erie;  the  two  latter  being  in  the  State  of 
Pennsylvania.  The  car  barn  at  Blasdell  consists  of  three  frame  buildings, 
one  200  ft.  by  180  ft.,  one  110  ft.  by  36  ft.,  and  one  26  ft.  by  36  ft.  This 
barn  is  at  present  in  course  of  construction  and  is  of  a  temporary  character, 
replacing  one  which  was  destroyed  by  fire.  Its  use  will  be  discontinued  as 
soon  as  new  barns  and  shops  are  located  and  built  to  take  care  of  the 
equipment  of  the  easterly  end  of  the  road.  At  present  there  are  six  tracks 
under  cover  with  a  combined  storage  capacity  sufficient  to  house  all  of  the 
cars  used  on  the  eastern  division  of  the  company's  system.  There  are  pits 
under  two  tracks.  There  is  a  sand  drier  in  the  bam.  The  car  barn  at  Fre- 
donia is  a  brick  building  34  ft.,  4  in.,  by  118  ft.,  6  in.,  equipped  with  three 
tracks,  with  a  storage  capacity  of  9  cars.  There  is  a  pit  under  one  track 
running  the  whole  length  of  the  bam,  heated  by  steam.  There  is  a  sand  drier 
in  this  bam.  When  the  equipment  in  connection  with  the  transformer  sta- 
tions is  completed,  the  power  house  at  Fredonia  will  be  abandoned  and  the 
site  now  occupied  by  it  utilized  for  the  construction  of  an  enlarged  car  barn. 
This  barn,  being  located  near  the  center  of  the  main  line  division,  will  be 
used  as  an  inspection  shop  for  all  of  the  main  line  cars.  At  present  all  of 
the  cars  rim  on  the  city  lines  in  Dunkirk  and  the  main  line  from  Dunkirk  to 
Brocton  are  housed  in  the  Fredonia  car  barn.  All  of  the  cars  run  on  the 
Hamburg  and  the  main  line  from  Buffalo  city  line  to  Famham  are  housed  In 
the  Blasdell  car  barn. 

The  company  owns  no  separate  station  buildings,  but  ticket  offices  are 
maintained  in  rooms  rented  for  that  purpose  at  the  following  points:  West 
Seneca,  Angola,  Famham,  Fredonia,  Ripley,  and  State  Line.  In  addition, 
they  contemplate  when  the  through  line  is  completed  to  maintain  stations  ac 
the  following  points :  Irving,  Silver  Creek,  Dunkirk,  Lamberton,  Brocton, 
Portland;  also  a  ticket  agent  in  the  West  Portland  sub-station;  and  in  joint 
use  with  the  J.,  C.  &  L.  E.  depot  at  Westfield.  The  company  also  contemplates 
erecting  shelter  houses  at  a  number  of  the  more  important  flag  stations. 

The  company  owns  no  real  estate  outside  of  the  right  of  way  lands  and 
lands  for  power  houses,  transformer  stations,  car  bams,  and  gravel  pits  in  the 
State  of  New  York. 

The  width  of  the  right  of  way  varies  from  76  to  160  ft. 

The  company  maintains  a  fence  on  either  side  of  the  right  of  way  except 
where  parallel  and  adjoining  steam  railroad  right  of  way.  Wire  fence  with 
wooden  posts  is  used.  The  fencing  is  practically  completed  on  all  portions 
that  are  at  present  being  operated. 

The  company  now  owns  a  gravel  bank  near  Sheridan  village  and  about 
4000  feet  south  of  its  main  line,  consisting  of  4  acres,  and  containing  an 
estimated  quantity  of  about  100,000  yards  of  good  gravel.  A  greater  portion 
of  the  ballasting  has  been  done  with  granulated  slag,  procured  from  the  blast 
fumaces  in  the  city  of  Buffalo,  and  its  supply  is  sufficient  for  present  and 
future  purposes. 

At  present  the  cars  on  the  main  line  between  Buffalo  and  Famham  and 
on  the  Hamburg  division,  are  housed,  inspected,  and  repaired  at  Blasdell  car 
barn.    In  this  barn  there  are  24  cars  housed.  9  men  employed,  1  inspector  at 
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night.  Cars  operated  on  the  Dunkirk  city  line,  and  on  the  main  line  between 
Dunkirk  and  Brocton,  are  housed  in  the  barn  at  Fredonia.  Cars  are  in- 
spected each  day;  any  trouble  is  reported  to  barn  foreman  by  card  and  the 
inspector  examines  all  working  parts  of  ears.  Cars  and  equipment  receive 
a  general  overhauling  when  necessary.  The  appliances  used  in  repairing 
cars  are:  I  wheel  press;  2  lathes;  1  drill  press;  1  power  hack  saw;  I  water 
pit  jack,  and  1  rack  jack.  All  cars  operated  west  of  Westfield  are  housed  at 
Harbor  Creek  and  Erie,  in  the  State  of  Pennsylvania.  All  cars  are  thor- 
oughly cleaned  with  water  on  inside;  the  outside  of  body  rubbed  with  oil 
cleaner  once  a  week.  The  windows  are  cleaned  very  frequently,  or  from 
three  to  five  times  per  week,  the  night  barn  men  assisting  the  car  washers. 

At  present  the  system  is  operated  in  three  divisions,  the  Hamburg,  Dunkirk, 
and  Erie. 

On  the  Hamburg  division  there  are  five  lines  of  cars  operated,  viz. :  Abbott 
Road  ^  Gate  No.  2;  South  Park  Avenue  —  Gate  No.  1;  South  Park  Avenue 
—  Bay  View;  South  Park  Avenue  —  Hamburg  Village;  South  Park  Avenue  — 
Farnham.  Cars  on  the  Abbott  Road  —  Gate  No.  2  line  are  operated  from  the 
Abbott  road  to  Gate  No.  2  through  the  Ridge  road  and  Hamburg  turnpike,  a 
diatance  of  2.78  miles.  Cars  on  this  line  are  operated  on  a  20-minute  head- 
way from  6  a.  m.  to  12  p.  m.  Additional  cars  are  run  as  traffic  requires. 
The  maximum  number  of  cars  required  on  this  line  is  two.  Cars  are  run 
from  South  Park  avenue  and  Ridge  road  to  Gate  No.  1,  through  Ridge  road 
and  the  turnpike,  a  distance  of  1.65  miles.  Cars  on  this  line  are  operated  on 
a  20-minute  headway  from  6  a.  m.  to  12  p.  m.  Extra  cars  are  run  as  traffic 
requires.  The  maximum  number  of  cars  in  operation  on  this  line  is  three. 
Cars  are  operated  from  South  Park  avenue  to  Bay  View  in  the  town  of 
Hamburg,  through  Ridge  road  and  Hamburg  turnpike,  a  distance  of  5  miles. 
These  cars  are  operated  on  40-minute  headway  from  6  a.  m.  to  12  p.  m. 
Additional  cars  are  run  as  traffic  requires.  Bay  View  is  a  summer  resort 
and  during  the  season  there  is  an  extensive  travel  to  and  from  this  point. 
Extra  cars  are  run  to  meet  the  requirements  of  this  traffic.  The  road  between 
South  Park  avenue  and  Bay  View  is  double  track  and  cars  are  put  into  ser- 
vice as  occasion  requires  and  at  times  are  run  on  a  minimum  of  5-minute 
headway.  In  addition  to  the  above,  the  South  Park  Avenue-Hamburg  Vil- 
lage line  is  operated  from  South  Park  avenue  through  the  Ridge  road  for 
alK>ut  1000  ft.,  then  through  private  right  of  way  to  the  village  of  Ham- 
burg, a  distance  of  7.51  miles.  Cars  on  this  line  are  operated  on  30-minute 
headway  from  5:30  a.  m.  to  1  a.  m.  The  running  time  on  this  line  one  way 
is  25  minutes,  and  on  regular  schedule  operation  two  cars  are  required;  on 
Sundays  and  holidays,  a  1 5-minute  schedule  is  operated,  requiring  four  cars. 
The  South  Park  Avenue-Famham  cars  are  operated  from  Lafayette  Square, 
city  of  Buffalo,  over  the  International  Railway  Company's  tracks  to  Ridge 
road,  comer  South  Park  avenue,  through  Ridge  road,  Hamburg  turnpike,  and 
private  right  of  way  to  Farnham,  a  distance  of  30.70  miles.  Cars  on  this 
line  are  operated  on  one  hour  headway.  The  running  time  is  one  hour  and 
forty  minutes.  Four  cars  are  required  in  operation  on  this  line,  two  of  which 
are  at  all  times  in  the  city  limits  of  Buffalo.  These  cars  are  operated  ap- 
proximately about  6%  miles  over  the  tracks  of  the  International  Railway 
Company.  As  indicating  the  maximum  number  of  cars  required  in  operation 
on  this  division,  Sunday,  August  16,  1908,  nine  reg^ar  cars  were  in  operation 
and  seven  extras. 

On  the  Dunkirk  division  there  are  three  lines  of  cars  operated,  namely,  the 
City  line  in  the  city  of  Dunkirk;  the  Dimkirk  and  Fredonia,  and  the  Fre- 
donia and  Brocton. 

Care  on  the  City  line  are  operated  from  Roberts  roads  and  Pennsylvania 
railroad  to  Point  Gratiot  park,  a  distance  of  5.85  miles.  These  cars  are 
operated  from  the  Roberts  road  terminus  through  Roberts  road,  Doughty 
street,  Lion  street.  Seventh  street.  Central  avenue,  Sixth  street.  Dove 
street,  Fifth  street,  Bass  street.  Front  street.  Light  street  to  the  park.  Dur- 
ing the  winter  season,  operation  to  the  park  is  discontinued  and  cars  are  run 
from  Bass  and  Front  streets  along  Front  street  and  Lake  road  to  the  easterly 
city  line.     Cars  on  this  line  during  the  winter  season  are  operated  on  20- 
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minute  headway.  The  running  time  one  way  is  20  minutes.  Two  cars  are 
required.  During  the  summer  season  a  10-minute  service  is  operated  to  and 
from  the  park,  one  extra  car  being  required  for  this  purpose,  starting  from 
Lion  and  Third  streets.  During  the  winter  season  cars  on  the  City  line  are 
operated  from  6  a.  m.  to  12  p.  m. 

Cars  on  the  Dunkirk  and  Fredonia  line  are  operated  from  the  Lake  Shore 
&  Michigan  Southern  depot,  Dunkirk,  to  the  village  of  Fredonia,  a  distance 
of  3%  miles.  From  the  Lake  Shore  &  Michigan  Southern  depot  they  are  run 
through  Lion  street  to  Fourth  street,  Fourth  street  to  Central  avenue,  Cen- 
tral avenue  to  Temple,  Temple  to  Church,  Church  to  Park,  Park  to  Main 
street.  Cars  on  this  line  are  operated  at  all  times  on  20-minute  headway; 
two  cars  required  in  operation.     The  running  time  is  15  to  18  minutes. 

Cars  on  the  Fredonia  and  Brocton  line  are  operated  from  Main  and  Park 
streets,  Fredonia,  to  the  westerly  village  line  of  the  village  of  Brocton,  a 
distance  of  7.61  miles.  These  cars  are  run  on  one  hour  headway;  running 
time  is  25  minutes;  one  in  operation.  Sundays  and  holidays  cars  are  run  on 
half  hour  schedule,  requiring  one  additional  car.  According  to  the  industrial 
conditions,  one  or  two  extra  cars  are  required  morning  and  evening  to  ac- 
commodate this  class  of  travel  between  Fredonia  and  Dunkirk. 

On  the  Interurban  division  extending  from  Westfield  to  Erie,  a  distance  of 
31.19  miles  to  the  city  line  of  Erie,  cars  are  operated  every  hour  from  6  a.  m. 
until  midnight  on  an  hourly  schedule,  requiring  four  cars.  In  addition  to 
this,  there  are  cars  run  from  Wesleyville,  Pa.,  about  two  miles  outside  the 
city  of  Erie,  giving  intermediate  service,  which  running  in  between  the 
through  cars  from  Westfield,  serve  the  people  along  that  section  every  half 
hour.    In  addition,  there  are  local  lines  operated  in  the  city  of  Erie. 

The  operating  force  of  this  company  consists  of  the  general  manager,  3 
division  superintendents,  1  inspector  on  the  Hamburg  division,  1  inspector  on 
the  Dunkirk  division,  1  inspector  between  Erie  and  Westfield,  and  3  inspectors 
in  the  city  of  Erie.  During  the  winter  season  104  motormen  and  97  con- 
ductors are  employed.  The  maximum  number  of  conductors  is  119,  and  the 
maximum  number  of  motormen  124.  At  present  there  is  no  train  dispatching 
system.  It  is  expected  to  install  such  a  system  as  soon  as  through  operation 
is  commenced. 

The  Hamburg  division  between  Ridge  road  and  Hamburg  village  is  equipped 
with  a  manually  operated  light  block  signal  system  with  signals  at  each 
turnout.  This  division  is  not  equipped  witih  telephone  system.  There  are 
no  switch  stands,  targets,  or  signals  on  the  private  right  of  way  on  this 
division.  There  are  no  highway  crossing-signs  on  this  division.  Switch  num- 
bers or  names  are  not  displayed.  The  suburban  line  of  this  division  is 
equipped  with  a  telephone  system  between  Athol  Springs  and  Farnham,  with  a 
branch  line  over  to  the  Blasdell  shops,  with  telephones  in  the  sub-stations  and 
also  at  the  North  Evans  switch,  also  connected  with  the  Blasdell  car  bams. 
The  suburban  division  between  Fredonia  and  Brocton  is  equipped  with  a 
telephone  system  with  telephones  at  each  tournout.  The  suburban  line  of 
the  Erie  division  between  Westfield  and  Erie  is  equipped  with  a  manually 
operated  light  block  signal  system.  There  is  no  telephone  line  on  this  division. 
There  is  a  cluster  of  lights  burned  on  the  approach  to  the  structure  over  the 
Lake  Shore  and  Nickel  Plate  railroads  at  Forsyth. 

The  track,  roadbed,  and  structures  of  the  main  line  between  Buffalo  and 
Dunkirk  are  in  good  condition.  Between  Dunkirk  and  Fredonia  the  track  is 
in  fair  condition  and  while  not  first-class  the  cars  now  used,  on  the  schedule 
on  which  they  are  operated,  can  be  run  over  it  in  safety.  The  track  from 
Fredonia  to  Brocton  is  in  fair  condition,  except  that  portion  of  it  through 
the  main  street  of  the  village  of  Brocton,  which  is  in  poor  condition.  From 
Brocton  to  Westfield  the  track  is  in  first-class  condition.  From  Westfield 
to  the  state  line  the  track,  while  not  in  first-class  condition,  is  safe  for 
operation.  With  the  exception  of  the  grade  crossings  of  steam  tracks  there 
are  no  especially  dangerous  conditions  on  the  Dunkirk  City  lines  and  the 
track  on  these  lines  is  in  fair  condition.  The  track  of  the  Hamburg  division 
is  in  fair  condition  but  many  new  ties  are  needed.  The  track  through  the 
Ridge  road,  from  Abbott  road  to  the  turnpike,  is  in  fair  condition,  except 
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between  the  Pennsylvania  and  Lehigh  bridges,  where  it  is  in  very  poor  con- 
dition, with  low  joints  and  rail  worn.  All  of  the  bridges,  trestles,  and 
structures  on  this  system  are  of  proper  strength  for  the  traffic  which  passes 
over  them. 

The  track  force  employed  is  sufficient  properly  to  maintain  the  track  and 
roadbed.  The  company  is  preparing  a  train  dispatching  system;  when  this 
is  completed  and  put  into  effect  the  operation  will  be  all  that  safety  re- 
quires. There  is  a  sufficient  and  reliable  power  supply.  WTien  the  additions 
to  and  changes  in  car  barns  have  been  completed  the  company  will  have 
sufficient  car  bam  capacity  to  house  all  of  its  cars.  The  method  of  inspecting 
and  cleaning  cars  is  proper  for  their  maintenance  in  a  condition  to  carry 
passengers  m  safety  and  comfort.  On  each  division  there  is  a  wrecking 
car  equipped  with  necessary  jacks  and  other  tools  for  wrecking  purposes. 
Each  division  has  proper  snow  fighting  appliances,  as  follows:  on  the 
Hamburg  division,  1  sweeper,  1  rotary  and  1  large  shear  plow;  on  the 
Dunkirk  division,  1  sweeper,  1  small  shear  plow,  and  1  large  nose  plow; 
on  the  Erie  division,  2  sweepers,  1  shear  plow,  1  rotary  plow,  and  1  nose 
plow. 

The  company  has  a  proper  system  for  the  employment  of  motormen  and 
conductors,  printed  application  blanks  being  used  which  applicants  are  re- 
quired to  fill  out,  furnishing  reference.  They  are  also  required  to  pass  a 
physical  examination.     Motormen  are  broken  in  in  the  usual  manner. 

The  points  to  and  from  which  there  is  unusually  heavy  travel  are  as 
follows:  Bay  View  is  a  summer  resort  located  on  Lake  Erie,  3.8  miles  from 
Buffalo  city  line;  at  this  point  there  is  a  private  park  with  the  usual  sum- 
mer park  attractions.  In  Dunkirk,  Point  Gratiot  is  a  city  park  located  on 
the  shores  of  Lake  Erie,  patronized  by  people  of  Dunkirk  and  vicinity  dur- 
ing the  siunmer  season.  The  company  leases  what  is  known  as  the  Chauteuqua 
Agricultural  County  Fair  Association  grounds  on  which  there  is  a  building 
used  for  amusement  purposes  and  base  ball  grounds,  situated  at  the  southerly 
end  of  the  city  of  Dunkirk.  The  company  owns  and  leases  to  private  parties 
a  park  at  Orchard  Park,  also  located  on  Lake  Erie  near  North  East,  Pa.; 
there  is  an  excursion  travel  to  and  from  this  park,  a  portion  of  which 
originates  in  Xew  York  state.  In  addition,  there  are  other  places  of  amuse- 
ment on  the  line  of  the  road  in  Pennsylvania. 

On  the  date  of  the  inspection  this  road  was  not  entirely  completed  and 
several  conditions  affecting  the  safety  of  operation  were  at  that  time  defective. 
The  company  was  engaged  in  remedying  these  conditions,  which  included 
the  placing  of  switch  stands,  targets,  and  signal  lights  on  private  right  of 
way,  the  liking  of  switches,  placing  of  guard  rails  on  some  oi  the  structures, 
placing  of  metal  troughs  on  the  trolley  wire  at  grade  crossings  of  steam 
tracks,  making  necessary  repairs  on  track,  and  equipping  of  suburban  cars 
with  wrecking  tools.  No  recommendations  to  improve  the  above  conditions 
are  made  in  this  report,  as  it  is  expected  that  the  company  has  at  this  time 
remedied  all  of  these  conditions,  and  as  soon  as  possible  a  supplementary  in- 
spection of  this  road  will  be  made. 

Respectfully  submitted, 

C.  R.  Barnes, 
Electric  Railroad  Inspector, 


BUFFALO,    LOCEFOBT    AND    BOCHESTEB    BAILBOAD. 

F.  W.  Stevens,  Chairman, 

Public  Service  Commission,  Second  District: 

Deab  Sib:  In  compliance  with  instructions,  on  November  4th  I  made  a 
supplementary  inspection  of  the  Buffalo,  Lockport  &  Rochester  railroad. 

On  the  above  date  this  railroad  was  being  operated  between  Rochester  and 
Albion.  I  was  informed  by  officials  of  the  company  that  operations  were  to 
be  extended  between  Albion  and  Lockport,  commencing  some  time  during  the 
week  ending  November  14th.  Previous  to  the  above  date,  an  inspection  of 
this  road  had  been  made  including  the  unfinished  portion  betwen  Albion  and 
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Lockport.  A  detailed  report  of  this  inspection  is  at  present  being  made.  On 
the  last  inspection  it  was  found  that  the  section  of  road  between  Albion 
and  Lockport  was  completed  and  it  was  in  first-class  condition. 

At  present,  the  condition  of  track,  roadbed,  cars,  and  equipment  are  proper 
for  the  operation  of  a  high  speed  suburban  railroad.  The  rules,  schedules, 
and  method  of  operation,  including  train  dispatching,  are  also  proper  for 
safe  operation. 

There  are  no  conditions  of  track,  roadbed,  equipment,  or  methods  of  opera- 
tion affecting  the  safety  of  the  public,  on  this  railroad,  which  at  present  re- 
quire action  on  the  part  of  this  Commission. 

Respectfully  yours. 

C.  R.  Babnes, 
Electric  Railroad  Inspector. 


BUFFALO   S0UTHEBI7  BAILBOAD. 

J.  S.  Kennedy,  ficcretary. 

Public  Service  Commission^  Second  District: 
Deab  Sir:  In  the  matter  of  the  compliance  of  the  Buffalo  Southern  Railway 
Company  with  the  recommendations*  contained  in  the  last  inspection  report, 
I  submit: 

August  4.  1908.  I  found  that  this  company  had  during  this  summer  put  in 
800  new  ties,  ballasted,  aliened,  and  gauged  7  miles  of  track,  and  had  weeded 
9  miles  on  it«  Hamburg  division.  During  the  month  of  July,  13  men  and  a 
foreman  were  employed  on  this  division.  The  company  has  on  hand  450  new 
oak  ties  6x8  in.  The  work  of  putting  in  new  ties  is  in  process  and  will 
be  continued. 

Respectfully  yours, 

C.R.  Babnes, 
Electric  Railroad  Inspector, 
J.  S.  Kennedy,  Secretary, 

Public  Service  Commission,  Second  District: 
Dear  Str:  Referrinjr  to  yours  of  July  30,  1908,  in  reference  to  complaint 
as  to  condition  of  trestle  on  the  approach  to  a  bridge  over  the  Cazenovia  creo^c 
on  the  Buffalo  Southern  railroad,  I  submit: 

August  4,  1908.  I  made  an  inspection  of  the  bridge  and  approaches  com- 
plained of  and  found  that  the  recommendations  contained  in  a  recent  report 
on  an  inspection  of  this  railroad  in  reference  to  Cazenovia  bridge  and 
approaches  had  been  complied  with,  the  work  of  repairing  the  trestle  having 
been  completed  a  few  days  previous  to  that  date.  This  trestle  has  been  im« 
proved  by  the  addition  of  25  new  caps;  20  new  stringrers;  10  new  trestle  bent*; 
bents  have  been  end-  and  side-braced  by  planks  spiked  to  piles;  52  new  ties 
have  been  added:  15  new  pieces  of  guard  timber  have  been  put  in;  and  G 
pieces  of  saddle  blocks  added. 

The  alignment  of  track  on  the  whole  structure  is  fair.  The  approaches 
and  bridge  are  equipped  with  guard  rails  and  guard  timbers. 

This  structure  i«»  at  present  in  a  safe  condition  for  the  operation  of  th* 
class  of  cars  and  the  speed  at  which  they  are  run  over  it. 

Respectfully  yours, 

O.  R.  Babnes, 
Electric  Railroad  Inspector, 


CORTLAND  COUNTY  TRACTION. 

Public  Service  Commission.  Second  District: 

Gentlemen:  On  June  12.  190R.  T  made  a  supplementary  inspection  of  the 
Cortland  County  Traction  Company's  system,  and  submit: 

The  trestle  near  McOraw  has  not  been  improved  as  suggested  in  the  lant 
inspection  report:  timbers  for  this  improvement  have  been  ordered  and  a 
portion  of  these  are  on  hand.  At  the  next  pony  truss  bridge  some  filling  has 
been  done  on  approaches;  it  is  at  present  in  safe  condition.    At  the  through 
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bridge  some  shoring  has  been  done  on  the  west  side.  This  bridge  and  ap- 
proaches at  present  are  in  fair  condition  but  should  be  improved  by  recon- 
struction of  the  approaches;  timbers  for  this  purpose  have  been  ordered. 

On  the  Homer  and  Preble  line  a  metal  trough  has  been  placed  on  the  trolley 
wire  at  the  crossing  of  the  D.,  L.  &  W.  tracks.  The  derails  for  this  crossing 
have  been  ordered  and  are  expected  within  30  days.  The  track  on  this  line 
18  in  fair  condition  except  in  the  village  of  Homer,  where  repairs  are  necessary. 

Respectfully  submitted, 

C.  R.  Babnes, 
Electric  Railroad  Inspector, 

GENEVA,    WATEBLOO,    SENECA  FALLS   AND  CAYUGA  LAKE. 

Public  Service  Commission,  Second  District: 

Gentlemen:  On  June  1,  1908,  I  made  a  supplementary  inspection  of  the 
Geneva,  Waterloo,  Seneca  Falls  &  Cayuga  Lake  Traction  Company's  system, 
and  find  that  in  compliance  with  recommendations  contained  in  a  previous 
in'speotion  report  the  company  has  made  the  following  betterments:  Metal 
troughs  have  been  placed  on  the  trolley  wire  at  all  of  the  grade  crossings 
of  steam  railroads.  A  telephone  system  has  been  installed  with  telephone  at 
all  turnouts.  All  switches  have  been  equipped  with  signs  showing  in  each 
direction  the  number  of  switch.  Considerable  work  has  been  done  surfacing 
and  aligning  track. 

Respectfully  submitted, 

C.  R.  Babnes, 
Electric  Railroad  Inspector, 


ITHACA  street  RAILWAY. 

Public  Service  Commission,  Second  District: 

Gentlemen  :  Supplementing  previous  inspection  reports  on  the  Ithaca  Strec^t 
railway  and  in  the  matter  of  the  complaints  of  citizens  of  Ithaca  against  that 
company,  I  submit: 

Supplementary  inspections  of  this  road  and  investigation  of  complaints 
against  the  company  as  to  facilities  furnished  and  safety  of  operation  were 
made  June  13  and  19,  1908.  The  last  regular  inspection  of  this  road  was 
made  October  22,  1907,  and  in  a  report  on  that  inspection  dated  November  15, 
1907,  the  dangerous  conditions  existing  on  this  line  were  mentioned  and  several 
suggestions  were  made  for  the  improvement  of  physical  conditions,  equipment, 
and  methods  of  operation.  Among  these  were  the  following:  1,  the  painting 
of  several  of  the  bridges;  2,  that  a  number  of  the  bridges  should  be  examined 
by  a  bridge  expert  and  a  copy  of  his  report  submitted  to  this  Commission  j 
3,  that  the  main  line  be  double  track  from  the  Lehigh  Valley  depot  to  corner  of 
Eddy  and  State  streets ;  4,  that  all  cars  operated  on  State  street  line  should  be 
double  truck  and  equipped  with  air  brakes;  5,  that  the  45-lb.  rail  on  the 
campus  and  through  Cornell  Heights  be  replaced  by  a  heavier  rail;  6,  that 
a  manually  operated  block  ei^i^nal  system  be  installed  protecting  the  section  of 
track  between  the  junction  of  the  State  street  line  and  Huestis  street  and  the 
Eddy  street  siding  at  the  junction  of  Eddy  and  State  streets.  This  report  also 
stated  that  no  special  improvements  had  been  made  in  the  track  or  roadbed 
during  the  past  year.  I  am  informed  by  the  ^neral  manager  of  the  company 
that  the  suggestion  in  reference  to  the  examination  of  bridges  by  an  expert 
has  been  complied  with,  but  this  Commission  has  received  no  report  on  them. 
With  the  above  exception,  none  of  the  suggestions  mentioned  above  have  been 
complied  with.  The  complainants  against  this  company  petition  this  Com- 
miesion  to  order  the  company  to  operate  a  10-minute  schedule  around  the 
loop,  through  the  campus  and  Cornell  Heights  on  the  State  street  line,  instead 
of  a  16-minute  service  as  at  present  run.  The  company  claimed  they  did 
not  have  suflBcient  equipment  of  the  proper  kind  to  operate  on  the  hill  to  meet 
this  requirement,  also  that  the  location  of  the  switches  was  such  that  it  wai* 
impracticable  to  operate  a  10-minute  headway. 
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I  have  made  a  detailed  examination  of  all  the  cars  in  operation  on  June 
19th.  This  examination  was  made  by  taking  each  car  out  of  service  and  into 
the  car  barn,  placing  it  over  a  pit,  and  examining  the  motors,  brakes,  brake 
levers,  rods  and  chains,  the  wheels,  axles,  and  everything  connected  with  the 
car  and  the  equipment.  I  found  that  the  cars  were  maintained  in  first-class 
condition,  only  one  flat  wheel  and  one  chipped  flange  being  found;  no  other 
defects  were  discovered. 

This  examination  also  developed  the  fact  that  the  company  has  not 
available  a  sufficient  number  of  cars  with  proper  motor  equipment  to  operate 
on  the  hill  to  maintain  a  10-minute  schedule  around  the  loop  on  the  State 
street  line  and  fill  the  schedule  on  the  other  lines  of  the  company's  system. 
A  10-minute  schedule  around  the  loop  could  not  be  operated  in  safety  without 
the  addition  of  another  switch  near  the  heating  plant  on  the  campus.  The 
running  time  of  these  cars  around  the  loop  could  be  reduced  about  four 
minutes  if  the  operation  on  the  dead-end  extension  to  the  library  building 
on  the  campus  was  discontinued.    I  am  informed  that  this  has  since  been  done. 

There  is  not  sufficient  service  operated  to  and  from  the  East  Ithaca  depot. 
At  times  these  cars  are  overloaded  to  such  an  extent  as  to  cause  serious  incon- 
venience to  passengers  and  materially  add  to  the  danger  of  operation.  Usually 
a  large  amount  of  baggage  is  carried  on  these  cars  and  in  most  cases  piled 
on  the  rear  vestibule  in  such  a  manner  that  the  rear  brake  could  not  be 
operated. 

On  account  of  the  heavy  grades  and  curves  on  this  road  it  is  considered 
one  of  the  most  dangerous  railroads  to  operate  in  this  State.  For  this  reason 
a  number  of  inspections  of  it  have  been  made  from  time  to  time  in  the  past, 
and  suggestions  and  recommendations  for  improvements  have  been  made. 
Very  few,  if  any,  betterments  which  would  tend  to  prevent  accidents  on  this 
road  have  been  'made  in  the  past  five  years.  Portions  of  the  track  at  present 
are  not  proper  for  safe  operation,  especially  on  the  campus  and  throu<^n 
Cornell  Heights.  Tlie  track  has  not  been  properly  maintained.  Very  little 
reconstruction  has  been  done.  On  several  portions  there  are  low  and  loose 
joints,  and  in  places  the  rail  is  worn.  The  cars  are  not  of  the  proper  class 
to  operate  in  safety  on  the  heavy  grades.  Painting  had  not  been  done  on  the 
bridges;  and  other  matters  which  have  been  neglected  add  to  the  possibility 
of  accidents  on  this  railroad.  Former  managements  of  this  company  have  not 
shown  a  disposition  to  do  what  was  necessary  to  improve  the  safety  of  opera- 
tion on  this  road;  and  as  the  present  management  has  been  in  control  a 
sufficient  length  of  time  to  have  complied  with  some  of  the  suggestions  con- 
tained in  the  last  inspection  report  and  have  failed  to  do  eo,  and  as  safety, 
convenience,  and  comfort  of  passengers  require  that  some  of  the  conditions 
existing  on  this  road  should  be  immediately  remedied,  it  is  respectfully  sub- 
mitted that  this  Commission  issue  to  the  Ithaca  Street  Railway  Company  the 
following  orders: 

1.  That  all  cars  operated  on  the  grades  above  Tioga  street  be  equipped  with 
some  braking  system  in  addition  to  the  hand  brake  now  in  use  on  such  cars, 
such  additional  braking  system  to  be  approved  by  this  Commission ;  the  order 
to  be  complied  with  before  December  1,  1908. 

2.  That  after  May  1,  1909,  no  single-truck  car  shall  be  operated  on  the 
grades  above  Tioga  street,  the  class  of  cars  to  replace  the  single- truck  cars 
to  be  approved  by  this  Commission. 

3.  That  the  closed  cars  operated  on  this  company's  system  be  equipped 
with  full  vestibules  with  side  doors;  this  to  be  completed  before  December 
1,  1908. 

4.  That  all  of  the  45-lb.  rails  in  the  track  on  the  curves  through  the  campus 
and  Cornell  Heights  be  replaced  by  60-lb.  rails;  this  work  to  be  completed  not 
later  than  December  1,  1908. 

6.  That  a  manually  operated  block  signal  system  be  installed  protwting  the 
Fast  Tthaoa  cars  on  the  section  of  track  on  the  State  street  line  over  which  they 
are  operated;  also  at  the  junction  of  Stewart  avenue  and  State  street;  and  at 
the  iunction  of  State  street  and  Eddy  street.  The  plan  for  and  the  location 
of  these  signals  to  be  approved  by  this  Commission ;  and  the  work  to  be  com- 
pleted not  later  than  December  1,  1908. 
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6.  That  not  later  than  December  1,  1908,  a  10-minute  headway  service  be 
mstalled  in  each  direction  around  the  loop  through  the  campus  and  Ck>rnell 
Heights. 

7.  That  a  man  be  employed  sanding  the  track  on  the  heavy  grades  on  State 
atreet  at  all  hours  during  which  cars  are  operated. 

8.  That  the  State  street  line  be  equipped  with  a  telephone  system  with 
telephones  at  all  turnouts  connected  with  the  superintendent's  office;  this 
system  to  be  completed  before  December  1,  1908. 

9.  That  when  necessary  to  prevent  the  overloading  of  cars  on  the  East 
Ithaca  line,  two  cars  should  be  run. 

In  addition  to  the  above  orders  the  company  should  be  requested  imrne^ 
diately  to  furnish  this  Commission  with  a  copy  of  the  bridge  expert's  report 
on  his  examination  of  the  bridges  mentioned;  also  it  shoiud  be  required  to 
furnisih  the  Commission  with  a  copy  of  the  contract  for  the  10  new  cars  which 
it  claims  have  been  ordered.  In  addition,  the  company  should  be  requested 
to  submit  a  statement  showing  the  status  to  date  of  the  matter  of  double 
tracking  the  State  street  line. 

Hespectfully  submitted, 

C.  R.  Babnbs, 
Electrical  Etvpert 

KINGSTON  CONSOLIDATED  BAILBOAD. 

Public  Service  Commiesion,  Second  District: 

Gentlemen  :  In  the  matter  of  the  complaint  of  the  Common  Council  of  the 
city  of  Kingston,  N.  Y.,  by  Charles  Schermerhorn,  Wm.  MeCullough,  and  John 
F.  Eemus  against  the  Kingston  Consolidated  Railroad  Company,  as  to  the 
condition  of  its  tracks,  September  23,  1908,  I  made  a  supplementary  inspection 
of  the  Kingston  Consolidated  railroad,  and  submit: 

The  single  track  through  Broadway,  which  was  formerly  owned  by  the 
Kingston  City  Railroad  Company,  from  St.  James  street  to  Delaware  avenue, 
a  distance  of  6324  ft.,  is  constructed  of  7-in.,  80-lb.  grooved,  girder  rail,  laid 
in  1893.  At  Delaware  avenue  there  are  100  ft.  of  90-lb.  T-rniT^  laid  in  1905. 
From  Delaware  avenue  to  Spring  street,  a  distance  of  2322  ft.,  tibe  track  is 
constructed  of  72-lb.  grooved,  girder  rail,  laid  in  1893.  Through  Wall  street, 
from  North  Front  street  to  Main  street,  a  distance  of  1028  ft.,  the  track  is  con- 
structed of  7-in.,  80-lb.  girder  rail,  laid  in  1894.  Through  North  Front  street*, 
from  Wall  to  Crown  street,  a  distance  of  500  ft.,  the  track  is  constructed  of 
7-in.,  8D-lb.  girder  rail,  laid  in  1894.  The  details  of  track  construcrtion  of 
other  portions  of  this  system  are  not  given  in  this  communication,  as  these 
streets  are  the  only  ones  in  which  the  condition  of  track  is  at  present  com- 
plained of.  The  details  of  other  portions  are  contained  in  a  previous  inspection 
report,  dated  November  15,  1907.  This  complaint  originated  from  the  fact 
that  the  municipal  authorities  are  preparing  to  pave  the  streets  mentioned 
above,  and  before  doing  so  desire  new  track  to  be  laid  through  them. 

The  condition  of  track  on  Broadway,  between  the  points  mentioned,  is  such 
that  comfort  and  convenience  of  passengers,  as  well  as  the  question  of 
economy  in  operation,  demand  that  it  be  reconstructed.  The  joints  are  low 
and  loose  and  the  rail  worn  to  such  an  extent  that  it  would  not  be  good 
policy  on  the  part  of  the  company  to  relay  it,  especially  in  a  new  pavement. 
The  condition  of  the  track  through  Wall  street  and  North  Front  street  is  fair, 
and  were  it  not  for  the  proposed  new  pavement,  it  would  not  be  necessary 
to  reconstruct  this  track  in  the  immediate  future.  The  officials  of  this  com- 
pany realize  the  necessity  for  the  reconstruction  of  the  track  through  Broad- 
way, and  express  a  desire  to  reconstruct  it.  There  is,  however,  a  difference  of 
opinion  between  the  city  authorities  and  the  officials  of  the  company  as  to  the 
character  of  rail  to  be  used.  The  company  desires  to  reconstruct  with  a  T-rail, 
5%  in.  high;  the  city  authorities  desire  that  it  be  reconstructed  with  a  7-in. 
girder  rail,  or  a  high  T-rail. 

Based  on  the  safety,  comfort,  and  convenience  of  the  public,  the  following 
recommendations  arc  made: 

22 
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1.  That  the  Kiugston  Consolidated  Eailroad  Company  relay  the  track 
through  Broadway  from  St.  James  street  to  Spring  street,  a  distance  of  8646 
ft.;  this  work  to  be  completed  as  eoon  as  possible. 

2.  That  the  Kingston  Consolidated  Railroad  Company  relay  the  track 
through  Wall  street  from  Main  to  North  Front  street,  a  distance  of  1028  ft., 
and  through  North  Front  street  from  Wall  to  Crown  street,  a  distance  of  500 
ft.;  this  work  to  be  done  before  a  new  pavement  is  laid  in  these  streets. 

Respectfully  submitted, 

C.  R.  Babnes, 
Electrical  Inspector. 


NEW  PALTZ,  HIGHLAND  AND  POUGHKEEPSIE  TRACTION. 

J.  S.  Kennedy,  Secreta^-y, 

Public  Service  Commission^  Second  District: 

Deab  Sib:  In  the  matter  of  the  complaint  of  Luther  Hasbrouck  and  otheris 
against  the  New  Paltz,  Highland  &  Pougihkeepsie  Traction  Company,  I  submit : 

Supplementing  previous  reports  on  this  matter,  and  complying  with  the 
suggestion  contained  in  my  communication  of  September  22,  1908,  on  Sep- 
tember 24,  1908,  I  made  a  supplementary  inspection  of  the  New  Paltz,  High- 
land &  Poughkeepsie  Traction  Company's  system,  and  submit: 

During  the  summer  season  of  this  year  and  on  the  date  of  the  inspection 
the  company  employed  a  gang  of  5  section  men  and  a  foreman  in  improving 
traok  and  roadb^.  During  the  summer  season  2900  new  ties  were  put  in,  and 
it  is  expected  that  1000  more  new  ties  will  be  added  before  the  winter  season 
commences.  The  company  has  surfaced  and  aligned  3^  miles  of  traok,  in  doing 
which  some  gravel  was  used,  but  the  larger  part  of  the  surfacing  was  don*; 
with  atihea.  Since  the  last  inspection  the  company  haa  changed  the  axles  on 
all  passenger  cars,  substituting  heavier  axles,  from  3%  to  4  inches.  All  the 
open  cars  were  painted  last  spring.  Box  cars  are  at  present  being  painted, 
and  it  is  exjected  that  all  will  be  painted  this  fall.  A  repaired  and  newly 
painted  car  has  been  put  in  servioe  on  the  stub  track  between  the  West  Shore 
railroad  and  the  river.  The  telephone  system  has  been  completed  with  16  plug 
boxes,  and  each  regular  passenger  car  is  equipped  with  a  telephone.  Some 
of  the  lichtning  arresters  have  been  placed  in  position,  and  this  work  will  be 
completed  in  a  short  time.  The  bridges  have  been  examined  by  a  briiige 
expert,  and  I  am  assured  that  a  copy  of  his  report  will  be  submitted  to  the 
Commission. 

The  additional  switch  suggested  in  the  last  inspection  report,  near  the 
village  of  Highland,  has  not  been  placed  in  position.  The  company  claims 
that  it  is  unable  to  do  this  on  account  of  the  objection  of  property  owners 
to  its  location.  This  switch  is  necessary  for  the  proper  operation  of  this  road, 
as  the  run  from  the  last  switch  to  the  river  terminus  is  15  minutes,  and  this 
condition  limits  the  operation  on  this  road  to  a  30-minute  headway. 

I  am  informed  that  on  account  of  financial  conditions  the  company  did  not 
secure*  the  3  open  additional  cars  which  it  promised  would  be  purchased  for 
operation  during  the  summer  of  this  year,  but  did  have  sufficient  cars  for 
maximum  requirements  of  operation.  During  the  summer  season  they  had 
available  5  cars,  and  only  on  four  or  five  occasions  was  it  necessary  to  operate 
them  all  at  onoe. 

Changes  in  schedule  have  been  made  since  the  last  inspection  report. 
During  the  summer  season  and  to  September  15th,  the  last  car  left  New  Paltz 
at  7:45  p.  m.,  and  the  river  at  8:30  p.  m.  Since  September  15th,  the  last  car 
leaves  New  Paltz  at  6:00  p.  m.,  and  the  river  at  7:10  p.  m.  Material  improve- 
ments have  been  made  in  the  track  and  roadbed,  also  in  the  cars  and  equipment 
of  this  company's  system.  Several  of  the  residents  of  New  Paltz,  including  some 
of  the  complainants  in  this  case,  were  interviewed  on  the  subject  of  the  facili- 
ties furnished  by  this  company,  and  all  were  agreed  that  conditions  had  been 
materially  improved  since  the  complaint  was  filed  with  this  Commission. 
All  were  perfectly  satisffied  with  the  pre^nt  conditions  and  had  no  sug- 
gestions to  oflTer  for  further  betterments. 
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Wliile  the  expressions  obtained  from  the  people  interviewed  represent  public 
opinion  on  this  subject,  safety  of  operation  demands  that  this  (!ompany  should 
comply  with  the  recommendations  in  reference  to  some  kind  of  a  harrier  at 
the  end  of  the  track  near  the  West  Shore  railroad,  to  prevent  a  runaway  car 
from  going  on  the  steam  track.  Movement  of  cars  would  be  facilitated  and  at 
times  the  convenience  of  the  public  increased  if  the  additional  switch  sug- 
gested, in  the  village  of  Highland,  were  placed  in  position.  Safety  of  operation 
would  be  still  further  increased  if,  and  the  conditions  are  such  that  it  is 
necessary,  the  suggested  change  of  location  of  track  on  the  hill  below  Highland 
village  be  made  and  the  proposed  bridge  constructed  across  the  creek  at  that 
point. 

Respectfully  submitted, 

€.  R.  Babnes, 
Electric  Railroad  Inspector, 


NEW  YORK  AND  LONG  ISLAND  TBACTION. 

Public  Service  Commission,  Second  District: 

Gentlemen:  February  28  and  29,  and  July  29,  1908,  I  made  an  inspection 
of  the  New  York  &  Long  Island  Traction  CJompany's  system  and  submit: 

This  system  consists  of  35.6  miles  of  single  track  and  4.42  miles  of  second 
track,  26.80  miles  of  which  is  within  the  jurisdiction  of  the  Public  Service 
Commission,  Second  District;  there  is  no  second  track  in  this  section  except 
on  siding,  and  7.85  miles  of  track  is  on  private  right  of  way.  This  track  is 
constructed  of  70-lb.  T-rail  and  7-in,  girder  rail,  the  latter  being  laid  through 
the  villages  and  all  the  improved  highways. 

On  the  system  there  are  three  divisions,  viz.:  Hempstead- Jamaica,  Jericho 
Turnpike,  and  the  Southern  division;  the  Jericho  Turnpike  division  termi- 
nates in  the  village  of  Mineola,  the  others  centering  in  the  village  of  Hemp- 
stead. The  Hempstead-Jamaica  division  extends  from  Hempstead  west  to  the 
New  York  city  line,  from  which  point  cars  on  this  route  are  operated  over 
the  tracks  of  the  Long  Island  Electric  Company  to  Jamaica,  a  total  distance  of 
10.30  miles,  of  which  5.10  miles  is  within  the  jurisdiction  of  the  Public 
Service  Commission,  Second  District.  The  track  of  this  division  is  con- 
structed from  the  corner  of  Front  and  Main  streets  in  the  village  of  Hemp- 
stead, through  Fulton  street  to  the  westerly  limits  of  the  village,  and  from 
that  point  on  the  south  side  of  the  Hempstead  and  Jamaica  turnpike  to  the 
end  of  this  company's  line  at  the  city  line.  On  this  division  there  are  3 
turnouts.  The  traok  of  the  Jericho  turnpike  division  extends  from  the  old 
country  road  terminus  through  Franklin  street  in  Mineola,  northerly  to  the 
Jericho  turnpike,  then  on  the  north  side  of  the  Jericho  turnpike  through  the 
villages  of  New  Hyde  Park  and  Floral  Park  to  and  beyond  the  city  line,  a 
distance  of  6.75  miles,  of  which  4.36  miles  is  within  the  jurisdiction  of  the 
Public  Service  Commission,  Second  District.  On  this  division  there  are  3 
turnouts.  The  track  of  the  Southern  division  extends  from  Mineola  to  the 
corner  of  Liberty  and  Grant  avenues  in  the  borough  of  Kings,  a  distance  of 
24.35  miles,  of  which  16.86  miles  is  within  the  jurisdiction  of  the  Public 
Service  Commission,  Second  District.  The  track  of  this  line  extends  from 
the  old  South  road  in  Mineola  through  Franklin  avenue  to  Main  street  in 
Hempstead,  through  Main  street,  Fulton  street,  Henry  street,  to  the  Hemp- 
stead village  line,  then  along  the  east  side  of  Hempstead  and  Babylon  turn- 
pike to  the  village  line  of  Freeport,  then  through  the  center  of  Main  and 
South  Main  streets,  Bedell  street,  and  Atlantic  avenue  to  the  west  line  of 
the  village  of  Freeport,  then  on  the  north  side  of  Atlantic  avenue  to  the 
nortfti  side  of  Brower  avenue,  through  Rockville  Center  with  double  track 
through  the  center  of  Woods  avenue,  then  with  single  track  on  private  right 
of  way  through  the  villages  of  Lynbrook  and  Valley  Stream  to  the  city  line. 
On  this  division  there  are  12  turnouts. 

On  the  system  within  the  jurisdiction  of  this  Conmiission  there  are  9 
crossings  of  steam  railroads,  of  which  4  are  overhead  crossings  and  5  are 
at  grade. 
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There  are  no  excessive  grades,  the  maximum  ones  being  on  the  approaches 
to  structures  at  steam  crossings;  these  vary  from  6  to  8  per  cent. 

On  this  system  and  within  the  jurisdiction  of  this  Commission  there  are 
the  incorporated  villages  of  Mineola,  Hempstead,  Freeport,  and  Rockville 
Center;  and  the  unincorporated  villages  of  Valley  Stream,  Lynbrook,  Bald- 
wins, New  Hyde  Park,  and  Floral  Park.  These  villages  have  an  estimated 
population  as  follows:  Mineola,  1439;  Hempstead,  4426;  Freeport,  4705; 
Rockville  Center,  3030;  Valley  Stream,  1033;  Lynbrook,  2051;  Baldwins, 
2596;  New  Hyde  Park,  446;  Floral  Park,  580.  in  the  territory  in  which  this 
company's  system  is  located  the  additional  transportation  facilities  consist 
of  the  Long  Island  railroad.  The  Southern  division  of  this  company's  system 
parallels  the  Montauk  division  of  the  Long  Island  railroad  from  Valley 
Stream  to  Freeport;  the  Jamaica-Garden  City  branch  of  the  latter  road 
crosses  the  tracks  of  this  company's  system  at  Garden  City;  the  main  line  of 
the  Long  Island  railroad  parallels  the  track  of  this  company  between  Min- 
eola and  Jamaica;  another  line  of  the  steam  railroad  parallels  the  track  of 
this  company  from  Mineola  to  Valley  Stream. 

This  company  owns  available  for  operation  29  double-truck  cars,  all  semi- 
convertible,  available  for  summer  and  winter  operation.  Four  of  these  are  of 
type  known  as  the  Wasson  and  twenty-five  are  Brill,  all  seating  44  people 
each.  Twelve  of  these  cars  are  equipped  with  G.  E.  80,  4  motors  (40  hp.)  ;  8 
are  equipped  with  Westinghouse  49,  4  motors  (40  hp.)  ;  6  with  Westing- 
house  56,  2  motors  (50  hp.),  and  3  are  equipped  with  Westinghouse  56,  4 
motors  (50  hp.).  All  of  the  cars  are  equipped  with  air  and  hand  brakes, 
sand  boxes,  and  arc  headlights.  Wheels,  steel,  33-in.  with  3-in.  tread.  Of  the 
car  equipment  4  were  put  in  service  in  1903,  13  in  1905,  and  12  in  1906. 
All  of  the  motor  equipment  of  these  cars  was  new  when  put  in  service.  In 
addition  to  the  above  the  company  owns  available  for  operation  on  this 
system  1  Ruggles  snow-plow,  2  nose  snow-plows  with  motor  equipment,  and 
2  McGuire  sweepers. 

Cars  are  inspected  every  night.  Cars  are  swept  every  night  and  at 
different  points  on  the  line  while  in  service.  They  are  washed  inside  and 
out  every  day  during  the  summer  season  and  as  frequently  as  weather  will 
permit  during  the  winter.  The  general  repairs  and  overhauling  of  all  of 
this  company's  equipment  is  made  in  the  shops  of  the  New  York  and  Queens 
Railway  Company,  in  Long  Island  City.  They  are  overhauled  on  a  mileage 
basis. 

The  company's  power  house  is  located  at  Rockville  Center  on  the  Southern 
division.  It  is  equipped  with  3  generating  units.  It  has  sufficient  power 
for  maximum  requirements  of  operation  and  sufficient  feeder  wires  for 
proper  distribution  of  power. 

The  company's  car  barn  is  located  in  the  village  of  Hempstead.  It  has 
not  sufficient  barn  facilities  to  house  all  of  the  cars  operated. 

There  are  3  lines  of  cars  operated  on  this  system,  viz:  Hempstead- Jamaica ; 
Mineola,  Hempstead  and  Freeport;  and  the  Jericho  Turnpike  line.  The  Hemp- 
stead-Jamaica  line  is  operated  over  the  tracks  of  this  system  from  Hempstead 
to  the  New  York  city  line;  from  this  point  cars  are  run  over  the  tracks  of 
the  Long  Island  Electric  to  the  terminus  in  Jamaica,  a  total  dislanic 
10.03  miles.  The  cars  on  the  Mineola,  Hempstead  and  Freeport  line,  or  the 
Southern  division,  are  operated  from  Mineola  through  Garden  City,  Hempstead, 
Freeport,  Baldwins,  Rockville  <'ent<?r,  Lynbrook,  and  Valley  Stream  to  the 
New  York  city  line,  and  cx^ntimiing  from  this  point  to  the  terminus  at  Liberty 
and  Grand  avenues  in  the  borough  of  Kings,  at  this  point  connecting  with  the 
Brooklyn  Union  Elevated  line;  the  total  length  of  this  route  is  16.86  miles. 
Cars  on  the  Jericho  Turnpike  line  are  operated  from  Mineola  to  a  point  b-iyond 
the  city  line,  a  distance  of  6.75  miles,  over  the  track  of  this  company;  at  this 
point  they  connect  with  the  cars  of  the  Long  Island  Electric  railroad  whicli 
run  between  the  city  line  and  Jamaica.  Cars  on  all  these  lines  are  operated 
on  a  30-minute  headway  from  4:45  a.  m.  to  12:45  a.  m. ;  extra  cars  are  run  a-i 
traffic  requires.  Transfers  are  given  to  and  from  this  company's  cars  at  the 
junction  of  the  Hempstead  plank  road  and  Jericho  turnpike  in  the  city  of 
New  York,  and  between  all  lines  in  the  village  of  Hempstead,  also  in 
Mineola. 
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Switches  on  the  Jericho  Turnpike  division  are  located  for  a  15-minute 
headway;  on  the  Hempstead- Jamaica  division  for  a  20-minute  headway; 
on  the  Mineola,  Hempstead  and  Freeport,  or  Southern  division,  from  the 
city  line  to  Hempstead  they  are  located  for  a  20-minute  headway,  between 
Hempstead  and  Mineola  for  a  30-minute  headway. 

The  dispatcher's  office  is  located  at  Hempstead.  All  of  the  lines  are  equip- 
ped with  a  telephone  system  with  telephones  at  each  turnout  connecting  with 
the  dispatcher's  office.  The  crews  report  to  the  dispatcher  at  every 
scheduled  meeting  point.  Train  siheets  are  kept  in  the  dispatcher's  office  and 
all  car  movements  recorded.  Orders  are  issued  by  telephone  end  received  by 
the  conductors  and  repeated  by  them  to  the  dispatcher.  Ordere  are  not  written 
by  the  conductors  but  a  blank  is  used  by  them  on  which  they  make  note  of 
what  oars  and  how  many  tliey  are  to  meet  on  the  different  ewitches.  With 
the  present  system  of  issuing  train  orders  and  the  large  number  which  are 
issued,  the  telephone  eyst*^m  is  an  important  feature  in  tlie  proper  move- 
ment of  cars.  This  was  found  to  be  in  first-class  condition  except  some  minor 
defects  in  the  arrangement  of  the  switchboard  in  the  dispatclier's  office,  which 
have  been  remedied  since  the  date  of  the  first  inspection. 

The  bridges  and  structures  on  the  Southern  division  were  inspected,  com- 
mencing at  the  New  York  city  line,  and  are  numbered  consecutively  from  that 
point : 

1.  Between  the  city  line  and  Valley  Stream  a  28-bent  trestle,  13  ft.,  6  in. 
centers,  constructed  of  12  x  12  in.  caps  on  4  12-in.  piles;  2  8xl4-in.  string- 
ers, yellow  pine  trestle,  on  a  tangent.  Maximum  height  10  ft.  Track  align- 
ment good.  Guard  rails  on  portions  of  structure,  the  balance  being  put  on. 
Structure  in  good  condition. 

2.  East  of  Valley  Stream  the  track  is  constructed  over  a  single  track  of 
the  Valley  Stream  branch  of  the  Long  Island  railroad  on  a  plate  girder 
bridge  60  ft.  long  with  trestle  approaches  on  either  side.  Bridge  girder 
4  ft.,  6  in.  deep.  Bridge  resting  on  steel  columns,  concrete  foundations. 
West  approach  on  a  curve,  the  east  one  on  a  tangent.  Both  on  a  grade 
ascending  to  the  bridge,  the  west  one  of  5  per  cent,  and  the  east  one  4  per 
cent.  On  the  west  side  there  are  17  pile  beiits,  end  and  side  braced;  on  the 
east  23  timber  bents  with  batter  posts.  Bridge  and  approaches  equipped  with 
guard  rails  and  guard  timbers.    Structure  in  good  condition. 

3.  Near  L\'nbrook  an  18-bent  trestle;  maximum  height  4  ft.  Same  con- 
struction as  No.  1.    Structure  in  good  condition. 

4.  A  plate  girder  brid^  over  two  tracks  of  the  main  line  of  the  Long 
Island  railroad  at  Hockvillo  Center.  This  bridge  is  80  ft.  long  with  6-ft.  gird- 
ers, resting  on  concrete  abutments,  with  approaches  of  timber  trestle  with 
batter  posts  resting  on  concrete  foundations.  Both  approaches  are  curves. 
Bridge  and  approaches  equipped  with  guard  rails  and  guard  timbers.  Struc- 
ture in  good  condition  except  a  dip  in  the  track  on  the  west  approach  whicii 
should  be  leveled  up. 

5.  Near  Rockville  Center  97  bents  of  pile  trestle.  Same  construction  as 
No.  1.  Trestle  over  a  swamp.  Maximum  height  18  ft.  On  a  tangent,  equipped 
with  guard  rails  and  guard  timbers.  Alignment  of  track  good.  Structure  in 
good  condition. 

6.  Structure  over  Parsonage  creek,  a  lift  bridge,  20-ft.  span.  Constructed 
with  plate  girder.  Highway  bridge  with  track  on  the  south  side.  Bridge 
resting  on  pile  abutments.     Structure  in  good  condition. 

7.  Structure  over  Milburn  creek;  same  construction  and  length  as  No.  6. 
Structure   in  good  condition. 

8.  The  Hempstead-Jamaica  line  is  constructed  over  the  double  tracks  of 
the  Ijong  Island  railroad  on  a  plate  girder  bridge  65  ft.  long,  with  5  ft.  6  in. 
girders.  There  are  steel  trestle  approaches  on  either  side  of  this  bridge. 
Steel  columns  set  on  concrete  foundations.  The  approaches  are  on  a  7  per 
cent,  grade  ascending  to  the  bridpre  with  curves  at  the  foot  of  each  with 
guard  rails  and  guard  timbers.    This  structure  is  in  good  condition. 

9.  In  Mineola  the  track  is  constructed  over  two  tracks  of  the  Long  Island 
railroad  on  a  plate  girder  bridge,  114  ft.  long,  resting  on  concrete  abutments 
and  center  steel  columns.    This  is  a  street  bridge  with  a  plate  girder  between 
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the  tracks  and  roadway.  The  approaches  are  on  a  tangent  and  up  a  5  per 
cent,  grade  to  the  bridge  on  each  side.  This  bridge  was  recently  constructed 
and  is  in  good  condition. 

10.  On  the  Jericho  turnpike  the  track  is  constructed  on  the  highway  under 
the  Long  Island  railroad. 

In  Mineola  the  single  track  of  this  line  crosses  at  grade  a  switch  track 
which  extends  to  the  water  works:  this  crossing  is  level  and  open  and  clear 
to  view  in  each  direction;  cars  are  taken  over  the  steam  track  about  once 
a  week;  there  is  no  protection  at  this  crossing  and  none  is  recommended. 
In  Garden  City  the  single  track  of  this  line  crosses  three  tracks  of  the  Garden 
City  &  Hempstead  branch  of  the  Jjong  Island  railroad:  this  crossing  is  pro- 
tected by  derails  and  signals  on  the  electric  track  operated  by  a  man  on  the 
ground  at  all  hours;  there  is  a  metal  trough  on  the  trolley  wire  extending 
over  the  crossing.  In  Hempstead  the  single  track  of  this  line  crosses  the 
single  track  of  the  Valley  Stream  branch  of  the  Long  Island  railroad:  this 
crossing  is  protected  by  derails  in  the  electric  track  operated  by  conductors 
of  the  electric  cars;  there  is  a  metal  trough  on  the  trolley  wire  extending 
over  the  crossing.  In  Freeport  the  single  track  of  this  line  crossses  four 
tracks  of  the  Montauk  division  of  the  Long  Island  railroad:  this  crossing 
fs  interlocked  and  protected  by  derails  operated  by  a  man  on  the  ground  at 
all  hours;  the  conductors  of  the  electric  cars  also  flag  this  crossing;  there 
is  a  metal  trough  on  the  trolley  wire  extending  over  this  crossing. 

There  are  in  the  village  of  Baldwins  2060  ft.  of  double  track;  in  Rock- 
ville  Center,  3412  ft.;  in  Lynbrook,  2621  ft.;  in  Valley  Stream,  2221  ft.;  and 
west  of  the  first  trestle  west  of  Valley  Stream,  2227  ft. 

The  track  and  roadbed  of  this  system  are  all  in  good  condition,  and  the 
company  employs  a  sufficient  force  to  maintain  it  properly.  On  the  last 
date  of  inspection  20  men  were  at  work  straightening  track  between  Free- 
port  and  the  city  line. 

During  the  morning  and  evening  rush  hours  some  of  the  cars  on  the 
Southern  division,  especially  between  the  Brooklyn  terminus  and  Freeport, 
are  overloaded. 

There  are  a  large  number  of  curves  and  several  reverse  curves  between  the 
city  line  and  Freeport.  On  the  date  of  the  first  inspection  the  right  of  way 
was  not  properly  cleared,  and  brush  and  small  trees  seriously  interferred 
with  the  vision  of  motormen;  on  the  date  of  the  last  inspection  it  was  found 
that  the  right  of  way  had  been  cleared  and  work  was  in  progress  in  straight- 
ening out  some  of  the  reverse  curves  to  improve  conditions  in  reference  to 
the  length  of  vision. 

None  of  the  highway  crossings  are  equipped  with  crossing-signs. 

In  view  of  the  large  number  of  structures  on  the  line  between  the  city 
line  and  Freeport,  traffic  on  this  division  of  the  company's  system  does  not 
warrant  the  double  tracking  of  these  structures,  all  of  which,  at  present,  are 
single  track.  The  line  should,  however,  be  double  tracked  between  Freeport 
and  the  double-track  junction  near  Valley  Stream  except  on  structures. 
On  account  of  some  of  the  narrow  streets  through  which  the  line  is  con- 
structed it  is  impracticable  to  double  track  it  through  Freeport  and  Hemp- 
stead. 

The  switches  on  the  Southern  division  should  be  arranged  for  a  15-minute 
headway.  This  could  be  done  by  the  relocation  of  three  of  the  turnouts 
and  the  addition  of  two  new  ones.  These  changes  should  be  made  as  soon 
as  possible  and  a  15-minute  service  installed  during  certain  portions  of  the 
day. 

Several  head-on  collisions  have  occurred  on  this  railroad,  one  within  the 
past  year.  The  methods  of  operation  on  it  are  not  considered  perfect.  The 
train  dispatching  is  defective  in  that  no  orders  are  written  out  by  the  dis- 
patcher nor  record  kept  of  them  in  his  office.  Orders  are  received  and  re- 
peated back  to  the  dispatcher  by  one  member  of  the  crew  only.  Proper 
blanks  are  not  used  for  receiving  train  orders.  The  company  has  no  printed 
book  of  rules.  They  have  no  printed  schedule  showing  time  of  different  runs 
at  termini  and  meeting  points.  The  volume  of  travel  on  this  single-track 
road  requires  that  all  precautions  possible  to   prevent  accidents  should  be 
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taken.     To  improve  the  safety  of  operation  and  add  to  the  convenience  of 
pa^eengers  on  this  railroad  the  following  recommendations  are  made: 

Recommendations:  1.  That  the  company  as  soon  as  possible  and  within  one 
year  from  date  complete  the  second  track  of  its  Southern  division  from  the 
double-track  junction  near  Valley  Stream  to  Freeport,  except  on  tiie  fridges 
and  trestles. 

2.  That  a  rearrangement  of  and  addition  to  the  turnouts  between  Freeport 
and  Mineola  be  made  so  as  to  permit  of  the  operation  of  cars  on  a  15-minute 
headway  on  the  Southern  division  of  its  system;  these  changes  and  additions 
of  switches  to  be  completed  before  December  1,  1908. 

3.  That  not  later  than  December  1,  1908,  this  company  operate  cars  on 
less  than  a  30-minute  headway,  sufficient  in  number  to  relieve  the  over- 
crowded condition  which  exists  at  present  on  some  of  the  cars  operated  on 
its  Southern  division  during  the  morning  and  evening  rush  hours;  the  num- 
ber necessary  to  be  determined  by  this  Commission. 

4.  That  the  company  put  in  operation  a  method  of  train  dispatching  with 
proper  blanks,  such  as  adopted  by  the  New  York  State  Street  Railroad 
Association. 

5.  That  it  increase  its  car  barn  facilities  sufficiently  to  house  all  cars 
owned  by  the  company. 

6.  That  the  company  equip  all  of  the  grade  crossings  of  highways  on  its 
system  outside  of  villages  with  a  proper  crossing-sign. 

Respectfully  yours, 

C.  R.  Babnes, 
Electrical  Ewperi, 

J.  E.  Sague,  Commissioner, 

Public  Service  Commission,  Second  District: 

Deab  Sib:  Referring  to  inclosed  communication  of  W.  0.  Wood,  vice- 
president  and  general  manager  of  the  New  York  k  Long  Island  Traction 
Company,  and  supplementing  previous  reports  on  inspections  of  this  rail- 
road, I  submit: 

Followvig  a  head-on  collision  which  occurred  on  this  railroad,  complaint 
was  made  by  Elvin  N.  Edwards  and  others  as  to  the  additional  dangers 
caused  in  operation  by  obstruction  to  vision  of  motorman  as  a  result  of 
numerous  curves  on  the  road  and  the  growth  of  brush  and  trees  on  the  pri- 
vate right  of  way. 

Since  the  complaint,  conditions  in  the  above  respects  have  been  materially 
improved,  several  of  the  curves  have  been  straightened,  and  the  right  of  way 
has  been  cleared  of  obstructions  to  vision.  At  present  the  road  between  Free- 
l»ort  and  the  New  York  city  line  is  in  condition  for  safe  operation. 

In  previous  inspection  reports,  recommendations  were  made  for  double 
tracking  the  line  between  Freeport  and  the  city  line,  except  on  bridges  and 
structures;  also  for  the  construction  of  additional  turnouts  between  Freeport 
and  Mineola,  which  would  permit  of  the  operation  of  cars  on  a  10-minute 
headway. 

The  above  recommendations  were  made  with  a  view  of  providing  for  ex- 
pected increase  in  traffic,  which  would  necessitate  the  operation  of  cars  on  a 
10-minute  headway.  Mr.  Wood's  communication  states  that  the  expected 
increase  in  traffic  has  not  materialized  and  that  the  present  service  is  ade- 
quate. These  statements  will  be  the  subject  of  investigations,  which  will  be 
made  as  soon  as  possible,  and  on  which  an  additional  report  will  be  sub- 
mitted. 

With  the  exception  of  double  tracking  between  Freeport  and  the  city  line, 
the  conditions  complained  of  by  Mr.  Edwards  have  been  remedied.  For  this 
reason,  I  suggest  that  this  case  be  closed. 

Respectfully  yours, 

0.  R.  Babnes, 
Electric  Railroad  Inspector. 
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NIAGARA  OOBOE  BAILBOAO. 

J.  8.  Kennedy,  Secretary, 

Puhlio  Service  Commission,  Second  District: 

Deab  Sib:  Referring  to  yours  of  July  2nd  in  reference  to  equipment  of 
trains  with  brakes  on  the  Niagara  Gorge  railway,  I  submit: 

August  6,  1908,  I  found  that  two  additional  trains  were  being  equipped 
with  air,  as  recommended. 

Mr.  Jones,  general  manager  of  the  road,  told  me  that  that  was  all  the 
company  proposed  to  do  in  the  equipment  of  cars  with  air  brakes  this  season, 
but  that  they  proposed  to  equip  two  more  trains  next  season. 

The  company  is  making  proper  headway  in  equipping  trains  with  air  brakes 
as  recommended  and  are  doing  the  work  as  fast  as  financial  conditions  will 
permit. 

No  further  action  is  deemed  necessary  on  this  matter  by  the  Commission 
this  season. 

Respectfully  yours, 

C.  R.  Babnes, 
Electric  Railroad  Inspector, 
J.  S.  Kennedy,  Secretary, 

Public  Service  Commission,  Second  District: 

Deab  Sib:  Referring  to  inspection  report  of  the  Niagara  Gorge  railway, 
dated  July  15,  1907,  containing  three  orders  and  the  correspondence  in  ref- 
erence to  them,  I  submit: 

In  reference  to  order  No.  1:  "That  equipment  be  completed  on  all  curves 
facing  the  river  with  the  guard  rail  similar  to  that  on  other  portions  of  the 
line,  and  that  all  such  curves  be  equipped  with  a  ribbon  guard  on  the  inside 
rail  of  the  up  or  outside  track.''  At  this  date  the  company  has  all  of  the 
guard  rail  on  hand  necessary  for  compliance  with  this  order.  It  is  being 
placed  in  position  as  fast  as  the  section  men  can  do  the  work  and  not  inter- 
fere with  the  regular  track  maintenance. 

Order  No.  2:  "That  no  fares  be  collected  by  conductors  of  trailer  cars 
while  such  cars  are  being  operated  down  the  grade  near  the  Niagjira  Falls 
terminus,  the  conductors  while  on  this'  grade  to  be  stationed  at  the  brake." 
This  order  is  being  complied  with. 

Order  No.  3:  "That  after  January  1,  1908,  no  train  consisting  of  two  or 
more  cars  coupled  together  drawn  by  one  motor  car  be  operated  on  this  rail- 
road unless  all  cars  in  such  train  are  equipped  with  some  form  of  power 
brake  so  constructed  that  the  motorman  can  set  the  brakes  on  all  the  cars 
of  a  train."  The  company  has  ordered  two  new  brake  equipments,  which  will 
be  received  and  put  on  the  cars  this  month. 

Mr.  Jones,  the  general  manager  of  this  railroad  company,  is  at  present  in 
Europe,  and  is  expected  home  the  latter  part  of  June.  After  his  arrival,  I 
shall  call  on  him  and  discuss  the  further  compliance  by  the  company  with 
order  No.  3. 

Very  truly  yours, 

C.  R.  Babnes, 
Electrical  Expert, 


ONBONTA   AND    MOHAWK   VALLEY   BAILROAD. 

Public  Service  Commission,  Second  District: 

Gentlemen:  I  have  made  a  supplementary  inspection  of  the  Oneonta  & 
Mohawk  Valley  railroad  and  submit: 

This  inspection  was  made  July  20th  and  21  st,  and  it  was  found  that  this 
company  has  done  a  large  amount  of  work  in  ballasting,  surfacing,  and  align- 
ing ti;^ck  since  the  date  of  the  last  inspection;  at  this  time  there  are  2% 
miles  of  atone  ballast  completed,  and  it  is  expected  that  %  mile  more  will  be 
finished  this  year.  Other  parts  of  the  line  are  ballasted  with  gravel.  (General 
repairs  have  been  made  on  40  miles  of  track  in  aligning  and  raising  joints 
this  season.  An  average  of  3000  new  ties  per  month  have  been  put  in  this 
season.    This  work  was  commenced  the  first  of  April.    All  of  the  bridges  on 
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the  line  have  been  inspected  and  regular  maintenance  repairs  on  them  made. 
Three  of  the  cars  have  been  re-painted  and  refurnished  and  it  is  the  intention 
to  overhaul  all  of  the  cars  before  the  first  of  January.  This  will  be  done  by 
taking  them  out  of  service  as  travel  permits.  Considerable  work  haa  been 
done  on  the  trolley  and  feeder  wires,  aligning  the  trolley  wires  and  adding 
nioro  feed  tups.  This  work  will  be  coniinued  throughout  the  season.  New 
side  tracks  have  been  built  at  West  Oneonta;  new  side  track  extensions  at 
Robinsons,  Walnut  Grove,  and  Schuyler  Lake.  A  wye  h&s  also  been  graded 
at  Walnut  Grove  and  will  be  installed  in  the  near  future;  another  is  in 
course  of  construction  at  Hartwick;  and  the  steel  for  one  at  Oneonta  is  on 
the  ground  and  will  be  placed  in  position  within  a  few  weeks.  New  rails 
have  been  placed  on  a  number  of  the  curves.  The  Normal  branch  of  the  city 
line  in  Oneonta  has  been  entirely  re-tied  and  rebuilt  its  entire  length.  The 
bridge  over  East  Branch  creek,  north  of  Moimt  Vision,  is  in  poor  condition 
but  not  dangerous  to  operate  over;  the  approaches  have  been  washed  out  and 
they  are  at  present  cobbled  up.  The  bridge  over  Otego  creek  is  not  in  first- 
class  condition.  One  new  abutment  hfis  been  put  in ;  the  other  is  not  at 
present  in  dangerous  condition  but  should  be  renewed.  The  first  bridge  south 
of  Oakville  over  a  mill  race  should  be  reconstructed;  its  south  abutment 
shows  signs  of  bulging;  it  has  been  strengthened  by  bracing.  At  Ma49on's 
crossing  there  are  two  openings,  one  15  ft.,  the  other  12  ft.,  with  pile  abut- 
ment and  wood  stringers,  neither  of  which  is  in  first-class  condition;  these 
structures  are  not  in  dangerous  condition  to  operate  over  at  present,  but 
while  allowed  to  remain  should  be  watched  carefully.  Considerable  work  has 
been  done  at  this  point  in  changing  the  location  of  the  line,  much  filling  and 
grading  having  been  done;  when  this  is  completed  the  use  of  the  structures 
mentioned  above  will  be  discontinued.  No  improvement  has  been  made  in 
the  trestle  over  Fulmer*8  creek. 

This  company  has  done  a  large  amount  of  work  in  ballasting  and  in  track 
maintenance,  but  considerable  work  of  this  nature  remains  to  be  done;  the 
track  at  present  la  in  safe  condition  for  the  class  of  cars  operated  and  the 
speed  at  which  they  are  run,  but  needs  a  large  amount  of  ballast  and  many 
additional  ties.  A  number  of  the  structures  mentioned  in  the  last  inspection 
report  should  be  reconstructed  with  concrete  abutment.  The  work  of  changing 
the  location  of  the  line  at  Mason's  crossing  should  be  completed.  The  trestle 
over  Fulmer  creek  is  at  present  in  safe  condition  for  the  regular  operation 
of  cars  as  they  are  at  present  run  over  it,  but  as  it  is  located  on  a  long, 
heavjr  grade  and  the  trestle  is  on  a  curve,  a  runaway  car  going  on  the  trestle 
at  high  speed  might  result  in  a  failure  of  the  structure.  Such  an  occurrence 
is  possible.  This  company  is  at  present  in  the  hande  of  a  receiver  and  he 
haa  plans  prepared  to  fill  in  the  above  mentioned  trestle  with  a  concrete 
arch  for  the  waterway.    This  should  be  done  as  soon  as  possible. 

That  the  Commission  may  obtain  some  definite  information  as  te  when 
the  above  mentioned  necessary  improvements  and  betterments  on  this  railroad 
will  be  made,  the  suggestion  is  offered  that  the  Commission  cite  the  receiver 
of  this  road  to  appear  before  it  prepared  to  give  the  necessary  information 
on  these  subjects. 

Respectfully  yours, 

C.  R.  Babnes, 
Electrical  Expert, 


OBANQE   COUNTY   TBACTION. 

J.  S.  Kennedy,  Secretary, 

Public  Service  Commission,  Second  District: 

Deab  Sib  :  June  22,  1908,  I  made  a  supplementery  inspection  of  the  Orange 
County  Traction  Company*a  system  in  reference  to  compliance  by  that  com- 
pany with  recommendations  made  in  a  report  on  a  recent  inspection  of  that 
system,  and  submit: 

Since  the  date  of  the  report  5000  new  ties  have  been  bought  and  4000  have 
been  put  in  the  track;  150  new  55-ft.  poles  have  been  bought  and  nearly  all 
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of  them  have  been  set.  During  the  summer  season  the  company  has  haJ  two 
work  trains  in  operation  ballasting  tracks,  and  a  maximum  of  70  men  were 
employed;  the  regular  track  force  consiets  of  about  20  men.  Eight  sets  of 
new  switches  have  been  put  in  and  the  company  has  two  sets  on  hand  which 
will  be  placed  in  the  track  in  the  near  future.  New  rail  has  been  laid  in 
the  car  barn  and  on  the  sidings.  The  company  has  on  hand  one  mile  of 
60-lb.  T-rail  which  will  be  us^  for  new  sidings  and  a  loop  in  the  park. 
They  have  also  27  lengths  of  rolled  guard  rail  on  hand  to  place  on  curves. 

Eleven  of  the  open  cars  have  been  overhauled  and  re-painted.  The  winter 
cars  are  practically  new  and  will  not  be  put  in  the  shop  this  season. 

At  East  Walden  the  150-kw.  rotary  has  been  replaced  by  a  250  kw.  The 
company  now  has  sufficient  power  available  for  maximum  requirements  of 
operation. 

The  company  has  built  a  new  storage  car  barn^  a  frame  building,  60x225 
ft.,  located  et  Weisners  Lane  in  Newburgh.  This  barn  is  equipped  with  3 
tracks,  with  a  total  capacity  lor  22  cars;  there  are  no  pits  in  it,  and  for  this 
reason  no  inspections  are  made  in  it.  The  company's  power  house  barn  is 
equipped  with  only  one  pit  with  a  capacity  on  that  track  for  3  cars  only; 
there  should  be  another  track  with  a  pit  imder  it  in  this  barn  to  permit  of 
proper  inspection  of  cars.  There  is  sufficient  storage  capacity  for  all  cars 
operated  at  present. 

The  service  has  been  increased  on  all  the  different  lines  except  the  Lan- 
ders Street  line.  On  the  Broadway  and  Heights  line  cars  are  operated  on 
a  10-minute  headway  from  6  a.  m.  to  11  p.  m.  On  the  Bridge  line  from 
Renwick  and  Liberty  streets  on  a  10-minute  headway  from  6  a.  m.  to  7  p.  m., 
and  from  7  p.  m.  on  a  30-minute  headway.  On  the  Orange  Lake  line  the 
minimum  headway  has  been  reduced  from  10  minutes  to  5  minutes.  The 
company  has  been  enabled  to  do  so  from  the  fact  that  5  new  switches  have 
been  put  in  and  on  the  5-minute  headway  cars  meet  on  every  switch.  The 
telephone  system  has  been  improved  by  placing  the  line  on  new  poles,  remov- 
ing Ihe  wires  from  the  poles  carrying  the  high-tension  current;  this  system 
is  now  in  first-class  working  order.  The  train  dispatching  system  in  use  is 
defective  to  the  extent  that  crews  do  not  write  the  train  orders;  the  company 
claims  that  this  plan  was  tried  and  that  the  delay  caused  by  this  method  of 
handling  train  orders  was  such  that  a  5-minute  service  on  the  Lake  line 
could  not  be  maintained. 

The  track  of  the  main  line  at  present  between  Newburgh  and  Walden  is 
in  good  condition.  Considerable  work  has  been  done  in  filling  in  the  long 
trestle.  Guard  rails  have  been  placed  at  different  points  on  the  line  as 
directed.  A  large  number  of  braces  have  been  put  on  curves.  Rails  have 
been  turned  on  curves  and  new  ones  put  in  where  necessary.  The  track  of 
the  city  line  is  nearly  all  in  fair  condition.    The  cars  are  in  good  condition. 

All  of  the  recommendations  made  in  the  inspection  report  have  been  com- 
plied with  except  the  first,  which  refers  to  method  of  issuing  and  handling 
train  orders. 

Respectfully  yours, 

C.  R.  Babnes, 
Electric  Railioay  Inspector, 
J.  S.  Kennedy,  Secretary, 

Public  Service  Commisaioftf  Second  District: 

Dear  Sir:  Referring  to  yours  of  October  8,  1908,  in  reference  to  a  oom- 
ii.uuication  from  F.  S.  Berry,  general  manager  Orai^e  County  Traction  Com- 
pany, which  icfers  to  recommendation  No.  1  of  an  inspection  report  on  that 
company's  system  regarding  train  orders,  I  submit: 

At  the  time  of  the  inspection  this  matter  was  discussed  with  Mr.  Berry 
and  the  objections  to  the  present  method  of  operation  presented,  while  the 
difficulties  of  complying  with  the  recommendation  were  set  forth  by  Mr.  Berry. 

The  facts  in  connection  with  this  suggestion  are  as  follows:  Orange  Lake 
on  the  suburban  line  of  this  company's  system  is  a  popular  summer  resort; 
in  order  to  handle  the  traffic  to  and  from  this  lake,  cars  at  times  must  be 
operated  on  a  5-minute  headway,  and  in  addition,  run  in  sections;  they  are 
at  present  governed  by  train  orders  which  are  not  issued  and  received  in  an 
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approved  manner,  as  set  forth  in  the  inspection  report.  It  is  a  fact  that 
during  such  limes  of  heavy  traffic  it  is  practically  impossible  to  move  the 
traffic  on  so  short  a  headway  and  fully  comply  with  all  the  requirements  of 
proper  train  dispatching;  as 'Mr.  Berry  states,  I  am  aware  that  he  has  tried 
to  comply  with  the  order,  and  found  that  the  delays  caused  by  the  writing 
and  proper  repeating  and  recording  of  train  orders  resulted  in  serious  delay. 
While  every  precaution  to  insure  safety  of  operation  on  electric  railroads 
should  be  taken,  and  the  methods  of  operation  on  this  railroad  are  not  per- 
fect, the  discipline  maintained  by  the  general  manager  of  this  company  and 
the  additional  precautions  other  than  train  orders  taken  by  him  to  insure 
safety  are  such  that  I  now  suggest  the  withdrawal  of  order  No.  1,  referring 
to  train  orders  on  this  company's  system. 

Respectfully  submitted, 

C.   R.  BABNE8, 

Eleoirio  Railroad  Inspector, 


PEEKSKILL  UOHTING   AND  RAILBOAD. 

Public  Service  Commissiofiy  Second  District: 

Gentlemen:  May  30,  1908,  I  made  an  inspection  of  the  Peekskill  Lighting 
&  Ra-ilroad  Company's  system,  and  submit: 

The  system  cosists  of  10.1  miles'  of  single  track  and  0.486  mile  of  second 
track,  all  located  in  the  village  of  Peekskill  and  the  town  of  Cortlandt  except 
800  ft.  which  is  in  the  town  of  Yorktown;  all  in  Westchester  county.  On 
the  system  there  is  one  undercrossing  of  steam  railroad  tracks;  there  are  no 
grade  crossings  of  steam  tracks.  There  are  no  bridges  or  trestles  on  the  road 
except  that  the  highway  through  which  it  is  constructed  is  carried  over 
waterways  at  two  points  on  arch  culverts.  The  maximum  grade  on  the  line 
is  8.65  per  cent,  for  800  ft. 

There  are  three  operating  divisions  on  this  system,  viz.:  The  Mohegan  or 
Main  line;  the  Verplanck  line;  and  the  State  Camp  line. 

The  Main  line  extends  from  the  New  York  Central  railroad  station  in  the 
village  of  Peekskill  to  Lake  Mohegan,  a  distance  of  4.79  miles.  The  track  on 
this  line  from  the  New  York  C'Cntral  railroad  station  is  constructed  through 
private  property  for  350  ft.  to  Hudson  avenue;  200  ft.  on  Hudson  avenue  to 
South  str<»et;  through  South  street  to  Division  street  a  distance  of  3100  ft.; 
through  Division  street  to  Main  street  a  distance  of  600  ft.;  through 
Main  street  to  the  village  line  a  distance  of  8575  ft.;  through  a  continuation 
of  Main  street  to  private  right  of  way  a  distance  of  9925  ft. ;  through  private 
right  of  way  1650  ft.;  from  the  private  right  of  way  on  Main  street  to  Lex- 
ington avenue  100  ft.;  through  Lexington  avenue  to  the  terminus  a  distance 
of  800  ft.  Through  Hudson  avenue,  South  street,  and  Division  street  the 
single  track  is  constructed  through  the  center  of  the  street;  these  streets  are 
paved  with  brick.  Through  Main  street  the  track  is  constructed  through  the 
center  of  the  street  to  Hamilton  avenue;  from  this  point  it  is  located  on  the 
north  side  of  tlie  street  to  the  private  right  of  way.  Main  street  is  paved 
with  brick  from  Division  street  to  Broad  street,  a  distance  of  1300  ft.;  Main 
street  from  the  village  line  and  Lexington  avenue  are  unimproved  highways. 

On  South  street  there  is  a  second  track  constructed  between  Depew  and 
Division  streets,  a  distance  of  about  536  ft. 

The  single  track  of  the  Verplanck  line  connects  with  the  Main  line  at  the 
junction  of  South  and  Washington  streets  and  extends  through  the  center 
of  Washington  street  to  Welcher  avenue  a  distance  of  6725  ft.,  through  Wel- 
cher  avenue  to  the  New  York  and  Albany  post  road  a  distance  of  about  2000 
ft.,  through  the  New  York  ^nd  Albany  post  road  to  a  private  right  of  way 
a  distance  of  about  6775  ft.,  through  private  right  of  way  to  Kings  Ferry 
road  a  distance  of  2500  ft.,  through  Kings  Ferry  road  to  Sixth  street,  a  con- 
tinuation of  Kings  Ferry  road,  to  the  terminus  of  the  road  at  Broadway, 
Verplanck,  a  distance  of  about  6100  ft.  Washington  street  from  South  street 
to  Welcher  avenue  is  a  macadam  improved  street;  all  of  the  other  streets 
through  which  the  line  is  constructed  are  unimproved. 
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The  tingle  track  of  the  State  Camp  line  connects  with  the  Main  line  at 
liudHfm  avenue  and  Water  street,  extends  throug^h  Water  street  to  the  power 
hoii'*e  a  dirttanf?e  of  24*K)  ft.;  from  the  power  hou3e  it  is  constructed  through 
Pftmart  av**nue  to  th*'  terminii.'*,  a  distance  of  atxMJt  1850  ft.  Water  street  is 
jmved  with  brick  from  HnrUon  avenue  to  North  Main  street,  a  distance  of 
200(1  ft.  iVmart  avenue  ext*'nd«  alon^  tlie  side  of  the  right  of  way  of  the 
New  York  Central  &  Hudson  Kiver  railroad  for  a  distance  of  about  1000  ft.; 
the  wirlth  of  thin  street  will  not  f»erniit  the  passing  of  a  vehicle  and  a  car, 
except  in  places  provid«?d  for  passing.  Tliere  is  a  siding  extending  from  this 
line  near  the  foot  of  ('entral  avenue  to  the  freiglit  house  of  the  New  York 
('entral  &  Hudson  Kiver  railn»ad,  a  distance  of  about  350  ft.  There  is  no 
phyHJeal  connection  Ixrtween  the  track  of  this  company  and  the  steam  rail- 
road. 

The  track  of  this  Hv-'tem  cnn^i^t^  at  50-  and  GOrb.  T.-rail,  74-,  80-,  and  96-lb. 
girder  rail,  divided  as  follows:  0.17574  mile  of  76-lb.  girder;  0.41010  mile  of 
HO-lb.  girder;  0.87396  mile  of  jmib.  girder;  8.030^^1  mih-s  of  56-lb.  T;  0.18939 
mile  of  CO  lb.  T.  The  track  was  laid  between  the  years  1899  and  1903.  On 
the  suburban  sections  the  4-bolt  pole  splices  are  used.  The  original  ties, 
chestnut,  4 -in.  to  G-in.  face,  7  ft.  long,  are  being  replaced  by  the  same  class 
of  ties  8  ft.  long.  No  ballast  except  on  private  right  of  way,  where  broken 
stone  and  cinders  are  used. 

Private  right  of  way  on  the  suburban  line  is  fenced. 

All  cars  except  the  express  and  work  cars  are  equipped  with  fenders. 
Incandescent  liglits;  no  oil  tail-lights  are  used.  All  cars  are  equipped  with 
sand  boxes.  Wheels,  chilled,  33-in.,  214-in.  tread,  %-in.  flange,  wheel  base  6  ft., 
6  in.  The  company  has  available  for  winter  passenger  operation  9  cars;  in 
addition  it  has  10  open  cars.  Winter  schedule  requires  6  cars,  summer  sched- 
ule, 8.  <'ompany  owns  and  has  available  for  operation,  18  2-motor  equip- 
ments. It  also  owns  and  has  equipped  one  express  car,  used  in  winter  as  a 
inow-plow;  one  work  car;  also  two  additional  snow-plows  fully  equipped; 
one  coal  car. 

On  Main  street  near  the  village  line  in  Peekskill  the  company  has  2  car 
barns,  both  brick  buildings,  one  70x70  ft.,  the  other  70  .\  100  ft.  One  is  used 
as  a  storage  ham  and  is  equi])i>ed  with  5  tracks  with  pits  under  all;  in  this 
building  there  is  also  a  paint  shop.  The  other  barn  is  equipped  with  5  tracks 
with  i»its  under  all;  it  is  heated  by  steam,  has  a  storage  capacity  for  15 
cars;  in  this  barn  theie  are  a  lathe,  drill  press,  and  bench  tools,  also  a  vacuum 
machine  for  eleaninir  cars.  The  company  makes  light  car  repairs  and  winds 
its  own  armatures.     Tliere  is  a  ftand  drier  in  this  barn  heated  by  steam. 

All  cars  are  inspected  in  tlie  car  barn.  The  inspection  and  repair  force 
consists  of  3  day  men  and  1  night  man.  Cars  are  ins])ected  as  follows:  Cars 
are  taken  out  of  service  during  the  daytime  at  transfer  points  and  taken  to 
the  barn  and  given  a  tliorougli  inspection  each  day;  cars  receive  a  thorough 
overhauling  at  least  once  a  year;  proiMjr  blanks  are  used  in  inspection  and 
repair  of  cars,  and  niotonnen  report  defective  equipment  on  them;  shop 
records  are  kept.  The  master  mecjjanic  is  responsible  for  condition  of  sand 
boxes.  During  the  past  winter  all  of  the  summer  equipment,  10  in  number, 
was  put  through  the  shop,  paintetl  where  necessary,  and  all  except  2  var- 
nished. It  is  the  coni])any's  intention  to  put  through  the  shop  all  the  winter 
cuir  etpiipniont  this  summer;  cars  to  be  painted  where  necessary,  and  var- 
nishcil. 

Cars  are  cleane<l  both  night  and  day  so  that  each  car  in  service  is  cleaned 
once  every  twenty-four  hours.  A  vacuum  system  is  used  in  cleaning  care, 
and  also  disinfectants  are  used ;  windows  are  dry  cleaned,  cars  swept, 
and  cushions  dusted  daily;  cars  are  washed  inside  and  out,  including  bodies, 
windows,  and  floors,  as  often  as  necessary. 

At  present  the  company  employs  a  track  force  of  11  men  and  a  foreman. 
There  is  one  work  car  equipped  with  motors.  The  company  has  a  gravel 
bank  looatetl  near  the  southern  village  line  about  200  ft.  from  the  siding 
on  the  Verplanck  line.  During  the  year  ending  May  1,  1908,  the  company 
put  in  1619  new  ties;  there  are  on  hand  1012  ties,  and  1000  have  been  con- 
tracted for.    In  addition  to  the  section  force,  the  overhead  ia  maintained  by 
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a  force  of  3  men.  The  company  has  a  tower  wagon  for  overhead  purposes, 
and  in  addition  the  ordinary  wrecking  tools,  jacks,  tackles,  ropes,  etc. 

The  company  owns  a  power  house  consisting  of  a  brick  building  83  ft., 
3  in.  by  101  ft.,  3  in.,  located  on  Water  street,  on  the  State  Camp  branch; 
this  building  for  railroad  purposes  is  equipped  with  2  160-kw.  j^nerators, 
1  300-kw.  rotary  converter,  and  1  storage  battery  plant  consisting  of  264  cells 
with  a  momentary  capacity  of  360  amp.  On  regular  schedule  operation 
1  150-kw.  generator  with  the  storage  battery  plant  is  required;  the  company 
at  present  has  power  and  feeder  capacity  sufficient  for  maximum  operation. 
During  the  past  season  25,800  ft.  of  No.  0000  feeder  has  been  placed  in 
position. 

This  company  operates  the  Putnam  &  Westchester  traction  system.  In 
addition  to  this  system  the  company  operates  3  lines  of  cars.  All  of  the  cars 
except  the  cars  of  the  State  Camp  line  are  operated  to  and  from  a  common 
center,  which  is  at  the  junction  of  Division  and  South  streets  in  the  central 
part  of  the  business  section  of  the  village.  The  different  lines  are  known  and 
designated  as  follows:  On  the  Main  line  there  is  a  short  line  operated  which 
is  signed  "  Grant  Ave."  ;  through  cars  on  this  line  are  signed  "  Lake  Mohc- 
gan  ".  Cars  on  the  Verplanck  Point  line  are  operated  between  the  common 
center  and  the  village  of  Verplanck  and  are  signed  "  Verplanck,"  all  cars 
running  through.  The  Putnam  &  Westchester  cars  operate  between  the  com- 
mon center  and  McGregor  brook,  a  distance  of  about  3  miles,  and  are  signed 
"Varians  Mills".  The  State  Camp  line  is  operated  only  when  the  state 
militia  is  in  camp,  usually  a  period  of  about  three  weeks;  these  cars  are 
signed  "  State  Camp  Ferry ".  All  cars  carry  illuminated  front  head  signs 
only.    The  company  has  a  printed  schedule  for  public  distribution. 

(Jn  the  main  line  the  first  car  leaves  the  railroad  station  at  6:12  a.  m., 
and  cars  are  operated  on  a  12-minute  headway  to  Grant  avenue  until  11:48 
p.  m.;  every  third  car  runs  through  to  Lake  MoKegan,  the  last  arriving  at 
Lake  Mohegan  at  11:42  p.  m. 

Cars  on  the  Verplanck  line  are  operated  from  the  common  center,  the  first 
car  leaving  at  5:55  a.  m.,  and  running  on  a  30-minute  headway  up  to  12 
o'clock  noon;  from  12  o'clock  noon  to  9:40  p.  m.  they  are  operated  on  20- 
minute  headway;  from  9:40  to  11  o'clock  on  a  40-minute  headway.  Varians 
Mills  cars  are  operated  from  the  common  center,  the  first  car  leaving  at  6:20 
a.  m.;  they  are  operated  on  a  40-minute  headway  until  11  p.  m.  Additions 
to  this  service  are  made  during  the  afternoon  as  occasion  requires.  State 
Camp  Ferry  cars  are  operated  on  12-  and  24-minute  headway  as  occasion 
requires,  during  the  time  the  state  camp  is  occupied. 

On  the  Verplanck  line  there  are  two  public  parks,  neither  of  which  is 
owned  by  this  company.  Lake  Mohegan  is  a  public  summer  resort;  at  this 
point  there  is  one  large  hotel  and  a  number  of  cottages.  There  are  three 
ball  grounds,  two  on  the  Verplanck  line  and  one  on  the  Putnam  &  West- 
chester. There  is  at  times  increased  travel  to  all  of  these  points,  to  provide 
for  which  double-headers  are  operated;  when  this  is  done  no  "car  following" 
signs  are  carried,  crews  being  notified  by  the  inspector  located  at  the  transfer 
points. 

On  the  Verplanck  line  there  are  4  turnouts;  these  are  arranged  for  20- 
minute  headway. 

On  the  Mohegan  Lake  line  there  are  6  switches,  arranged  for  a  12-minute 
headway. 

The  company  has  no  book  of  rules;  bulletins  are  posted.  Employees  are 
not  required  to  pass  a  physical  examination.  Company  has  blank  applica- 
tion for  motorman  and  conductors.  Xo  oil  tail-lights  are  used  on  cars. 
During  the  winter  season  the  company  employs  on  this  system  about  15 
motormen  and  15  conductors;  the  maximum  number  employed  during  the 
season  was  20  motormen  and  20  conductors;  new  men  are  employed  each 
year;  during  this  season  all  of  the  extra  men  put  on  had  previous  railroad 
experience  except  three.  The  line  is  not  equipped  with  a  telephone  system. 
No  lights  are  displayed  at  switches. 

The  total  number  of  passengers  carried  during  the  past  year  on  thli  syi- 
tem.  May  1,  1907,  to  May  1,  1908,  was  1,345,657. 
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The  dangerous  features  in  the  operation  of  this  railroad  are  the  heavy 
grades,  especially  the  one  on  South  street,  which  is  equipped  with  a  derailing 
switch  at  the  foot  of  the  grade  and  near  the  curve  at  that  point.  The  track 
from  this  curve  extends  to  another  curve  which  is  about  26  ft.  from  the  track 
of  the  New  York  Central  track  and  level  with  it;  the  operation  of  the  de- 
railing switch,  however,  prevents  cars  from  gaining  sufficient  headway  to  be 
derailed  on  the  latter  curve  passing  over  to  the  steam  track.  The  track  and 
roadbed  of  this  system  is  in  fair  condition  and  a  sufficient  force  is  employed 
properly  to  maintain  it.  The  cars  are  all  in  good  condition,  clean  and  com- 
fortable, and  present  a  good  appearance.  All  of  the  cars  operated  on  the 
heavy  grades  of  this  systora  are  equipped  with  two  independent  hand-braking 
systems.  The  method  of  providing  for  increased  travel  by  nmning  cars  in 
sections  is  such  that  collisions  may  result;  when  cars  are  run  in  this  manner 
all  cars  followed  by  another  should  carry  signs,  properly  illuminated  at 
night,  to  indicate  that  fact.  The  company  maintains  a  waiting  room  on  South 
street  in  the  village  of  Peekskill  near  the  transfer  point;  it  is  heated  and 
lighted  and  equipped  with  toilets. 

To  increase  the  safety  of  operation  on  this  railroad  the  following  recom- 
mendations are  made: 

Recommendaiions :  1.  A  stop  sign  should  be  placed  at  the  top  of  the  heavy 
grade  on  South  street,  and  all  cars  should  come  to  a  full  stop  before  pro- 
ceeding down  the  grade. 

2.  When  cars  are  run  in  sections  all  cars  followed  by  another  should  carry 
signs,  properly  illuminated,  indicating  that  fact. 

3.  When  cars  are  run  in  sections  or  when  extra  cars  are  run  on  suburban 
lines,  all  cars  followed  by  another  should  be,  during  hours  of  darkness, 
equipped  with  oil  tail-lighte. 

4.  The  company  should  provide  employees  with  a  boc^  of  rules. 

6.  All  motormen  and  conductors  employed  in  the  future  should  be  re- 
quired to  pass  a  physical  examination. 

6.  The  Verplanck  and  Mohegan  Lake  lines  should  be  equipped  with  tele- 
phone systems,  with  telephones  at  all  switches  directly  connected  with  the 
company's  office. 

7.  A  cluster  of  lights  should  be  burned  at  all  meeting-point  switches. 

5.  Highway  crossing-signs  should  be  placed  at  all  grade  crossings  of  high- 
w&y  outside  of  village  limits. 

The  company's  attention  is  called  to  the  danger  incident  to  the  operation 
during  the  fall  season,  especially  on  heavy  ^ades,  caused  by  leaves. 

Respectfully  submitted, 

C.  R.  Babnes, 
Electric  Railroad  Inspector, 


PENN  TAN,  KEUKA  PARK  AND  BBANCHPOBT  BAIIltOAD. 

T.  S.  Kennedy,  Secretary, 

Public  Service  Commissionf  Second  District: 

Deab  Sib:  In  the  matter  of  the  orders  and  recommendations  contained 
in  the  report  on  the  inspection  of  the  Penn  Yan,  Keuka  Park  &  Branchport 
railway,  at  this  date  I  find: 

Order  No.  1:  "That  the  freight  motor  be  equipped  with  air  brakes,  and 
that  all  foreign  cars  drawn  by  it  which  are  equipped  with  air  brakes  be 
coupled  up  so  that  the  motorman  can  control  the  brakes  on  all  of  the  cars 
in  the  train.  This  order  to  be  complied  with  within  60  days  from  the  ac- 
knowledged receipt."  The  company  has  not  complied  with  this  order,  but 
I  was  informed  by  the  officials  of  the  company  that  it  will  put  on  a  new 
freight  motor  properly  equipped  with  air  brakes,  this  fall,  about  Septem- 
ber 15th. 

Order  No.  2 :  "  That  the  pile  trestle  near  Branchport  be  entirely  recon- 
structed or  replaced  by  a  steel  structure.  This  work  to  be  completed  not 
later  than  May  1,  1908."  The  company  has  not  complied  with  this  order, 
but  has  made  some  temporary  repairs  to  the  trestle  by  putting  in  a  new 
stringer  on  one  section  of  the  trestle;  safety  of  operation  requires  that  this 
order  be  fully  eomplied  with. 
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Order  No.  3:  "That  the  switch  at  the  ice-house,  Hanford's  switch,  power 
house  switch,  and  Bluff  Point  switch,  be  equipped  with  derails  in  such  a  man- 
ner as  to  prevent  cars  which  may  be  left  on  them  from  running  on  to  the 
main  track.  This  order  to  be  complied  with  not  later  than  January  1,  1908." 
The  switch  at  Bluff  Point  has  been  equipped  with  derails,  as  ordered;  the 
other  switches  mentioned  should  be  so  equipped. 

Order  No.  4:  "That  it  prepare  in  book  form  and  distribute  to  its  em- 
ployees a  proper  set  of  rules.  That  it  prepare  a  proper  running  schedule. 
That  it  install  a  proper  system  of  train  dispatching.  All  to  be  approved  by 
this  Commission.  This  order  to  be  completely  complied  with  before  the  ex- 
cursion business  of  next  season  commences.  May  1,  1908."  This  has  been 
partially  complied  with.  The  company  has  a  proper  running  schedule  and 
all  regular  passenger  cars  are  run  in  accordance  with  this  schedule.  The 
freight  running  "  wild  "  keeps  three  minutes  off  the  time  of  regular  passen- 
ger trains.  On  the  schedule  in  effect  May  23rd,  there  is  only  one  meeting 
point  and  cars  lie  indefinitely  at  meeting  point  when  opposing  cars  are  late, 
except  when  they  are  ordered  from  the  superintendent's  office  to  proceed. 
Wlien  sections  are  run,  a  car  preceding  another  carries  oil  tail-lights.  The 
company  has  a  rule  bulletin  at  the  car  barn.  When  more  than  three  pas- 
senger cars  are  in  operation  on  the  road,  the  freight  is  taken  off. 

In  reference  to  recommendation  No.  1:  "That  the  work  of  surfacing,  align- 
ing, and  weeding  the  track  be  continued  to  as  speedy  a  conclusion  as  pos- 
sible." The  company  has  at  present  a  section  force  of  4  men  working  10 
hours  per  day,  and  2  men  working  5  hours  per  day,  surfacing,  aligning,  and 
weeding  track. 

Recommendation  No.  2.  "  That  all  of  the  original  ties  be  replaced  as  soon 
as  practicable."  In  compliance  with  this  recommendation,  the  company  in 
1907  placed  1800  new  ties  in  the  track,  and  since  January  1,  1908,  hcus  put 
in  500  new  ties  and  has  on  hand  1000,  which  it  is  expected  will  be  put  in 
this  season. 

Recommendation  No.  3.  "That  the  most  careful  attention  be  given  the 
waterways  uikler  the  track  along  the  lake  bank  during  the  spring  season 
and  at  times  of  heavy  rains."  I  am  informed  that  this  recommendation 
is  being  complied  with. 

Recommendation  No.  4:  "That  oil  tail-lights  be  u^d  on  all  cars  during 
hours  of  darkness."  Oil  tail-lights  are  us^  when  sections  are  run.  All 
cars  are  equipped  with  arc  headlights. 

Recommendation  No.  6 :  "  That  when  a  car  is  followed  by  another,  that  it 
be  equipped  with  proper  'car  following'  signs."  I  am  informed  that  this 
recommendation  will  be  complied  with  this  season. 

Recommendation  No.  6:  "That  the  structures  on  the  line  except  the  pile 
trestle  near  Branchport  be  reconstructed  and  equipped  as  suggested  in  the 
body  of  this  report,  as  soon  as  possible."  Some  work  has  been  done  in  com- 
pliance with  this  recommendation.  New  abutments  have  been  placed  on 
some  of  the  structures.  This  work  should  be  continued  until  all  of  the 
structures  are  in  good  condition. 

In  addition  to  the  above,  about  900  ft.  of  60-lb.  Trail  "  seconds  "  have  been 
replaced  by  70-lb.  rail  which  was  removed  from  the  track  in  Jacobs  street 
in  the  village  of  Penn  Yan. 

Respectfully  yours, 

C.  R.  Barnes, 
Electrical  Expert. 


POBT  JERVT8   ELECTRIC  LIGHT,   POWER,  GAS   AND  RAILROAD. 

Public  Service  Commission,  Hecond  District: 

Gentlemen:  March  12,  1908,  I  made  a  supplementary  inspection  of  the 
Port  Jervis  Electric  Light,  Power,  Gas  &  Railroad  Compan/s  system,  and 
found  that  no  betterments  had  been  made  in  track  construction  or  equip- 
ment since  the  date  of  the  last  inspection. 

Resx>ectfully  submitted, 

0.  R.  Barnes, 
^  3    ,  ^  Bkotrk  RQihr(xt4  Jnf^oior, 
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PUTNAM  AND  WB8TGHESTE&  TBACTION. 

PubUo  Service  Commission^  Second  District: 

Gentlemen:  May  29,  1908,  I  made  an  inspection  of  th-e  Putnam  &  West- 
chester Traction  Company's  system  and  submit: 

The  single  track  of  this  line  extends  from  the  corner  of  Division  and  Main 
streets  in  Peekskill  to  the  hamlet  of  Oregon,  town  of  Putnam  Valley,  a  dis- 
tance of  4\i  miles,  all  located  in  Westchester  county,  one  mile  being  in  the 
village  of  Peekskill.  All  of  the  track  is  on  private  right  of  way  except  1% 
miles  which  is  on  street  and  highways.  In  the  village  of  Peekskill  the  track 
is  located  through  the  center  of  North  Division  street  to  the  village  line. 
From  the  village  line  it  extends  along  the  south  side  of  the  Peekskill  Hollow 
highway,  then  on  the  northern  side  of  the  traveled  way  of  a  private  road, 
then  on  private  right  of  way  to  the  terminus  at  Oregon. 

Through  North  Division  street  in  the  village  of  Peekskill  the  track  is  con- 
structed of  7-in.  girder  rail  for  1000  ft.;  from  the  end  of  the  girder  rail  it 
is  66-lb.  T-rail  for  one  mile;  all  of  the  other  portions  of  the  track  are  60-lb. 
T-rail.  Ties  chestnut,  4  to  6-in.  face,  2-ft.  centers.  Rail  splices  4  bolts.  Short 
sections  of  cinder  ballast. 

Feeder  wires  are  00  and  0000;  trolley  wire  00. 

The  company  owns  no  power  house;  power  is  bought  from  the  Peekskill 
Lighting  and  Railroad  Company. 

At  present  3  miles  of  this  railroad  is  operated ;  cars  are  run  500  ft.  on  the 
track  of  the  Peekskill  Lighting  and  Railroad  Company  in  the  village  of  Pe^s- 
kill;  they  are  operated  from  the  postoflQce  to  Gregor  brook.  Between  these 
points  there  are  two  turnouts.  Cars  are  run  on  a  40-minute  headway  from 
6:25  a.  m.  to  11  p.  m.  Only  one  car  is  required  in  regular  operation.  Trans- 
fers are  given  to  and  from  the  cars  of  this  company  and  those  of  the  Peekskill 
Lighting  and  Railroad  Company. 

The  track  between  the  postoffice  and  Gregor  brook  over  which  cars  are  at 
present  operated  is  in  good  condition.  The  car  in  operation  is  in  good  condi- 
tion and  on  the  date  of  the  inspection  it  was  clean  and  comfortable.  On  the 
section  of  the  road  which  is  not  at  present  operated  and  on  the  private  right 
of  way  there  is  a  grade  descending  toward  Peekskill  of  11%  per  cent,  for  600 
ft.  with  reverse  curves  at  the  foot  of  the  grade. 

As  at  present  operated  there  are  no  dangerous  conditions  on  this  part  of 
the  line.  Cars  should  not  be  operated  in  regular  service  over  that  portion 
of  this  railroad  which  is  not  at  present  in  use,  until  it  and  the  cars  to  be 
used  on  it  have  been  inspected  by  a  representative  of  this  Commission. 

Respectfully  yours, 

C.  R.  Barnes, 
Electric  Railroad  Inspector, 


BOCHESTEB   AND    EASTERN   RAPID   RAIUtOAD. 

J.  S.  Kennedy,  Secretary, 

Public  Service  Commission,  Second  District: 

Dear  Sir:  June  6,  1908, 1  made  a  supplementary  inspection  of  the  Rochester 
A  Eastern  Rapid  railroad  and  submit: 

Since  the  last  inspection  1677  new  ties  have  been  put  in  the  track.  Work 
was  in  progress  replacing  all  of  the  special  work  on  switches  and  at  the  grade 
crossings  of  the  New  York  Central  tracks  in  the  village  of  Canandaigua.  The 
company  has  secured  a  new  gravel  bank  located  at  Crossmans  pond,  ten  miles 
east  of  Cobbs  hill.  On  the  line  there  are  5  track  sections  with  30  men  em- 
ployed. No  work  of  ballasting  the  track  was  in  progress  on  the  date  of  the 
kist  inspection. 

The  Ontario  Light  and  Traction  Company  railroad  is  operated  under  the 
same  management,  and  the  company  on  this  date  was  using  its  work  train 
and  gang  on  the  latter  railroad.  When  the  work  of  ballasting  is  completed  on 
that  road,  it  is  the  intention  to  commence  ballasting  and  surfacing  the  track 
on  this  one.  The  track  at  present  is  in  fair  condition  and  safe  for  the  char- 
acter of  operation  over  it.    Since  the  date  of  the  last  in/^pection  6  new  pas- 
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senger  shelter  stations  have  been  erected  at  highway  crossings  and  one  is 
in  course  of  erection  at  present.  \\  hen  completed  tiiere  will  be  17  shelter 
stations  in  addition  to  7  passenger  stations  with  ticket  offices  on  the  line  of 
this  road.  In  the  city  of  Rochester  the  company  has  established  a  large  and 
commodious  passenger  station  properly  heated  and  lighted  and  equipped  with 
toilets. 

Respectfully  yours, 

€.   R.  Babnes, 

Electrio  Railroad  Inspector. 


BOCUESTEB    AND    SODUS    BAT   BAILBOAO. 

J.  S.  Kennedy,  Secretary, 

Public  Service  Commission,  Second  District: 

Dkar  Sib:  June  5,  1908,  I  made  a  supplementary  inspection  of  the  Rochester 
&  Sodus  Bay  railroad  in  reference  to  compliance  by  that  company  with 
recommendations  made  in  a  recent  report  on  an  inspection  of  that  road  and 
submit: 

Since  the  date  of  the  last  inspection  the  company  has  put  in  4995  ties.  A 
large  portion  of  the  track  has  been  surfaced  and  aligned.  A  considerable 
amount  of  ballasting  has  been  done.  At  present  the  company  is  operating  a 
work  train  and  about  40  men  are  employed  in  the  gravel  pits  and  ballasting 
the  track.  The  company  has  three  section  gangs.  The  first  section  extenas 
from  East  Main  street  in  Rochester  to  Webster,  12  miles,  and  3  miles  of 
second  track.  On  this  section  there  are  6  switches;  17  men  and  foreman  are 
employed.  The  second  section  extends  from  Webster  to  Williamson,  12  miles. 
On  this  section  there  are  11  switches;  6  men  and  foreman  are  employed.  The 
third  section  extends  from  Williamson  to  Sodus  Point,  12  miles;  6  men  and 
foreman  are  employed.  The  condition  of  track  and  roadbed  has  been  ma- 
terially improved  since  the  last  inspection  and  on  the  date  of  the  supple- 
mentary inspection  the  work  on  the  track  improvement  was  still  in  progress. 

In  addition  to  the  recommendations  contained  in  the  inspection  report 
mentioned,  the  following  recommendation  is  made: 

Recommendation:  That  the  motor  car  No.  910  used  on  the  work  train  be 
equipped  with  air  brake. 

Respectfully  yours, 

C.  R.  Babnes, 
Electrio  Railroad  Inspector, 


BOCHESTEB,    GHABLOTTE   AND    MANITOU    BAILBOAD. 

Public  Service  Commission,  Second  District: 

Gentlemen:  On  April  13th  I  made  a  supplementary  inspection  of  the 
Rochester,  Charlotte  &  Manitou  railroad,  and  on  that  date  found  that  this 
railroad  had  been  washed  out  at  diff'erent  places  along  Lake  Ontario,  and  that 
operation  on  it  had  been  abandoned. 

From  Charlotte  to  what  is  known  as  switch  No.  2  the  track  was  in  fair 
condition.  Between  switches  Nos.  2  and  3,  a  distance  of  about  one  mile  along 
the  lake  front,  about  400  feet  west  of  switch  No.  2,  the  track  is  located  on  a 
fill  of  about  4  ft.  above  water,  and  the  roadbed  was  washed  out  under  both 
rails  for  180  feet.  At  another  point  between  these  switches,  330  ft.  of  track 
was  washed  out  about  half  way  under  both  rails,  the  other  half  under  the 
lake  rail ;  at  Holden  farm,  440  ft.  of  track  on  the  bluflf  along  the  lake  front 
with  a  maximum  of  16  ft.  above  the  water,  about  one-half  undermined  under 
both  rails;  180  ft.  west  of  the  latter,  200  ft.  of  bank  undermined  under  lake 
rail  on  a  12  ft.  bank;  at  Rigney*s  Bluff,  120  ft.  of  track  washed  out  to  the 
center.  From  this  point,  the  track  is  located  on  a  cut  with  a  sliding  clay 
bank  on  the  south  side  and  about  20  ft.  above  the  water.  The  track  must  be 
moved  back  from  the  lake,  cutting  into  the  bank  on  the  south  side  about 
15  ft. ;  Rigney's  Bluff,  270  ft.  of  bank  washed  so  that  it  is  in  dangerous  con- 
dition.   Between  switches  Nos.  3  and  4  at  Buck  pond,  60  ft.  of  track  washed 
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out  under  both  rails,  track  2  ft.  above  water;  60  ft.  west  of  the  latter  point, 
150  ft.  of  track  washed  out  under  both  rails.  Along  Buck  pond  for  800  ft., 
the  track  is  washed  out  on  the  pond  side  in  a  number  of  places. 

From  switches  No.  4  to  No.  6  there  should  be  10  per  cent,  new  ties  added. 

Between  switches  Nos.  5  and  6  the  track  is  constructed  on  a  narrow  strip 
of  land  between  Cranberry  pond  and  the  lake.  This  track  is  washed  out  under 
the  pond  rail  in  a  number  of  places  for  about  half  a  mile  and  for  300  ft.  the 
track  is  covered  with  sand  4  to  5  in.  deep.  On  the  west  end  of  this  strip,  90 
ft.  of  roadbed  ie  entirely  washed  out.  West  of  Spring  Water  hotel,  100  ft. 
of  track  was  washed  out  under  each  rail.  West  of  this  point  the  track  is 
covered  with  sand  6  to  8  in.  deep  for  600  ft.  On  the  east  approach  to  Brad- 
dock's  Bay  trestle,  150  ft.  of  roadbed  wa»  washed  away.  The  trestle  itself  was 
practically  destroyed. 

Respectfully  submitted, 

C.  R.  Babnes, 
Electric  Railroad  Inspector, 


BOCHESTEB,    SYRACUSE    AND    EASTERN    BAIUtOAD. 

Public  Service  Commisaiony  Second  District: 

Gentlemen:  August  10th,  11th,  and  12th  I  made  an  inspection  of  the 
Rochester,  Syracuse  &  Eastern  railroad. 

This  railroad,  which  is  double  track,  extends  from  the  Culver  road  in  the 
city  of  Rochester  to  Main  street  in  the  village  of  Port  Byron,  a  distance  of 
57.32  miles,  of  which  51.61  miles  are  on  private  right  of  way  and  5.71  miles 
on  streets  and  highways.  The  maximum  grade  on  the  line  is  on  the  approach 
to  a  structure,  which  is  4  per  cent.  The  line  is  located  in  the  city  of  Roch- 
ester, the  villages  of  Brighton,  East  "Rochester,  and  Fairport  in  Monroe  county, 
the  villages  of  Macedon,  Palmyra,  Newark,  Lyons,  Clyde,  and  Savannah  in 
Wayne  county,  and  the  village  of  Port  Byron  in  Cayuga  county.  The  private 
right  of  way,  which  is  fenced  with  a  woven  wire  fence  on  cedar  poets,  varies  in 
width  with  a  minimum  of  70  ft.  In  the  village  of  Fairport  west  of  Main  street 
there  are  480  ft.  of  single  track. 

The  track  is  constructed  on  the  private  right  of  way  of  70-lb.  T-rail,  and  in 
villnge  streets  of  90-lb.  T-rail,  with  continuous  rail  joints,  southern  pine  tics 
spaced  2  ft.  centers,  gravel  ballast  6  in.  under  ties  outside  of  Tillage  streets, 
and  crushed  stone  ballast  in  villages. 

The  tracks  of  this  railroad  cross  the  Auburn  branch  of  the  New  York  Central 
&  Hudson  River  railroad  above  grade  in  the  village  of  Brighton,  now  part  of 
the  city  of  Rochester;  the  West  Shore  railroad  under  grti^e  about  one  mile 
west  of  the  village  of  Fairport;  the  DeLand  siding  of  the  West  Shore  rail- 
road at  grade  in  the  village  of  Fairport;  the  Northern  Central  railway  under 
grade  in  the  village  of  Newark;  the  West  Shore  railroad  and  main  line  New 
York  Central  A  Hudson  River  railroad  above  grade  at  "Blue  Cut,"  about 
three  miles  west  of  Lyons;  the  main  line  of  the  New  York  Central  A  Hudson 
River  railroad  above  grade  and  the  West  Shore  railroad  above  grade,  both 
crossings  in  the  village  of  Savannah. 

There  are  23  bridges,  numbered  from  Rochester,  as  follows: 

No.  1.  Over  Auburn  branch  of  New  York  Central  A  Hudson  River  railroad, 
Brighton:  main  span  100  ft.  through  plate  girder,  with  23  ft.  clearance  above 
rails,  supported  by  steel  bents  resting  on  concrete  pedestals.  Easterly  ap- 
proach 380  ft.  long;  westerly  approach  380  ft.  long;  the  approaches  consist  of 
30  ft.  deck  plate  girders,  supported  by  steel  bents  restinjr  on  concrete  pedestals, 
with  concrete  abutment  supports  at  either  end.  Alignment  2  degrees  6 
minutes  curve;  maximum  grade  on  approaches  4  per  cent. 

No.  e.  Irondequoit  creek'at  eastern  line  of  the  village  of  East  Rochester:  65 
ft.  deck  plate  girder,  supported  by  concrete  abutments,  with  30  ft.  clearance 
above  stream;  alignment  tangent. 

No.  3.  Thomas  creek,  about  one-half  mile  east  of  East  Rochester:  60  ft. 
through  plate  girder,  supported  by  concrete  abutments,  with  16  ft.  clearance 
above  stream;  alignment  4  degrees  30  piinuteB  curve. 
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No.  4.  West  Shore  railroad,  one  mile  west  of  the  village  of  Fairport:  under- 
ci-ossing  32  ft.  clean  span,  20  ft.  clearance  above  rails;  alignment  R.,  S.  &  E. 
R.  R.  10  degrees  curve;  West  Shore  R.  R.  tangent. 

No.  5.  Crossing  of  Erie  canal  about  one-half  mile  east  of  Fairport:  292  ft. 
pin  connected  tlirough  truss,  supported  by  concrete  abutments,  with  15^^  ft. 
clearance  above  water  level  of  canal;  alignment  tangent;  grade  2  per  cent. 

No.  6.  Ganargua  creek,  about  one  mile  west  of  Palmyra:  105  ft.  half  through 
riveted  truss,  supported  by  concrete  abutments,  with  12  ft.  clearance  above 
water;  alignment  tangent. 

No.  7.  Vienna  street,  about  one-half  mile  east  of  Palmyra:  overhead  high- 
way bridge,  half  through  riveted  truss;  one  span  75  ft.,  one  span  46  ft., 
supported  by  concrete  abutments,  with  intermediate  supports  of  stocl  columns, 
with  concrete  pedestals;  clearance  above  rail,  20  ft.;  alignment  tanget. 

No.  8.  George  E.  Smith's  farm  lane,  about  two  and  one-half  miles  east  of 
Palmyra:  overhead  highway  bridge;  steel  beams  29  ft.  and  23  ft.  long,  sup- 
ported by  steel  bents,  resting  on  concrete  pedestals,  with  concrete  abutments 
at  either  end;  clearance  above  rail,  21  ft.;  alignment  of  railroad  4  degree 
curve. 

No.  9.  Northern  Central  railway  in  village  of  Newark:  through  plate 
girders,  supported  by  stone  abutments,  spanning  Union  street. 

No.  10.  Trout  run,  one-half  mile  ea«t  of  Newark:  30  ft.  deck  plate  girders, 
supported  by  concrete  abutments;  clearance  above  water,  4  ft.;  alignment 
tangent. 

No.  11.  West  Shore  railroad  and  New  York  Central  A  Hudson  River 
railroad  at  "Blue  Cut,"  about  three  miles  west  of  Lyons:  248  ft.  pin  con- 
nected through  span,  supported  by  concrete  pier  and  concrete  abutment,  with 
clearance  of  23  ft.  above  rails;  394  ft.  trestle  approach  on  the  north,  con- 
sisting of  64  ft.  deck  plate  girder  and  11  30  ft.  dock  plate  girder  spans, 
supported  by  steel  bents,  with  concrete  pedestals;  concrete  pier  at  south 
end  and  concrete  abutment  at  north  end ;  maximum  grade  on  approach,  3  per 
cent.;  alignment  tangent. 

No.  12.  Trout  run,  about  one  mile  west  of  Lyons:  30  ft.  deck  plate  girders, 
supported  by  concrete  abutments;  clearance  above  water,  4  ft.;  alignment 
tangent. 

No.  13.  Trout  run,  about  one-half  mile  west  of  Lyons:  34  ft.  deck  plate 
girders,  supported  by  concrete  abutments;  clearance  above  water,  5  ft.;  align- 
ment 2  degrees  curve. 

No.  14.  Ganargua  creek  and  Erie  canal  in  the  village  of  Lyons:  184  ft. 
and  158  ft.  pin  connected  through  trusses,  supported  by  concrete  abutment 
and  piers,  with  15*^  feet  clearance  above  water  in  canal  and  30  ft.  above 
water  in  Ganargua  creek;  56  ft.  deck  plate  girder  span,  supported  by  con- 
crete pier  and  steel  bent  on  concrete  pedestals ;  viaduct  approach  600  ft.,  con- 
sisting of  30  ft.  deck  plate  girders,  supported  by  steel  bents  on  concrete 
pedestals,  concrete  piers,  and  concrete  abutment;  maximum  grade  on  ap- 
proach, 4  per  cent.;  grade  on  truss  spans,  1  per  cent.;  alignment  tangent. 

No.  16.  Black  creek,  about  three  miles  west  of  Savannah:  28  ft.  steel 
I-beam8,  supported  by  concrete  abutments;   alignment  tangent. 

No.  16.  Grand  avenue,  Savannah:  overhead  highway  bridge;  steel  beams  28 
ft.  and  22  ft.  long,  supported  by  steel  bents  on  concrete  pedestals  and  concrete 
abutments;  alignment  of  railroad  1  degree  30  minutes  curve;  clearance  abov** 
rails,  17  ft. 

No.  17.  New  York  Central  A  Hudson  River  railroad  in  the  village  of 
Savannah:  186  ft.  pin  connected  through  truss,  with  clearance  of  23  ft.  above 
rails,  supported  by  concrete  abutments;  alignment  tangent;  grade  level. 

No.  18.  West  Shore  railroad  in  the  village  of  Savannah:  225  ft.  pin  con- 
nected through  truss,  with  clearance  of  23  ft.  above  rails,  supported  by 
concrete  abutments;  alignment  tangent;  grade  level. 

No.  19.  Seneca  river,  about  three  mile?  east  of  Savannah:  consists  of  28 
spans  of  54  ft.  each;  deck  plate  girders,  supported  by  concrete  piers  and 
abutments,  with  8  ft.  clearance  above  water;  alignment  tangent;  grade 
leyel. 
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No.  20.  Denman  highway,  about  three  miles  east  of  Savannah:  overhead 
highway  bridge,  steel  beams  30  ft.  and  23  ft.  long,  supported  by  steel  benta 
on  concrete  pedestals  and  concrete  abutments;  alignment  of  railroad,  tan- 
gent;  17  ft.  clearance  above  rails. 

No.  21.  Beards  ley  highway,  about  3^  miles  east  of  Savannah:  overhead 
highway  bridge,  28  ft.,  22  ft.,  and  20  ft.  beams,  supported  by  steel  bents 
on  concrete  j^estals  and  concrete  abutments;  alignment  of  railroad,  tan- 
gent;  17  ft.  clearance  above  rails. 

No.  22.  Erie  canal,  about  two  miles  west  of  Port  Byron:  128  ft.  through 
truss  span,  eupported  by  concrete  abutment,  with  12  ft.  clearance  above 
water;  alignment  tangent;  grade  1.6  per  cent. 

No.  23.  Owasoo  outlet  in  the  village  of  Port  Byron:  86  ft.  half  through 
riveted  truss,  supported  by  concrete  abutments,  with  5  ft.  clearance  above 
water;  alignment  2  degrees  30  minutes  curve;  grade  level. 

There  are  23  arch  culverts,  numbered  from  Rochester,  as  follows: 

No.  1.  Aliens  creek,  about  two  miles  east  of  Brighton,  two  spans  15  ft. 
clear  span,  flat  top,  reinforced  concrete. 

No.  2.  Branch  of  Ganargua  creek,  about  2 3^  miles  east  of  Macedon,  10  ft. 
clear  sTian,  flat  top,  reinforced  concrete. 

No.  3.  Brook  on  Susie  Sutton's  land,  about  one-half  mile  east  of  Palmyra, 
6  ft.  reinforced  arch. 

No.  4.  Brook  on  Seneca  Short's  land,  about  one  mile  east  of  Port  Gibson, 
6  ft.  reinforced  arch. 

No.  5.  Brook  on  John  Merson's  land,  about  1%  miles  east  of  Port  Gibson, 
8  ft.  reinforced  arch. 

No.  6.  Military  run,  about  one-quarter  mile  west  of  Newark,  10  ft.  rein- 
forced arch. 

No.  7.  Trout  run,  about  1%  miles  east  of  Newark,  10  ft.  clear  span,  flat 
top,  reinforced  concrete. 

No.  8.  Highway  crossing  about  two  miles  east  of  Newark,  20  ft.  clear  span, 
flat  top,  reinforced  concrete. 

No.  0.  Highway  crossing  about  2%  miles  east  of  Newark,  16  ft.  clear  span, 
flat  top.  reinforced  concrete. 

No.  10.  Brook  on  John  L.  Cole's  land,  about  one-half  mile  east  of  Lyons, 
10  ft.  clear  span,  flat  top,  reinforced  concrete. 

No.  11.  Highway  crossing,  about  one  mile  east  of  Lyons,  16  ft.  clear  span, 
flat  top,  reinforced  concrete. 

No.  12.  Cattle  pass  on  Elias  Richmond's  land,  about  1*4  miles  east  of 
Lyons,  12  ft.  clear  span,  flat  top,  reinforced  concrete. 

'No.  13.  Highway  crossing,  about  P/^  miles  east  of  Lyons,  12  ft.  clear 
span,  flat  top,  reinforced  concrete. 

No.  14.  Ditch  on  Henry  Lendt's  land  at  Lock  Berlin,  10  ft:  clear  span,  flat 
top,  reinforced  concrete. 

No.  15.  Creek  on  W  H  Bockoven's  land,  about  one  mile  east  of  Ijock 
Berlin,  16  ft.  clear  span,  flat  top,  reinforced  concrete. 

No.  16.  Melvin  brook,  about  V/2  miles  west  of  Clyde,  16  ft.  clear  span,  flat 
top,  reinforced  concrete. 

No.  17.  Brook  on  Peter  Baggerly's  land,  about  one  mile  east  of  Clyde,  8  ft. 
flat  top,   reinforced  concrete. 

No.  18.  Cattle  pass  on  M.  W.  Mead's  land,  about  l^i  miles  east  of  Clyde, 
12  ft.  clear  span,  reinforced  concrete. 

No.  10.  Highway  crossing,  about  four  miles  east  of  Clyde,  16  ft.  clear 
si^nn.  flat  top,  reinforced  concrete. 

No.  20.  Black  crook,  about  1^^  miles  west  of  Savannah,  25  ft.  clear  span, 
flat  top,  reinforced  concrete. 

No.  21.  Cattle  pass  on  Gaylord  Wood's  land,  about  one-half  mile  east  of 
Savannah,  10  ft.  clear  span,  flat  top,  reinforced  concrete. 

No.  22.  Cattle  pass  on  R.  E.  Hough  taring's  land,  about  1^^  miles  west  of 
Port  Byron.  12  ft.  clear  span,  flat  top,  reinforced  concrete. 

No.  23.  Canal  feeder  in  the  village  of  Port  Byron,  10  ft.  clear  span,  flat 
top,  reinforced  concrete. 
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The  line  is  divided  into  ten  sections,  and  maintained,  as  follows:  1.  Roch- 
ester to  Irondequoit  creek,  6  miles,  8  men;  2.  Irondequoit  creek  to  Egypt, 
5.6  miles,  S  men;  3.  Egypt  to  east  end  of  Macedon,  5.8  miles,  8  men; 
4.  Macedon  to  Smith's  bridge,  6  miles,  8  men;  6.  Smith's  bridge  to  Newark 
(Union  St.),  6  miles,  8  men;  6.  Newark  to  east  end  of  Lyons,  6.6  miles,  9 
men;  7.  Lyons  to  Clyde,  8  miles,  20  men;  8.  Clyde  to  Savannah  sub-station, 
4.6  miles,  11  men;  9.  Savannah  sub-station  to  Seneca  river,  4.6  miles,  22 
men;  10.  Seneca  river  to  Port  Byron,  4.5  miles,  20  men.  Two  extra  gangs 
of  26  and  18  men  respectively  are  employed  ditching  between  Clyde  and  Port 
Byron.  Flagmen  are  employed  at  the  "  Sink  Hole  "  about  three  miles  east  of 
Clyde,  on  account  of  present  track  conditions.  The  company  owns  and  uses 
gravel  pits  at  the  following  points:  Coon  pit,  about  5  miles  west  of 
Macedon;  Bird  pit,  about  1  mile  west  of  Macedon;  Brulee  pit,  about  %  mile 
east  of  Palmyra;  Horton  pit,  about  1%  miles  east  of  Clyde;  Mesner  pit,  about 
1%  miles  west  of  Savannah;  Dolley  pit,  about  4  miles  west  of  Port  Byron. 

The  company  owns  available  for  operation  14  passenger  cars,  of  which  3 
are  46  ft.  long  and  11  63  ft.  6  in.  All  of  the  long  cars  are  equipped  with 
toilets,  two  have  baggage  compartments,  all  are  center  aisle  cross-seat,  and 
all  are  equipped  for  double  end  operation.  The  3  45  ft.  care  are  equipped 
with  4  90  hp.  motors.  The  larger  cars  are  equipped  with  4  125  hp.  motors. 
All  are  equipped  with  electric  heaters,  air  and  hand  brakes,  and  sand  blowers ; 
wheels  are  steel,  37-in.  diameter,  3^-in.  rim,  3-in.  tread,  %-in.  flange.  In 
addition  to  the  above,  the  company  owns  1  Russell  plow,  1  rotary  plow,  2 
express  cars,  1  flat  car  equipped  for  line  work. 

The  company's  car  barn,  which  is  a  frame  building  located  at  Newark,  is 
equipped  with  3  pits  with  storage  for  20  cars.  In  the  car  barn  there  is  a 
shop  in  which  cars  are  repaired;  this  is  equipped  with  lathes,  drill,  shaper, 
forge,  and  bench  tools.  Fifteen  men  are  employed  in  the  car  barn;  of  these 
9  work  on  car  repairs  and  6  on  inspection  and  cleaning.  Every  car  in  service 
receives  a  general  inspection  every  night;  every  fifth  day  each  car  is  held  in 
the  shop  and  thoroughly  inspected.  Cars  are  cleaned  every  night  and  swept 
and  windows  cleaned;  they  are  washed  outside  once  in  two  weeks;  disin- 
fectants are  used  in  cleaning. 

The  through  cars  of  this  company  are  operated  over  the  tracks  of  the 
Rochester  City  railway  from  the  common  center  to  Culver  road,  a  distance 
of  2.6  miles,  and  limited  cars  only  over  the  Auburn  &  Northern  Electric 
railroad  and  the  Auburn  &  SjTacuse  Electric  railroad  from  Port  Byron  to 
Genesee  and  North  streets,  Auburn,  a  distance  of  8.2  miles.  Length  of 
through  route  from  Rochester  to  Auburn,  68.5  miles.  The  running  time 
of  limited  trains  is  2  hours  30  minutes.  Local  cars  are  operated  between 
Culver  road  and  Fairport.  Twelve  cars  are  required  on  regular  scheduled 
operation.  On  Saturdays  and  Sundays  a  30-minute  schedule  is  run  between 
Lyons  and  Rochester;  when  this  is  done,  all  of  the  company's  cars  are  in  use. 
Ticket  offices  and  station  agents  are  maintained  at  Culver  Road,  East  Roch- 
ester, Fairport,  Macedon,  Palmyra,  Port  Gibson,  Newark,  Lyons,  Clyde, 
Savannah,  and  Port  Byron.  There  are  44  flag  stops  maintained  at  the 
principal  highway  crossings.  Thirty  of  these  stops  are  provided  with  shelters 
and  14  with  landing  platforms;  these  shelters  are  octagonal  in  form  and  10 
ft.  inside,  and  are  lighted  and  heated  with  electricity  and  provided  wifh 
signals  for  use  of  passengers  in  flagging  cars.  Connection  is  made  about 
1%  miles  east  of  Newark  with  the  tracks  of  the  West  Shore  railroad. 

Construction  work  was  started  between  Lyons  and  Rochester  in  August, 
1904,  and  line  completed  and  operation  started  as  follows:  Newark  to  Mace- 
don, July  2,  1906;  Newark  to  Egypt,  August  6,  1906;  Lyons  to  Fairport, 
August  18,  1906;  Lyons  to  Despatch,  September  1,  1906;  Lyons  to  Brighton, 
September  8,  1906;  Lyons  to  Culver  Road,  September  14,  1906.  Construction 
work  was  started  between  Lyons  and  Port  Byron  in  May,  1906,  and  line 
completed  and  operation  started  as  follows:  Rochester  to  Clyde,  September  1, 
1907;  Rochester  to  Savannah,  June  27,  1908;  Rochester  to  Port  Byron,  July 
23,  1908. 

The  power  house  is  located  along  the  New  York  Central  track  about  three- 
foxirths  of  a  mile  east  of  the  village  of  Lyons  and  is  a  brick  building  220  by 
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125  ft.  The  equipment  consists  of  2  1500  kw.  Westinghouse-Parsons  turbo- 
generators, running  condensing,  the  steam  for  the  turbines  being  supplied 
by  6  Heine  safety  water  tube  boilers  rated  at  350  hp.  each,  each  boiler  being 
equipped  with  a  Heine  superheater.  The  plant  is  equipped  with  the  usual 
number  of  pumps,  condensing  apparatus,  etc.,  and  also  feed  water  heaters 
and  a  fuel  economizer.  The  station  also  contains  2  400  kw.  rotary  con- 
verters which  supply  direct  current  to  the  section  of  road  in  the  vicinity  of 
Lyons.  Tlie  current  is  generated  at  3300  volts,  ^-phase,  and  is  transformed 
to  33,000  volts,  3-phase,  for  supplying  the  transmission  line.  The  coal  for  the 
power  house  is  delivered  on  a  trestle  connecting  with  the  New  York  Central 
tracks  immediately  in  the  rear  of  the  power  house,  and  about  75  per  cent, 
of  the  coal  is  dumped  through  this  trestle  to  storage  bins,  the  balance  being 
shoveled  from  cars  into  the  chutes  leading  into  the  unoccupied  part  of 
the  boiler  room;  the  coal  is  then  wheeled  from  storage  to  space  in  front  of 
the  boilers.  At  the  present  time  only  one-half  of  the  power  house  building, 
both -engine  room  and  boiler  room,  is  occupied  by  apparatus. 

Rotary  converter  sub-stations  are  located  at  East  Rochester,  Macedbn, 
Savannah,  Port  Gibson,  and  Port  Byron.  The  equipment  of  the  East  Roch- 
ester and  Port  Byron  sub-stations  consists  of  2  500  kw.  rotary  converters  and 
4  200  kw.,  33,000  to  390  volt  transformers.  The  equipment  at  each  of  the 
Macedon,  Port  Gibson,  and  Savannah  sub-stations  consists  of  2  400  kw.  rotary 
converters  and  4  150  kw.  33,000  to  390  volt  transformers  and  the  necessary 
switchboards  and  apparatus.  The  dimensions  of  these  sub-station  buildings, 
which  are  all  alike,  is  approximately  58  by  70  ft.,  all  being  built  of  brick, 
with  concrete  floors,  and  overhead  cranes  for  handling  the  apparatus. 

The  transmission  line  at  present  extends  from  East  Rochester  to  Port 
Byron  and  is  approximately  55  miles  long;  it  follows  the  track  at  nearly  all 
points  east  and  west  from  the  power  house,  with  the  exception  that  it  passes 
around  and  outside  of  the  corporation  limits  of  the  villages  of  Newark, 
Palmyra,  Macedon,  and  Fairport,  at  which  points  it  is  located  on  private 
right  of  way  approximately  20  to  30  ft.  wide.  The  line  is  in  duplicate,  there 
being  2  3-phase  circuits  entirely  separated  from  each  other  on  separate  lines 
of  polos  at  all  points,  the  transmission  wire  being  No.  2  hard  drawn  copper. 
Tlie  transmission  voltage  is  33,000  volts.  In  the  village  of  Lyons  the  trans- 
mission line  leaves  the  power  house  and  for  a  distance  of  approximately  one- 
half  mile  follows  the  line  of  Shuler  street  through  the  village  to  the  company's 
right  of  way  west  of  the  village. 

The  track,  roadbed,  and  structures  on  this  railroad  are  first  class.  The 
structures  are  all  of  sufficient  strength  with  a  large  factor  of  safety  for  the 
loads  wliich  pass  over  them.  The  company  employs  a  sufficient  track  force 
properly  to  maintain  the  track  and  roadbed.  The  cars  are  all  new  and  are 
properly  maintained.  Agents  are  maintained  in  all  of  the  large  villages  on 
the  line;  and  at  all  of  the  important  flag  stations  neat  and  comfortable 
shelter  stations  are  provided,  which  are  lighted  and  in  most  cases  heated. 
The  company  has  a  sufficient  and  reliable  power  supply. 

There  are  no  conditions  existing  on.  this  railroad,  nor  are  there  any  defects 
in  the  metliods  of  operation  on  it,  wiliich  require  action  on  the  part  of  this 
Commission,  except  that  the  suggestion  is  made  that  all  through  cars  operated  • 
should  be  equipped  with  toilets. 

Respectfully  submitted, 

C.  R.  Barnes, 
Electric  Railroad  hispecior. 


SYRACUSE,  LAKE  SHORE  AND  NORTHERN  RAILROAD. 

Public  Siervice  Commission,  Second  District: 

Gentlemen:  Supplementing  previous  inspection  reports  on  the  Syracuse, 
Lake  Shore  &  Northern  railroad,  I  submit: 

This  company  has  completed  the  construction  of  its  line  between  Long 
Branch  and  Baldwinsville  on  private  right  of  way;  operation  on  the  new 
portion  commenced  January  25,  1908.     This  construction  eliminates  the  use 
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of  the  Stiles  bridge,  which  in  a  previous  inspection  report  woe  considered 
as  not  in  first-^lass  condition. 

The  company  has  not  complied  with  the  recommendation  that  a  double 
track  structure  be  placed  over  the  freight  tracks  of  the  New  York  Central 
&  Hudson  River  railroad  and  the  double  track  continued  at  this  point. 

Respectfully  submitted, 

C.  R.  Barnes, 
Electric  Railroad  Inspector. 


TABBYTOWN,  WHITE  PLAINS  AND   MAMABONECK  BAILROAD. 
WESTCHESTEB   ELECTBIC   BAILBOAD. 
WB8T0HESTEB  TBACTION   BAILBOAD. 

Public  Service  Commission,  Second  District: 

Gentlemen:  Partial  inspection  has  been  made  of  the  Tarry  town,  White 
Plains  &  Mamaroneck  railroad,  Westchester  Electric  railroad,  and  the  West- 
chester Traction  railroad. 

On  account  of  the  material  betterments  being  made  on  these  roads  at  the 
time  of  the  inspection,  reports  on  them  have  not  been  made,  pending  supple- 
mentary inspections  which  will  be  made  in  the  near  future. 

Respectfully  submitted, 

C.  R.  Babnes, 
Electric  Railroad  Inspector. 


WAI.LKILL  TBANSIT  BAILBOAD. 

J.  S.  Kj:nnedt,  Secretary, 

Public  Service  Commission,  Second  District: 

Deab  Sib:  June  20,  1908, 1  made  a  supplementary  inspection  of  the  Wallkill 
Transit  Company's  system  in  reference  to  recommendations  contained  in  an 
inspection  report  on  that  railroad  and  submit: 

On  this  date  no  additions  have  been  made  to  car  barn  as  suggested;  no 
change  has  been  made  in  the  feeder  wires  on  the  private  right  of  way;  the 
company  has  not  installed  a  telephone  system;  it  has  no  running  schedule; 
there  is  no  dispatching  system  in  use;  no  signals  are  carried  on  cars  when 
they  are  run  in  sections;  no  highway  crossine-signs  have  been  put  up;  the 
company  has,  however,  placed  clusters  of  lights  at  four  of  the  important 
highway  crossings.  All  of  these  improvements  were  recommended  in  the 
inspection  report;  and  these  recommendations  should  be  complied  with.  A 
detailed  report  on  the  condition  of  cars  based  on  a  special  inspection  of  them 
recently  made  has  been  submitted.  About  400  new  ties  have  been  put  in  the 
tracks'.  Weber  joints  have  been  put  in  the  track  on  all  curves,  and  about 
75  rail  braces  added.  Considerable  work  has  been  done  clearing  right  of 
way.  The  company  has  had  the  State  Hospital  bridge  examined  by  a  bridge 
expert  and  informed  roe  that  a  copy  of  his  report  will  be  sent  to  the  Com- 
mission. A  city  light  has  been  placed  at  the  highway  crossing  at  Ryerson's 
bridge,  as  suggested.  About  two  miles  of  fencing  has  been  done,  with 
wire  on  hand  to  complete  the  other  portions,  and  this,  I  am  informed,  will  be 
done  in  the  near  future. 

Safety  of  operation  on  the  railroad  requires  that  the  above  mentioned 
recommendations  contained  in  the  inspection  report  should  be  complied  with. 

Respectfully  yours, 

C.  R.  Babnes, 
Electric  Railroad  Inspector. 
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TO?rirfJW  BATLtO%D. 

fn-**  ^ik'.  (>n  S^i/Wf^^r  2*.  U*'/^.  I  rria^e  a  *uppVni*-ntarT  in«pectioii  of 
tf»*r  Y(»TiV*^rn  TtiV.TtfTid^  and  •uSmlt; 

Jiilr  1><,  Iff'/H,  tni^  '^omt/anT  o'M-n'd  a  n**w  lir.A  of  traf^c,  cam  on  wfaieh  are 
*r\,4^TuU'f\  from  tfi*r  Ifpftt  fri  Main  utr*-**!  in  the  r:*.y  of  \V»nkpr«  to  the  Sawmill 
riv^T  r'/**'l.  a  rj'*tsn'"^  of  thre^  mi!*-*.  Thf'*4»  rar«  nin  f r<' m  the  foot  of  Main 
•UtH'i  in  tf***  t'\yy  of  YonVcrn  throu^/h  NVw  >^ain  ftr«^t.  X**pperhan  avenue, 
Kirn  nirt'H,  Walnnt  atre^t,  ffawmi!!  riv**r  road  to  the  terminus,  where  tbej 
*»/#nriwt  with  the  car*  on  t*e  TtK^jiyi^^e  lin^.  Tr.<^<p  rarn  are  operated  on  a 
IT/  mi  nut."  h^a'Iway,  Tran*f**r«  are  (riven  to  the  Mount  VArnon  and  Tnekahoe 
linen,  outV/iind,  and  all  I'mt-n  in  tf»*'  city  of  Yonker^,  inbound.  All  of  the 
carii  njn'ThU'il  on  ih'tn  line  ar**  #**|iijpppd  with  air  brakes  and  «and  boxes. 

On  \U'l/'iin  avrTMie  for  a  «li**anf'**  of  aVnit  l^W  ft.,  the  company  has  moved 
ih*'  irttfUn  irhtn  the  %\i\i»  to  th<*  renter  of  the  road;  along  this  distance  the 
ov#Th<'f»d  *ttrij/'tijre  ha<i  bw-n  rMjuilt  with  new  poles  and  span  wires.  A  new 
«ldln«  320  ft.  lonK  han  In-i-n  con»*trucf*-<l  at  the  terminal  of  the  King's  Bridgo 
aiihway  tm  Urofidwfiy  at  24Znd  •tff'^t.  A  new  Mdinjr  has  bean  put  in  on  the 
M/»iint  Vernon  line,  known  a«  Vab-ntine's  Ilill  ^witeh.  A  new  meeting;  switch 
)\tin  been  put  in  on  the  TTaftinjT'^  line  on  Warburton  avenue  at  Ashbnrton 
avenue;  (m  thin  line  on  the  via<lijet,  for  a  distance  of  fiOO  ft.,  the  track  has 
)>een  ree/)n«trncted  with  00  lb,  pirder  rail  laid  in  concrete.  New  special  work 
hfiN  been  put  In  at  the  comer  of  McT>ean  avenue  and  Webster  avenue.  A  new 
cwrsr  ha«  been  put  in  on  the  Tuokahoe  line  at  the  corner  of  Lake  and  Xep- 
f>erhan  aveniiew.  On  the  Kim  street  line,  new  special  work  has  been  put  in  at 
the  cr>rner  of  Kim  ^ir(*oi  and  Xepperhan  avenue,  Yonkers  avenue  and  Walnut 
•trecf.,  nni\  Walnut  alrr-rf-t  and  Hnwmill  river  road.  During  the  past  summer 
niiiHon  the  company  him  miiintnincd  a  track  force  of  10  men.  In  addition  to  the 
re^rnlnr  forre,  a  larye  amount  of  repair  work  has  been  done  by  contract. 

On  the  date  of  tlie  inHpection,  8  of  the  old  oars  had  been  equipped  with  air 
brakes  and  the  Ifl  new  one«  which  have  been  received  are  also  equipped  with 
air  brnken,  making  a  total  of  23  cars  equipped  with  air  brakes  out  of  58 
rf»qulre<l  In  regular  winter  operation.  The  company  has  ordered  two  snow 
•woepem  which  It  is  expected  will  bo  received  for  this  winter's  operation. 

Respectfully  submitted, 

C.  R  Babihes, 
Electric  Railroad  Inspector, 
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ADIRONDACK    AND   ST.    LAWRENCE    RAILROAD. 

Inspected  November  3,  1008.     Last  previous  inspection  July  24,  1907. 
To  the  Public  Service  Commission,  Second  District: 

Gentlemen:  I  have  macje  an  inspection  of  the  Adirondack  &  St.  Lawrence 
railroad,  and  respectfully  submit  the  following  report: 

The  Adirondack  &  St.  Lawrence  railroad  connects  with  the  Rome,  Water- 
town  &  Ogdensburg  division  of  the  New  York  Central  &  Hudson  River  rail- 
road at  I^Kalb  Junction  and  extends  to  Hermon,  a  distance  of  3.60  miles, 
single  track,  and  has  1.50  miles  of  sidings  and  yard  tracks.  The  general 
alignment  of  the  road  is  fair,  and  most  curves  are  light;  there  is,  however, 
at  Stellaville  a  curve  of  12  degrees.  The  grades  are  steep  and  very  much 
broken;  the  maximum  is  237  feet  per  mile,  for  about  a-quarter  of  a  mile, 
near  Stellaville.  The  cuts  and  embankments  are  of  fair  width  and  proper 
slopes.    The  ditches  are  in  good  condition. 

There  is  but  1  iron  bridge:  a  lattice  girder  deck  about  54  ft.  in  length 
resting  on  double  timber  bents;  at  each  end  of  the  bridge  there  are  3  spans 
of  timber  trestle  of  hemlock;  the  brid^  is  in  good  condition;  the  timber  of 
the  bents  and  also  of  the  trestle  at  either  end  of  the  bridge  is  sound;  the 
ties  used  are  of  less  than  standard  dimensions,  being  6x6  in.,  but  they  are 
sufficient  for  the  class  of  motive  power  and  rolling  stock  used  and  are  in 
sound  condition.  Inside  guard  rails  are  maintained.  There  is  a  framed  bent 
trestle  near  Stellaville  consisting  of  9  spans,  of  hemlock  timber,  in  sound 
condition,  with  proper  ties  and  guard  timbers;  no  inside  guard  rail.  There 
is  1  cattle  pass,  with  dry  masonry  and  timber  etringers:  the  masonry  is 
in  very  poor  condition  and  should  be  rebuilt  promptly;  the  stringers,  ties, 
and  guard  timbers  are  of  standard  dimensions  and  are  sound.  There  is  one 
open  culvert  of  15-ft.  span,  constructed  entirely  of  timber:  the  timber  abut- 
ments are  in  good  condition;  stringers,  ties,  and  guard  timbers  of  standard 
dimensions;  but  an  additional  stringer  should  be  put  in  on  account  of  the 
long  span.  There  are  no  arch  culverts.  The  box  culverts  and  iron-pipe 
drains  are  in  proper  condition. 

The  cross- ties  are  about  70  per  cent,  cedar,  20  per  cent,  hemlock,  and  10 
per  cent,  spruce.  The  standard  dimensions  are  6x8  in.  8  ft.  in  length,  and 
they  are  laid  at  the  rate  of  2992  to  the  mile  of  track.  They  are  in  good 
condition,  fairly  well  spaced  and  full  spiked.  The  track  is  laid  with  60-lb. 
steel  rail,  connected  by  angle  plates  24  in.  in  length  with  4  bolts.  The  rail  is 
in  fair  condition  for  the  light  traffic  and  moderate  speed  maintained.  All  the 
connections  are  full  bolted  and  bolts  tight. 

The  main-track  switches  are  split  point  and  have  rigid  stands  with  proper 
targets.  Night  trains  are  not  operated.  The  frogs  are  rigid  and  in  good 
condition.  Some  places  were  noted  where  derailing  switches  should  be  put 
in  on  account  of  cars  being  left  standing  where  the  grade  descends  toward 
the  main  track. 

The  track  is  fairly  well  ballasted  with  stone  screenings  from  the  mine 
located  at  Stellaville.  The  alignment  and  surfacing  are  very  good  and  the 
outer  rail  on  curves  properly  elevated  for  the  speed  at  which  the  trains  run. 
The  track  is  maintained  by  a  force  consisting  of  a  foreman  and  from  4  to  10 
laborers,  the  variation  being  on  account  of  more  or  less  extra  work  being 
required  at  and  about  the  mines.  The  track  is  patrolled  daily  by  some 
member  of  the  section  force. 

The  right  of  way  is  clear  and  clean  and  fenced  with  wire,  which  is  in  good 
condition.  The  highway  grade  crossings,  of  which  there  are  three,  are 
properly  graded,  planking  in  good  condition,  and  protected  by  signs  of  the 
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J.  D.  Shtxtz, 
Htenm  Koilroad  Inspector. 


BATH    A?rr*    IfAMMO^fiSPOKT    BAILBOAD- 

hi%y>^'*/"\  Hf-p^j'ih^M^  22,  IJ^O**-  I>a.*t  f/revi^u?  in*rrfi<'tioii  ^^•t'^rT.ber  3.  li****!. 
To  th^  public;  fierrire  C'ommU*u/n,  H*'fond  Di^trir^t : 

iif.Titi.¥MV.n '.  I  hn-Vf.  m2uU:  an  in^jpf^Uon  of  the  Bi'.h  k  Haramonl^port 
f»ilrom/l,  and   r#r#ifi^rt fully  »tjbrnit  tr»^  followinj?  r**fKjrt: 

7h#5  iJath  Ic  Ham mon 'I kfXirt  TAihfrHi]  in  a  fcin:.'l*--Tar V.  e-ta^^.^iard-eauw  road 
*^ti0'nfiiti^  from  a  onri<^'nion  with  trt<»  K/^-b**«»**'r  d-vi^j  -n  of  t'^;p  Eri*»  railroa.! 
at  iJatJi  t//  Hammofi'i»4fK;rt  on  Lake  Keuka,  a  di<^lance  of  9.33  mile«,  with 
aU/ut  on«  mi)*!  r/f  nidinj.'*  and  yard  iVAckn.  Tiifl  («*Ti*?ral  aliirnment  of  tbo 
foa/J  i«  fair,  and  tii«»  fevr  fiirv**^  are  li^'St.  TTie  irrade*  are  Btp*»p  and  regular, 
a  icnerally  d*'«wendint(  j^ade  Upwards  Hammon  '^;.4^irt  \v'*h  a  maximum  of 
ir»id  ft.  jM^r  rriile.  'J  he  r^m^lway  i«*  wpII  jrrad^d.  cut*  and  embankments  of 
fair  width,  and  the  drainage  s>Ht'*m  p'/od.  TJiere  are  one  or  two  places 
w}ntrti  there  are  nytrmfsn  in  the  roadU'd,  which  would  be  greatly  improved  by 
a^irrie  methr/d  of  underdraininjf. 

The  im\y  bridj^e  in  one  of  3  upan^  of  aixmt  15  ft.  each,  with  two  15-iii.  I- 
iHrama  under  ea/di  rail.  The  abutmenta  anfi  pier^  are  low  and  are  in  fair 
ronditlon.     'Hie  tlen  and  ^jard  timber»  are  in   po<^>d  condition. 

There  are  22  of>en  culvertu  or  cattle  pa-(H*M.  One  has  two  15-in.  I-beams 
uw\f,r  ea/'h  rail,  with  rubble  ma«onry  abutments  in  fair  condition;  9  have 
wtHidesn  utrin^TJi  with  rubl>le  masonry  abutments;  7  have  wooden  stringers 
with  timber  abutments;  5  have  iron  rails  with  either  rubble  masonry  or 
tlml»er  abuiments.  The  rubble  masonry  is  constructed  of  small  stone,  gen- 
urally  in  fair  condition.  The  second  and  fourth  openin^rs  from  Hammonds- 
TH»rt  have  masonry  which  will  require  attention,  probably  next  season.  The 
lies  and  gtiard  timbers  are  in  j<ood  condition.  The  guard  timbers  on  many 
of  the  structures  are  not  notched  to  receive  the  ties  and  therefore  do  not 
afford  as  much  protection  as  they  should.  There  are  no  arch  culverts,  and 
the  1k»x  and  pipe  culverts  are  apparently  in  good  condition. 

'i'hc  crosn-tles  are  nearly  all  white  oak,  6x8  in.  8  ft.  in  length,  and  are 
laid  at  the  rate  of  2640  to  the  mile  of  track.  They  are  well  spaced,  full 
spli<e<l,  and  In  fair  condition;  some  renewals  needed. 

'J'ho  track  In  laid  with  60-lb.  rail,  connected  by  angle  plates  24  in.  in 
len|(th  with  4  bolts.  The  rail  is  in  fair  condition,  the  connections  full  bolted, 
and  no  loose  bolts  were  observed. 

Main-track  iwltches  are  split  point,  and  have  rigid  stands  with  proper 
targets.     Main-track  frogs  are  spring  rail;  no  derailing  switches  required. 

The  track  Is  ballnsfed  with  gravel  and  cinders  in  medium  quantity.  The 
alignment  and  surfacing  are  good,  with  the  proper  elevation  being  given  to 
tlio  outer  rail  on  curves.  Tlie  section  force  consists  of  one  foreman  and 
four  laborers. 
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One  freight  track  of  the  Rochester  division  of  the  Erie  railroad  crosses  at 
grade  near  the  terminal  at  Bath.  The  crossing  is  unprotected,  but  as  a 
switch  must  be  thrown  in  the  adjoining  Erie  track  to  use  this  crossing,  and 
as  all  trains  move  very  slowly  at  this  point,  there  is  little  if  any  danger. 

The  right  of  way  is  free  from  trees  and  brush  and  ie  well  fenced  with  wire, 
in  fair  repair.     Mile-posts  are  not  maintained. 

The  highway  crossings  are  well  graded  and  properly  planked;  they  are 
protected  by  signs  of  the  banner  form,  which  in  most  cases  are  in  need  of 
re-painting.  The  cattle  guards  are  wooden  slats,  in  good  condition  except  at 
one  or  two  crossings  where  they  are  missing.  Whistle-posts  are  properly 
located. 

The  Erie  railroad  station  is  used,  at  Bath.  At  Hammondsport  there  is  a 
frame,  combination  station,  with  offices  of  the  company  in  second  story. 
There  is  also  a  small  frame  station  at  Rheims.  The  buildings  are  in  fair 
repair  and  properly  furnished. 

About  1500  cross-ties  have  been  put  in  track  since  last  inspection. 

Recommendation:  That  renewals  be  made  to  cross-ties  where  necessary, 
and  that  the  highway  crossing-signs  be  re-painted. 

Respectfully  submitted, 

E.  F.  Van  Hoesen, 
Steam  Railroad  Inspector, 


BOSTON   AND   MAINE  BAILBOAD. 

Inspected  December  1  and  2,  1908.     Last  previous  inspection  July  17  and 
18,  1909. 
To  the  Public  Service  Commission,  Second  District: 

Gentlemen:  I  have  made  an  inspection  of  the  Boston  &  Maine  railroad, 
and  respectfully  submit  the  following  report: 

The  main  line  of  the  Fitohburg  division  of  the  Boston  &  Maine  Railroad  in 
New  York  state  extends  from  the  Vermont-State  line  to  a  conneeLion  with 
tiie  West  Shore  railroad  at  Rotterdam  Junction,  all  double  track  excepting 
for  about  %  mile  at  the  crossing  of  the  Mohawk  river  near  Rotterdam  Junc- 
tion; about  6.94  miles  of  the  second  main  track  between  Ck>ons  and  Crescent 
is  owned  by  The  Delaware  and  Hudson  Company  and  is  operated  jointly  as  a 
double-track  by  the  two  railroad  companies.  From  Johnsonville  east  the  main 
tracks  are  widely  separated  for  most  of  the  distance,  having  originally  been 
two  separate  railroads.  The  Troy  branch  is  a  double-track  roaS  extending 
from  Johnsonville  to  Hoosick  street,  Troy.  The  Saratoga  &  Schuylerville 
branch  extends  from  Mechanicville  to  Saratoga,  and  from  Schuyler  Junction 
to  Schuylerville,  all  single  track.  The  Bennington  branch  extends  from  a 
connection  with  the  main  line  at  Hoosick  Junction  to  the  Vermont-State  line. 

There  are  247.02  miles  of  track  in  this  State,  divided  as  follows:  Main  line: 
64.74  main  track,  48.53  second  main  track,  64.71  sidings  and  yard  tracks; 
Troy  branch:  15.55  main  track,  15.55  second  main  track,  10.39  sidings  and 
yard  tracks;  Saratoga  &  Schuylerville  branch:  25.82  main  track,  5.34  sidings 
and  yard  tracks;  Bennington  branch:  5.04  main  track,  1.35  sidings  and  yard 
tracks.  The  main  line  mileage  includes  1.05  trackage  rights  on  1).  &  H.  C>).'s 
railroad  for  both  main  and  second  tracks.  The  general  alignment  is  good,  and 
most  curves  are  light;  the  grades  are  generally  light  and  regular.  Tliere  is  a 
9  degree  curve  at  Hoosick  Falls  on  the  main  line;  one  of  3  degrees  at  Lansing- 
burgh  on  tlie  Troy  branch;  one  of  0  degrees  between  Saratoga  and  North- 
umberland on  the  Saratoga  &  Schuylerville  branch;  and  one  of  4  degrees  at 
North  Hoosick  on  tlie  Bennington  branch.  On  the  main  line  near  Usher  there 
is  a  maximum  grade  of  33.3  ft.  per  mile  for  3.41  miles;  at  Lansingburgh  on 
the  Troy  branch,  39.6  ft.  per  mile  for  6.64  miles;  at  Stillwater  on  the  Sara- 
toga &  Schuylerville  branch,  68.64  ft.  per  mile  for  2.7  miles;  and  one  mile 
west  of  White  Creek  station  on  the  Bennington  branch,  48.6  ft.  per  mile  for 
0.47  mile.  The  roadway  is  generally  well  graded;  cuts'  and  embankments 
of  full  width  and  drainage  system  good. 

All  bridges  in  the  roadway  of  the  main  line  are  of  steel  or  iron,  in  good 
condition,  and  properly  painted,  and  have  standard  floor  systems  well  flULixi- 
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tained  except  as  here  noted:  bridges  Nos.  275,  293,  296,  221,  and  233  should 
have  renewals  made  to  ties  and  guard  timbers.  The  steel  and  iron  bridges  on 
the  branch  line  are  in  good  condition  and  well  maintained.  On  the  Benning- 
ton branch  renewals  should  be  made  to  ties  and  guard  timbers  on  bridges 
Nos.  485,  487. 

On  the  Bennin^on  branch  there  is  a  wooden  Howe  truss  deck  bridge  of  2 
spans  which,  wliile  it  haa  been  in  use  for  a  long  time,  is  in  good  condition; 
the  trusses  have  been  reinforced  by  a  timber  arch  extending  across  the  two 
spans,  and  bridges  are  covered.  The  other  wooden  bridges  are  those  carrying 
highways  and  farm  crossings  over  the  roadway.  These  as  well  as  the  irou 
bridges  have  warnings  set  at  the  proj)er  distance  from  bridge  when  the 
clearance  is  less  than  the  standard  height  above  track. 

Tlje  only  timber  trestle  in  the  main  line  is  at  Johnsonville,  where  there 
is  a  7-Bpan  framed  bent  trestle,  is  good  condition.  On  the  Saratoga  &  Schuy- 
lerville  branch  there  are  10  pile  and  framed  bent  trestles,  2  of  them  of  2 
spans,  and  the  longest  782  ft.  in  length.  Some  repairs  should  be  made  to 
corbels  and  stringers  in  the  Saratoga  Lake  trestle,  and  some  renewals  made 
to  ties  and  guard  timbers  on  the  2-span  trestle  No.  545,  and  to  caps  on 
No.  539. 

All  open  culverts  and  cattle  passes  on  the  main  line  have  I-beam  or  built 
girder  stringers  and  masonry  abutments;  they  have  standard  ties  and  guard 
tinibors  and  are  well  maintained.  No.  227,  however,  should  have  masonry 
rebuilt  and  renewals  made  to  cross-ties.  There  are  no  open  culverts  or 
cattle  passes  on  the  Troy  or  Bennington  branches.  On  the  Saratoga  &  Schuy- 
lerville  branch  about  two-thirds  of  the  open  culverts  and  cattle  passes  have 
I-beam  or  plate  girder  stringers  and  masonry  abutments;  the  renuiinder, 
about  ten  in  number,  have  timber  stringers,  and  abutments  of  pile  or  framed 
bents  or  solid  timber.  The.  masonry  is  in  good  condition,  and  most  of  the 
timber  structures  are  well  maintained.  On  many  of  the  structures  the  ties 
and  guard  timbers  are  getting  old,  and  renewals  should  be  made  to  ties  and 
guard  timbers  on  No.  508,  and  to  ties  or  guard  timbers  on  the  1st,  3d,  6th, 
7th,  and  11th  oj)ening8  beyond;  and  on  Nos.  544  and  546- A.  Cattle  pass 
No.  518,  constructed  entirely  of  timber,  should  be  rebuilt;  No.  638  should 
have  renewals  made  to  timber  in  abutments;  the  cross-ties  on  No.  542  are  too 
short  to  permit  the  use  of  guard  timbers.  On  that  portion  of  the  line  be- 
tween Schuyler  Junction  and  Saratoga  Springs  new  ties  and  guard  timbers 
should  be  placed  on  Nos.  530  and  536,  and  guard  tim^bers  on  No.  532.  The 
arch,  box,  and  pipe  culverts  are  apj)arently  in  good  condition. 

The  cross- ties  in  the  main  and  branch  lines  are  about  75  per  cent,  chestnut, 
20  per  cent,  cedar  and  hard  pine,  and  5  per  cent,  oak;  the  standard  dimen- 
sions are  6x6  in.  (and  up),  8  ft.  in  length;  they  are  laid  at  the  rate  of 
2992  to  the  mile  of  track,  are  well  spaced,  full  spiked,  and  in  good  condition. 
About  118,000  cross-ties,  or  about  18  per  cent,  of  all  the  ties  in  the  track, 
have  been  renewed  since  last  inspection  (July,  1907). 

On  the  main  line  first  and  second  tracks,  90.40  miles  are  laid  with  85-lb. 
steel  rails,  7.10  miles  with  76-Ib.,  2  miles  with  72-lb.,  and  1.67  miles  with  a 
mixed  rail;  the  Troy  branch,  7.10  miles  with  76-lb.,  and  24  miles  with  75-lb.; 
the  Saratoga  &  Schuylerville  branch  main  track,  7.78  miles  with  76-lb.,  and 
18.04  miles  with  60-lb.;  on  the  Bennington  branch  main  track,  2.72  miles 
with  70-lb.,  2  miles  witli  72-lb.,  and  0.32  mile  with  60-lb.  The  joint  con- 
nections of  the  main  line  tracks  are  70.71  miles  of  24-in.  4-hole  Weber  joints, 
and  23.18  miles  of  24-in.  4-hole  continuous  joints,  the  balance  24-in.  4-hole 
angle  bars,  24-in.  4-hole  Fisher  joints,  and  24-in.  4-hole  Fish  plates;  the  Troy 
branch,  24  miles  of  24-in.  4-hole  Weber  joints,  and  7.10  miles  of  24-in.  4-hole 
Fisher  joints;  the  Saratoga  &  Schuylerville  branch,  7.86  miles  24-in.  4-hole 
Weber  joints,  and  17.96  miles  of  24-in.  4-hole  Fish  and  mixed  plates;  on 
the  Bennington  branch,  4  miles  of  24-in.  4-hole  continuous  joints,  and  balance 
24-in.  4-hole  Weber  and  angle  bars.  On  the  main  line  6.63  miles  of  86-lb. 
and  0.85  miles  of  75-lb.  rail  have  been  laid  since  last  inspection,  replacing 
0.46  miles  of  worn  85-lb.  and  7.02  miles  of  76-lb.  rail.  On  the  Troy  branch 
the  new  second  track  has  been  laid  with  75-lb.  rail.  The  rail  is  in  good  con- 
dition, all  connections  are  full  bolted,  and  few  loose  bolts  were  observed. 
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All  main-track  switches  are  split  point  and  have  automatic  stands,  with 
targets  well  painted.  Switch  and  semaphore  lights  show  red  for  danger  and 
white  for  safety.  All  main-track  frogs  except  a  few  on  the  Saratoga  & 
Schuylerville  and  Bennington  branches  are  spring  rail.  Derailing  switches 
are  in  all  sidings  where  their  use  appears  necessary. 

The  track  of  main  line,  Troy  and  Bennington  branches,  is  mainly  ballasted 
with  a  fair  quantity  of  gravel.  The  Saratoga  &  Schuylerville  branch  is 
ballasted  with  cinders  and  gravel  and  generally  light.  The  alignment  and 
surfacing  of  the  track  are  good  and  the  outer  rail  on  curves  properly  elevated. 
The  track  sections  on  main  line  average  about  3.6  miles  in  length,  and  the 
force  employed  on  each  consists  of  a  foreman  and  6  laborers;  on  Troy  branch, 
3.1  miles,  with  foreman  and  6  laborers;  on  Bennington  branch,  5  miles, 
with  forenwin  and  6  laborers;  and  on  Saratoga  &  Schuylerville  branch,  7% 
miles,  with  foreman  and  4  l&borers.  Each  gang  is  furnished  with  flags, 
lanterns,  fuses  and  torpedoes,  and  all  portions  of  the  road  are  patrolled  daily 
by  some  member  of  the  section  force.  An  inspector  of  bridges  is  employed, 
who  devotes  about  one-half  of  his  time  to  the  inspection  of  bridges  in  th« 
State  of  New  York. 

The  following  named  railroads  are  crossed  at  grade:  Three  tracks  of  The 
Delaware  and  Hudson  Company's  railroad  by  a  freight  yard  track  at  Mechanic- 
ville:  the  crossing  is  protected  by  an  interlocking  plant.  At  Petersburgh 
Junction,  one  track  of  the  Rutland  railroad  by  two  tracks  of  the  Boston  & 
Maine:  the  crossing  is  protected  by  an  interlocking  plant;  some  of  the  bolts 
in  the  crossing  frogs  are  broken  and  loose  and  should  be  repaired.  At  Hoosick 
Falls,  one  track  of  the  Bennington  &  Hoosick  Valley  railway  (electric)  is 
crossed  by  the  main  track  and  two  sidings:  the  sidings  have  **jump"  crose- 
ings;  there  is  trough  protection  over  the  trolley  wire,  but  no  derails  in  the 
electric  railroad  track;  a  flagman  is  stationed  at  this  crossing  (River  street) 
night  and  day,  and  gates  are  maintained. 

Interlocking  plants  are  maintained  at  the  following  points:  At  Petersburgh 
Junction,  governing  grade  crossing  of  main  line  and  the  Rutland  railroad; 
at  Hoosick  Junction,  governing  crossover  movements ;  at  Johnsonville,  govern- 
ing the  junction  of  the  Troy  branch  and  the  Greenwich  &  Johnsonville  rail- 
road with  tlie  main  line. 

The  following  plants  are  maintained  and  operated  by  The  Delaware  and 
Hudson  Company,  the  Boston  &  Maine  Railroad  paying  one-half  the  expense: 

At  Mechanicville  station,  governing  junction  of  mam  line  with  The  Dela- 
ware and  Hudson  Company^s  tracks;  at  west  end  Mechanicville  yard,  govern- 
ing junction  of  main  line  with  The  Delaware  and  Hudson  Company's  tracks; 
at  Crescent,  governing  junction  of  main  line  with  The  Delaware  and  Hudson 
Company's  tracks. 

The  following  plant  is  maintained  and  operated  by  The  New  York  Central 
and  Hudson  River  Railroad  Company,  the  Boston  and  Maine  Railroad  paying 
one-half  the  expense:  At  Rotterdam  Junction,  governing  junction  of  main 
line  and  the  New  York  Central  &  Hudson  River  railroad. 

The  right  of  way  is  clear  and  clean.  Fences  are  of  wire  and  are  generally 
in  good  condition;  2  miles  of  new  wire  fence  has  been  erected  on  the  main 
line  and  6.9  miles  on  the  Troy  branch  since  last  inspection.  Mile-posts  are 
maintained. 

The  highway  crossings  are  well  graded,  properly  planked,  and  are  protected 
by  signs  of  the  finger-board  design,  properly  placed  and  generally  well  painted. 
On  the  main  line,  4  crossings  are  protected  by  flagmen  and  11  by  flagmen 
and  gates;  on  the  Troy  branch,  3  are  protected  by  flagmen  and  3  by  electric 
bells:  all  other  crossings,  76  in  number,  are  protected  only  by  crossing-signs. 
Wooden-slat  cattle  guards  with  proper  guard-fences  are  maintained  at  the 
crossings,  except  where  the  track  is  maintained  by  The  Delaware  and  Hudson 
Company  and  operated  jointly  by  the  two  companies  between  Coons  and  Cres- 
cent and  where  guards  are  not  maintained. 

Whistle-posts  are  maintained  at  the  proper  distance  from  highway  crossings. 

The  movements  of  trains  are  governed  by  the  telegraphic  train-order  block 
system;  between  Johnsonville  and  Crescent  automatic  electric  two-hin^-^ 
signals  are  now  in  operation.     The  work  of  installing  them  on  the  remainder 
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of  the  road  is  now  going  on,  and  it  is  expected  that  within  a  year  all  the 
main  line  will  be  protected  by  automatic  signals. 

The  station  buildings  are  well  maintained  and  properly  furnished.  Plat- 
forms are  of  plank,  concrete,  or  gravel,  and  are  in  good  condition.  At  East 
Schaghticoke  repairs  should  be  made  to  the  roof,  and  to  floor  of  waiting 
room.  At  Hoosick  Junction  the  door  leading  to  ladies'  toilet  opens  inward, 
and  just  inside  of  door  is  a  downward  step  which  is  dangerous  and  should 
be  removed.  Schuylerville  station  was  being  overhauled  at  time  of  inspec- 
tion; the  building  had  been  raised,  new  foundations  were  being  built  and  a 
new  floor  being  laid. 

Bridge  492,  120-ft.  span,  has  been  replaced  by  a  concrete  and  stone  arch 
since  last  inspection;  bridges  493  and  495,  framed  trestle  structures  carrying 
highways  over  the  roadway,  have  been  replaced  by  timber  stringers  on  con- 
crete abutments;  on  the  Troy  branch,  bridges  494,  496,  and  497  have  had 
masonry  extended  and  repaired,  and  main  line  bridges  259,  261,  and  262  have 
had  repairs  made  to  masonry;  a  new  and  up-to-date  passenger  station  has 
been  built  at  Lansingburch ;  2  miles  of  new  wire  fence  on  main  line  and 
6.92  miles  on  Troy  branch  have  been  constructed;  a  number  of  sidings  on 
main  line  and  Troy  and  Saratoga  branches  have  been  extended  or  constructed: 
main  line,  length,  3.14  miles;  Troy  branch,  2.63  miles;  and  Saratoga  branch, 
0.59  mile.  The  second  track  on  Troy  branch  has  been  completed  and  been 
put  in  operation;  the  station  tracks  at  Johnsonville  rearranged  to  bring  all 
train  movements  under  the  control  of  the  interlocking  plant  which  was  erected 
in  connection  with  the  double  tracking  of  the  Troy  branch;  this  arrangement 
has  abolished  the  grade  crossing  of  the  Greenwich  &  Johnsonville  railroad 
with  the  eadtbound  main  track.  The  work  of  abolishing  the  highway  grade 
crossing  at  TarbelTs  crossing  just  north  of  Lansingburgh  has  been  commenced 
and  will  be  finished  probably  next  spring.  About  118,000  cross- ties  have  been 
renewed,  and  8.4  miles  of  track  laid  on  Troy  branch. 

Recommendations:  That  renewals  be  made  to  ties  and  guard  timbers  on 
bridges  221,  233,  275,  293,  and  296  on  main  line;  and  Nos.  485  and  487  on 
Bennington  branch;  that  repairs  be  made  to  timber  trestles  as  noted  in  this 
report;  that  the  masonry  to  cattle  pass  No.  227  be  rebuilt,  and  repairs  and 
renewals  be  made  to  open  culverts  and  cattle  passes  on  the  Saratoga  and 
Schuylerville  branch  as  noted  in  this  report;  and  that  repairs  be  made  to 
East  Schaghticoke  station. 

Respectfully  submitted, 

E.  F.  Van  Hoesen, 
Steam  Railroad  Inspector, 

BUFFALO  AND  SUSQUEHANNA  RAILWAY. 

Inspected  August   18   and  September  21,   1908.     Last   previous   inspection 
September  20  and  21,  1907. 
To  the  Public  Service  Commission,  Second  District: 

Gfntlemen:  1  have  made  an  inspection  of  the  Buffalo  &  Susquehanna 
railway,  and  respectfully  submit  the  following  report: 

The  Buffalo  and  Susquehanna  Railway  Company  operates  in  this  State  the 
following  lines:  The  Buffalo  &  Susquehanna  railway,  main  line,  single  track, 
from  a  connection  with  the  Lake  Shore  &  Michigan  Southern  railway  at 
Blaadell  to  Wellsville,  with  a  branch  track  from  Springville  Junction  on 
main  line  to  Springville;  tlie  Wellsville,  Coudersport  &  Pine  Creek  railroad, 
single  track,  from  a  connection  with  the  Buffalo  &  Susquehanna  railway  at 
Wellsville  to  the  Pennsylvania-State  line  at  Genesee;  the  Addison  &  Susque- 
hanna railroad,  single  track,  from  a  connection  with  the  Erie  railroad  at 
Addison  to  the  Pennsylvania-State  line  near  Nichols. 

The  Buffalo  &  Susquehanna  railway,  main  line,  has  83.40  miles  main  track, 
with  12.73  miles  sidings  and  yard  tracks,  supplemented  by  1.36  miles  on 
Springville  branch,  0.45  mile  on  iSouth  Buffalo  branch,  and  0.48  mile  on  Erie 
branch  at  Hamburg;  the  Wellsville,  Coudersport  &  Pine  Creek  railroad  10.11 
miles  main  track,  with  2.87  miles  sidings  and  yard  tracks;   the  Addison  & 
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Susquehanna  railroad  9.73  miles  main  track,  with  2.16  miles  sidings  and 
yard  tracks. 

The  general  alignment  of  the  Buffalo  &  Susquehanna  railway  is  good  from 
Buffalo  to  a  point  east  of  Arcade;  from  that  point  to  Wellsville  the  route  is 
fircuito.us.  The  curves  are  generally  light,  with  a  maximum  of  about  6 
degrees.  The  grades  are  generally  light  and  regular,  with  a  maximum  of 
about  69  ft.  per  mile  for  four-tenths  of  a  mile  near  Blasdell.  The  Wells- 
ville,  Ooudersport  &  Pine  Creek  railroad  is  quite  crooked,  with  light  grades. 
The  maximum  curve  is  12  degrees,  and  the  maximum  grade  20  ft.  per  mile. 
The  Addison  &  Susquehanna  railroad  is  very  crooked,  with  many  sharp 
curves ;  maximum  20  degrees,  near  Freeman.  The  grades  are  long  and  regular, 
with  a  maximum  of  63  ft.  per  mile. 

The  Buffalo  &  Susquehanna  railway,  which  is  a  comparatively  new  road,  is 
fairly  well  graded.  There  are  a  number  of  cuts  through  material  of  a  clay 
and  quicksand  nature,  where  slopes  are  sliding  and  material  has  filled  the 
ditches.  These  cuts  should  be  widened.  There  are  also  some  embankments 
made  of  the  same  class  of  material  which  need  additional  widening.  The 
ditches  generally  need  attention  and  should  be  cleaned  and  opened.  The 
Wellsville,  Coudersport  &  Pine  Creek  railroad  has  a  few  narrow  side  cuts 
that  need  widening.  The  embankments  are  of  fair  width,  and  ditches  in  fair 
condition.  The  Addison  &  Susquehanna  railroad  is  fairly  well  graded.  Some 
ditches  require  cleaning  and  opening. 

The  Buffalo  &  Susquehanna  railway's  steel  and  iron  bridges  are  new  and 
in  good  condition.  There  are  26  structures,  with  a  total  of  41  spans.  All 
have  good  concrete  masonry,  and  standard  ties  and  guard  timbers.  Inside 
guard  rails  are  maintained  on  some  of  the  structures.  On  2  of  the  structures, 
which  have  solid  floors,  the  rails  are  fastened  to  the  structure  by  iron  clips, 
and  at  the  time  of  inspection  many  of  these  were  loose  and  insecure;  some 
form  of  nut  lock,  or  a  different  style  of  clip,  should  be  used.  The  Pennsyl- 
vania railroad,  Buffalo  division,  crosses  overhead  at  a  point  near  Arcade, 
protected  by  warning  signal;  and  there  is  a  temporary  overhead  bridge  of 
steel  girders  on  bents  where  the  new  line  of  the  Erie  railroad  crosses,  near 
Belfast.  There  is  one  steel  viaduct,  about  800  ft.  in  length,  near  Caneadea; 
attention  was  called  to  guard  timber  not  being  securely  bolted,  otherwise 
structure  was  in  good  condition.  The  Wellsville,  Coudersport  &,  Pine  Creek 
railroad  has  2  iron  bridges  with  a  total  of  3  spans ;  thev  have  stone  masonry, 
standard  ties  and  guard  timbers,  and  are  in  good  condition.  The  Addison  & 
Susquehanna  railroad  has  2  iron  bridges  with  a  total  of  3  spans;  the  bridge 
across  the  Canisteo  river  at  Addison  had  chord  bars  bent  by  an  ice  freshet 
several  years  ago,  but  the  strength  of  the  structure  has  not  apparently  been 
impaired;  both  bridges  have  good  masonry,  standard  ties  and  guard  timbers, 
and  are  in  good  condition.  There  are  no  wooden  bridges  in  the  roadway  of 
any  of  the  lines.  There  are  4  iron  bridges  with  concrete  masonry,  and  2 
wooden  bridges,  at  the  overhead  highway  and  farm  crossings  on  the  Buffalo  & 
Susquehanna  railway.  The  Addison  &  Suj^quehanna  railroad  has  one  over- 
head crossing,  with  wooden  bridge. 

The  Buffalo  &  Susquehanna  railway  has  11  trestle  structures  in  the  road- 
way, 2  of  them  being  on  the  Springville  branch ;  most  of  them  have  pile  bents, 
a  few  have  framed  bents;  they  are  of  standard  construction  and  in  good 
repair.  There  is  1  long  trestle,  consisting  oricrinally  of  190  spans,  at  Blas- 
dell; a  portion  of  this  trestle  is  now  being  filled.  There  are  2  trestles  of 
14  spans  each,  4  of  8  spans  each,  and  4  of  4  spans  or  less.  The  Wellsville, 
Coudersport  &  Pine  Creek  railroad  has  8  trestles  with  pile  or  framed  bents, 
the  longest  consisting  of  6  spans;  they  are  generally  in  good  condition. 
Numbering  the  openings  from  Wellsville,  Nos.  1  and  5  should  have  stringers 
partly  renewed.  The  Addison  &  Susquehanna  railroad  has  1  trestle  of  7 
spans,  near  Addison;  it  is  of  framed  bents  on  pile  foundation;  it  is  of 
standard  construction  and  in  good  condition,  except  that  renewals  should  be 
made  in  a  few  caps  and  one  or  two  stringers. 

There  are  8  open  culverts  and  cattle  passes  on  the  Buffalo  &  Susquehanna 
railway;  4  of  them  have  concrete  abutments  and  I-beam  stringers;  4  have 
wood  stringers  and  pile-bent  abutments;  all  are  in  good  condition,  and  have 
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n/r^'*i'/ri^  1  ill  u>\\fA  utA  Wi\%  ^neraliy  tixrht.  Tr^e  Addiwn  4  StLsquehaiina 
ra»!r'ia/l  i*  Ia>d  w.li  *>•»-;»>,  «t>*I  rail,  cor.ne-ne>l  by  anirle  plates  26  in.  in 
l*'Tt'/*/ri  wi*'!  4  V/It^y  and  40  in.  in  len;r-h  with  6  bolts.  Xros  rail  is  very  much 
wo/fi,  4'A:*'/l;t,r/  *m  '";rv«r*,  an^l  mo^t  of  it  ahould  be  renewed-  All  main- 
tra/v  nwjt/.v^  are  n;/.it  p'/int  and  hare  automatic  stands  with  well  painted 
ivLTV^Xn.  S'Ait/n  ar.'l  w-rrap'^iore  iamff^  sh^iw  red  for  danger,  green  for  safety, 
and  y';I)ow  j«  nv^d  for  f-aution  signals.  Spring  rail  frogs  are  used  in  main 
tra/k.  iMraWiTi'/  KViiuhf-n  are  in  all  sidings  where  their  use  appears  neces- 
sary, and  nrf,  provi'J*-^!  with  targets. 

'J  he  i5ufraJo  k  S-j'^^uenanna  i^  ballasted  with  gravel;  additional  ballast  is 
n/'i'/j<'d  at  various  [K>in*^;  J5  miles  of  single  trai?k  have  been  ballasted  with 
grav*'!  sin^e  J;mt  \u^'^>*/'Ainn.  The  UVlUville,  Coudersport  k  Pine  Creek  rail- 
road h  Iij/!iMv  h;»jla-»t'-d  with  gravfl.  The  Addison  i  Susquehanna  railroad 
is  li;;hlly  ballaHtfd  with  gravel,  cin^ler^,  and  frhale.  and  needs  re-ballasting. 
Tl»e  ali;mmfnt  and  surfacing  of  the  Buffalo  k  Susquehanna  railway  is 
good;  of  t/Iie  VWIli-A'j]!*',  T'oudersport  &  Pine  Creek  railroad,  fair;  of  the 
Ad'liHon  k  Sijv|ijelianria  railroad,  poor  in  places,  due  to  lack  of  ballast,  poor 
;ajl,  and  ]><KtT  tics.  Ihp  average  length  of  track  sections  is  5  miles,  and  the 
forre  tm  t'!U'U  con«iii«tH  of  a  foreman  and  6  laborers;  each  gang  is  furnished 
with  Hat's  anrl  U)r]pf'>\(>t-n;  all  portions  of  the  track  are  patrolled  daily  by  some 
Tiii'ut\t*TH  (t{  tlie  *««<tion  force.  There  are  no  crossings  of  steam  or  electric 
railroarlH  at  gradr-, 

'l'\n'  rij/lit  of  way  is  cloan  and  free  from  trees  and  brush.  The  fences  are  of 
wir#  ;  thr?  HiifTalo  k  Sunqnehanna  railway  fences  are  new  and  good;  the 
V\  <'ll«<villn,  O^udcTHport  k  Pine  Creek  and  the  Addison  k  Susquehanna  rail- 
roads l(nvf  fciicf'H  in  fair  condition. 

Thft  lii^fiway  croH*ings  are  well  graded  and  planked,  and  are  protected  by 
signs  of  tlip  X  or  diamond  form,  well  painted  and  properly  located.  Atten- 
tion of  ma  In  ten  n  nee  ofllfiaU  was  called  to  one  crossing  where  two  roads  crossed 
and  whrr*'  Iho  one  sij^n  did  not  give  proper  protection.  A  second  sign  will  be 
provided.     W(Kiden-8lat  cattle  guards  and  wing-guard  fences  are  maintained 


Appendix  O:     Inspection  of  Steam  Railroads       TOT 

at  each  boundary  of  all  highways  crossed  at  grade.  Four  crossings  are  pro- 
tected by  electric  bells,  4  crossings  by  flagmen,  and  77  are  unprotected  except 
by  crossing-signs.     Whistle-posts  are  at  the  prescribed  distance  from  crossings. 

Train  movements  are  governed  by  telegraphic  train  order  system.  Sema- 
phore signals  are  erected  at  telegraph  stations. 

The  Buffalo  &  Susquehanna  railway  stations  are  all  of  wood;  they  are 
niod€>rn  and  apparently  meet  all  requirements.  The  station  at  Springville  is 
an  old,  frame  building,  which  was  built  many  years  ago  for  station  purposes 
for  the  narrow  gauge  railroad  then  operating  there;  the  intention  is  to  build 
a  new  station  at  this  point  in  the  near  future.  The  Wellsville,  Ck)uder8port 
&  Pine  Creek  railroad  has  one  station  building  in  this  State,  that  at  Wells- 
ville, which  is  a  brick  building  in  good  condition,  with  concrete  platforms. 
There  are  two  station  buildings  on  the  Addison  &  Susquehanna  railroad: 
one  at  Addison,  the  second  at  Freeman;  both  are  wooden  buildings,  in  fair 
repair.  All  stations  are  neat  and  clean.  Water  closets  with  modern  sanitary 
plumbing  have  been  put  in  stations  where  there  is  a  water  system;  outside 
closets,  in  good  condition  generally,  are  at  other  stations. 

At  Blasdell,  the  main  line  is  being  carried  over  Lake  avenue:  New  concrete 
abutments  have  been  built,  carrying  a  through  plate  girder,  and  the  em- 
bankment approaches  were  being  constructed  at  time  of  inspection.  Fifteen 
miles  of  single  track  have  been  ballasted  with  gravel  ballast;  10  miles  of  new 
fence  have  been  built. 

Recommendations:  That  the  ditches  be  cleaned  and  opened,  as  the  drain- 
age is  not  good  on  the  greater  portion  of  the  line;  that  repairs  and  renewals 
as  indicated  in  the  body  of  report  be  made  to  trestles,  culverts,  and  cattle 
passes;  that  renewals  be  made  to  cross-ties  on  the  Wellsville,  CoudersDort  & 
Pine  Creek  railroad  and  on  the  Addison  &  Susquehanna  railroad;  that  neces- 
sary renewals  be  made  of  rails  on  the  Addison  &  Susquehanna  railroad,  and 
additional  ballast  be  provided. 

Respectfully  submitted, 

E.  F.  Van  Hoesen, 
Steam  Railroad  Inspector, 


BUFi'ALO,   ATTICA   AND   ABCADE  RAILBOAD. 

Inspected  August  27,  1908.     Last  previous  inspection  September  17,  1907. 
To  the  Public  Service  Commission,  Second  District: 

Gentlemen:  I  have  made  an  inspection  of  the  Buffalo,  Attica  &  Arcade 
railroad,  and  respectfully  submit  the  following  report: 

The  Buffalo,  Attica  &  Arcade  railroad  extends  from  a  connection  with  the 
Erie  railroad  at  Attica  to  Arcade,  where  a  connection  is  made  with  the 
Buffalo  &  Susquehanna  railway,  a  distance  of  28  miles.  It  is  a  standard- 
gauge,  single-track  road,  and  has  2.25  miles  of  sidings  and  yard  tracks. 
The  general  alignment  is  good,  and  curves  are  light,  one  curve  of  9  degrees 
at  the  junction  with  the  Erie  railroad  at  Attica,  and  one  of  22  degrees  on  the 
wye  at  Arcade.  The  grades  are  long  and  broken,  with  a  maximum  of  75  ft. 
per  mile. 

The  cuts  on  some  portions  of  the  road,  particularly  near  Varysburg,  are 
through  a  quicksand  and  clay  formation,  and  the  slopes  slip  or  wash  down, 
filling  the  ditches  in  some  places.  The  embankments  also  settle  and  slip, 
and  at  several  points  it  is  necessary  to  fill  with  cinders  from  time  to  time 
as  the  embankment  settles.  At  Tonawanda  creek,  north  of  Varysburg,  where 
considerable  trouble  has  been  experienced  in  the  past  by  the  bank  sliding 
and  settling,  the  bank  is  now  in  fair  condition,  piling,  driven  at  the  bottom 
of  slope,  holding  the  slope.  At  points  where  this  class  of  material  is  not 
met  with,  the  cuts  and  embankments  are  of  fair  width.  It  is  a  very  difficult 
matter  to  keep  ditches  open  along  a  portion  of  the  line.  There  are  parts  of 
the  road,   however,  where  ditching  would  improve  the  roadbed. 

There  is  one  deck  plate  girder  bridge  about  35  ft.  in  length,  over  a  stream, 
which  has  abutments  of  concrete  in  good  shape.  The  bridge  is  in  good 
condition,  ties  fair.     Plank  ribbons  spiked  to  ties  are  used  as  guard  timbers, 
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and  they  should  be  replaced  by  guard  timbers  of  proper  size,  jMroperly  boxed 
on  ties.  At  Arcade,  masonry  is  constructed  for  a  2-span  bridge.  The  abut- 
ments are  built  of  stone  and  are  in  fair  condition.  The  center  pier  of 
concrete  is  on  pile  foundation.  The  water  in  the  stream  has  been  lowered 
by  the  breaking  away  of  a  small  dam,  and  at  the  present  time  the  base 
of  the  concrete  pier  is  about  six  inches  above  the  surface  of  the  water,  which 
is  flowing  beneath  it  and  around  the  piling.  The  concrete  has  a  bearing  on 
only  a  portion  of  the  piles,  quite  a  number  of  them  not  coming  in  contact 
with  the  concrete.  This  pier  should  be  rebuilt,  or  properly  underpinned, 
without  any  great  delay.  The  structure  at  this  point  is  a  mixture  of  I-beams, 
wooden  stringers,  timber  and  pile  bents:  the  north  span  is  filled  in  with 
timber  stringers,  two  12  x  12-in.  on  top  of  two  12  x  14-in.  under  each  rail, 
and  has  a  timber  bent  north  of  pier  and  a  pile  bent  north  of  that  to  carry 
these  stringers.  The  timber  bent  is  not  properly  crossbraced,  and  the  top 
leans  to  the  west.  The  south  span  carries  not  only  the  main  track  but 
also  a  wye  track.  The  switch  is  located  on  the  bridge  at  the  pier,  and  the 
frog  is  about  5  ft.  north  of  the  south  abutment.  There  are  two  20-in. 
I-beams  under  the  east  rail  of  main  track,  two  under  the  west  rail  of  wye 
track,  and  two  beams  between  them.  There  is  a  timber  bent  about  6  ft. 
north  of  south  abutment,  and  a  second  bent  8  ft.  north  of  that.  Two  of 
the  posts  in  first  bent  are  rotted  at  the  base,  and  the  cap  of  the  second 
bent  is  broken  and  the  batter-post  has  moved  toward  the  plumb- post.  The 
center  pier  is  parallel  with  the  direction  of  the  stream  and  askew  with  the 
line  of  abutments.  The  girders  imder  the  east  rail  of  main  track  have  a 
clear  span  of  30  ft.  between  the  bent  and  the  pier,  and  as  the  bent  is  in 
poor  condition  and  settles  when  load  comes  on  the  bridge,  the  clear  span  is 
increased  at  such  times.  The  cross-ties  are  poorly  spaced,  and  there  are 
no  guard  timbers.  Cars  with  the  heaviest  loads  are  accepted  by  this  road, 
and  the  bridge  in  its  present  condition  is  not  safe  for  these  heavy  loads. 
If  the  present  beams  and  wooden  stringers  are  to  be  maintained,  or  if  new 
24-in.  100-lb.  I-beams  are  to  be  substituted,  as  was  stated  to  your  inspector, 
there  should  be  new  pile  bents  put  in,  parallel  with  the  direction  of  the 
stream,  properly  braced  and  so  located  as  to  make  the  spans  of  safe  length. 
There  is  one  wooden  bridjje  in  the  roadway,  over  Tonawanda  creek,  just 
south  of  Attica.  It  is  a  1-span,  pony  truss  carried  on  pile-bent  abutments. 
This  bridge  is  getting  old,  and  should  be  removed  in  the  near  future.  There 
are  a  numt>er  of  timber  trestles  in  the  roadway:  one  of  10  spans,  on  the 
south  approach  to  the  wooden  bridge  over  Tonawanda  creek;  one  of  8  spans; 
one  of  4  spans,  and  9  of  3  spans.  There  is  also  a  trestle  where  concrete 
abutments  have  been  built  for  an  iron  bridge,  which  is  at  the  side  of  track, 
but  which  has  not  been  erected  as  it  was  considered  too  light  for  the  heavy 
traffic  which  it  was  proposed  to  put  over  this  road.  These  trestles  are 
generally  in  good  condition.  The  attention  of  the  superintendent  of  the 
road  who  accompanied  your  inspector  was  called  to  one  trestle  where  stringers 
should  be  moved  and  timber  bent  straightened  in  order  to  give  proper  bearing 
for  the  stringers.  Few  if  any  of  these  trestles  have  a  proper  ^ard  timber, 
plank  spiked  to  top  of  ties  being  used.  No  inside  g^ard  rails  are  main- 
tained. There  are  4  temporary  trestles  where  track  has  been  washed  out 
and  which  are  now  being  refilled.  There  are  17  open  culverts  and  cattle 
passes,  and  40  open  culverts  which  act  as  cattle  guards.  Of  the  17  open 
culverts  and  cattle  passes,  all  but  2  are  carried  on  timber  bents  or  timber 
abutments.  A  number  of  these  structures  have  had  new  stringers  since  last 
inspection.  Attention  of*  superintendent  was  called  to  2  of  these  structures 
where  repairs  should  be  made.  Of  the  40  open-pit  cattle  guards,  all  of  these 
could  be  filled,  the  majority  of  them  without  a  box  or  pipe  for  drainage,  if 
proper  fences  were  erected  along  the  right  of  way.  All  of  these  open-pit 
guards  are  constructed  entirely  of  timber.  A  few  need  renewals  of  stringers 
and  timber  supports  if  they  are  to  remain.  Almost  all  of  the  open  culverts, 
cattle  passes,  and  open-pit  cattle  guards  are  without  proper  guard  timbers, 
a  plank  ribbon  being  spiked  to  top  of  ties  in  almost  all  cases.  There  are 
no  arch  culverts.  The  stone  box  culverts  have  failed  at  various  points,  where 
the  foundation  was  either  poor  or  poor  materials  were  used.     Repairs  are 
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being  made,  and  iron  or  vitrified  tile  pipes  have  been  substituted  at  Tarioui 
places. 

The  cross-ties  are  6x8  in.,  8  ft.  6  in.  in  length,  laid  at  the  rate  oi  2640 
to  the  mile  of  track,  and  are  of  oak,  cedar,  and  other  native  woods.  Tber9 
are  a  great  many  poor  ties,  and  about  20  per  cent,  of  all  ties  in  track  should 
be  replaced. 

A  little  more  than  a  mile  near  Attica,  and  a  little  less  than  a  mile  near 
Varysburg,  or  about  two  miles  in  all  of  main  track  are  laid  witii  66-lb.  rail 
and  the  balanoe  of  line  with  60-lb.  steel  rail.  The  56- lb.  rails  are  eonnected 
by  angle  plates  21  in.  in  length,  and  the  60-lb.  by  22  and  24  in.  ang^e  plates 
with  4  bolts.  The  rail  is  old  and  worn,  and  quite  an  amount  should  be 
renewed.  The  greater  parts  of  the  bolts  are  loose;  some  bolts  are  missing, 
and  a  few  angle  plates  are  cracked. 

The  switches  in  main  track  are  split  point,  considerably  worn;  most  of 
the  switch  stands  rigid,  a  few  automatic;  targets  are  in  fair  condition.  No 
switch  lamps  are  used,  as  no  night  trains  are  run.  Frogs  are  generally 
rigid,  with  a  few  spring  rail  frogs;  derailing  switches  in  sidings  wb^re  their 
use  is  necessary. 

There  is  very  little  gravel  ballast,  some  cinder  ballast;  and  for  a  great 
portion  of  the  way  no  ballast  except  the  original  sub-grade  material.  Grass 
and  weeds  are  growing  between  the  cross-ties  for  the  greater  portion  of  the 
way.  Ballast  is  greatly  needed.  The  alignment  of  the  track  is  very  irregular 
and  the  surfacing  poor,  but  with  the  poor  ties,  rail,  and  lack  of  ballast,  it 
might  be  possible  to  put  it  in  good  line  and  surface,  but  almost  impossible 
to  keep  it  in  that  condition.  There  should  be  tie  renewals,  rail  renewals, 
and  ballast,  and  sufficient  force  to  put  road  in  good  condition.  The  track 
sections  are  3  in  number,  and  are  about  9  miles  in  length.  The  southern 
section  has  foreman  and  4  laborers;  the  middle  section,  foreman  and  10 
laborers;  and  northern  section,  foreman  and  6  laborers.  Each  section  gang 
is  furnished  with  flags  and  lanterns  for  protecting  its  work,  and  all  portions 
of  the  line  are  patrolled  daily. 

The  right  of  way  has  a  large  amount  of  small  brush,  grass,  and  weeds 
growing  upon  it,  with  quite  a  number  of  trees  growing  upon  what  is  probably 
the  right  of  way  of  this  company.  There  are  few  fences  erected  along  the 
right  of  way,  and  as  this  railroad  runs  through  a  grazing  country,  there  is 
nothing  at  such  points  to  prevent  cattle  from  roaming  over  the  track  and 
right  of  way.  As  noted  under  "open  culverts  and  cattle  passes,"  there  are 
40  open-pit  cattle  guards  maintained  in  the  roadway  at  points  where  the 
railroad  crosses  farm  boundary  lines,  and  which  are  put  there  to  prevent 
eattle  from  straying  from  one  farm  to  another.  These  opeurpit  cattle  guards 
are  not  necessary  if  the  proper  right  of  way  fences  were  erected,  and  there 
would  be  much  less  danger  in  the  operation  of  the  road  if  the  cattle  were 
kept  off  the  track  and  right  of  way  and  these  unnecessary  openings  in  track 
closed.     There  are  no  mile-posts  maintained. 

The  highway  crossings  are  properly  graded,  with  planking  in  good  con- 
dition, and  are  protected  by  the  X  form  of  sign.  There  are  open-pit  cattle 
guards  at  a  number  of  the  crossings.    There  are  no  whistle-posts  maintained. 

The  movements  of  trains  are  governed  by  telegraphic  train  order  system. 

The  station  buildings  are  small,  but  apparently  of  sufficient  size  for  the 
business  they  are  required  to  handle.  They  have  been  recently  re-painted, 
and  are  clean  and  in  fair  repair. 

Two  trestles  have  been  filled  since  last  inspection;  piling  has  been  driven 
at  the  foot  of  a  sliding  bank  at  Tonawanda  creek  north  of  Varysburg,  and 
the  bank  which  was  formerly  troublesome  is  now  kept  in  place;  about  5000 
cross-ties  have  been  put  in  track  since  last  inspection. 

Recommendations:  That  embankments  be  widened  where  they  are  now  of 
insufficient  width,  and  that  ditches  be  opened  in  cuts;  that  repairs  be  made 
to  the  brid^  at  Arcade  before  winter  sets  in,  and  the  structure  be  put  in 
safe  condition;  that  repairs  be  made  to  the  open  culvert  north  of  Arcade, 
which  is  of  about  14-ft.  clear  span  with  a  poor  support  in  center,  badly 
shimmed  up;  without  this  support,  the  stringers  are  not  sufficient  to  carry 
the  load;  the  span  can    be  made  less,  and  stringers  and  ties  need  renewal; 
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that  extensive  renewals  of  cross-ties  be  made;  20  per  cent,  of  present  ties 
should  be  renewed;  that  the  badly  worn  and  battered  and  broken-end  rail 
be  renewed;  that  all  connections  be  full  bolted,  and  loose  bolts  tightened; 
that  sufficient  ballast  be  put  under  track  so  that  it  will  be  possible  to  put 
the  track  in  fair  alignment  and  surface  and  keep  it  so;  that  the  necessary 
repairs  be  made  to  trestles,  open  culverts  and  cattle  passes,  and  open-pit 
cattle  guards,  and  that  proper  guard  timbers,  notched  to  receive  ties  and 
bolted  to  them,  be  placed  on  these  structures;  that  proper  right  of  way 
fences  be  built;  and  that  the  small  trees,  brush,  and  weeds  on  the  right  of 
way  be  cut. 

Respectfully  submitted, 

E.*F.  Van  Hoesen, 
Inspector  Steam  Railroads, 


BUFFALO  CBEEK  BAILBOAD. 

Inspected  August  17,  1908.     Last  previous  inspection  April  23,  1907. 
To  the  Public  Service  Commission,  Second  District: 

Gentlemen:  I  have  made  an  inspection  of  the  Buffalo  Creek  railroad,  and 
respectfully  submit  the  folk*wing  report: 

The  Buffalo  Creek  railroad  is  a  standard-gauge  road  located  in  the  city 
of  Buffalo,  connecting  nearly  all  the  railroads  entering  Buffalo  with  the 
various  docks  and  industries  located  along  the  lake  front  on  the  south  side 
of  the  city.  The  main  line  extends  from  a  connection  with  the  New  York 
Central  &  Hudson  River  railroad  at  William  street  to  Peck  Slip;  the 
Prenatt  Street  branch  extends  from  the  main  line  near  Elk  street  to  the 
Standard  Oil  Company's  works;  the  Beach  branch,  from  a  connection  with 
the  main  line  at  Beach  Branch  Junction  and  extending  along  the  lake  front. 

Passenger  trains  of  the  Buffalo,  Rochester  &  Pittsburgh  railway  and 
the  Buffalo  &  Southwestern  branch  of  the  Erie  railroad  operate  over  about 
one  mile  of  the  main  line ;  the  balance  of  the  road  is  used  as  a  freight  line. 

The  main  line  has  4.08  miles  of  main  track,  4  miles  of  second  track,  and 
1.61  miles  of  third  track;  the  Prenatt  Street  branch  0.8  mile  main  track; 
the  Beach  branch  0.82  mile  main  track,  0.62  mile  second  track;  and  there 
are  12.65  miles  of  sidings  and  yard  tracks.  The  general  alignment  is  good; 
the  curves  are  light,  with  one  9-degree  curve  near  the  crossing  of  the  Siup 
canal.  The  grades  are  lisrht,  quite  a  portion  of  the  road  being  practically 
level.     The  roadway  is  well  graded  and  well  drained. 

A  drawbridjore  carries  the  track  across  the  Ship  canal,  on  the  Beach  branch 
near  its  junction  with  the  main  line.  This  bridge  is  interlocked  with  the 
signal  tower  near  the  end  of  the  bridge.  The  bridge  is  in  erood  repair,  fairly 
well  painted,  but  is  a  little  lisrht  for  the  present  traffic.  There  is  a  through 
truss  bridsre  of  2  spans,  double  track,  over  the  Buffalo  creek  or  river.  The 
pier  masonry  has  settled  and  cracked,  but  the  load  has  been  distributed  by 
rails  and  timber  so  that  there  has  been  no  further  settlement  for  some  time 
past.  This  bridge  is  also  a  little  light  for  the  present  traffic.  The  remaining 
bridges  are  in  good  condition.  There  is  one  short  piece  of  timber  trestle  on 
pile  foundation  consisting  of  4  spans,  all  in  fair  condition.  There  are  no 
arch  culverts.  The  box  culverts  and  pipe  drains  are  apparently  in  good 
condition. 

The  cross-ties,  practically  all  oak,  are  7x9  in.,  8  ft.  in  lenofth,  and  laid 
at  the  rate  of  2992  to  the  mile  of  track;  they  are  well  spaced,  full  spiked, 
and  in  generally  sound  condition. 

Of  main  track,  10..S8  miles  are  laid  with  80-lb.  rail  in  good  condition, 
and  1.55  mile*?  with  58-lb.  rail  which  is  considerablv  worn;  the  80-lb.  rails 
are  connected  by  ancrle  plates  30  in.  in  length  with  6  bolts,  and  the  58-lb.  rails 
by  angle  plates  2*  in.  in  len^^th  with  4  bolts:  the  connections  are  full  bolted 
and  bolts  generally  tight. 

The  main-track  switches  are  split  point  and  have  rigid  stands,  with  targets 
well  painted.    Almost  all  fross  are  rigid. 

The  track  is  generally  well  ballasted  with  cinders  and  gravel.     The  align- 
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ipisiit  and  Burfaciug  of  the  track  are  good,  with  the  outer  rail  of  curves 
properly  elevated  for  the  speed  at  which  trains  operate. 

Tlie  grade  crossings  of  railroads  are  as  follows: 

Lake  Shore  &,  Michigan  Southern  railway:  two  tracks  crossed  at  grade 
by  two  Buffalo  Creek  railroad  tracks,  and  protected  by  interlocking  signals 
with  derailing  switches  in  all  tracks. 

Buffalo  &  Southwestern  branch  of  the  Erie  railroad:  one  track  connects 
with  and  crosses  the  eastbound  main  track  of  the  Buffalo  Creek  railroad  in 
South  Buffalo;  the  crossing  is  protected  by  dwarf  signals  which  are  inter- 
locked; all  trains  are  required  to  come  to  a  full  stop  before  crossing. 

New  York,  Chicago  &  St.  Louis  railroad  one  track,  and  Pennsylvania 
tailroad  one  track,  side  by  side,  are  crossed  by  two  Buffalo  Creek  railroad 
tracks;  the  crossing  is  protected  by  a  tilting  board  signal,  and  all  trains 
tae  required  to  come  to  a  full  stop. 

Delaware,  Lackawanna  &  Western  railroad:  two  tracks  crossed  by  three 
Buffalo  Creek  railroad  tracks;  crossing  protected  by  disc  signals  on  a  tower. 
The  crossing  is  a  dangerous  one,  and  the  matter  of  eliminating  it  was  taken 
up  by  the  Board  of  Railroad  Commissioners.  In  addition  to  the  three  tracks 
of  the  Buffalo  Creek  railroad,  there  are  two  tracks  of  the  New  York,  Chicago 
&  St.  Louis  railroad  and  two  tracks  of  the  Pennsylvania  railroad  crossing 
the  two  tracks  of  the  Delaware,  Lackawanna.  &  Western  railroad,  almost 
side  by  side,  at  this  point.  There  are  said  to  be  400  train  and  engine  move- 
ments over  these  crossings  every  24  hours. 

Erie  Railroad  four  tracks,  and  Pennsylvania  railroad  two  tracks,  are 
crossed  by  one  track  of  the  Buffalo  Creek  railroad  at  East  Buffalo;  the 
crossings  are  protected  by  board  signals  located  on  a  tower,  and  all  trains 
are  required  to  come  to  a  full  stop  before  crossing.  This  is  a  very  busy 
crossing.  Another  track  of  the  Pennsylvania  railroad  also  crosses  the  four 
tracks  of  the  Erie  railroad  about  300  feet  east  of  this  crossing,  and  the 
movements  of  trains  on  all  these  tracks  are  governed  from  this  one  tower, 
with  signals  not  interlocked;  and  it  can  only  be  considered  a  dangerous 
crossing. 

The  right  of  way  is  fairly  clean  and  free  from  rubbish,  and  being  within 
the  city  limits  there  is  no  necessity  for  its  being  fenced,  and  fences  are  not 
maintained.  The  street  crossings  are  well  graded  and  properly  planked;  two 
of  the  crossings  are  protected  by  flagmen.  The  tracks  in  Ganson  street  have 
been  rearranged,  and  between  four  and  five  thousand  cross-ties  have  been 
renewed  in  track. 

Recommendation:  That  the  Buffalo  Creek  Railroad  Company  forward  to 
this  Commission  strain  sheets  for  the  drawbridge  over  Ship  canal,  and  for 
the  through  truss  bridge  over  Buffalo  river. 

Respectfully  submitted, 

E.  F.  Van  Hoesen, 
Steam  Railroad  Inspector. 

BUFFALO    CBEEK   TBANSFEB    BAILBOAD. 

Inspected  August  21,  1908.      Last  previous  inspection  October  29,  1907. 
To  the  Public  Service  Commission,  Second  District: 

Gentlemen:  I  have  made  an  inspection  of  the  Buffalo  Creek  Transfer 
railroad,  and  respectfully  submit  the  following  report: 

The  Buffalo  Creek  Transfer  railroad  consists  of  a  series  of  switching  tracks 
located  in  Buffalo  on  what  is  known  as  the  Island.  The  tracks  connect  with 
the  tracks  operated  by  the  Buffalo  Creek  and  the  Pennsylvania  railroads,  and 
extend  into  the  coal  yard  of  Frank  Williams  &  Co.  There  are  1.1  miles  of 
main  track  and  approximately  one-half  mile  of  side  tracks.  The  road  is 
used  only  for  handling  the  business  of  the  coal  company,  and  the  movements 
over  it  are  slow.  The  tracks,  while  not  in  the  best  condition,  are  safe  for 
the  purpose  for  which  they  are  used. 

Respectfully  submitted, 

E.  F.  Van  Hoesen, 
Inspector  Steam  Railroads. 


712        Public  Service  Commission,  Second  Distbict 

BUFFALO,  BOCHESTEB  AND  PITTBBX7BQH  RAILWAY. 

Inspected  July  28,  29,  and  30,   1908.     Last  previous  inspection  July  24 
and  25,  1906. 
To  the  Public  Service  Commission^  Second  District: 

Geittlemen:  I  have  made  an  inspection  of  the  Buffalo,  Rochester  &  Pitts- 
burgh railway,  and  respectfully  submit  the  following  report: 

The  Rochester  division  main  line  extends  from  Rochester  to  a  junction 
with  the  Buffalo  division  main  line  at  Ashford,  a  distance  of  93.70  miles, 
single  track,  with  63.58  miles  of  sidings  and  yard  tracks.  The  Lincoln  Park 
and  Charlotte  branch  extends  from  a  connection  with  the  main  line  Rochester 
division  at  Lincoln  Park  to  a  connection  with  the  Rome,  Watertown  & 
Ogdensburg  division  of  the  New  York  Central  &  Hudson  River  railroad  at 
Charlotte,  a  distance  of  8.79  miles;  has  a  branch  track  running  from  Dock 
Junction  to  Genesee  docks,  a  distance  of  1.51  miles;  and  has  4.06  miles  of 
sidings  and  yard  tracks.  The  Silver  Springs  branch  connects  with  the  main 
line  Rochester  division  at  Silver  Lake  Junction  and  extends  to  Silver  Springs, 
on  the  line  of  the  Buffalo  division  of  the  Erie  railroad,  a  distance  of  1.11 
miles,  and  lias  0.21  mile  of  sidings  and  yard  tracks.  The  Buffalo  division 
main  line  extends  from  the  Pennsylvania-State  line  near  Limestone  to  a 
junction  with  the  Buffalo  Creek  railroad  in  Buffalo,  a  distance  of  70.92 
miles;  has  second  main  track  from  the  Pennsylvania-State  line  to  the  junction 
with  the  Rochester  division  at  Ashford,  25.67  miles;  and  has  54.64  miles 
of  sidings  and  yard  tracks.  The  Salamanca  branch  connects  with  the  main 
line  Buffalo  division  at  East  Salamanca  and  extends  to  a  connection  with 
the  Allegheny  division  of  the  Erie  railroad  at  Salamanca,  a  distance  of  1.33 
miles,  single  track,  and  has  1.90  miles  of  sidings  and  yard  tracks. 

While  all  the  various  lines  are  somewhat  crooked,  owing  to  the  nature  of 
the  country  through  which  the  road  runs,  the  curves  are  generally  light,  the 
maximum  of  the  Rochester  division  being  5  degrees  and  40  minutes,  at  Rock 
Glen;  of  the  Buffalo  division  7  degrees,  at  Cascade  Park;  of  the  Lincoln 
Park  and  Charlotte  branch  6  desfrees,  near  Charlotte;  of  the  Silver  Springs 
branch  8  degrees,  near  Silver  Lake  Junction.  A  large  proportion  of  the 
various  lines  is  on  grade,  generally  regular  although  sometimes  long;  the 
maximum  of  the  Rochester  division  is  71  feet  per  mile,  between  Silver  Lake 
Junction  and  Gainesville;  of  the  Buffalo  division,  89  feet  per  mile,  at  Orchard 
Park  and  Riceville;  of  the  Lincoln  Park  and  Cliarlotte  branch,  70  feet  per 
mile,  near  Charlotte;  of  the  Silver  Springs  branch,  58  feet  per  mile.  The 
cuts  and  embankments  of  all  the  lines  are  of  good  width  and  proper  slopes, 
and  the  roadway  is  well  drained.  Tile  sub-drains  have  been  used  to  drain 
wet  cuts,  and  the  result  has  been  very  beneficial. 

The  steel  and  iron  bridges  arc  in  good  condition  and  generally  well  painted, 
and  with  the  exception  of  Xo.  35.90,  which  consists  of  plate  girders  spanning 
a  stream  in  a  trestle  structure,  have  good  masonry  abutments.  The  ties 
and  guard  timbers  are  of  standard  dimensions  and  well  maintained.  Inside 
guard  rails  have  been  placed  on  all  except  very  short  spans. 

The  only  wooden  bridge  in  the  roadway  is  a  single  span  of  trussed  stringers 
on  the  Silver  Springs  branch,  in  a  trestle,  and  is  used  over  a  highway;  this 
has  been  newly  rebuilt.  The  only  other  wooden  bridges  are  for  overhead 
highway  and  farm  crossings,  and  quite  a  number  of  iron  bridges  are  used 
for  that  purpose.  All  are  in  proper  condition,  and  any  less  than  21  feet 
above  the  track  are  protected  by  warning  signals. 

There  is  in  the  roadway  a  large  number  of  timber  trestles  consisting  of 
either  pile  or  framed  bent  construction,  and  in  many  cases  they  are  used 
for  crossing  small  streams,  and  also  for  cattle  passes  and  undercrossings ; 
they  are  all  well  constructed  and  properly  maintained.  As  previously  stated, 
a  large  number  of  the  small  streams  are  crossed  on  trestle  structures;  and 
such  structures  are  also  used  for  cattle  passes  to  a  great  extent.  Other  open 
culverts  and  cattle  passes  are  constructed  entirely  of  timber;  pile  or  framed 
bents,  planked  behind  to  support  the  embankments,  being  used  for  abutments. 
In  recent  construction,  however,  first-class  concrete  masonry  and  I-beam  or 
rail  stringers  have  been  used  to  replace  former  wooden  structures,  and  in 
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many  cases  the  openings  have  been  covered  with  solid  flooring  of  metal  and 
ooiMsrete,  thereby  eliminating  the  opening  to  grade.  All  structures  of  what- 
ever nature  used  for  open  culverts  and  cattle  passes  and  undercrossings  are 
in  good  condition,  and  have  standard  ties  and  guard  timbers  well  maintained. 
The  arch  and  box  culverts  and  iron-pipe  drains  are  apparently  in  good 
condition. 

The  cross-ties  on  all  the  lines  are  7x9  in.,  8  ft.  6  in.  in  length,  and  laid 
at  the  rate  of  2880  to  the  mile  of  track;  they  are  evenly  spaced,  full  spiked, 
and  in  excellent  condition,  all  necessary  renewals  having  been  or  now  being 
made;  about  75  per  cent,  are  oak  and  the  balance  yellow  pine. 

The  main  line  of  the  Rochester  division  has  22  miles  laid  with  90-lb., 
and  the  remainder,  71.70  miles,  with  80-lb.  steel  rail;  the  Lincoln  Park  and 
Charlotte  branch  has  3.20  miles  laid  with  80-U>.,  and  the  remainder,  6.59 
miles,  with  71-lb.  steel  rail;  the  Genesee  Dock  branch  of  this  line,  1.51  miles 
in  length,  is  laid  entirely  with  80-lb.  steel  rail;  the  Silver  Springs  branch  is 
laid  entirely  with  80-lb.  steel  rail;  the  Buffalo  division  main  line  has  about 
60  miles  laid  With  90-lb.,  and  the  remainder,  46.59  miles,  with  80-lb.  steel 
rail;  the  Salamanca  branch  has  0.60  mile  laid  with  80-lb.,  and  the  remainder, 
0.73  mile,  with  71-lb.  steel  rail.  The  90-lb.  rails  are  connected  by  continuous 
rail  joints  26  in.  in  length  with  4  bolts,  the  80-lb.  rails  by  angle  plates 
42  in.  in  length  with  6  bolts,  and  the  71-lb.  rails  by  angle  plates  26  in.  in 
length  with  4  bolts.  The  90-lb.  rail  is  in  first-class  condition;  the  remaining 
rail  in  fair  condition,  and  renewal  is  being  made  as  rapidly  as  apparently 
necessary.  All  the  connections  are  full  bolted,  and  no  loose  bolts  were 
observed. 

All  main-track  switches  are  split  point  and  have  automatic  stands.  Some 
high  targets  are  used  at  obscure  places.  Switches  and  stands  are  in  proper 
condition  and  the  targets  well  painted.  Switch  and  semaphore  lamps  show 
red  light  for  danger  and  white  for  safety.  The  main-track  frogs  are  mainly 
spring  rail  and  properly  maintained.  Derailing  switches  are  in  all  sidings 
connecting  with  the  main  track  upon  which  cars  are  left  standing,  where  the 
grade  descends  toward  the  main  track;  quite  a  number  of  them  are  inter- 
locked with  the  main-track  switch  stand  and  the  stands  of  all  have  power 
targets. 

The  westerly  portion  of  the  Buffalo  division  is  quite  extensively  ballasted 
with  broken  stone  and  slag,  and  the  work  of  re-ballasting  with  those  materials 
is  being  continued;  the  remainder  of  the  BiifTalo  division  is  ballasted  with 
gravel  and  cinders  in  from  fair  to  medium  quantity,  and  the  remaining 
lines  with  gravel  and  cinders,  generally  in  good  quantity.  The  alignment 
and  surfacing  of  the  tracks  of  the  main  lines  are  good,  and  the  branch  lines 
very  fair,  and  the  outer  rail  on  curves  properly  elevated  for  the  scheduled 
speed  of  the  trains..  The  average  length  of  the  track  sections  of  the  Rochester 
division  is  6  miles;  of  the  Buffalo  division,  5  miles  of  double-track,  6  miles 
of  the  single-track  portion;  the  Rochester  and  Charlotte  branch  is  in  one 
section,  8%  miles  in  length;  the  Silver  Springs  and  Salamanca  branches 
are  a  part  of  the  main-line  section.  On  each  section  the  force  employed 
consists  of  a  foreman  and  5  laborers.  Each  gang  is  furnished  with  flags, 
lanterns,  and  fuses.  All  portions  of  the  road  are  patrolled  daily  by  a  reguUr 
track  walker. 

The  Rochester  division  crosses  at  grade  one  track  of  the  Pennsylvania 
railroad,  used  only  as  a  freight  line  S>r  transferring  to  and  from  the  New 
York  Central  &  Hudson  River  railroad  at  Rochester;  the  crossing  is  protected 
by  a  tilting  board  signal;  trains  of  the  Buffalo,  Rochester  &  Pittsburgh 
approach  this  crossing  under  full  control,  but  do  not  stop  if  signal  is  in 
their  favor;  all  trains  of  the  Pennsylvania  railroad  come  to  a  full  stop. 
Two  tracks  of  the  Lehigh  Valley  railroad  at  P.  &  L.  Junction:  the  crossing 
is  protected  by  a  modern  and  complete  interlocking  plant.  One  track  of  the 
New  York  Central  A  Hudson  River  railroad  and  three  of  the  Erie  railroad, 
side  bv  side,  at  LeRoy:  the  crossing  is  protected  by  a  tilting  board  signal 
and  all  trains  come  to  a  full  stop.  Two  tracks  of  the  Pennsylvania  railroad 
at  Machias  Junction:  the  crossing  is  protected  by  a  tilting  board  signal, 
and  all   trains  are  required  to  come  to  a  full   stop.     The  Buffalo  division 
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crosses  at  grade  one  freight  track  of  the  Erie  railroad  at  Limestone:  the 
crossing  is  protected  by  a  tilting  board  signal ;  trains  of  the  Buffalo,  Rochester 
&  Pittsburgh  approach  the  crossing  under  control,  but  do  not  stop  if  signal 
is  in  their  favor;  the  Erie  trains  are  required  to  manipulate  the  signal 
and  protect  themselves  in  using  the  crossing.  One  track  of  the  Pennsylvania 
at  Riverside:  the  crossing  is  protected  by  a  tilting  board  signal,  and  all 
trains  are  required  to  come  to  a  full  stop.  One  track  of  the  Western  New 
York  and  Pennsylvania  Traction  Company  (electric)  is  crossed  at  grade  by 
the  Salamanca  branch,  in  Salamanca:  there  are  derailing  switches  in  the 
track  of  the  electric  railroad,  but  no  protection  over  the  trolley  wire. 

The  only  interlocking  plants  maintained  are  at  the  grade  crossing  of  the 
Lehigh  Valley  at  P.  &  L.  Junction,  and  to  protect  a  gauntleted  track  of  the 
Buffalo  division  over  Allegheny  river  bridge  at  Riverside. 

The  right  of  way  is  free  from  trees,  brush,  and  rubbish;  grass  and  weeds 
have  been  cut  and  removed.  The  fences  are  of  wire  and  in  very  fair  condition, 
having  been  greatly  improved  since  the  last  inspection. 

The  highway  crossings  are  well  graded,  planking  properly  maintained, 
and  are  protected  by  signs  of  the  diamond  or  triangular  form  suitably  located 
and  well  painted.  Metallic-slat  cattle  guards  with  proper  guard-fences  are 
in  place  at  eaeh  boundary  of  all  highways  crossed  at  grade;  14  highway 
crossings  are  protected  by  flagmen,  1  by  flagman  and  gates,  7  by  electric 
belU,  and  the  remaining  177  by  crossing-signs  only. 

The  movements  of  trains  are  governed  by  the  telegraphic  train  order 
system,  semaphore  signals  being  located  at  stations.  Passenger  trains  are 
kept  a  station  apart;  freight  trains  are  spaced  10  minutes  at  the  telegraph 
station.  New  concrete  mile-posts  have  been  erected,  and  whistle-posts  of 
wood  are  at  the  prescribed  distance  from  the  highway  crossings. 

The  station  buildings  are  in  good  repair,  waiting  rooms  clean  and  neat, 
and  the  sanitary  condition  good.  Water  in  pails  and  fire  extii^uishers  are 
provided  at  stations  as  protection  against  fire.  The  station  platforms  are 
of  plank,  gravel,  stone  screenings,  and  brick.  At  stations  where  there  is  a 
water  system,  sanitary  closets  are  maintained;  at  other  stations  there  are 
outside  closets,  well  kept.  The  station  grounds  and  yards  are  in  good  con- 
dition. All  station  and  passenger  train  employees  are  uniformed,  and  wear 
badge  indicating  their  employment. 

The  principal  repairs  and  improvements  noted  as  made  since  the  last 
inspection  are  as  follows:  About  16  per  cent,  of  the  cross-ties  have  been 
renewed;  19  miles  of  new  90-lb.  steel  rail  laid  on  the  Rochester  division, 
replacing  worn  80-lb.  and  90-lb.  rail;  0.89  mile  of  80-lb.  rail  on  the  Lincoln 
Park  and  Charlotte  branch,  replacing  worn  71 -lb.  rail;  1.51  miles  of  80-lb. 
rail  on  the  Genesee  Dock  branch,  replacing  worn  71-lb.  rail;  21.20  miles  of 
new  90-lb.  rail  on  the  Buffalo  division  mam  line,  replacing  worn  80-lb.  and 
90-lb.  rail;  0.60  mile  of  80-lb.  rail  on  the  Salamanca  branch,  replacing 
worn  71-lb.  rail;  15  miles  of  the  Rochester  division  main  line  have  been 
re-ballasted  with  gravel  and  cinders,  16  miles  of  the  Buffalo  division  main 
line  with  slag  and  broken  stone,  and  9  miles  with  gravel  and  cinders;  56 
miles  of  new  woven-wire  fence  have  been  built  on  the  Rochester  division, 
and  4  miles  repaired;  17  miles  on  the  Buffalo  division  and  11  miles  repaired; 
0.68  mile  of  new  snow  fence  on  the  Rochester  division  and  1  mile  repaired; 
2.14  miles  on  the  Buffalo  division  and  2.90  miles  repaired;  5  new  steel 
bridges  have  been  put  in  on  the  Rochester  division  main  line,  replacing 
lighter  brid£?es  and  a  trestle  approach;  1  new  steel  bridge  on  the  Lincoln 
Park  and  Charlotte  branch,  replacing  a  lighter  bridge;  263  ft.  of  timber 
trestle  of  the  Rochester  division  have  been  replaced  with  concrete  arch  and 
filling,  and  one  77  ft.  in  length  of  the  Buffalo  division  replaced  with  a 
through  plate  girder  bridge;  1  timber  opening  14  ft.  in  length,  near  Lime- 
stone, replaced  with  a  reinforced  concrete  box  culvert;  2  timber  cattle  passes 
of  the  Rochester  division  have  been  replaced  with  reinforced  concrete  culverts; 
3  box  culverts  on  the  Rochester  division  rebuilt,  and  9  extended;  also  1 
on  the  Silver  Lake  branch  extended,  and  1  on  the  Buffalo  division;  necessary 
repairs  and  renewals  have  been  made  to  masonry  of  bridges,  open  culverts, 
and  cattle  passes,  and  to  bridge,  trestle,  culvert,  and  cattle  pass  floors;   a 
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new  14-stall,  reinforced  concrete  roundhouse  has  been  built;  new  car  shop, 
power  house,  oil  house,  tool  house,  and  lamp  house  erected  at  Lincoln  Park; 
passenger  station  re-painted;  coal  house  repaired  and  re-painted;  general 
foreman's  office  repaired;  storehouse,  hose  house,  machine  shop,  blacksmith 
shop,  car  shop,  lumber  shed,  closet  buildings,  sand  house  and  bins  and  coal 
handlers'  house  repaired  and  painted;  a  general  office  building  and  freight 
house  erected  at  Rochester;  a  new  pump  house  at  P.  &  L.  Junction;  new 
freight  house  at  Warsaw;  passenger  station  at  Freedom  repaired  and 
re-painted;  at  Genesee  docks,  on  the  Lincoln  Park  and  Charlotte  branch,  a 
track  has  been  constructed  to  the  river;  a  new  passenger  station  and  shelter, 
also  coal  house,  erected,  and  slip  built  for  transferring  cars  to  and  from 
boat  which  runs  three  times  a  week  between  that  place  and  Coburg, 
Ontario;  at  Ganson  street,  Buffalo,  there  has  been  erected  a  transfer  table 
engine  house;  scale  house  and  office,  shelter  at  freight  transfer,  and  other 
buildings  have  been  re-painted;  at  Buffalo  Creek,  section  tool  house  and 
Y.  M.  C.  A.  building  have  been  re-painted;  telegraph  office  at  Hoyt's  re-painted; 
new  passenger  fitation  erected  at  Great  Valley;  at  East  Salamanca,  freight 
house  and  transfer  and  roundhouse  erected;  two  offices  and  Y.  M.  C.  A. 
building  re-painted;  telegraph  office  at  Riverside  Junction  re-painted;  on  the 
Rochester  division,  5  steel  and  iron  bridges  have  been  re-painted;  at  Lincoln 
Park,  on  the  Rochester  division,  a  new  subway  has  been  constructed  under 
six  tracks,  eliminating  grade  crossing  through  the  yard.  Many  other  minor 
improvements  were  observed,  which  are  too  numerous  to  mention. 

Recommendation:  That  as  rapidly  as  renewal  becomes  necessary  the  timber 
trestles  used  in  crossing  running  water  be  replaced  with  permanent  structures- 

Respectfully  submitted, 

J.  D.  Shultz, 
Steam  Railroad  Inspector, 


CABTHAGE   AND    COPENHAGEN    RAILBOAD. 

Inspected  April  21,  1908.    Last  previous  inspection  July  23,  24,  1907. 
To  the  Public  Service  Commission,  Second  District: 

Gentlemen:  On  April  21,  1908,  I  made  an  inspection  of  the  Carthage 
&  Copenhagen  railroad,  and  respectfully  submit  the  following  report: 

The  Carthage  &  Copenhagen  railroad  connects  with  the  Rome,  Watertown 
&  Ogdensburg  division  of  the  New  York  Central  &  Hudson  River  railroad 
at  Carthage  and  Copenhagen  Junction  in  West  Carthage,  and  extends  to 
the  village  of  Copenhagen,  a  distance  of  8.70  miles,  and  bas  about  0.25 
mile  of  sidings  and  yard  tracks.  This  road  was  completed  and  put  in 
operation  during  the  winter  of  1906-7.  The  difference  in  elevation  of  the 
two  terminals  of  the  road  is  approximately  500  feet;  therefore  much  of  the 
line  is  on  grade  which  is  somewhat  irregular  and  with  a  maximum  of  about 
119  feet  per  mile.  The. road  is  pretty  crooked  but  most  curves  are  lights 
the  maximum  being  6  degrees.  There  are  no  very  extensive  cuts  or  high 
embankments  and  the  work  of  construction  was  generally  light.  When  the 
last  inspection  was  made  many  of  the  cuts  were  rather  narrow  and  embank- 
ments weak,  and  many  of  them  not  up  to  grade.  The  ditches  were  also 
pretty  generally  filled  with  material  that  had  washed  down  from  the  slopes. 
Since  that  inspection  was  made  quite  extensive  work  has  been  done  widening 
cuts  and  embankments,  cleaning  ditches,  and  raising  low  prices.  Quite  an 
amount  of  additional  work  is  needed  in  that  line,  especially  in  the  widening 
of  weak  embankments  and  raising  them  to  grade  and  making  proper  ditches. 
None  except  very  small  streams  are  crossed,  and  there  is  but  one  opening 
to  grade:  that  is  a  culvert  of  about  18-ft.  span,  with  concrete  masonry 
and  I-beam  stringers ;  tlie  ties  are  of  standard  dimensions,  but  it  lacks  proper 
guard  timbers.  The  other  openings  through  embankments  for  passage  of 
water  and  for  cattle  passes  are  concrete  arch  and  box  culverts  and  cement 
pipe  drains,  all  well  constructed  and  in  good  condition. 

The  croes-ties,  mainly  of  cedar,  with  some  tamarack  and  various  hard 
woods,  are  6x8  in.,  8 'ft.   in  length,   and  laid  at  the   rate  of  2640  to  tha- 
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mile  of  track.  The  track  is  laid  with  seeond-uae  60-lb.  Bte^  rail,  ooaneeted 
generally  by  angle  plates  24  in.  in  length  with  4  bolts;  in  a  few  plaeea  it 
was  noted  that  Fish  plates  24  in.  in  length  with  4  bolts  were  used.  All 
the  connections  are  fnll  bolted  and  the  b^lts  tight.  Much  of  the  rail  for 
a  distance  of  about  2^/^  miles  from  the  Carthage  end  is  very  mock  worn 
and  surface  bent,  and  a  large  portion  of  it  should  be  replaced;  on  the  balance 
of  the  road  the  rail,  while  somewhat  worn,  is  not  in  bad  condition  for  the 
light  traffic  and  slow  speed  maintained  (about  17  miles  per  hour).  The 
rail  is  full  spiked  to  all  the  ties.  The  main-track  switches  are  split  point 
and  have  automatic  stands  with  good  targets.  The  frogs  are  rigid.  Switch 
lamps  show  red  light  for  danger  and  white  for  safety.  There  are  no  siouigi 
where  derailing  switches  appear  to  be  necessary.  The  alignment  and  sur- 
facing  of  the  track  are  considerably  irregular  owing  to  there  being  but  little 
ballast,  and  the  frost  which  has  not  yet  thawed  out  affecting  it  very  modi. 
Extensive  shimming  between  the  rail  and  the  tie  has  been  done  to  make  up 
for  such  inequalities.  A  little  cinder  ballast  has  been  used  in  places,  and 
considerable  cinder  ballast  and  also  gravel  ballast  has  been  put  in  sisoe 
the  last  inspection,  but  a  great  portion  of  the  road  is  still  unballasted,  and 
the  nmterial  of  such  nature  that  it  is  seriously  affected  by  frost  and  by  wet 
weather,  especially  with  the  lack  of  sufficient  ditchee. 

The  right  of  way  is  free  from  trees  and  brush.  Much  additional  fencing 
has  been  done  and  nearly  the  entire  road  is  now  fenced  with  wire.  Cross- 
fences  at  liighways  and  cattle  guards  have  not  yet  been  put  in.  The  highway 
crossings  are  very  well  graded,  planking  in  proper  condition,  and  are  pro- 
tected by  signs  of  the  dianM>nd  form.  The  track  force  at  present  oonsisti 
of  a  foreman  and  about  8  men;  I  am  advised,  however,  that  as  soon  as  con- 
ditions will  admit  this  force  will  be  largely  increesed. 

At  Copenhagen  there  is  an  old  frame  building  which  is  being  used  as  a 
station  temporarily,  it  being  planned  to  erect  a  new  station  there.  A  very 
small  frame  station  has  recently  been  erected  at  Carthage  and  Copenhagen 
Junction.  There  are  no  other  station  buildings,  and  only  flag  stops  between 
the  two  terminals. 

The  road  owns  two  small  locomotives,  both  at  present  out  of  use,  a  loco- 
motive borrowed  from  the  New  York  Central  &  Hudson  River  railroad  being 
used.  The  only  other  equipment  consists  of  a  small  combined  baggage  and 
passenger  car,  in  medium  repair.  The  loeonwtive  and  the  car  have  automatic 
couplers  and  air  brakes. 

R^ommendations :  That  necessary  additional  widening  of  cuts  and  em- 
bankments be  done,  low  embankments  raised  to  grade,  and  cuts  thoroughly 
ditched;  that  the  worn  and  bent  rails  be  replaced  where  necessary;  that 
the  reonainder  of  the  track  be  ballasted  and  put  in  proper  alignment  and 
surface;  that  the  building  of  fences  be  completed,  and  thai  cattle  guards 
with  suitable  guard-fences  be  maintained  at  each  boundary  of  all  the  highways 
crossed  at  grade. 

Respectfully  submitted, 

J.  D.  Shultz, 
Steam  Railroad  Inspector. 


CATSKTLL   AXD  TANNERSVILLE  RAILWAY. 

Inspected  June  19,  1908. 
To  the  Public  ISf^rvice  Cowniission,  Second  District: 

Gentlemen:  I  have  made  an  inspection  of  the  Catskill  &.  Tannersville 
railway,  and  respectfully  submit  the  following  report: 

The  Catskill  &  Tannersville  railway  Is  single  track,  with  3-ft.  gauge, 
and  extends  from  a  connection  with  the  Otis  railway  at  Otis  Summit  to  Tan- 
nersville,  a  distance  of  5.50  miles,  and  has  about  0.35  mile  of  sidings  and 
yard  track.  The  road  is  very  crooked,  curves  are  frequent  and  sharp,  with 
a  maximimi  of  about  20  degrees  located  near  Haines  Corners.  The  grades 
are  very  steep  and  much  haoken.  The  maximum  giade  is  264  feet  per  mile, 
in  several   places.     Many  of  the  grades  could  be  cut  down  and  curvature 
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improved  by  a  slight  cliange  in  location,  as  some  of  the  line  has  been  badly 
located.  The  cuts  and  emtiinkments  are  generally  of  fair  width  and  natural 
earth  slopes.  Ditches  are  generally  well  cleaned  and  roadway  fairly  well 
drained. 

There  are  no  steel  or  iron  bridges  in  the  roadway.  There  is  an  overhead 
wooden  bridge  carrying  a  liighway  over  the  track  at  Otis  Summit;  it  is 
in  fair  condition.  There  are  3  timber  trestles,  2  of  them  of  8  spans  each 
and  the  other  of  14  spans.  They  are  of  yellow  and  Virginia  pine,  of  standard 
construction;  stringers,  cross-ties,  and  guard  timbers  in  good  condition.  The 
first  trestle  from  Tanners vi He  has  inside  guard  rails,  but  point  is  lacking 
at  Tannersville  end.  The  trestle  at  Haines  Corners  has  inside  guard  rail. 
The  trestle  near  Laurel  House  station  has  no  inside  guard  rail,  but  it  is 
about  to  be  placed.  The  foundations  to  the  bents  are  masonry  piers,  and 
are  in  good  condition. 

There  are  6  open  culverts  and  cattle  passes;  all  have  masonry  abutments, 
timber  stringers  are  used  with  standard  ties  and  guard  timbers,  and  are 
in  good  condition  except  the  following:  The  first  open  culvert  east  of  Haines 
Corners,  one  abutment  is  crowding  out  at  the  top  and  should  be  rebuilt; 
the  other  abutment  is  in  fair  concUtion  only,  and  it  would  be  better  to  put 
in  a  concrete  or  masonry  arch  when  repairs  are  made.  In  the  fourth  open 
culvert  east  of  Haines  Corners,  5-ft.  span,  the  present  stringers,  two  6  x  12 
pine,  are  poor  and  should  be  renewed;  new  6x14  stringers  are  on  the 
ground  for  that  purpose.  There  are  no  arch  culverts.  The  box,  and  iron- 
pipe  culverts  are  apparently  in  good  condition. 

The  cross-ties  are  6x6  and  6x8  in.,  6  ft.  in  length,  and  laid  at  the  rate 
of  2816  to  the  mile  of  track.  They  are  well  spaced  and  full  spiked  and  gen- 
erally in  very  fair  condition.  Tie  renewals  were  in  progress  at  the  time 
of  inspection  and  there  are  a  number  of  renewals  needed,  particularly  at 
the  Tannersville  end  of  the  line. 

The  track  is  laid  with  mixed  40-lb.  and  46-lb.  steel  rail,  connected  by  angle 
and  Fish  plates  18  and  21  in.  in  length  with  4  bolts.  The  rail  is  in  fair 
condition  for  the  light  motive  power  and  rolling  stock  used.  The  connections, 
are  full  bolted  and  practically  all  bolts  tight.  A  few  shoulder  tie-plates  are- 
being  used.  All  the  switches  are  split  point;  both  rigid  and  automatie 
stands  are  used.  The  targets  require  painting.  No  switch  lamps  are  used; 
no  night  trains  are  run.    The  frogs  are  rigid. 

The  track  is  lightly  ballasted  with  gravel  and  shale.  The  alignment  and 
surfacing  of  track  are  fair,  and  the  outer  rail  on  curves  properly  elevated 
for  the  moderate  speed  at  which  trains  are  scheduled.  The  section  force 
consists  of  a  foreman  and  10  laborers,  who  are  also  employed  in  making 
necessary  repairs  on  the  Otis  railway.  They  are  furnished  with  necessary 
flags  and  lanterns  for  protecting  their  work. 

The  right  of  way  is  free  from  trees  and  brush.  Grass  and  weeds  are 
now  being  cut.  The  fences  are  of  wire  and  in  fair  condition;  some  repairs 
are  needed. 

The  highway  crossings  are  fairly  well  graded,  and  are  provided  with  signs 
of  triangular  form,  properly  located.  They  should  however  be  re-painted. 
Metallic-slat  cattle  guards  are  used  at  most  of  the  crossings;  to  be  effective, 
guard-fem'cs  where  lacking  should  be  built  at  some  of  the  crossings.  Whistle- 
posts  are  properly  located  and  are  in  good  condition.  No  mile-posts  are 
maintained.     Trains  are  operated  under  the  telephone  train  order  system. 

Small  stations  are  maintained  at  Tannersville  and  Haines  Comers-  at 
other  points  along  the  line  there  are  covered  platforms  where  trains  'stop 
on  signal  to  take  or  leave  passengers.  The  Tannersville  station  is  in  fair 
condition,  but  is  too  small,  due  to  the  fact  that  it  is  used  for  freight  purposes 
as  well  as  for  passengers.  Stakes  have  been  set  for  a  new  freight  station, 
14  ft.  X  32  ft.,  to  be  erected  on  opposite  side  of  track  from  passenger  station! 
Material  was  arriving  for  this  building  at  the  time  of  inspection,  and  when 
completed  the  space  for  passengers  and  freight  will  be  sufficient.  At  Haines 
Corners  the  station  facilities  are  now  adequate,  due  to  the  erection  of  a  new 
freight  station  20  x  32  ft.  Outside  closets  are  provided  at  both  Tannersville 
and  Haines  Comers.     At  Otis  Summit  the  station  building  belongs  to  the 
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Otis    railway.      It    is    a    frame    building,    in    gcwd  ■  condition    and    properly 
furnished. 

Recommendations:  That  the  inside  guard  rail  be  carried  out  to  a  point 
on  the  trestle,  at  the  Tannersville  end  of  road,  and  that  inside  guard  rails 
be  placed  on  the  trestle  near  Laurel  House  station;  that  the  bridges,  trestles, 
open  culverts,  and  oattle  passes  be  numbered,  and  proper  board  showing 
number  be  erected  at  each  opening;  that  at  the  first  culvert  east  of  Haines 
Corners  the  masonry  abutment,  which  is  beginning  to  tip,  be  either  torn 
down  and  rebuilt,  or  a  concrete  or  brick  arch  be  built  in  place  of  the  present 
opening;  that  new  stringers  be  placed  on  the  fourth  culvert  eaat  of  Haines 
Corners;  tliat  the  practice  of  using  shoulder  tie  plates  be  continued,  par- 
ticularly on  the  short  radius  curves ;  that  cross-ties  be  renewed  where  needed, 
particularly  on  the  western  end  of  the  road ;  that  highway  signs  be  re-painted. 

Respectfully  submitted, 

E.  F.  Van  Hoeskn, 
Steam  Railroad  Inspector, 


CATSKILL    MOUNTAIN    RAILWAY. 

Inspected  June  20,  1908. 
To   the  Public  Service  Cofnmis^ioHy  Seconti  District: 

Gentlemen:  On  June  20,  1908,  I  made  an  inspection  of  the  Caitskill 
Mountain  railway,  and  respectfully  submit  the  following  report: 

The  Catskill  Mountain  railway  is  a  single-track,  3-foot  gaugfe  railroad. 
The  main  line  extends  from  Catskill  Landing  on  the  Hudson  to  Palenville, 
a  distance  of  15.75  miles,  and  has  a  branch  line  extending  from  Cairo  Junc- 
tion on  the  nmin  line  to  Cairo,  a  distance  of  3.77  miles.  There  are  1.86 
miles  of  sidings  and  yard  tracks.  The  road  is  crooked,  with  many  sharp 
curves,  the  maximum  being  28  degrees.  The  grades  are  steep  and  broken. 
The  maximum  grade  on  main  line  is  about  125  ft.  per  mile  near  Palenville, 
and  on  the  Cairo  branch  135  ft.  per  mile  about  half  way  between  Cairo 
Junction  and  Cairo.  The  cuts  and  embankments  are  generally  of  fair  width; 
the  ditches  are  well  cleaned  and  roadway  well  drained.  There  is  one  short 
tunnel,  brick  arch,  to  carry  street  over  track,  in  Catskill. 

There  are  5  iron  bridges:  one  of  4  spans,  two  of  3  spans  each,  one  of 
2  spans,  and  one  single  span,  all  in  good  condition,  fairly  well  painted; 
masonry  good;  standard  ties  and  guard  timbers  good,  and  have  inside  guard 
rails.  The  only  wooden  bridges  are  for  overhead  highway  or  farm  crossings; 
they  are  in  fair  to  good  condition.  There  are  no  timber  trestles  in  the 
roadway.  The  open  culverts  and  cattle  passes  have  fair  to  eood  masonry, 
fctuitable  timber  stringers,  standard  ties  and  guard  timbers  well  maintained, 
except  that  the  ties  S(hould  be  renewed  on  the  second  and  third  open  culverts 
from  Palenville,  and  also  on  the  cattle  pass  between  Cairo  Junction  and 
South  Cairo.  The  arch  and  box  culverts  and  pipe  drains  are  apparently  in 
good  condition.  A  new  5-ft.  brick  arch  with  masonry  bench  wails  has  been 
built  since  last  inspection  to  take  the  place  of  an  8-ft.  open  culvert. 

The  cross-ties,  mixed  yellow  pine  and  chestnut,  are  6x8  in.,  8  ft.  in 
length,  and  laid  at  the  rate  of  2992  per  mile  of  track.  Thev  are  in  good 
condition,  evenly  spaced,  and  full  spiked.  Tie  renewals  were  being  made  at 
time  of  inspection. 

The  rail  is  40-lb.  steel,  somewhat  worn  but  in  fair  condition  for  the 
light  motive  power  and  rolling  stock  used.  The  rails  are  connected  by  angle 
and  Fish  plates  and  continuous  rail  joints  17  in.  in  length  with  4  bolts; 
all  connections  are  full  bolted  and  bolts  tight.  Shoulder  tie-plates  are  used 
on  some  curves  and  a  few  on  tangents.  The  main-track  switches  are  split 
point  and  liave  rigid  stands  with  suitable  targets.  The  targets  need  paiixting. 
Ko  switcli  lamps  are  used  except  in  yard  at  Catskill  Landing,  as  no  nigfit 
trains  are  operated  over  the  road.  Frogs  are  rigid;  derailing  switches  are  in 
all  sidings  where  their  use  is  necessary. 

The  track  is  lightly  ballasted  with  gravel.  The  alignment  and  surfacing  of 
the  track  are  good,  and  the  outer  rail  on  curves  properly  elevated  for  scned- 
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uled  speed.  The  track  force  consUta  of  3  foremen  and  21  laborers,  and  \a 
provided  with  flags  and  lanterns  for  protecting  the  work.  The  track  is 
patrolled  by  day  track  walker. 

The  right  of  way  is  clear  and  clean  and  fenced  with  wire  in  fair  repair. 
The  highway  crossings  are  properly  graded,  well  planked,  and  protected  by 
triangular  crossing-signs,  properly  located,  with  paint  badly  worn.  Metallic- 
slat  cattle  guards  with  proper  guard-fences  are  maintained  at  highways 
crossed  at  grade.  Whistle-posts  are  properly  located.  No  mile-posts  are 
maintained. 

The  movements  of  trains  are  governed  by  train  orders  issued  by  telephone. 

The  station  buildings  are  in  fair  repair  and  properly  furnished.  A  new 
station  has  just  been  completed  at  South  Cairo  to  replace  old  one. 

Recommendations:  That  the  switch  targets  be  painted;  that  the  bridges, 
open  culverts,  and  cattle  passes  be  numbered  and  proper  board  showing  num- 
ber be  erected  at  each  opening;  that  cross-ties  be  renewed  on  the  second  and 
third  culverts  from  Palenville,  and  also  on  the  coitle  pass  between  Cairo 
Junction  and  South  Cairo. 

Respectfully  submitted, 

E.  F.  Van  Hoesen, 
Steam  Railroad  Inspector. 


CENTBAL  DOCK  AfTD  TERMINAL  BAILWAY. 

Inspected  Axigust  15,  17,  1908.  Last  previous  inaipeotion  August  24,  1906. 
To  the  Public  Service  Commission,  Second  District: 

Gentlemen:  I  have  made  an  inspection  of  the  Central  Dock  &  Terminal 
railway,  and  respectfully  submit  the  following  report: 

The  Central  Dock  &  Terminal  railway  connects  with  the  Buffalo  and 
Niagara  Falls  branch  of  the  New  York  Central  &  Hudson  River  railroad,  on 
the  Lake  front  near  Georgia  street,  Buffalo,  and  extends  to  a  coal  shipping 
trestle.  The  road  is  0.39  of  a  mile  in  length,  almost  all  of  which  is  con- 
structed upon  a  timber  trestle.  For  the  greater  part  of  its  length  there  are 
three  tracks.  The  two  outside  tracks  are  the  main  tracks;  the  center  track 
is  on  the  same  trestle,  but  is  constructed  at  a  different  and  lower  grade  and 
is  used  for  the  return  of  the  empty  cars  by  gravity  from  the  end  of  the 
trestle,  where  coal  is  loaded  on  boats.  There  are  approximately  two  miles  of 
yard  tracks  constructed  on  the  ground  adjacent  to  the  trestle.  There  is  one 
bridge  on  the  line  where  the  road  crosses  the  Buffalo  and  Niagara  Falls 
branch  overhead;  this  bridge  is  in  fair  condition. 

The  greater  part  of  the  road  is  on  a  timber  trestle,  inclined  from  a  point 
near  the  connection  with  the  New  York  Central  to  the  bridge  over  that  rail- 
road, and  from  the  bridge  to  the  end  of  trestle  is  practically  level,  with  coal 
pockets,  built  on  a  pier  extending  into  the  Erie  basin.  There  is  a  curve  in 
the  alignment  near  the  top  of  the  inclined  trestle  and  ending  at  the  bridge. 
The  trestle  generally  is  in  fair  condition.  Most  of  the  timber  bents,  stringers, 
cross-ties,  etc.,  on  the  curve  have  been  renewed  since  last  inspection.  Acre 
are  three  bents  at  the  north  end  of  curve  which  should  be  braced  in  the  same 
manner  as  those  just  renewed,  with  necessary  renewal  of  timber,  on  account 
of  the  outward  movement  at  top  of  trestle  when  train  ascending  trestle 
strikes  the  curve.  There  are  a  few  posts,  sills,  and  cross-ities  that  need  re- 
newal. On  the  coal  pocket  portion  of  the  trestle  there  are  some  stringers 
which  have  become  worn  by  the  dumping  of  coal  from  cars  into  pockets,  and 
renewals  should  be  made  where  necessary.  The  track  is  laid  with  80-lb.  rail, 
with  split  point  switches  and  rigid  stands.  On  the  coal  pocket  portion  of 
the  trestle  a  system  of  buck-bracing  and  rods  has  been  put  in  to  counteract  a 
lateral  movement  of  the  trestle. 

Recommendation:  That  repairs  and  renewals  be  made  to  stringers  on  the 
coal  pocket  portion  of  the  trestle,  to  the  three  bents  on  curve  of  inclined 
portion,  and  to  posts,  sills,  stringers,  and  cross-ties  where  necessary. 

Respectfully  submitted, 

E.  F.  Van  Hoesen, 
Steam  Railroad  Inspector, 
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yj,    2.' ;    3..    I  **  *V      f*^,  .7  .*-*»'.- (►   jfc    Rutr^m   pcrtion   of    ::!•»   r^a-l,    recently 

jii^*-;  ..r*i,   **-!  ,a-t-   ir.*v*«^*^  J*-y   10,   Iff*,-!, 

To    *f-A   /'•y'/'yr  /f^rr:'^^  Co)*' r -^Ki/vn.   h^rc^md  IHjitru^ : 

T:      I    ^-^z*-   rr.-i.lK   an   Ir*-*;^.:..  .n  of  ti*  FarioTL5  liae?  o»wTie»i  and 
:..<»  r*-r.Tr^i   N**-   K'-.^'Ia-r..!  K-i:.way  Company  in  taia  6:ate,  and 

I'  1  ..-"J*!,!!  ',f  *'.*  i*  .J  .tc^->>,  k  FjiJitf^m  Txil-jra.j,  trv»  lines  of 
\  .f  (,*"..* :Ji\  N***  ?>._',  it.  i  rallAav  hav^  i>^n  mac«ria!Iy  e:ia.i!?*'L 
►  n^.n  :  r.^  \n  *  ..•*  ^*a*«  '^^.-^n'i**^!  from  t^e  <  onn^'cticnt-rMate 
ffj'*f  rl  %  Cor.r.*^*!  nt  VV^^*^m  to  SilvAruAil^.  and  over  the 
F..-.','i,i.i'-i  pr' f <"r  f r  ifn  tnac  place  to  Tampb*-!!  Han.  TLe  main 
'^  w-,-  *  ,*•  >fir  i',r  1  t  C'^nr'^;-,.  :'it  \V*^^-.^rn  from  State  Line  to 
}U,^*r.Ti  ( orr,<T*,  I  ^-i"/-  ^v^r  *!.e  P  .•i/r.kf;p;.'»ie  4:  Eaj^tem  railway  to  Piae 
}'}!i'.r.'^  'f-.nf'r.n,  *,*'*«=!n'e  r,y^.T  r\«^  Ne^Sf;r:.M,  Dritche^*  &  Connecticut  to  Stis- 
*.u'j  A  »'..  *..T.  *  M  '  'v-r  *  .«-  P  .1.' .K— ^»-ie  i  Ea-**^rn  railj^-av  to  P'»ujn- 
jfif-'-r^-.f  anl  fU^'^rn  Jiri^rri>n  ri'-ar  P«>;i_' .K-^'i-^ie,  t'l^^n-'-e  ovrr  the  Ceatral 
^'-v  Kr,  ,',Tn^i  r.^.iAM/  rr'/j^^r  t/^i  <^  anr).s^***U  Hill,  a  toMl  di-^tan-^e  of  74.41 
w, ;>•■»,  art/I  rt?i^  G..1J  rr.if-M  of  -'•'•or,  1  rrui'.n  *ra'"^  and  33.«)3  miles  of  sidings 
»r,  I  ',ird  V,!/ **'•*.  'i  f.  I:.(jn*"IirT  r'ivjti'^n  n"'w  c'Tnm*trn'<»3  on  the  main  line  of 
tfip  ffar*.f'frd  -V  (,f>uu('f't,  nt  Ui^-***rn  at  iJ.-^on  (^  ^  rr.'^'r^  and  extenfLs  to  Riiine- 
cAiit  on  th#f  Unf  of  tne  N>w  ^'ork  fen-ral  4  Hudson  River  railroad,  3o.30 
/rijl»-i,  ar.'l  from  Silverrwii^  to  H'llnf^-Uif  Jun"tir>n.  3.37  miles,  all  smijle 
If'if  »c,  'Mi\  Wa'^  a'»f,rox:rTi»**'ly  6  rrtll*;*  '>f  «*i.lin:/-j  and  yard  tracks.  The  East 
S } Jifn ford vii if?  fJi\i'ion  extz-ri  N  from  \V*^t  Pine  Plains  on  the  Rhinecliff 
rhvi-^ion  Ut  Potj^ik^-^rr-i**  and  Ki^f'^m  Jiin  tion  over  the  former  main  line 
rd  \\,f'  Ontral  X'- v  Kni'land  railv^iy,  a  di^'an  e  of  23.20  mil^s  single  track, 
find  hH'^  2.U)  niiU'^  of  -tidiui.'^  and  yard  tracks.  The  Hopewell  branch  con- 
nt'vlA  with  thf^  main  line  at  Poii;:likecf*4ie  Junction  and  extends  to  Hopewell 
fn  \hf  Sew  Kriirlnnd  railroad,  a  di-ttanre  of  12.4M  miles,  single  track,  and  has 
3,70  milf^  of  sidin;(i  anri  yard  trsu'k^.  Tli**  Xewburgh,  Datchess  &  Con- 
Tit'i't'u'iil  divji-ion  c-xwndi  frofn  DiiUh*'-**  Junction  on  the  line  of  the  New 
York  (Vnfral  k  Hurl^on  li'ivtr  railroad  to  Sti**rting  Junction;  from  Stissing 
Junction  io  Pine  i'hiiriH  JuiK-fion,  a  distance  of  about  4*f^  miles,  the  New- 
hiir'^h,  I)i]tch''<44  A'  (onn^Tticut  railroad  has  been  absorbed  in  the  present 
rnai/i  line;  from  Pinf  Plain-*  Junt'tion  the  line  of  the  Xewburgh,  Dutchess  & 
(;ofin»'''t  lent  railr<»ad  fxt^-ndi  U)  tiie  C^jnnf»cticut-State  line  where  it  again 
vonwi'tn  witli  thf  main  line;  the  ienj^th  of  this  road  is  54.04  miles.  A  short 
jd(^'c  of  what  wa«4  formerly  a  pn-tion  of  the  Highland  division  extends  from 
a  connect irm  with  the  X<*w}>urj;h,  Dutchess  k  Connecticut  main  line  at 
VViropt*  .Junction  to  Fi-shkili  Landing,  a  distance  of  1.65  miles,  and  is 
now  tr*tfitcd  an  a  porti(m  of  the  X>wburgh,  Dutchess  k  Connecticut  railway. 
There  are  conficcded  with  tliis  division,  20.50  miles  of  sidings  and  yard  tracks. 
'Hie  portion  of  tlie  J^ou;rhkeefHie  &  Eastern  railway  from  Poughkeepsie  and 
Eastern  ffunclion  U>  Nortii  strfot,  Pouglikeepsie,  is  now  operated  and  treated 
nn  yard  trfl<'k.  From  Xorth  street  to  the  state  hospital  and  the  connection 
with  tlir  Xcw  York  Central  &  Hudson  River  railroad,  a  distance  of  2.20 
mites,  it  is  (Mmsidrrcd  as  main  trax'k,  and  passenger  trains  are  operated 
hcf.wei'n  Xorth  street  and  the  hospital.  This.'  track,  although  a  passenger 
cur  u?id  loe<Mnfdive  operate  over  a  piece  of  it  between  the  state  hospital  and 
Pon«,dikee|mie,  is  UMed  almost  entirely  as  a  switching  track.  It  is  fairly  well 
4(rad«M|,  eonsiderablo  tie  renewals  are  needed,  some  of  the  rail  is  much  worn, 
but  everylhituc  operates  very  slowly  over  it.  There  is  one  quite  extensiye 
Uestle  on  the  line.  It  is  getting  old,  and  although  considerable  repaire  have 
iH^en  made  to  it,  is  still  in  poor  condition  and  it  should  be  renewed  or  filled 
in  the  near  future.  Tliis  piece  of  road  is  not  furthe;*  referred  to  in  this 
re|Kirt. 

On  (lie  main  line,  west  of  Ploaaant  Valley,  is  a  grade  of  68.6  ft.  per  mile; 
on  tlio  UhlnoclifT  division,  cast  of  RhineclifT,  a  grade  of  79.2  ft.  per  mile;  on 
tliP  East  Stamfordville  division,  between  Siainfordville  and  Mclntyre,  a  grade 
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of  52,8  ft.  per  mile;  on  the  Hopewell  branch,  east  of  Poughkeepsie  Junction, 
a  grede  of  66  ft,  per  mile ;  on  the  Newburgh,  Dutchess  &  Connecticut  diyision, 
east  of  Winchelh,  a  grade  of  92.4  ft.  per  mile.  East  of  Pleasant  Valley  on 
the  main  line  there  is  a  curve  of  tJVi»  dejyrees;  east  of  Khinecliff  on  the  Rhine- 
cliff  division  one  of  6  degrees;  east  of  Mclntyre  on  the  Stamfordville  division 
one  of  6  degrees;  at  Moinchest^r  bridge  on  the  Hopewell  branch  one  of  6 
degrees;  east  of  Shekomoko  on  the  Newburgh,  Dutchess  &  Connecticut  division 
one  of  5  degrees.  All  lines  of  road  are  through  a  country  eonsidera/bly 
broken;  the  curves  are  frequent,  but  the  majority  of  them  are  not  sharp. 
The  grades  are  also  considerably  broken,  and  in  some  oases  quite  steep  for 
long  distances.  The  apparent  reason  for  changing  main  line  over  the  routes 
now  taken  is  to  -avoid  some  of  the  steeper  grades,  as  on  this  line  is  the 
heaviest  traffic.  The  cuts  and  embankments  are  generally  of  fair  width  and 
with  proper  slopes.  A  few  cuts  on  the  Poughkeepsie  &  Eastern,  near  the 
summit,  are  rather  narrow  to  admit  of  sufficient  ditching;  also  cuts  between 
Poughkeepsie  bridge  and  Highland  on  the  main  line,  which  are  wet  cuts, 
and  from  lack  of  ditches  the  roadbed  is  pretty  thoroughly  soaked,  resulting 
in  irregular  surface  of  track.  A  little  additional  ditching  is  also  needed  in 
a  few  cuts  on  the  Rhinecliff  division;  also  one  cut  of  the  East  Stamfordville 
division  east  of  Poughkeepsie  and  Eastern  Junction.  A  little  cleaning  of 
ditches  is  also  needed  on  the  Hopewell  branch,  and  on  the  Newburgh,  Dutchess 
&  Connecticut  division  near  the  summit.  With  these  exceptions,  the  road- 
way is  very  well  drained. 

the  bridges  of  the  main  line  are  generally  in  good  condition.  A  few  are 
rather  light  for  the  class  of  motive  power  and  rolling  stock  used,  and  are 
additionally  supported  by  intermediate  bents.  All  have  standard  ties  and 
guard  timbers  in  fair  to  good  repair.  Inside  guard  rails  have  been  placed 
on  a  few  of  the  bridges,  but  in  most  oases  there  are  none.  The  officers  of 
the  company,  however,  advised  that  it  is  the  intention  to  put  guard  rails  on 
all  bridges  and  trestles.  The  Poughkeepsie  bridge  has  been  practically  re- 
built and  made  about  double  its  former  strength.  This  has  been  done  by 
putting  in  on  the  river  portion  an  additional  (center)  truss  and  additional 
columns  in  the  towers,  and  replacing  other  light  members  with  heavier  ones. 
Most  of  the  shore  spans  have  had  an  additional  column  put  in  for  support 
and  the  trusses  and  girders  replaced,  and  all  light  members  also  replaced; 
the  masonry  has  been  generally  repaired,  and  new  masonry  put  in  for  the 
additional  supports;  new  ties  and  guard  timbers  have  been  put  on  and  laying 
of  inside  guard  rail  nearly  completed.  This  structure  is  now  in  first-class 
condition.  The  bridges  of  the  Rhinecliff  division  are  in  good  condition,  and 
the  wooden  bridges  heretofore  on  that  line  have  been  .replaced  with  modem 
steel  bridges  on  new  or  thoroughly  repaired  masonry;  the  ties  and  guard 
timbers  are  standard  and  in  good  repair;  inside  guard  rails  have  been  placed 
on  the  longer  structures.  On  the  Elast  Stamfordville  division  the  bridges  are 
generally  in  poor  condition  and  much  too  light.  Numbers  98-B,  104-A,  106-A, 
106-B,  and  107 -A  are  especially  poor,  and  there  have  been  new  members  put  in 
with  the  idea  of  strengthening  them,  but  in  my  opinion  no  benefit  has  been 
derived  from  that  operation,  as  the  additional  members  put  in  can  not  be 
adjusted  to  work  in  unison  with  the  original  bridge  members.  Tliese  bridges 
as  well  as  No.  101 -A,  a  through  plate  girder,  should  be  rebuilt  /promptly,  and 
pending  such  rebuilding  should  be  supported  on  intermediate  bents.  All  the 
Dkasonry  of  the  bridges  is  in  very  fair  condition ;  the  ties  and  guard  timbers 
are  standard  and  in  fair  to  good  repair.  The  bridges  on  the  Hopewell  branch 
are  in  very  good  condition,  except  that  the  masonry  of  No.  504-B  needs  re- 
pairs, which  are  arranged  for;  the  ties  and  guard  timbers  are  standard  and 
in  fair  condition;  no  inside  guard  rails  are  maintained.  The  bridges  of  the 
Newburgh,  Dutchess  &  Oonnecticut  division  are  in  very  fair  condition;  some 
are  rather  light,  but  of  sufficient  strength  for  the  class  of  motive  power  and 
rolling  stock  operated  over  that  line,  and  arrangements  are  made  for  re- 
placing those  needing  it;  the  masonry  is  generally  in  first-elass  condition; 
ties  and  guard  timbers  standard  and  properly  maintained  and  on  nearly  all 
of  them  inside  guard  rails  have  been  placed.  A  large  proportion  of  the 
bridges  on  the  entire  road  would  be  benefited  by  an  additional  ooat  of  point 
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to  prevent  injury  from  rust.  There  are  no  wooden-9pan  bridges  remaining  in 
the  roadway  of  any  of  the  lines  and  the  only  bridges  of  that  character  are 
for  overhead  highway  and  farm  croesings  end  are  apparently  properly  main- 
tained. All  overhead  obstructions  les3  than  21  ft.  above  the  track  are  pro- 
tected by  wiarning  signals.  Attention  was  directed  to  some  of  them  where 
"  ticklers "  have  become  entangled  and  should  be  straightened. 

Pile  and  framed-bent  trestles,  of  which  there  are  many,  are  generally  in 
good  condition;  quite  extensive  renewals  and  repairs  have  been  made  since 
last  inspection,  and  two  very  extensive  ones  on  the  Poughkeepsie  &  Eastern, 
as  well  as  some  smaller  ones,  have  been  replaced  with  arch  or  box  culverts 
and  filling,  and  arrangements  are  made  for  replacing  most  of  those  on  the 
Poughkeepsie  &  Eastern  with  permanent  structures  and  for  making  necessary 
repairs  and  renewals  elsewhere.  The  open  culverts  and  cattle  passes  on  all 
the  lines,  excepting  the  Poughkeepsie  &  Eastern,  have  generally  good 
masonry;  there  is  some  poor  masonry  on  the  Poughkeepsie  &  Eastern,  to 
which,  attention  was  directed.  All  are  apparently  in  safe  condition  for  the 
present,  and  arrangements  are  made  for  rebuilding  or  replacing  those  needing 
it;  the  ties  and  guard  timbers  on  all  of  them  are  of  standard  dimensions 
and  very  well  maintained.  The  arch  and  box  culverts  and  iron-pipe  drains 
are  generally  in  very  good  condition. 

The  standard  dimensions  of  cross- ties  are  6x8  in.,  8  ft.  in  length,  and  are 
laid  at  the  rate  of  2816  to  the  mile  of  track.  On  the  main  line  they  are  about 
70  per  cent,  chestnut,  20  per  cent,  mixed  ties  treated,  and  the  balance  oak; 
on  the  RhinecliflF  branch.  East  Stamfordville  division,  and  Hopewell  branch, 
about  90  per  cent,  chestnut  and  10  per  cent,  oak;  on  the  Newburgh,  Dutchess 
&  Connecticut  division  85  per  cent,  chestnut,  6  per  cent,  treated  ties,  and  the 
balance  oak.  The  ties  are  generally  in  fair  condition,  and  extensive  renewals 
are  being  made.  Very  extensive  renewals  were  made  last  year  on  the  Pough- 
keepsie &  Eastern,  and  additional  renewals  are  being  made  tiiis  year.  All 
cross-ties  are  fairly  well  spaced  and  full  spiked. 

The  main  line  has  21.00  miles  of  track  laid  with  60-lb.,  39.23  with  70-lb., 
6.50  with  79-lb.,  11.80  with  80-lb.,  and  2.20  with  100-lb.  steel  rail.  The  60-lb. 
rails  are  connected  by  angle  plates  24  in.  in  length  with  4  bolts;  the  70-lb. 
rails  by  angle  plates  24  in.  in  length  with  4,  and  36  in.  with  6  bolts;  the 
79-lb.  rails  by  angle  plates  30  in.  in  length  with  6  bolts ;  the  80-lb.  and  also 
the  100-lb.  rails  by  angle  plates  24  in.  in  length  with  4  bolts;  the  60-lb.  rail, 
which  is  on  the  Poughkeepsie  &  Eastern,  is  somewhat  worn  and  considerable 
renewals  will  be  needed.  There  are  some  worn  rails  on  that  portion  of  the 
road  laid  with  70-lb.  and  79-lb.  rails,  especially  west  of  Poughkeepsie  bridge 
and  between  Medina  and  Campbell  Hall.  It  was  also  noted  that  there  are  a 
few  Fisher  joints  still  remaining  on  the  70-lb.  rail;  most  of  them,  however, 
have  been  replaced  with  angle  plates,  and  arrangements  are  made  for  re- 
placing the  balance  of  them.  The  Rhinecliff  division  has  21.60  miles  laid 
with  60-lb.  and  the  remainder,  24.37  miles,  with  70-lb.  steel  rail;  the  60-lb. 
rails  are  connected  by  angle  plates  24  in.  in  length  with  4  bolts,  the  70-lb. 
rails  partially  Ijy  angle  plates  24  in.  in  length  with  4  bolts,  and  the  remainder 
with  Fisher  joints.  The  rail  is  in  fair  condition  for  the  light  traffic.  A 
few  cracked  angle  plates  were  observed,  which  should  be  replaced,  and  some 
loose  bolts  noted;  all  the  connections  were  full  bolted.  The  East  Stamford- 
ville division  is  laid  entirely  with  70-lb.  steel  rail  connected  by  Fisher  joints. 
The  rail  is  in  fairly  good  condition  considering  the  light  traffic.  The  Hope- 
well branch  is  laid  entirely  with  70-lb.  ^teel  rail  connected  by  angle  plates 
30  in.  in  length  with  ^  bolts.  The  rail  is  in  fair  condition ;  all  angle  plates 
full  bolted  and  no  loose  bolts  observed.  The  Newburgh,  Dutchess  &  CJon- 
necticut  division  has  43.69  miles  laid  with  60-lb.  and  the  remainder  with 
74-lb.  steel  rail ;  the  60-lb.  rails  are  connected  by  angle  plates  24  in.  in  length 
with  4  bolts,  and  74-lb.  rails  by  angle  plates  36  in.  in  length  with  6  bolts. 
The  rail  is  in  very  fair  condition;  all  connections  full  bolted  and  the  bolts 
tight. 

The  main-track  switches,  excepting  one  3-throw  stub  switch  on  the  Rhine- 
cliff  division  at  Red  Hook,  are  spilt  point.  Nearly  all  switch  stands  are 
rigid.    Switch  and  semaphore  lamps  show  red  light  for  danger  and  green  for 
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safety;  yellow  is  used  as  a  caution  signal.  Nearly  all  frogs  of  the  main 
line,  East  Stamfordville  division,  Hopewell  branch,  and  Newburgh,  Dutchess 
&  Connecticut  division,  are  spring  rail.  Most  of  the  frogs  on  the  Rhinecliflf 
branch  are  rigid.  All  switches  and  frogs  are  in  fairly  good  condition. 
Derailing  switches  are  in  all  sidings  where  their  use  appears  necessary.  Some 
of  them  however  lack  targets. 

The  alignment  and  surfacing  of  track  is  from  fair  to  good,  and  the  outer 
rail  on  curves  about  correctly  elevated  for  the  speed  at  which  the  trains  are 
scheduled.  The  main  tracks  are  ballasted  with  gravel  and  a  little  cinders, 
generally  in  from  medium  to  fair  quantity.  Much  of  the  Poughkeepsie  & 
Eastern  railroad  however  is  very  lightly  ballasted,  and  in  consequence,  during 
wet  or  freezing  weather,  the  track  gets  out  of  alignment  a^d  surface.  The 
track  sections  of  the  main  line  are  about  5%  miles  in  length,  of  the  Rhine- 
cliff  division  7%  miles  in  length,  of  the  East  Stamfordville  division  7  miles 
in  length,  of  the  Hopewell  branch  6.2  miles  in  length,  and  of  the  Newburgh, 
Dutchess  &  Connecticut  division  6  miles  in  length,  and  the  force  employed 
upon  each  section  consists  of  a  foreman  and  4  laborers.  Each  gang  is  pro- 
vided with  flags  and  lanterns  for  protecting  its  work,  and  all  portions  of 
the  road  are  patrolled  daily  by  some  member  of  the  section  force. 

Two  tracks  of  the  Harlem  railroad  are  crossed  by  the  main  line  at  Boston 
Corners:  the  crossing  is  protected  by  gates,  and  all  trains  are  required  to 
come  to  a  full  stop.  One  track  of  the  Newburgh,  Dutchess  &  Connecticut 
division  is  crossed  by  the  single  track  of  the  Hopewell  branch  at  Hopewell 
Junction:  the  crossing  is  pro&ted  by  an  interlocking  plant  with  home  and 
distant  signals,  and  derailing  switches  in  all  tracks  approaching  the  crossing. 
One  track  of  the  Newburgh,  Dutchess  &  Connecticut  is  crossed  by  a  single 
track  of  the  Harlem  railroad  at  Millertown:  the  crossing  is  protected  by 
gates,  and  all  trains  are  required  to  come  to  a  full  stop.  One  track  of  the 
Fishkill  electric  railway  crosses  the  Newburgh,  Dutchess  &  Connecticut 
Division  at  Matteawan:  there  are  no  derailing  switches  in  the  track  of  the 
electric  road,  but  there  is  proper  protection  over  the  trolley  wire;  the  con- 
ductors of  the  electric  railroad  are  required  to  pilot  their  cars  across  the 
track  of  the  steam  railroad.  The  Poughkeepsie  &  Eastern  line  extending  to 
the  hospital  at  Poughkeepsie  is  crossed  on  North  street  by  a  single  track 
of  the  Poughkeepsie  City  &  Wappinger  Falls  electric  railway,  and  the  same 
electric  road  crosses  a  connection  between  the  Poughkeepsie  &  Eastern  and 
the  main  line  on  Parker  avenue,  Poughkeepsie;  at  neither  of  these  crossings 
are  there  derails  in  the  track  of  the  electric  railroad  or  protection  over 
the  trolley  wire;  the  conductors  of  the  electric  railroad  are  required  to  pilot 
their  cars  across  the  track  of  the  steam  railroad. 

An  interlocking  plant  is  maintained  on  the  main  line  at  Poughkeepsie 
Junction:  it  is  an  18-lever  machine  with  13  levers  in  use.  An  interlocking 
plant  is  also  maintained  at  the  crossing  of  the  Ne^vbur^fh,  Dutchess  &  Con- 
necticut division  with  the  Hopewell  branch  at  Hopewell  Junction:  it  is  a 
16-lever  machine  with  14  levers  in  use. 

The  movements  of  trains  on  all  the  lines  are  governed  by  the  telegraphic 
train  order  system,  and  there  are  semaphore  signals  placed  at  each  telegraph 
station  to  stop  trains  for  orders  when  necessary. 

With  the  exception  of  a  very  small  brush  on  the  Poughkeepsie  &  Eastern, 
all  the  lines  of  the  road  are  free  from  trees  and  brush.  The  fences  are  of 
wire,  in  very  fair  condition  on  the  Newburgh,  Dutchess  &  Connecticut 
division,  but  on  the  other  lines  considerably  out  of  repair. 

The  highway  crossings  are  well  graded  and  planking  properly  maintained. 
A  few  were  noted,  and  attention  directed  to  them,  where  trees  and  brush 
outside  the  company's  right  of  way  interfere  to  some  extent  with  the  view 
of  approaching  trains.  Officers  of  the  railroad  company  who  accompanied 
your  inspector  advise  that  wherever  permission  can  be  obtained  from  the 
land  owners,  such  obstruction  will  be  removed.  The  crossing-signs  are  of 
various  designs:  diamond,  triangular,  finger-board,  and  banner  form  being 
used.  Metallic-slat  cattle  guards  in  proper  condition  are  maintained  at  each 
boundary  of  the  hie^hways  crossed  at  grade  on  the  line  of  the  Newburgh, 
Dutchess  &  Connecticut  division  and  Poughkeepsie  &  Eastern  railway.  At 
most  crossings  on  the  other  divisions  of  the  roaid  there  are  no  cattle  guards. 
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Four  highway  crossings  of  the  main  line  are  protected  by  flagmen  and  1 
by  an  electric  bell;  1  of  the  Rhinecliff  branch  by  a  flagman,  1  by  flagman 
and  gates,  and  1  by  an  electric  bell;  1  of  the  Stamford ville  division  by  a 
flagman;  1  of  the  Hopewell  branch  by  a  flagman  and  3  by  electric  bells; 
3  of  the  Newburgh,  Dutche«s  k  Connecticut  division  by  flagmen,  1  by  flagman 
and  gates.  The  reinainder  of  the  highway  crossings  are  protected  by  croesing- 
signs  only. 

The  station  buildings  at  many  of  the  places  are  sinall,  but  from  the 
observation  I  was  enabled  to  make,  could  not  determine  that  any  of  them 
were  not  sufficient  for  the  requirements.  They  are  generally  in  fair  repair, 
although  many  of  them,  especially  those  on  the  Poughkeepsie  &  Eastern 
line,  are  badly  in  need  of  paint.  The  sanitary  condition  is  very  good,  and 
waiting  rooms  in  nearly  all  cases  clean  and  neat.  Time-tables  are  posted, 
and  water  for  drinking  provided;  water  barrels  kept  filled  and  fire  buckets 
are  in  all  stations,  also  flre  extinguishers.  The  platforms  are  generally 
of  plank,  and  with  the  exception  of  the  one  at  Fishkill  Landing,  none  were 
in  condition  requiring  immediate  attention.  Station  employees  are  uniformed 
and  wear  a  badge  indicating  the  employment.  Very  little  opportunity  was 
obtained  for  observing  the  condition  of  the  equipment.  Such  as  oame  under 
observation  was  apparently  in  fair  condition.  All  passenger  train  employees 
wear  uniform. 

The  principal  repairs  and  improvements  noted  as  made  since  the  inspection 
of  May,  1006,  are  as  follows:  about  20  per  cent,  of  all  cross-ties  have  been 
renewed,  and  on  the  Poughkeepsie  &  Eastern  portion  of  the  line  35  per  cent, 
were  renewed  last  year,  and  an  allowance  is  made  to  renew  20  per  cent, 
additional  of  the  ties  on  that  portion  of  the  road  this  year.  On  the  main 
line,  2.20  miles  of  new  100-lb.  rail,  10  miles  of  new  80-lb.  rail,  and  0.38 
mile  of  second-use  70-lb.  rail  have  been  laid,  replacing  worn  lighter  rail; 
and  on  the  Newburgh,  Dutchess  &  Connecticut  division,  1.50  miles  of  70-Ib. 
rail  have  been  laid,  replacing  worn  rail;  10.50  miles  of  the  main-line  track 
have  been  re-ballasted  with  gravel,  and  some  cinder  Twed  in  wet  places;  5 
miles  of  the  East  Sbamfordville  division  have  been  re-ballasted  with  gravel; 
also  3  miles  of  the  Hopewell  branch.  On  the  main  line,  additional  stringers, 
tier,  caps,  piling,  posts,  and  bracing  have  been  placed  on  all  bridges  between 
Boston  Corners  and  Poughkeepsie  and  Eastern  Junction,  so  that  they  are 
in  proper  condition  for  heavy  power,  pending  the  renewal  of  those  struetures. 
Between  Poughkeepsie  Junction  and  Camipbell  Hall,  1  wooden  bridge  ha« 
been  replaced  by  an  iron  bridge,  and  1  new  plate  girder  bridge  replacing 
light  iron  bridge.  The  Poughkeepsie  bridge  has  been  reinforced  to  the  extent 
that  it  practically  amounts  to  rebuilding  the  same,  and  5  overhead  wooden 
bridges  have  been  renewed  with  timber.  On  the  Rhinecliff  branch,  bridge 
No.  201,  formerly  a  wooden  Howe  truss,  has  been  replaced  with  two  spans  of 
steel  girder  bridge  on  new  masonry;  also  No.  203,  similar  structure,  replaced 
by  two  spans  of  steel  girder  bridge  and  new  masonry  built;  No.  206,  also 
wooden  Howe  triiss  bridge,  has  feen  replaced  with  a  eteel  girder  bridge, 
masonry  repaired  or  rebuilt;  No.  207,  similar  structure,  re^aced  in  likd 
manner;  No.  210,  iron  beams  put  in,  replacing  wooden  structures;  No.  218, 
new  through  plate  girder  bridge  put  in,  replacing  Howe  truss;  No.  204, 
formerly  wooden  stringers,  replaced  with  concrete  arch  and  filling;  and  No. 
221,  formerly  wooden  stringer  bridge,  replaced  with  steel  girder  bridge.  On 
the  Hopewell  branch,  one  steel  plate  girder  bridge  put  in,  replacing  timber 
structure.  On  the  Newburgh,  Dutchess  &  Connecticut  division,  bridge  No. 
426  has  been  replaced  with  rail  top  and  concrete,  and  bridge  No.  445-B,  an 
overhead  bridge,  formerly  of  wooden  span,  replaced  with  st^l  girders. 

Timber  trestles  have  been  rebuilt,  replaced,  or  filled,  as  follows:  On  the 
main  line,  high  trestles  east  and  west  of  Holstead  have  been  filled,  ona 
timber  trestle  entirely  rebuilt,  and  several  others  repaired;  on  the  Rhineelilf 
division,  2  timber  trestles  have  been  rebuilt  and  1  replaced  with  covered 
culvert  and  filling;  on  the  East  Rtamfordville  division,  4  timber  trestles  Ytvfe 
been  rebuilt;  on  the  Hopewell  branch,  3  have  been  rebuilt  and  1  replaced 
with  covered  culvert  and  filling;  on  the  Newburgti,  Dutchess  &  Conneetkat 
division  1  replaced  with  rail  top  and  concrete;  stringers  placed  on  6,  and 
extensive  repairs  made  to  other  trestles  and  trestle  floors.     On  the 
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line,  1  cattle  pass  has  been  replaoed  with  filling;  on  the  Rhinecliff  diviBion 
2  open  culverts  and  cattle  passes  have  been  rebuilt  and  1  filled;  on  the  East 
Stainfordville  division  1  has  been  rebuilt,  1  filled  on  the  Hopewell  branch, 
and  1  on  the  Newburgh,  Dutchess  &  Connecticut  replaced  with  filling.  Six 
culverta  oi  the  main  line  have  been  replaced  with  iron-pipe,  and  2  arch 
culverts  of  the  Rhinecliff  division  reinforced  with  concrete;  bridge  masonry 
on  the  Hopewell  branch  repaired  and  reinforced.  The  masonry  of  2  open 
culverts  on  the  Rhinecliff  division  has  been  extensively  repaired,  also  1  cattle 
pass  on  the  East  Stamfordville  division.  Quite  extensive  repairs  have  been 
made  to  station  and  other  buildings,  and  some  new  ones  erected,  including 
an  extensive  freight  house  at  Poughkeepsie ;  and  some  re-painting  done. 
Several  metal  bridges  have  also  been  re-painted;  8.66  miles  of  wire  fence 
have  been  rebuilt  on  the  main  line,  and  6  miles  extensively  repaired;  IVi 
miles  on  the  Rhinecliff  division  rebuilt  and  9  miles  repaired;  4  miles  of 
new  fence  ooiiHtructed  on  the  Newburgh,  Dutchess  &.  Ck>nnecticut  division, 
and  considerable  other  repairs  made  to  fences. 

Recommendations:  That  necessary  widening  of  cuts  and  cleaning  of  ditches, 
as  noted  in  body  of  report,  be  made;  that  the  light  bridges  on  the  East 
Stamfordville  division,  especially  Nos.  98-B,  104-A,  106-A,  106-B,  I07-A, 
and  101-A  be  replaced  as  promptly  as  possible,  and  that  in  the  meantime 
the  present  structures  be  strengthened  by  placing  temporary  bents  under 
them;  that  the  timber  trestle  on  the  Hospital  branch  be  replaced  or  filled 
in  the  near  future,  and  that  necessary  repairs  and  renewals  to  the  other 
bridges  and  trestles,  to  which  attention  was  directed  when  inspection  was 
made,  be  promptly  cared  for;  that  inside  guard  rails  be  maintained  on  all 
bridges  and  trestles;  that  the  additional  necessary  renewals  of  cross-ties  be 
made  as  promptly  as  possible;  that  the  worn  rail  be  replaced,  new  angle 
plates  be  put  on  the  Rhinecliff  branch  where  the  cracked  ones  are,  and  that 
all  loose  track  bolts  be  made  tight;  that  the  remaining  Fisher  joints  at 
rail  connections  be  replaced  with  angle  plates;  that  targets  be  put  on  the 
stands  of  the  derailing  switches  where  now  lacking;  that  necessary  ballasting 
be  done,  especially  on  the  portion  of  the  main  line  which  includes  the  pQUgh- 
keepsie  &  Eastern  railroad;  that  fence  and  cattle  guards  be  maintained,  at 
required  by  law. 

Respectfully  submitted, 

J.  D.  Shultz, 
Bteam  Railroad  Inspector, 


CUAMPLAIN    AND    ST.    IJ^WRENCE   RAILROAD. 

Inspected  November  9,  1908.    Last  previous  inspection  July  25,  1907. 
To  the  Public  Service  Commission^  Second  District: 

Gentlemen:  I  have  made  an  inspection  of  the  Champlain  &  St.  Lawrence 
railroad,  and  respectfully  submit  the  following  report: 

The  Champlain  &  St.  Lawrence  railroad  is  a  single-track  line,  operated 
by  the  Grand  Trunk  Railway  Company,  and  in  this  State  extends  from  a 
connection  with  The  Delaware  and  Hudson  Company's  railroad  at  Rouse 
Point  to  the  Canada  boundary,  a  distance  of  1.21  miles,  and  has  approximately 
2  miles  of  sidings  and  yard  tracks.  The  road  ia  entirely  on  embankment, 
which  is  of  full  width  and  proper  slope.  There  is  only  one  curve,  apparently 
of  about  3  degrees,  located  in  Rouse  Point  yard.  The  grades  are  practically 
level. 

There  are  no  bridges  or  timber  trestles,  and  the  only  openings  to  grade 
are  two  small  waterways  of  6-ft.  span  each,  and  one  open  cattle  guard  of  4-ft. 
span.  Each  of  these  openings,  except  the  cattle  guard,  is  crossed  by  two 
tracks:  main  track  and  siding.  Under  the  main  track  of  the  two  culverts 
there  are  timber  abutments,  wooden  stringers,  standard  ties,  and  guard 
timbers,  in  good  condition.  Under  the  side  track  of  one  of  the  culverts  there 
is  the  same  construction;  under  the  other  there  is  stone  masonry,  with  the 
same  kind  of  superstructure.  They  are  in  good  condition  throughout.  The 
cattle  guard  has  masonry  in  bad  condition,  and  it  should  be  rebuilt  prwnptly. 
There  are  timber  stringers,  with  rail  laid  directly  upon  the  stringer.     This 
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kind  of  constmction  for  cattle  guards  is  pretty  nearly  obsolete.  The  stringers 
and  the  rails  are  properly  secured  in  place,  but  a  derailed  truck  would 
probably  be  knocked  out  from  under  the  car  when  it  struck  the  opening, 
causing  the  wrecking  of  the  train.  For  this  reason,  nearly  all  railroads  have 
abolished  the  open  cattle  guard,  using  wood-  or  metallic-slat  guards  in  their 
places.  This  opening  is  also  used  as  a  waterway,  and  if  it  is  to  be  continued 
as  an  opening  to  grade  should  have  masonry  rebuilt  and  ties  and  guard 
timbers  put  on. 

The  standard  cross-ties  are  6x8  in.,  8  ft.  in  length,  and  are  laid  at  the 
rate  of  2992  to  the  mile  of  track;  they  are  nearly  all  cedar,  well  spaced 
and  full  spiked.  The  track  is  laid  with  79-lb.  steel  rail,  connected  by  angle 
plat€s  24  in.  in  length  with  4  bolts.  The  rail  is  in  good  condition,  con- 
nections full  bolted  and  bolts  tight. 

The  switches  are  split  point  and  liave  automatic  stands  with  proper  targets. 
The  frogs  are  spring  rail,  and  in  good  condition.  Timber  blocks  secured  to 
the  tops  of  the  rails  are  used  on  sidings  where  cars  are  left  standing,  to 
prevent  their  running  upon  or  fouling  the  main  track. 

The  track  is  ballasted  with  gravel  in  good  quantity.  The  alignment  and 
surfacing  of  the  track  are  first  class,  and  the  outer  rail  on  the  curves  properly 
elevated  for  the  moderate  speed  at  which  trains  run  at  that  point. 

No  railroads,  steam  or  electric,  are  crossed  at  grade,  and  there  are  no 
highway  grade  crossings  in  this  State. 

The  right  of  way  is  free  from  trees,  brush,  and  rubbish,  and  well  fenced 
with  wire. 

The  movements  of  trains  are  governed  by  the  telegraphic  train  order  system. 

At  Rouse  Point  a  station  building  is  used  jointly  with  The  Delaware  and 
Hudson  Company's  railroad,  and  is  in  :first-class  condition  throughout.  There 
is  no  other  station  used  by  the  road  in  this  State. 

Since  the  last  inspection,  July,  1907,  improvement  has  been  made  to  yard 
trar^-,  and  about  G  per  cent,  of  the  cross-ties  have  been  renewed. 

Recommendation:  That  the  open  cattle  guard  have  masonry  rebuilt  and 
standard  ties  and  guard  timbers  put  on,  or  the  opening  to  grade  eliminated 
and  metallic-  or  wooden-slat  cattle  guards  put  in  at  that  boundary  of  the 
highway  crossing.     (The  highway  crossing  proper  is  located  in  Canada.) 

Respectfully  submitted, 

J.  D.  Shultz, 
Steam  Railroad  Inspector. 


CONNECTING  TERMINAL  BAILBOAD. 

Inspected  August  21,  1908.    Last  previous  inspection  November  13,  1906. 
To  the  Public  Service  Commisfdonf  Second  District: 

Gentlemen:  I  have  made  an  inspection  of  the  Connecting  Terminal  rail- 
road,  and  respectfully  submit  the  following  report: 

The  Connecting  Terminal  railroad  consists  of  a  series  of  switching  tracks 
located  on  what  is  known  as  the  "  Island,"  in  Buffalo,  and  extending  from 
a  connection  with  the  track  of  the  Pennsylvania  Railroad  Company  to  the 
grain  elevator  and  freight  warehouses  owned  by  the  Connecting  Terminal 
Railroad  Company.  The  main  switching  tracks  comprise  about  one  mile  of 
road,  and  there  are  approximately  two  miles  of  branches  and  side  tracks. 
There  are  no  bridges,  trestles,  or  other  openings  in  the  roadway. 

The  cross-ties  are  in  fair  condition.  The  tracks  are  laid  with  various 
weights  and  patterns  of  rail,  connected  by  angle  and  Fish  plates.  The  rail 
and  connections  are  in  fair  condition,  and  the  tracks  suitable  for  the  purposes 
used:  handling  cars  to  and  from  the  Pennsylvania  Railroad  Company's  track 
to  the  elevator  and  warehouses.  Switching  is  done  principally  by  the  Bunalo 
Creek  railroad,  although  cars  are  handled  there  by  the  various  roads  which 
operate  on  the  Pennsylvania  tracks  at  the  place  where  ^e  switches  connect. 

The  road  is  in  suitable  condition  for  purposes  used. 

Respectfully  submitted, 

E.  F.  Van  Hoesen, 
Steam  Railroad  Inspector, 
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CBANBERBY    LAKE   BAILROAD. 

Inspected  August  18,  1908.    Last  inspection  July  22,  1906. 
To  the  Public  Service  Commission,  Second  District: 

Gentlemen:  On  August  18,  1908,  I  made  an  inspection  of  the  Cranberry 
Lake  railroad,  and  respectfully  submit  the  following  report: 

The  Cranberry  Lake  railroad  connects  with  the  Carthage  &  Adironuack 
branch  of  the  Rome,  Watertown  &  Ogdensburg  railroad,  operated  by  the 
New  York  Central  &  Hudson  River  railroad,  at  Benson  Mines,  and  extends 
to  Wanakena,  a  distance  of  6  miles.  There  are  on  the  line  of  the  railroad 
proper  about  one  and  a- half  miles  of  siding  and  yard  tracks,  but  there  are, 
owned  by  the  lumber  company  to  which  the  railroad  belongs,  several  miles 
of  tracks  located  beyond  Wanakena  and  extending  into  the  forest,  for  bringing 
timber  to  the  mills  of  the  company  located  at  Wanakena,  The  road  is  con- 
siderably crooked,  grades  fairly  steep  and  somewhat  irregular;  the  maximum 
curves  are  from  10  to  12  degrees;  the  maximum  grade  about  100  feet  per 
mile.  The  cuts  and  embankments  are  generally  light.  Some  of  the  cuts 
are  too  narrow  to  admit  of  proper  ditching,  but  as  the  soil  is  of  a  gravely 
nature  no  difficulty  has  been  experienced  from  water  remaining  on  or  about 
the  track.  Some  widening  of  cuts  and  construction  of  ditches  has  been  done 
eince  the  last  inspection.  The  weak  embankments  have  been  strengthened 
and  are  now  generally  of  full  width. 

There  are  2  pony  truss  bridges  of  timber  in  the  main-line  roadway  that 
have  been  put  in  since  the  last  inspection,  replacing  timber  trestles;  they 
are  of  good  construction  and  with  an  abundance  of  material:  the  length 
of  each  span  is  about  45  feet  and  they  are  erected  on  new  concrete  masonry. 
At  Wanakena,  on  branch  leading  to  the  mills,  there  are  3  similar  spans  of 
about  40  feet  each,  crossing  the  Oswegatchie  river;  they  are  in  good  condition 
and  erected  on  concrete  masonry;  one  pier  has  settled  a  little  and  heavy 
timber  bents  have  been  put  in  on  either  side  of  it  to  secure  the  aafety  of 
the  bridge.  There  are  no  timber  trestles  remaining  in  the  roadway.  At 
last  inspection  there  were  3  large  ones:  all  have  been  replaced  with  bridges 
or  culverts  and  fillings.  There  are  2  single-span  open  culverts  and  3  consisting 
of  3  to  4  spans  each,  with  timber  blocking  in  place  of  bents.  They  are 
all  very  low  structures,  only  three  to  four  feet  above  the  bed  of  the  stream, 
and  they  as  well  a?  the  single-span  open  culverts  are  entirely  of  timber. 
The  stringers,  ties,  and  guard  timbers  are  of  standard  dimensions  and  in 
good  sound  condition.  There  are  no  arch  or  stone  l)ox  culverts.  At  one 
place,  where  a  timber  trestle  has  been  filled,  there  has  been  put  in  a  concrete 
box  culvert.  At  other  places  cement  pipe  is  used,  and  there  are  some  timber 
box  culverts  remaining;  they  are  however  in  sound  condition. 

The  cross-ties  are  of  mixed  tamarack,  hemlock,  beech,  and  other  native 
hardwood  timbers;  they  are  6  in.  in  thickness,  from  G  to  8  in.  face,  and 
8  ft.  in  length;  thny  are  in  good  condition,  and  extensive  renewals  have  been 
made;  they  are  fairly  well  spaced  and  full  spiked,  and  on  all  sharp  curves 
are  double  spiked  on  the  outside.  The  main  track  is  laid  with  60-lb.  steel 
rail,  some  worn  but  in  fair  condition  for  the  light  traffic  and  moderate  sneed 
maintained,  12  to  15  miles  per  hour.  They  are  connected  by  angle  plates 
24  in.  in  length  with  4  bolts.  All  the  connections  are  full  bolted,  and  no 
loose  bolts  were  observed. 

The  main-track  switches  are  split  point  and  have  rigid  stands  with  proper 
targets.  Switch  lamps,  showing  red  light  for  danger  and  white  for  safety, 
are  on  the  switches  that  are  used  at  ni&rnt.  The  frogs  are  rigid.  No  siuinsrs 
were  observed  upon  which  cars  are  left  standing  where  the  grade  descends 
toward  the  main  track,  so  as  to  make  derailing  switches  necessary. 

The  track  is  ballasted  with  a  medium  quantity  of  sand,  gravel,  and  ore 
screenings.  The  alignment  and  surfacing  of  the  track  are  fairly  good  for 
the  moderate  speed  maintained,  and  the  outer  rail  on  curves  properly  elevated. 

The  road  runs  through  the  forest  for  practically  its  entire  length,  and 
the  trees  have  been  cut  in  vicinity  of  the  track;  some  brush  however  remains 
that  has  grown  up  recently.  No  fences  are  maintained  or  apparently  neces- 
sary, as  the  road  runs  through  forest  owned  for  nearly  the  entire  distance 
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by  the  lumber  company  owning  the  railroad,  and  there  is  no  grazing  land 
about  the  track.  There  are  two  highway  grade  crossings,  each  properly 
graded,  the  planking  in  good  condition  and  protected  by  a  sign  of  the 
diamond  form.  The  section  force  caring  for  the  track  and  siding  owned  by 
the  railroad  company  consists  of  a  foreman  and  12  to  18  laborers.  This  same 
force  also  cares  for  approximately  four  miles  of  track  belonging  to  the 
lumber  company. 

The  only  station  building  maintained  by  the  company  is  at  Wanakena. 
It  is  a  wooden  building,  in  proper  condition.  At  Benson  Mines,  the  station 
of  the  Rome,  Watertown  &  Ogdeusburg  railroad  is  used. 

Since  the  last  inspection  considerable  improvement  has  been  made  in 
widening  cuts  and  embankments  and  cleaning  ditches.  Three  timber  trestles, 
one  of  them  about  800  feet  long  and  20  feet  in  height,  have  been  eliminated: 
the  large  one  by  putting  in  concrete  culvert  and  filling;  the  other  two,  which 
were  from  200  to  400  feet  in  length,  by  erection  of  truss  bridges  on  concrete 
masonry  and  filling  the  remainder.  Extensive  renewals  of  cross-ties  have 
been  made.  Targets  have  been  put  on  the  stands  of  switches  where  formerly 
lacking.  The  larger  portion  of  the  road  has  been  re-ballasted  with  gravel, 
sand,  and  ore  screenirgs,  and  that  work  is  being  continued;  and  the  alignment 
and  surfacing  of  the  track  have  been  improved. 

Recommendation:  That  additional  widening  of  narrow  cuts  be  done  end 
proper  ditches  made,  and  that  brush  in  vicinity  of  track  be  cut  and  removed. 

Respectfully  submitted, 

J.  D.  Shultz, 
Steam  Railroad  Inspector, 


DA^^SVILLE  AND    MOUNT   MOBBIS    BAILBOAD. 

Inspected  August  14,  1908.    Last  previous  inspection  August  30,  1907. 

To  the  Public  Service  Commissionj  Second  District: 

Gentlemen:  1  have  made  an  inspection  of  the  Dansville  &  Mount  Morris 
railroad,  and  respectfully  submit  the  following  report: 

The  Dansville  &  Mount  Morris  railroad  is  a  single-track  road  extending 
from  a  connection  with  the  Erie  railroad  at  Mount  Morris  to  Dansville,  a 
distance  of  14.60  miles,  with  1.75  miles  of  sidings  and  yard  tracks;  2.35 
miles  of  the  roadway  are  owned  by  the  Erie  Railroad  Company,  hut  are 
leased,  operated,  and  maintained  by  the  Dansville  and  Mount  Morris  Railroad 
Company.  The  general  alignment  of  the  road  is  good.  There  are  long 
tangents  and  light  curves,  none  exceeding  4  degrees.  The  grades  are  generally 
light,  and  for  much  of  the  distance  the  track  is  practically  level.  A  few  cuts 
on  the  Mount  Morris  end  of  the  road  are  rather  narrow  and  ditches  are 
partially  filled;  the  greater  part  of  the  road  is  on  embankment,  generally 
of  fair  width. 

There  are  2  iron  bridges  with  concrete  masonry:  one  a  through  plate 
girder  of  about  71 -ft.  span,  and  the  other  a  3-span  pony  truss  176  ft.  total 
length.  There  are  8  other  structures  with  iron  girders  supported  on  pile 
or  framed  bents;  all  are  short  spans  and  are  generally  in  fair  condition. 
They  have  standard  ties  but  guard  timbers  are  either  lacking  on  most  of 
them  or  are  so  small  (2^2x4  in.)  as  to  be  of  little  value.  Nos.  19  and 
23  have  the  small  guards,  and  Nos.  14,  30,  31,  33,  and  34  have  no  guards, 
a  piece  of  board  being  nailed  to  ties  to  keep  them  spaced  properly.  Standard 
guards  should  be  placed  on  all  these  structures.  The  center  bent  of  No.  33 
needs  renewal.  There  are  no  wooden  bridj^es  cither  in  roadway  or  overhead. 
There  are  16  timber  trestles  with  pile  or  framed  bents;  all  are  low  structures 
and  are  generally  in  good  condition,  with  standard  ties.  The  guard  timbers 
are  lacking  on  many  or  are  so  small  (2^.^x4  in.)  as  to  be  of  little  value. 
Nos.  20,  22,  24,  36,  and  43  have  the  narrow  guard,  and  Nos.  1,  3,  4,  5,  8, 
9,  and  12  have  no  guard  timbers.  Standard  guards  should  be  placed  on  these 
structures;  renewals  should  be  made  to  one  or  two  caps  on  Nos.  5  and  25; 
and  to  stringers  on  Nos.  3,  4,  22,  and  26. 
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There  are  10  open  culverts  or  cattle  passes;  all  have  timber  stringers  and 
timber  abutments.  They  are  generally  in  fair  condition;  repairs  should  be 
made  to  the  timber  abutments  of  Nos.  21,  26,  and  27,  and  to  the  stringers 
of  No.  26.  There  are  no  arch  culverts,  the  box  and  pipe  culverts  arc 
apparently  in  good  condition. 

The  standard  cross-tiea  are  6x8  in.,  8  ft.  in  length,  and  laid  at  the  rate 
of  2816  to  the  mile  of  track;  they  are  of  mixed  oak,  yellow  pine,  and  chestnut, 
are  well  spaced  and  full  spiked;  at  least  10  per  cent,  are  poor  and  should 
be  renewed. 

The  track  is  laid  with  63-  and  67-lb.  rail  connected  by  angle  plates  21 
in.  in  length  with  4  bolts.  The  rail  is  in  fair  condition  for  the  light  troHie 
and  slow  speed  maintained.  All  connections  are  full  bolted  and  bolts  gen- 
erally tight.  All  main-track  switches  are  split  point,  with  rigid  stands; 
switch  targets  are  in  sc^ne  cases  poor  and  not  well  painted.  Switch  lampe 
are  not  used  as  trains  are  not  operated  at  night.  Frogs  are  rigid.  No 
sidings  were  observed  where  the  use  of  derailing  switches  appeared  necessary. 

There  is  very  little  material  which  can  be  considered  ballast.  Grass  and 
weeds  are  growing  plentifully  between  the  ties.  The  alignment  and  sur- 
facing are  good  at  the  south  end  of  line,  but  only  fair  on  the  north  eni, 
being  poor  on  that  portion  of  the  road  leased  from  the  Erie  Railroad  Company. 
The  track  sections  are  about  7^  miles  in  length,  and  the  average  force  main- 
tained on  each  consists  of  a  foreman  and  5  laborers. 

There  are  no  grade  crossings  of  steam  or  electric  railroads,  and  there 
are  no  interlocking  plants  maintained. 

The  right  of  way  is  free  from  trees,  but  at  the  time  of  inspection  there 
was  considerable  brush  growing  on  the  right  of  way;  or  what  would  be  con- 
sidered right  of  way,  as  fences  are  lacking  on  the  greater  portion  of  the  ro4d. 
Where  fenced,  the  fences  are  of  wire,  some  in  poor  repair.  The  highway 
crossings  are  well  graded,  properly  planked,  and  are  protected  by  signs  of 
the  diamond  form.     Cattle  guards  are  not  maintained. 

The  movements  of  trains  are  governed  by  the  telegraphic  train  order  system. 

At  Dansville  there  is  a  fair  sized,  frame  passenger  and  freight  station, 
in  good  repair  and  properly  furnished.  At  Sonyea  there  is  a  small,  rustic 
passenger  station  in  good  condition.  At  Mount  Morris  the  station  building 
belonging  to  the  Erie  Railroad  Company  is  used. 

Recommendations:  That  about  10  per  cent,  of  the  cro«s-ties  be  renewed; 
that  switch  targets  be  re- painted  and  repaired  where  necessary;  that  repairs 
and  renewals  be  made  to  bridges,  trestles,  and  open  culverts  and  cattle  passes 
as  noted  in  the  foregoing  report;  that  brush  and  weeds  on  the  right  of  way 
be  cut  and  removed;  that  fences  be  put  in  proper  repair;  and  that  cattle 
guards  be  maintained  at  highway  crossings,  as  directed  by  law. 

Respectfully  submitted, 

E.  F.  Van  Hoesen, 
Steam  Railroad  Inspector. 


DELAWARE    AND    EASTERN    RAILWAY. 

Inspected  June  16,  17,  and  18,  1908. 

To  the  Public  Service  Commission,  Second  District: 

Gentlemen:  On  June  16,  17,  and  18,  1908,  I  inspected  the  Delaware  A 
Eastern  railway,  and  respectfully  submit  the  following  report: 

Th<^  Delaware  &  Eastern  railway  consists  of  a  main  line  extending  from 
Arkville,  where  a  connection  is  made  with  the  Ulster  &  Delaware  railroa<l, 
to  a  connection  with  the  New  York,  Ontario  &  Western  railway  at  Etrnt 
Branch,  37.52  miles;  and  a  branch  line  which  connects  with  the  main  line 
at  Andes  Junction  and  extends  to  Andes,  a  distance  of  8.39  miles,  all  single 
track;  and  has  about  4  miles  of  sidings  and  yard  tracks.  The  main  line 
for  nearly  its  entire  length  follows  the  east  branch  of  the  Delaware  river; 
the  Andes  branch  passes  through  a  valley,  generally  narrow,  so  that  tha 
main  line  and  branch  are  crooked,  with  many  curves,  some  of  them  sharp. 
Many  of  these  curves  can  be  improved  in  the  process  of  widening  out  banks. 
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Tbe  maximum  curve  on  main  line  is  10  degrees,  located  at  Harvard;  and 
on  tlie  branch  line  12  degrees,  located  near  Andes.  The  grades  of  the  main 
line  are  generally  light,  the  maximum  being  48  feet  per  mile  for  about  one-half 
mile  near  Arkville;  the  Andes  branch  has  steeper  grades,  the  maximum  being 
78.7  feet  per  mile  for  a  considerable  portion  of  the  distance. 

On  account  of  the  location  of  the  road  along  the  east  branch  of  the  Delaware 
river,  there  are  many  narrow  cuts,  many  of  them  being  side-hill  cuts;  on 
the  Andes  branch  there  are  several  narrow  cuts.  Iklany  of  the  slopes  are 
steep,  and  it  would  seem  that  when  the  road  was  constructed  the  slopes 
were  not  taken  out,  one  and  one-half  to  one,  as  they  should  have  been;  con- 
sequently, on  most  of  the  slopes  the  material  washes  down,  filling  the  ditche3. 
On  some  of  the  slopes  loose  rock  and  boulders  are  embedded,  and  as  the 
earth  washes  from  around  them  they  are  displaced  and  roll  to  the  track. 
These  slopes  should  be  widened  out  so  as  to  give  proper  ditches  and  drainage, 
and  all  rocks  and  boulders  liable  to  become  displaced  should  be  removed. 
A  great  many  of  the  embankments  are  narrow,  and  there  is  not  sufficient 
shoulder  to  the  ballast.  At  many  places,  where  the  foot  of  the  embankment 
extends  into  the  river,  there  is  more  or  less  sliding  of  the  embankment,  with 
the  result  that  the  embankment  at  the  top  breaks  very  close  to  the  end 
of  the  ties;  at  such  points  a  riprap  wall  should  be  built  at  foot  of  slope 
and  additional  material  filled  in  to  make  the  banks  of  proper  width.  A 
work  train  with  25  men  is  now  engaged  in  widening  cuts  and  embankment; 
a  much  larger  force  could  be  used  to  advantage  if  road  is  to  be  put  in  proper 
shape  in  a  reasonable  time. 

The  iron  bridges  are  all  in  good  condition  and  generally  well  painted; 
masonry  of  either  concrete  or  stone;  ties  and  guard  timbers  are  of  standard 
dimensions  and  all  are  in  sound  condition.  A  few  bridges  lack  guard  timbers; 
inside  guard  rails  are  not  maintained.  There  are  no  long  span  wooden 
bridges.  There  are  6  framed  or  pile  bent  timber  trestles  on  main  line  and 
3  on  Andes  branch,  principally  hemlock,  all  of  standard  construction  with 
proper  ties  and  guard  timbers;  there  are  no  inside  guard  rails.  There  are 
20  open  culverts  and  cattle  passes  on  the  main  line,  2  having  been  filled 
since  last  inspection;  10  have  I-beam  stringers;  6  have  been  changed  from 
timber  to  I-b«ams  since  last  inspection;  10  have  timber  stringers,  mostly 
hemlock,  but  I-beams  are  on  the  ground  at  5  of  the  openings  to  replace 
the  wooden  stringers,  and  1  opening  is  to  be  replaced  by  iron-pipe.  Of  these 
open  culverts,  7  have  concrete  masonry,  8  have  cement  masonry,  and  5  have 
dry  masonry.  On  the  Andes  branch  there  are  5  open  culverts  and  cattle 
passes  with  timber  stringers,  and  1  with  I-beam  stringers;  3  are  carried 
on  cement  masonry  abutments  and  3  on  timber  bents  with  plank  abutments. 
On  some  of  the  timber  stringers  common  ties  are  used  and  no  guard  timbers 
in  place;  ties  are  badly  spaced;  should  have  standard  ties,  and  guard  timbers. 
Attention  of  the  officer  of  railroad  in  charge  of  maintenance  was  called  to 
an  unsafe  condition  at  one  of  the  small  openings  on  the  branch  line,  and 
necessary  repairs  were  made  at  once.  The  arch  and  box  culverts,  mainly 
of  concrete,  are  in  good  condition.  Pipe  drains  are  apparently  in  good 
condition. 

About  25  per  cent,  of  the  cross-ties  are  yellow  pine  and  the  balance 
hemlock,  beech,  birch,  and  other  native  timbers;  the  standard  dimensions  are 
6x8  in.,  8  ft.  in  length,  and  they  are  laid  at  the  rate  of  2816  to  the  mile 
of  track.  The  cross-ties  are  fairly  well  spaced  and  full  spiked. 

The  track  is  laid  with  67-lb.  second-use  steel  rail,  generally  in  fair  con- 
dition, connected  by  angle  plates  20.  24,  and  30  in.  in  length  with  4  bolts; 
track  laid  with  suspended  joints;  many  of  the  connections  have  loose  bolts, 
and  there  are  a  few  where  a  bolt  i^  missing.  All  main-track  switches  are 
split  joint,  and  have  automatic  stands  with  proper  targets.  Switch  lamps 
show  red  light  for  danger  and  white  for  safety.  All  frogs  are  rigid.  There 
are  no  derailing  switches. 

The  track  is  lightly  ballasted  with  gravel,  and  the  alignment  and  surfacing 
are  poor  over  the  greater  part  of  the  road ;  this  is  chiefly  due  to  the  fact  that 
the  cuts  are  narrow  so  that  proper  ditches  can  not  be  maintained,  and 
embankments  are  narrow  and  have  settled.     The  road  will  require  additional 
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ballaat  and  considerable  work  of  section  forces  before  the  line  and  surface 
are  brought  to  proper  condition.  There  are  six  section  gangs  of  a  foreman 
and  about  seven  men  each  on  main  line;  one  foreman  and  eleven  men  on 
Andes  branch.  Each  gang  is  furnished  with  flags  and  lanterns,  and  all 
portions  of  the  road  are  patrolled  daily  by  some  member  of  the  section  force. 

Some  small  brush  remains  on  the  right  of  way;  grass  and  weeds  were 
being  cut  when  inspection  was  made.  About  30  per  cent,  of  the  right  of 
way  has  been  fenced.  A  fence  gang  of  six  men  was  at  work  on  And«s  branch 
at  the  time  of  inspection.     Fences  are  of  woven  wire. 

There  are  21  highway  grade  crossings,  all  protected  by  crossing-signs  of 
the  X  form.  The  crossings  are  fairly  well  graded.  At  Wolf  Hollow  the 
crossing-sign  is  on  a  tree,  and  partly  hidden;  it  is  to  be  re-located.  No 
cattle  guards  have  as  yet  been  put  in,  but  the  wooden  slats  or  bars  are  being 
made  in  the  shops  and  will  be  placed  in  track  at  the  highway  crossings  thin 
season.  No  mile-posts  are  erected,  miles  being  marked  on  nearest  telegraph 
posts. 

The  movements  of  trains  are  governed  by  telegraphic  train  order  system. 

Station  buildings  are  new  and  apparently  ample  for  the  requirements. 
Only  two  of  the  stations.  Union  Grove  and  Downsville,  have  closets.  A 
small,  frame,  combination  station,  16x32,  has  been  erected  at  Dunraven 
since  last  inspection. 

Recommendations:  That  the  narrow  cuts  be  widened,  with  proper  slope, 
and  all  boulders  liable  to  roll  on  track  be  removed,  and  that  ditches  be  cleaned 
and  maintained;  that  t'le  narrow  and  weak  embankments  be  reinforced,  and 
where  slope  extends  into  the  stream  proper,  riprap  or  retaining  wall  be 
placed,  and  that  low  embankments  be  raised  to  grade  and  a  proper  shoulder 
be  provided  for  ballast;  that  the  T-beara  stringers  now  on  hand  be  put  in 
as  promptly  as  possible,  replacing  timber  stringers;  that  the  abutments, 
where  necessary,  be  provided  with  proper  coping  or  bridge  seats  for  these 
stringers,  and  that  standard  ties  and  guard  timbers  be  placed  on  all  structures 
where  lacking;  that  all  connections  be  full  bolted  and  new  bolts  be  furnished 
to  replace  old  and  worn-out  bolts  which  can  not  be  kept  tight;  that  track 
be  put  in  proper  surface  and  alignment  with  ballast  suflicient  for  the  purpose; 
that  the  right  of  way  be  properly  fenced,  and  cattle  guards  with  suitable 
guard-fences  be  maintained  at  each  boundary  of  all  highway  crossings;  that 
closets  be  provided  at  stations  where  they  are  now  lacking. 

Respectfully  submitted, 

E.  F.  Van  Hoes  en, 
Steam  Railroad  Inspector. 


THE   DELAWARE    AND    HUDSON    COMPANY'S    RAILROAD. 

Inspected  June  3,  4,  5,  6,  8,  9,  10,  and  11,  1908.     Last  previous  inspection 
June  4,  5,  6,  7,  11,  12,  and  13,  1906. 
To  the  Public  Service  Commission,  Second  District: 

Gentlemen:  I  have  made  an  inspection  of  the  lines  of  steam  railroad 
owned  and  operated  by  The  Delaware  pnd  Hudson  Company  in  this  State, 
and  respectfully  submit  the  following  report: 

Pennsylvania  and  Susquehanna  Divisions, 

The  portion  of  the  Pennsylvania  division  in  this  State  consists  of  that  part 
of  the  La(^awanna  &  Susquehanna  railroad  from  a  connection  with  the 
Susquehanna  divison  at  Nineveh,  to  the  Pennsylvania-State  line,  a  distance  of 
17.05  miles,  and  has  4.17  miles  of  second  main  track  and  9.68  miles  of  sidings 
and  yard  tracks. 

The  main  line  of  the  Susquehanna  division  extends  from  a  connection  with 
the  Erie  railroad  at  Bingham  ton  to  Albany,  142.59  miles;  and  has  second 
main  track  from  Harpersville  to  Delanson,  and  one  mile  in  Albany  yard, 
making  96.33  miles  of  second  track;  and  has  also  144.14  miles  of  sidings 
and  yard  tracks.  The  Cooper stown  branch  connects  with  the  main  line  at 
Cooperstown  Junction  and  extends  to  Cooperstown,  15.78  miles,  and  from 
Davenport  Junction  to  Davenport  Center,  8.21  miles,  both  single-track  lines. 
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and  has  4.18  miles  of  sidings  and  yard  tracks.  The  portion  of  the  road 
between  Davenport  Junction  and  Davenport  Center  has  not  been  operated 
for  several  years;  a  few  cars  have  at  times  been  stored  upon  it  but  no 
further  use  made  of  that  line;  therefore  I  made  no  inspection  of  it.  The 
Cherry  Valley,  Sharon  &  Albany  branch  connects  with  the  main  line  at 
Cobleskill  Junction  and  extends  to  Cherry  Valley,  21.04  miles,  single  track, 
and  has  1.56  miles  of  sidings  and  yard  tracks.  The  Schenectady  &  Duanesburg 
branch  connects  with  the  main  line  at  Delanson  and  extends  to  Schenectady, 
13.79  miles,  and  has  1.26  miles  second  main  track  and  10.87  miles  of  sidings 
and  yard  tracks.  The  work  of  constructing  second  main  track  for  the  enure 
length  of  this  branch  is  nearly  completed.  The  Schenectady  &  MechanicvillQ 
branch  connects  with  the  Saratoga  k  Schenectady  branch  of  the  Saratoga 
division  at  Glenville  Junction  and  extends  to  Coons,  9.93  miles,  with  2.8J 
miles  of  second  main  track  and  3.08  miles  of  sidings  and  yard  tracks.  A 
track  of  the  Boston  &  Maine  railroad  which  is  alongside  is  used  in  connection 
with  the  single-track  portion  of  this  branch  by  the  two  roads,  jointly,  uius 
completing  a  double-track  line  the  entire  distance. 

Owing  to  the  broken  country  through  which  the  roads  are  constructed, 
the  alignment  is  considerably  broken,  there  being  many  curves,  and  while 
the  majority  of  them  are  fairly  light,  some  are  considerably  sharp;  curve* 
exceeding  3  degrees  have  spiralled  ends.  The  grades  are  also  considerably 
broken  and  on  most  of  the  lines  there  are  some  steep  and  long  grades. 

The  cuts  and  embankments  of  the  Pennsylvania  division  are  generally  of 
full  width  and  proper  slopes.  The  summit  cut  and  other  lighter  cuts  in 
its  vicinity  are  through  clay  and  quicksand,  and  the  slopes  have  slipped  and 
washed  to  a  considerable  extent,  filling  the  ditches;  a  work  train  with  a 
large  force  of  men  is  engaged  cleaning  them.  Aside  from  those  places  the 
roadway  is  well  drained.  The  main  line  of  the  Susquehanna  division  is 
very  well  graded.  A  few  cuts  through  material  of  a  clay  or  quicksand  nature 
have  slopes  supported  by  pile  or  timber  docking.  These  however  are  very 
well  maintained.  The  roadway  is  generally  well  drained,  although  a  few 
cuts  were  observed  where  additional  cleaning  of  ditches  would  be  an  improve- 
ment. The  Cooperslown  branch  is  fairly  well  graded  and  well  drained,  ine 
Cherry  Valley,  Sharon  &  Albany  branch  has  a  few  weak  embankments  that 
would  be  benefited  by  a  little  strengthening,  and  some  cleaning  of  ditches 
is  also  needed.  The  Schenectady  &  Duanesburg  and  the  Schenectady  it 
Mechanicville  branches  are  well  graded  and  thoroughly  drained. 

The  bridges  in  the  roadway  of  all  the  lines  are  of  steel  or  iron  and  in 
nearly  all  cases  have  first-class  masonry  abutments  and  piers.  Bridge  iNO. 
49  of  the  Pennsylvania  division,  over  the  Susquehanna  river,  has  one  abut- 
ment which  is  broken,  and  the  shore  end  of  that  span  is  supported  on  bents, 
pending  renewal  of  the  masonry.  Several  of  the  bridges  of  the  main  line 
of  the  Susquehanna  and  Pennsylvania  divisions,  between  Oneonta  and  the 
state  line  on  the  Pennsylvania  division,  are  rather  light  for  the  new  class  of 
locomotives  now  being  run  over  that  portion  of  the  road,  and  are  to  be 
renewed.  Those  considered  so  light  as  to  cause  any  anxiety  as  to  their 
safety  have  been  strengthened  by  placing  timber  bents  under  them,  pending 
their  renewal.  There  is  on  the  Cooperstown  &  Charlotte  branch  a  very 
light  iron  bridge  near  Hart  wick  Seminary,  which  is  also  supported  on  bents, 
pending  renewal.  No  bridges  were  observed  on  the  otlier  portions  of  tuese 
divisions  that  are  not  apparently  sufficient  for  the  requirements.  It  was 
observed,  however,  that  on  the  lines  of  the  Susquehanna  division  cinders  had 
been  allowed  to  accumulate  about  bridije  pedestals  and  upon  the  metal 
structures  themselves,  which  should  be  removed  and  the  structure  kept  clear 
to  prevent  injury  from  rust.  A  large  proportion  of  the  bridges  should  be 
re-painted,  as  the  paint  on  them  is  very  poor  and  the  metal  is  in  many 
cases  getting  rusty.  The  only  wooden  span  bridges  are  for  overhead  highway 
or  farm  cros'^insrs,  and  are  apparently  properly  maintained.  These  as  well 
as  other  obstructions  which  are  less  than  21  feet  above  the  track  are  protected 
by  warning  signals;  the  "  ticklers  "  to  manv  of  these  warning  signals,  however, 
have  become  tangled  or  removed  and  should  be  straightened  or  replaced. 

The  only  timber  trestles,  excepting  those  placed  temporarily  under  bridge 
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pending  renewal,  are  on  the  Cooperstown  &  Charlotte  Valley  and  the  Cherry 
Valley,  Sharon  &  Albany  branches;  they  are  of  standard  construction  ana  in 
proper  repair.  The  open  culverts  and  cattle  passes  of  the  Pennsylvania 
division  main  line,  Schenectady  &  Duanesburg  and  Schenectady  &  Mechanic- 
ville  branches  of  the  Susquehanna  division,  have  good  masonry,  I-beam  or 
rail  stringers,  and  are  in  proper  condition  throughout.  Those  of  the  Coopers- 
town  branch,  with  one  exception,  have  abutments  of  masonry,  but  the  masonry 
is  of  an  inferior  class,  and  several  of  them  have  stringers  supported  on 
bents  on  account  of  the  poor  masonry.  Those  of  the  Cherry  Valley,  Sharon 
&  Albany  are  of  the  same  kind  of  construction.  The  abutments  to  one,  a 
abort  distance  north  of  Sharon  Springs,  and  another  near  mile-post  55,  to 
which  particular  attention  was  directed,  are  in  very  bad  condition  and  should 
be  renewed  promptly;  and  the  masonry  to  several  others  will  also  need 
attention  in  the  near  future.  On  these  two  lines  there  are  some  timber 
fitringers,  but  in  most  cases  I-beams  or  rails  are  used.  All  are  apparently 
sufficient.  The  ties  and  guard  timbers  on  all  bridges,  trestles,  open  culverts, 
and  cattle  passes  are  of  standard  dimensions  and  properly  maintained.  Inside 
guard  rails  have  been  placed  on  a  few  of  the  long  and  high  bridges,  or  thos's 
on  curves,  but  in  most  cases  they  are  lacking.  The  arch,  box,  and  iron-pipe 
culverts  are  generally  in  good  condition.  A  few  small  box  culverts  on  tne 
Cherry  Valley,  Sharon  &  Albany  branch  show  ends  somewhat  dilapidated, 
and  will  need  repairing  or  replacing  with  iron-pipe  before  very  long. 

The  standard  dimensions  of  the  cross-ties  of  all  the  lines  are  7x9  in., 
8  ft.  6  in.  in  length,  and  they  are  laid  at  the  rate  of  2814  to  the  mile  of  track. 
They  are  very  well  spaced  and  full  spiked.  It  was  noted,  however,  that  some 
renewals  of  spike  were  needed  on  account  of  their  beinpf  worn  by  the  friction 
of  the  rail  to  the  extent  tliat  their  efficiency  had  been  impaired.  The  cross-ties 
of  the  Pennsylvania  division  and  main  line  of  the  Susquehanna  division  arc 
about  75  per  cent,  yellow  pine,  the  balance  mixed  oak  and  chestnut;  of  the 
other  lines,  about  60  per  cent,  yellow  pine  and  the  remainder  mixed  oak 
and  chestnut  in  about  equal  proportions. 

The  entire  main  track  of  the  Pennsylvania  division  is  laid  with  80-lb. 
steel  rail  connected  by  anpfle  plates  30  in.  in  length  with  6  bolts.  A  portion 
of  this  rail  is  considerably  worn,  and  is  now  being  replaced  with  new  90-lb. 
rail.  The  main  track  of  the  Susquehanna  division  has  92.5  miles  laid  with 
90-lb.  and  the  remainder,  145.42  miles,  with  80-lb.  steel  rail,  all  connected 
by  angle  plates  30  in.  in  length  with  6  bolts.  The  90-lb.  rail  is  in  very  fair 
condition.  Much  of  the  80-lb.  rail  is  considerably  worn,  and  extensive  renewals 
are  being  made,  the  new  rail  put  in  being  90-lb.  weight.  The  Cooperstown 
branch  has  15.23  miles  laid  with  62-lb.,  8  miles  with  56-lb.,  and  the 
remainder,  0.76  mile,  with  80-lb.  steel  rail.  The  80-lb.  rails  are  connected 
by  angle  plates  30  in.  in  length  with  6  bolts;  the  62-lb.  and  also  the  56-lb. 
rails  by  angle  and  Fish  plates  22  in.  in  length  with  4  bolts.  The  56-lb.  and 
62-lb.  rails  are  somewhat  worn,  but  are  not  in  bad  condition  for  the  light 
traffic  and  moderate  speed  maintained.  The  Cherry  Valley,  Sharon  &  Albany 
branch  has  14.33  miles  laid  with  second-use  80-ib.,  7.76  miles  with  67-lb., 
and  the  remainder,  1.90  miles,  with  62-lb.  steel  rail.  The  80-lb.  rails  are 
connected  by  angle  plates  30  in.  in  lensfth  with  6  bolts,  and  the  remaining 
rail  by  angle  plates  22  in.  in  length  with  4  lK>lt8.  Some  rails  on  this  line 
were  observed  where  the  ends  were  battered  or  checked,  and  some  renewsJs 
are  necessary.  The  Schenectady  &  Duanesburg  and  the  Schenectady  *"- 
Mechanicville  branches  are  laid  entirely  with  80-lb.  rail  connected  by  angle 
plates  30  in.  in  length  with  6  bolts,  and  in  good  condition.  All  the  con- 
nections are  full  bolted,  and  practically  no  loose  bolts  were  observed. 

All  main-track  switches  are  split  point.  Those  of  the  Pennsylvania  division, 
main  line  of  the  Susquehanna  division,  Schenectady  &  Duanesbur**  o^i 
Schenectady  &  Mechanicville  branches,  are  all  electrically  connected  with  the 
electric  block  system  of  signals,  so  that  if  the  switch  is  misplaced,  the  signals 
governing  movements  of  trains  over  that  track  will  be  at  danger.  Switch 
stands  are  automatic  and  have  proper  targets.  Switch  and  semaphore  lamp« 
show  red  light  for  danger  and  green  for  safety;  yellow  is  used  for  caution. 
Practically  all  main-track  frogs  are  spring  rail   and  properly  maintained. 
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Derailing  switches  are  in  all  sidings  where  their  use  appears  necessary,  and 
on  the  main  lines  many  of  them  are  connected  by  intertocking  with  the  main- 
track  switch  stand.  Some  were  observed  not  so  connected,  where  the  stands 
lack  targets. 

The  main  tracks  are  ballasted  with  gravel  and  cinders.  There  is  a  ifood 
quantity  of  ballast  on  the  Pennsylvania  division,  the  Schenectady  &  Duanes* 
burg  and  Schenectady  &  Mechanicville  branches.  On  portions  of  tie  main 
line  Susquehanna  division,  also  on  the  Cooperstown,  and  the  Cherry  Valley, 
Sharon  &  Albany  branches,  ballast  is  light.  The  necessity  for  additional 
ballast  is  especially  noticeable  on  tlie  main  line  between  East  Worcester  and 
Worcester,  Unadilla  and  Sidney,  and  Delanson  and  Esperance.  The  alignment 
and  surfacing  of  the  track  of  the  Pennsylvania  division,  the  Schenectady  & 
Duanesburg  and  Schenectady  &  Mechanicville  branches  of  the  Susquehanna 
division,  are  good,  and  of  the  Cooperstown,  and  Cherry  Valley,  Sharon  & 
Albany  branches,  fair.  Some  portions  of  the  main  line  of  the  Susquehanna 
division,  especially  between  Delanson  and  Esperance,  Unadilla  and  Sidney, 
East  Worcester  and  Worcester,  and  between  Oneonta  and  Nineveh,  have 
many  low  joints  and  alignment  somewhat  irregular,  owing  apparently  to  light 
and  worn  ballast,  extremely  heavy  traffic,  heavy  motive  power,  and  lack  of 
sufficient  track  force  to  meet  these  conditions.  The  tra<^  sections  of  the 
Pennsylvania  division  are  about  5  miles  in  length,  and  the  force  employed 
upon  each  consists  of  foreman  and  5  laborers;  of  the  main  line  Susquehanna 
division,  4  miles  of  double  track,  and  the  force  a  foreman  and  5  laborers; 
of  the  Cooperstown  branch,  6  miles  in  length,  and  force  a  foreman  and  5 
laborers;  of  the  Cherry  Valley,  Sharon  &  Albany  branch,  5  miles,  and  force 
a  foreman  and  3  laborers;  of  the  Schenectady  &  Duanesburg  and  Schenectady 
&  Mechanicville  branches,  6  miles,  and  force  a  foreman  and  4  laborers.  All 
portions  of  the  road  are  patrolled  daily,  and  at  points  on  the  main  line  con- 
sidered dangerous  on  account  of  high  side  slopes  or  for  other  reasons,  re^lar 
track  walkers,  or  watchmen,  are  employed.  Each  section  gang  is  furnished 
with  flags  and  lanterns  for  protecting  its  work. 

The  main  line  of  the  Susquehanna  division  crosses  at  grade  two  tracks  of 
the  United  Traction  Company  (electric)  on  Broadway,  Albany:  the  crossing 
is  protected  by  a  flagman;  there  are  no  derailing  switches  in  the  track  of  the 
electric  railroad,  nor  protection  over  the  trolley  wire.  Two  tracks  of  the 
West  Shore  railroad  at  Voorheesville:  the  crossing  is  protected  by  gates, 
and  all  trains  arc  required  to  come  to  a  full  stop.  One  track  of  the  New 
York,  Ontario  &  Western  railway  at  Sidney:  the  crossing  i«  protected  by  an 
interlocking  plant.  Two  tracks  of  the  Delaware,  Lackawanna  &  Western 
railroad  at  Binsrhamton:  the  crossing  is  protected  by  an  interlocking  plant. 
One  track  of  the  Binghamton  railway  (electric)  on  Robinson  street,  uing- 
hamton:  there  are  no  derailing  switches  in  the  track  of  the  electric  railroad, 
but  there  is  proper  protection  over  the  trolley  wire.  The  CJooperstown  branch 
crosses  at  grade  the  single  track  of  the  Oneonta,  Cooperstown  &  Richfield 
Spring  railway  (electric)  at  Cooperstown:  there  are  derailing  switches  in 
the  track  of  the  electric  railroad,  to  close  which  the  conductors  of  the  electro* -» 
cars  have  to  cross  the  track  of  the  steam  railroad;  there  is  no  protection 
over  the  trolley  wire.  The  Schenectady  &  Duanesburg  branch  crosses  at  grade 
three  tracks  of  the  West  Shore  railroad  at  South  Schenectady:  the  crossing 
is  protected  by  an  interlocking  plant. 

Interlocking  plants  governing  the  movements  of  trains  are  located  at 
Kenwood  Junction;  Delanson  Junction;  Cooperstown  Junction;  Main  street, 
Oneonta;  Fonda  avenue,  Oneonta;  New  York,  Ontario  &  Western  crossing, 
Sidney ;  Delaware,  Lackawanna  &  Western  crossing,  Binghamton ;  West  Shore 
railroad  crossing,  South  Schenectady;  connection  of  the  Schenectady  & 
Mechanicville  branch  with  the  Boston  &  Maine  at  Crescent;  also  at  west  end 
of  Mechanicville  yard. 

The  right  of  way  is  free  from  trees,  and  there  is  no  brush  remaining 
except  in  a  few  places  on  the  main  line  of  the  Susquehanna  division  to  protect 
slopes.  The  fences  are  of  wire,  and  on  portions  of  all  the  lines  considerably 
out  of  repair. 

The  highway  crossings  are  very  well  graded  and  properly  planked.     They 
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are  protected  with  signs  of  the  diamond  form,  properly  placed  and  generally 
well  painted.  Guard-fences  are  maintained  at  highway  crossings,  but  no 
cattle  guards.  Two  highway  crossings  of  the  Pennsylvania  division  are 
protected  by  electric  bells  and  the  remaining  9  by  crossing-signs  only;  23 
highway  crossings  of  the  main  line  Susquehanna  division  are  protected  by 
flagmen,  7  by  flagmen  and  gates,  and  3  by  electric  bells;  1  of  the  Schenectady 
&  Duanesburg  by  a  flagman;  and  1  of  the  Schenectady  &  Mechanicville  by  an 
electric  bell.  The  remaining  187  crossings  of  the  Susquehanna  division  are 
protected  by  crossing-signs  only. 

The  Pennsylvania  division/ main  line  of  the  Susquehanna  division,  the 
Schenectady  i.  Duanesburg  and  the  Schenectady  &  Mechanicville  branches, 
are  equipped  with  automatic  electric  block  signals  governing  the  movements 
of  trmns.  On  the  Cooperstown  and  Cherry  Valley,  Sharon  &  Albany  branches, 
movements  of  trains  are  governed  by  the  telegraphic  train  order  system. 

The  station  buildings  are  generally  in  fair  to  good  repair.  Some  of  them 
are  rather  old  and  small,  but  I  was  unable  to  determine  from  the  opportunity 
offered  that  they  were  not  sufficient  for  requirements.  The  waiting  rooms 
were  in  practically  all  cases  clean  and  neat.  In  some  cases,  drinking  water 
was  not  provided,  nor  time-tables  posted.  Water  in  barrels  and  fire  pails,  as 
protection  against  fire,  were  maintained  in  some  stations;  in  others  they  were 
lacking.  The  station  platforms  are  mainly  of  planking  and  gravel  and  in 
fair  condition.  At  stations  where  there  is  water  supply  and  sanitary  plumb- 
ing the  closets  are  in  good  condition.  At  some  places,  notably  Slingerland, 
where  toilet*  are  inside  of  buildings,  with  no  water  supply,  they  are  neces- 
sarily offensive;  and  your  inspector  does  not  believe  that  toilets  should  be 
maintained  inside  of  buildings  where  there  is  no  water  supply;  nor  that  out- 
side toilets  should  be  maintained  within  100  ft.  of  the  station,  as  regardless 
of  how  well  kept,  they  are  bound  to  be  offensive.  Outside  toilets  on  prac- 
tically all  portions  of  these  divisions  are  not  well  maintained,  and  in  som3 
cases  there  are  none.  Station  employees  are  uniformed  and  wear  badges 
indicating  their  employment.  Restaurants  are  maintained  in  stations  at 
Oneonta  and  Cobleskill. 

The  passenger  equipment  appears  to  be  in  good  condition.  The  coaches 
observed  were  clean,  furnished  with  drinking  water,  and  have  emergency  tools 
properly  located  in  the  center  of  the  car.  Emergency  tools  are  also  carried 
on  mail,  baggage,  and  express  cars.  All  the  cars  are  equipped  with  automatic 
couplers  and  air  brakes.  Passenger  trainmen  are  uniformed  and  wear  badges. 
The  freight  equipment  observed  appeared  to  be  in  fair  to  good  repair.  All 
cars  are  equipped  with  automatic  couplers,  and  practically  all  with  air 
brakes.  Box  cars  have  ladders  on  the  ends  and  grab  irons  on  the  sides,  well 
secured.  The  running  boards  on  the  tops  of  the  cars  appear  to  be  properly 
maintained.  The  motive  power  appears  to  be  in  fair  to  good  condition.  On 
the  portion  of  the  road  from  Oneonta  to  Nineveh,  over  the  main  line  of  the 
Susquehanna  and  Pennsylvania  divisions,  there  are  being  operated  locomotives 
that  have  222,000  pounds  weight  on  8  drivers,  and  the  total  weight  of  loco- 
motive 403,000  pounds.  On  the  locomotives  of  the  so  called  "  Mother  Hub- 
bard "  type,  where  the  engineman's  and  fireman's  cabs  are  separate,  there  is 
an  emergency  valve  in  the  cab  of  the  fireman,  and  signal  bells  in  both  the 
cabs  of  the  engineman  and  fireman,  so  they  can  signal  each  other  if 
necessary. 

The  principal  repairs  and  improvements  noted  as  being  made  since  the  last 
inspection,  June,  1906,  are  as  itollows:  About  28  per  cent,  of  the  cross-ties 
on  all  the  lines  have  been  renewed ;  70  miles  of  new  90-lb.  rail  have  been  laid 
on  the  Susquehanna  division  main  line,  replacing  worn  80-lb.  rail;  and  7.57 
miles  of  80-lb.  rail  on  the  Schenectady  &  Duanesburg  branch,  replacing  worn 
80-lb.  rail ;  5.60  miles  of  main  track  of  the  Pennsylvania  division,  30  miles  of 
the  Susquehanna  division  main  line,  6  miles  of  the  Cooperstown  branch,  2 
miles  of  the  Cherry  Valley,  Sharon  &  Albany  branch,  2  miles  of  the  Sche- 
nectady &  Duanesburg  branch,  and  2  miles  of  the  Schenectady  &  Mechanic- 
ville branch,  have  been  re-ballasted  with  cinders.  One  timber  trestle  of  the 
Cooperstown  branch  has  been  rebuilt.  Twenty-one  box  culverts  of  the  main 
line  Susquehanna  division,  2  of  the  Cherry  Valley,  Sharon  &  Albany  branch. 
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and  12  of  the  Schenectady  &  Mechanicville  branch,  have  been  rebuilt  or  re- 
placed with  iron-pipe.  The  abutments  of  2  bridges  on  the  Schenectady  & 
Mechanicville  branch  have  been  rebuilt.  Masonry  to  open  culverts  and  cattle 
passes  has  been  repaired  as  follows:  1  on  the  main  line  Susquehanna  division, 
and  4  on  the  Cherry  Valley,  Sharon  &  Albany  branch.  Four  new  station 
buildings  have  been  erected  on  the  Susquehanna  division  main  line,  8  repaired, 
and  60  re- painted;  5  of  the  Cooperstown  branch,  4  of  the  Cherry  Valley, 
Sharon  &  Albany  branch,  and  5  of  the  Schenectady  &  Mechanicville  branch 
have  been  re-painted.  On  the  Susquehanna  division  main  line  25.87  miles  of 
additional  side  tracks  and  yard  tracks  have  been  put  in  and  4.57  miles  on  the 
Schenectady  &  Duanesburg  branch.  New  bridge  work  has  been  authorized, 
materials  for  same  being  received,  as  follows:  5  of  the  Pennsylvania  division 
in  Nineveh  yard  to  be  strengthened;  the  3-span  bridge  over  the  Susquetianna 
river  to  have  new  trusses  to  replace  present  light  truss,  new  floor  beams  and 
stringers,  and  1  abutment  rebuilt;  on  the  main  line  of  the  Susquehanna  divi- 
sion, 20  bridges  are  to  be  reinforced,  and  6  replaced  by  stronger  structures; 
also  new  bridge  and  abutments  to  be  constructed  near  Belden.  A  shaft  for 
ventilating  the  tunnel  on  the  Susquehanna  division  main  line  is  being  con- 
structed; the  depth  from  the  top  of  the  hill  to  the  tunnel  is  about  156  ft., 
and  the  shaft  has  already  been  sunk  about  80  ft.  A  new  line  has  been  nearly 
completed  from  Delanson  to  Schenectady;  a  portion  of  this  line  is  close  along- 
side the  present  track;  in  other  places  it  is  some  distance  away;  everything 
on  this  line  is  new,  including  new  steel  bridges,  cattle  passes  and  culverts 
with  concrete  masonrj\ 

Recommendations :  That  necessary  cleaning  of  ditches  be  done  on  the  Penn- 
sylvania division,  Susquehanna  division  main  line,  and  Cherry  Valley,  Sharon 
&  Albany  branch;  that  a  few  places  on  the  Cherry  Valley,  Sharon  A  Albany, 
notably  about  the  ends  of  bridges  where  embankments  are  weak,  be  strength- 
ened; that  the  replacing  of  the  light  bridges  contemplated  be  made  as 
promptly  as  consistent;  that  cinders  be  removed  from  bridge  seats  and 
from  the  metal  portions  of  bridges,  and  that  those  bridges  in  need  of  it 
be  re-painted  to  prevent  injury  from  rust;  that  inside  guard  rails  be  main- 
tained on  all  bridges  and  trestles;  that  the  poor  masonry  of  open  culverts 
and  cattle  passes  on  the  Cooperstown  and  Cherry  Valley,  Sharon  &  Albany 
branches,  mentioned  in  the  report,  be  repaired  or  rebuilt;  that  warning  signals 
at  overhead  obstructions  be  put  in  proper  condition;  that  necessary  replac- 
ing of  worn  rail  on  Pennsylvania  division,  main  line  Susquehanna  division, 
and  Cherry  Valley,  Sharon  &  Albany  branch,  be  done;  that  the  track  spike  be 
carefully  examined  and  those  needing  it  be  replaced;  that  targets  be  put  on 
the  stands  of  derailing  switches,  where  now  lacking;  that  main  line  Susque- 
hanna division  be  re-ballasted  in  places  needing  it,  and  that  the  track  be  re- 
surfaced and  re-alierned;  and  that,  on  account  of  the  light  ballast,  the  ex- 
tremely heavy  traffic  and  great  weight  of  locomotives  used,  the  track  force 
be  increased  at  least  25  per  cent,  until  such  time  as  track  is  put  in  proper 
condition;  that  fence  and  cattle  guards  be  maintained  as  required  by  law; 
that  dry  closests  inside  of  buildings  be  removed,  and  outside  ones  be  not  main- 
tained nearer  than  100  ft.  of  the  station,  and  that  until  this  is  done  those 
now  nearer  than  100  ft.  of  the  station  be  kept  in  better  condition. 
Saratoga  and  Champlain   Divisions, 

The  main  line  of  the  Saratoga  division  (Rensselaer  &  Saratoga  railroad) 
extends  from  Albany  to  Lake  Champlain  at  Whitehall,  a  distance  of  79.14 
miles,  and  has  76.93  miles  of  second  main  track  and  5.50  miles  of  both  third 
and  fourth  main  track.  The  third  and  fourth  main  track,  however,  is  used 
only  for  electric  operation.  There  are  85.12  miles  of  sidings  and  yard  tracks. 
The  Saratoga  &  Schenectady  branch  connects  with  the  main  line  at  High 
street,  Ballston,  and  extends  to  Schenectady,  14.97  miles  single  track,  and 
has  4.28  miles  of  second  main  track  and  27.92  miles  of  sidings  and  yard 
tracks.  The  Adirondack  railway  branch  connects  with  the  main  line  at 
Saratoga  and  extends  to  North  creek,  a  distance  of  56.97  miles,  and  has 
branch  lino  from  Thurman  to  Warrensburg,  3.40  miles.  This  branch  line, 
however,  is  used  only  for  freight  purposes.    The  entire  road  is  single  track 
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and  has  13.85  miles  of  sidings  and  yard  tracks.  The  Glens  Falls  branch 
connects  with  the  main  line  at  Fort  Edward  and  extends  to  Caldwell  on  Lake 
George,  15.12  miles  single  track,  and  has  16.31  miles  of  sidings  and  yard 
tracks.  The  Saratoga  S.  Whitehall  branch  connects  with  the  main  line  at 
Whitehall  and  extends  in  this  State  to  the  Vermont-State  line,  6.63  miles 
single  track,  and  has  0.82  mile  of  sidings  and  yard  tracks.  The  Rutland  k 
Washington  branch  connects  with  the  Fitchburg  division  of  the  Boston  & 
Maine  railroad  at  Eagle  Bridge  and  extends  to  Rutland,  Vt.  This  line 
crosses  and  re-crosses  the  Vermont-State  line  several  times,  and  there  are  in 
this  State  32.62  miles  of  single  track  and  7.84  miles  of  sidings  and  yard 
tracks.  The  West  Troy  &  Green  Island  branch  connects  with  the  main  line 
at  Watervliet  Jimction  and  extends  to  a  connection  with  the  Troy  branch  at 
Green  Island,  a  distance  of  1.08  miles,  and  has  1.06  miles  of  second  main 
track  and  0.11  mile  of  sidings  and  yard  tracks.  The  Troy  branch  extends 
from  a  connection  with  the  main  line  At  Waterford  Junction  to  Troy,  a  dis- 
tance of  5.59  miles,  and  has  0.43  mile  of  second  main  track  and  19.78  miles 
of  sidings  and  yard  tracks. 

The  main  line  of  the  Champlain  division  (New  York  &  Canada  railroad) 
extends  from  the  north  end  of  the  Saratoga  division  at  Whitehall  to  Rouse 
Point,  112.93  miles,  and  has  4.67  miles  second  main  track  and  47.32  miles  of 
sidings  and  yard  tracks.  Lake  George  branch  connects  with  the  main  line  at 
Ticonderoga  Landing  and  extends  to  Baldwin,  a  distance  of  4.91  miles,  and 
has  a  branch  extending  from  Delano  Junction  to  Ticonderoga,  1.41  miles  of 
single  track,  and  has  2.80  miles  of  sidings  and  yard  tracks.  The  Whitehall  & 
Plattsburgh  branch  connects  with  the  main  line  at  South  Junction  and  ex- 
tends to  Ausable  Forks,  19.05  miles  single  track,  and  has  4.96  miles  of  sidings 
and  yard  tracks.  The  Plattsburgh  &  Montreal  branch  connects  with  the  main 
line  at  Chazy  Junction  and  extends  to  the  Canada  line  north  of  Mooer's  Junc- 
tion, 12.78  miles,  and  has  2.05  miles  of  sidings  and  yard  tracks.  The  Cha- 
teaugay  branch  connects  with  the  main  line  at  Bluff  Point  and  extends  to 
Lake  Placid,  79.61  miles  single  track,  and  has  41.08  miles  sidings  and  yard 
tracks. 

The  general  alignment  of  the  main  line  Saratoga  division,  Saratoga  &  Sche- 
nectady branch,  Plattsburgh  &  Montreal  branch,  and  portions  of  the  other 
lines,  is  very  good.  On  the  other  branches,  and  some  portions  of  the  lines 
above  referred  to,  the  road  is  very  crooked,  being  especially  so  on  the  Cham- 
plain  division  main  line  where  the  road  runs  close  alongside  Lake  Champlain, 
along  high,  rocky  bluffs.  The  grades  of  the  Saratoga  division  main  line,  the 
Saratoga  &  Schenectady  branch,  West  Troy  &  Green  Island  branch,  Troy 
branch,  and  Champlain  division  main  line,  are  generally  light  and  fairly 
re^lar;  of  the  other  lines  of  road,  considerably  steep  and  somewhat  broken, 
being  especially  steep  on  the  Glens  Falls,  Lake  George,  Whitehall  &  Platts- 
burgh, and  the  Chateaugay  branches. 

On  the  Glens  Falls  branch  there  are  several  cuts  through  material  of  a 
gravelly  nature  which  are  somewhat  narrow,  and  slopes  are  upheld  by  a 
cobblestone  docking.  All  are  in  good  condition  and  sufficient.  The  roadways 
of  all  the  other  lines  are  well  graded,  and  all  are  properly  drained.  There 
is  a  tunnel  on  the  main  line  of  the  Saratoga  division  at  Whitehall,  750  ft.  in 
length.  The  bench  walls  are  of  stone  and  the  arches  of  brick.  On  the  main 
line  of  the  Champlain  division  there  are  3  tunnels  through  natural  rock: 
one  at  Ticonderoga  360  ft.  in  length,  one  at  Port  Henry  833  ft.  in  length, 
and  one  near  Willsborough  620  ft.  in  length;  all  apparently  in  secure  con- 
dition. Along  Lake  Champlain,  on  the  main  line  of  the  Champlain  division, 
there  are  many  very  extensive  rock  cuts,  slopes  apparently  secure,  and  all 
places  considered  dangerous  are  protected  by  watchmen.  There  are  also  along 
this  line  of  road  many  embankments  extending  into  the  lake;  these  have 
been  very  thoroughly  protected  by  riprap. 

All  bridges  in  the  roadway  are  of  steel  or  iron,  with  stone  or  concrete 
masonry,  and  generally  in  good  condition,  well  painted,  have  standard  ties 
and  guard  timbers,  and  inside  guard  rails  are  maintained  on  most  of  them. 
The  bridge  seats  and  the  metal  structures  are  free  from  any  accumulation  of 
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cinders  or  dirt.  Bridge  No.  7^  on  the  Sarato^ra  &  Schenectady  branch  has 
I>oor  ties  and  guard  timbers  needing  renewal;  No.  38  on  that  line  is  rery 
light  structure  and  is  on  bents;  No.  29  is  also  light  structure  and  supported 
by  bents,  and  has  poor  masonry.  No.  13  of  the  Glens  Falls  branch  has  one 
abutment  which  is  poor,  and  that  end  of  the  bridge  is  supported  on  bents. 
Bridge  No.  38  of  the  Cbamplain  division  main  line  has  poor  ties  and  guard 
timbers  needing  renewal.  Bridges  Nos.  64  and  67  of  the  Plattsburgh  ft  Mon- 
treal branch  have  very  poor  masonry  and  the  bridges  are  supported  on  bents. 
Aside  from  the  cases  above  mentioned,  the  bridges,  masonry,  and  bridge  floors 
are  in  good  condition,  and  are  apparently  sufficient  for  the  class  of  motive 
power  and  rolling  stock  used  on  the  various  lines.  There  are  3  spans  of 
timber  trestle  at  each  end  of  two  iron  bridges  of  the  Whitehall  &  Plattsburgh 
branch;  they  are  of  standard  construction  and  in  good  repair.  Aside  from 
that,  there  are  no  timber  trestles  on  the  roadway,  excepting  those  used  tempo- 
rarily to  support  iron  bridges  pending  renewal  of  masonry  of  the  bridges. 

Most  open  culverts  and  cattle  passes  have  good  masonry,  I-beam  or  rail 
stringers,  and  standard  ties  or  guard  timbers  in  good  condition.  On  the 
Adirondack  branch  there  are  a  few  remaining  with  timber  abutments  and 
timber  stringei*s.  All  however  are  in  good  condition  and  sufficient.  There  is 
one  open  culvert  on  the  Glens  Falls  In-anch  near  mile-post  63  that  has  very 
bad  masonry  and  should  be  rebuilt  or  replaced  with  iron-pipe.  On  the  Rut- 
land &  Washington  branch  there  are  several  with  timber  abutniMits.  One  near 
mile-post  35  has  been  partially  burned  and  needs  attention;  the  others  are  in 
good  condition.  On  the  Lake  George  branch  there  are  2  with  timber  abut- 
ments: these  have  been  recently  rebuilt  and  are  in  good  eonditioa.  On  the 
Whitehall  &  Plattsburgh  branch  there  is  1  open  culvert  near  mile-post  11 
that  has  poor  masonry  and  the  stringers  are  supported  on  bents.  On  the  Platts- 
burgh &  Montreal  branch  almost  all  have  poor  masonry:  Nos.  65,  CT^^<, 
and  68,  also  one  without  number  near  mile-post  184,  are  especially  bad  and 
should  be  cared  for  promptly.  All  arch  and  box  culverts  and  iron-pipe  drains 
are  apparently  in  good  condition. 

The  standard  dimensions  of  cross-ties  on  all  the  lines  of  road  are  7x9  in., 
8  ft.  6  in.  in  length,  and  are  laid  at  the  rate  of  2816  to  the  mile  of  track.  On 
the  main  line  Saratoga  division.  Glens  Falls  branch.  West  Troy  A,  Green 
Island,  and  Troy  branches,  they  are  50  per  cent,  yellow  pine,  25  per  cent. 
chestnut,  and  25  per  cent,  oak;  on  the  Saratoga  &  Schenectady  branch,  60 
per  cent,  yellow  pine,  25  per  cent,  chestnut,  and  15  per  cent,  oak;  on  the 
Adirondack  branch,  40  per  cent,  yellow  pine,  30  per  cent,  ehestnut,  20  per 
cent  oak,  and  10  per  cent,  cedar;  Champlain  division  main  line,  Saratoga 
&  Whitehall,  and  Rutland  &  Washington  branches,  75  per  cent,  yellow  pine, 
and  the  remainder  about  equally  divided  between  oak  and  chestnut.  On  the 
Lake  George,  Whitehall  &  Plattsburgh,  and  Plattsburgh  A  Montreal  branches, 
they  are  40  per  cent,  yellow  pine,  20  per  cent,  chestnut,  20  per  cent,  oak,  and 
20  per  cent,  cedar;  on  the  Chateaugay  branch,  all  yellow  pine.  Their  general 
condition  is  good  on  all  the  lines,  and  they  are  very  well  spaeed  and  full 
spiked. 

The  main  line  of  Saratoga  division  has  43.23  miles  of  main  track  laid  witii 
90-lb.,  and  the  remainder,  112.84  miles,  with  80-lb.  steel  rail,  all  conneeted 
by  angle  plates  30  in.  in  length  with  6  bolts;  the  rail  is  generally  in  good 
condition  and  renewals  are  being  made,  as  necessary;  all  of  the  angle  plates 
are  full  bolted  and  bolts  tight.  The  Saratoga  &  Schenectady  branch  is  laid 
entirely  with  80-lb.  steel  rail  connected  by  angle  plates  30  in.  in  length  with  6 
bolts;  the  rail  is  in  very  fair  condition,  all  connections  full  belted  and  bolts 
tight.  Tlie  Adirondack 'branch  has  3.77  miles  laid  with  80-lb.,  30.70  miles 
with  67-Ib.,  and  the  remainder,  25.00  miles,  with  62-lb.  steel  rail;  the  80-lb. 
rails  are  connected  by  angle  plates  30  in.  in  length  with  9  bolts,  the  remainder 
of  the  rails  by  angle  plates  24  in.  in  length  with  4  bolts;  the  80-lb.  rail  is  in 
first-class  condition ;  the  lighter  rail  is  somewhat  worn  and  some  renewals  will 
be  needed  soon.  The  Glens  Falls  branch  has  0.95  mile  laid  with  80-ft).,  and 
the  remainder,  14.17  miles,  with  67-lb.  steel  rail;  the  80-lb.  rails  are  connected 
by  angle  plates  30  in.  in  length  with  6  bolts,  and  the  67-Ib.  rail  by  anffle 
plates  24  in.  in  length  with  4  bolts;  the  80-lb.  rail  is  in  good  condition;  tne 
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67-Ib.  conaiderably  worn,  and  portions  of  it  will  need  renewal  soon.  The 
Saratoga  &  Whitehall  and  the  Rutland  St  Washington  branches  have  13.09 
miles  laid  with  80-lb.,  5.21  miles  with  67-H).,  and  20.95  miles  with  62-lb.  steel 
rail;  the  80-lb.  rails  are  connected  by  angle  plates  30  in.  in  lei^^h  with  6  bolts, 
and  the  remaining  rail  by  angle  plates  24  in.  in  length  with  4  bolts;  the 
80-lb.  rail  is  in  very  good  condition,  and  the  67-lb.  rail  in  fair  condition;  the- 
(J2-lb.  rail  is  mnch  worn  and  is  now  being  replaced  with  second-use  80-lb.  The 
Weat  Troy  &  Green  Island  and  Troy  branches  are  laid  entirely  with  80-lb. 
steel  rail  connected  by  angle  plates  30  in.  in  length  with  6  bolts;  the  rail* 
and  connections  are  in  good  condition. 

The  main  line  of  the  Champlain  division  has  38.86  miles  laid  with  90- lb., 
and  the  remainder,  78.74  miles,  with  80-lb.  steel  rail,  all  connected  by  angle- 
plates  30  in.  in  length  with  6  bolts;  the  90-lb.  rail  is  in  good  condition; 
0ome  portions  of  the  80-lb.  rail,  notably  between  Douglass  and  Port  Kent,  is- 
getting  considerably  worn  and  will  need  renewal  soon.  The  Lake  George 
branch  is  laid  entirely  with  62-lb.  steel  rail,  connected  by  angle  plates  24  in» 
in  length  with  4  bolts;  the  rail  is  somewhat  worn,  but  in  fair  condition  for 
the  light  traffic  and  moderate  speed  maintained;  the  connections  are  full 
bolted  and  the  bolts  tight.  The  Whitehall  &  Plattsburgh  branch  has  5.75  miles 
laid  with  67-lb.,  and  the  remainder,  13.30  miles,  with  62-lb.  steel  rail,  all 
connected  by  angle  plates  24  in.  in  length  with  4  bolts;  the  62-lb.  rail  is- 
considerably  worn  and  some  renewals  will  be  needed  soon;  the  traffic  of  this- 
branch,  however,  is  light  and  the  speed  of  trains  moderate;  the  rail  con- 
nection* are  in  proper  condition.  The  Plattsburgh  &  Montreal  branch  is  laid' 
entirely  with  62-lb.  steel  rail  connected  by  angle  and  Fish  plates  22  in.  in 
length  with  4  bolts;  the  rail  is  considerably  worn,  but  as  the  traffic  on  this- 
branch  is  extremely  light  and  the  speed  of  trains  moderate,  extensive  renewal 
will  not  be  necessary' at  this  time;  all  the  connections  full  bolted  and  bolts 
tight.  The  Chateaugay  branch  is  laid  entirely  with  80-lb.  steel  rail  connected 
by  angle  plates  30  in.  in  length  with  6  bolts;  the  rail  and  connections  are- 
in  first-class  condition. 

The  main-track  switches,  with  the  exception  of  those  of  the  Plattsburgfi^ 
A  Montreal  branch,  are  split  point  and  have  automatic  stands;  all  but  one 
of  the  switches  of  the  Plattebur^  A  Montreal  branch  are  stub;  all  have  proper 
targets;  switch  and  semaphore  lamps  show  red  light  for  danger  and  green 
for  safety;  yellow  is  used  as  a  caution  signal.  Switches  of  the  main  line 
Saratoga  division,  the  Glens  Falls  branch,  the  main  line  of  the  Champlaini 
division  between  Whitehall  and  Plattsburgh,  and  Saratoga  &  Schenectady 
branch  between  Schenectady  and  Glen vi lie  Junction,  are  electrically  con* 
nected  with  the  automatic  block  signals.  Main-track  frogs  are  mainly  spring- 
rail  and  are  properly  maintained.  Derailing  switches  are  in  all  sidings  where- 
their  use  appears  necessary,  and  in  some  cases  are  interlocked  with  main- 
track  switch  stands.  Some  of  these  not  so  interlocked  have  stands  which 
lack  targets. 

About  20  miles  of  the  track  of  the  Saratoga  division  main  line  sire  bal- 
lasted with  broken  stone.  The  remainder  of  that  line,  as  well  as  the  other 
lines,  is  ballasted  with  gravel,  cinders,  sand,  and  ore  screenings  in  fair  to 
good  quantity.  The  alignment  and  surfacing  of  the  main  line  tracks  arc 
first  class,  and  of  the  branch  lines  very  good ;  the  outer  rail  on  curves  is 
properly  elevated  for  the  speed  at  which  trains  are  scheduled.  The  track 
sections  of  the  Saratoga  division  main  line  are  4  miles  in  length  of  the  double- 
track  ;  the  Saratoga  &  Schenectady  branch,  5  miles  in  length.  The  Adirondack 
railway,  Glens  Falls  branch,  Saratoga  &  Whitehall,  and  Rutland  &.  Wash- 
ington branches.  West  Troy  &  Green  Island,  and  Troy  branches,  CJhamplain 
division  main  line.  Lake  GJeorge  branch,  Whitehall  &  Plattsburgh  branch, 
and  the  Plattsburgh  &  Montreal  branch,  are  5  miles  in  length,  and  the  force 
employed  upon  each  section  consists  of  a  foreman  and  4  laborers.  The 
sections  of  the  Chateaugay  branch  are  6  miles  in  length,  and  the  force  m 
foreman  and  5  laborers.  Each  gang  is  furnished  with  flags,  lanterns,  tor- 
pedoes for  protecting  its  work,  and  all  parts  of  the  road  are  patrolled  daily. 
At  places  considered  dangerous,  regular  track  walkers  and  watchmen  m 
employed. 
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The  main  line  of  the  Saratoga  division  crosses  at  grade  one  freight  siding 
of  the  New  York  Central  &  Hudson  River  railroad  at  Albany:  the  crossing 
is  protected  by  an  interlocking  plant;  one  track  of  the  United  Traction  Com- 
pany operated  by  horse  cars  only  on  North  Ferry  street,  Albany:  the  crossing 
is  protected  by  a  flagman;  two  tracks  of  the  Schenectady  railway  (electric) 
at  19th  street,  Watervliet:  the  crossing  is  protected  by  an  interlocking  plant, 
there  are  derailing  switches  in  the  track  of  the  electric  road  and  proper 
protection  over  the  trolley  wire;  one  track  of  the  United  Traction  Company 
(electric)  on  Main  street,  one  on  Mohawk  street,  and  one  on  Ontario  street, 
Cohoes:  each  crossing  is  protected  by  a  flagman,  there  are  no  derailing 
switches  in  the  track  of  the  electric  road,  nor  protection  over  the  trolley  wire; 
one  track  of  the  Hudson  Valley  railway  (electric)  on  Park  avenue,  Mechanic- 
ville:  the  crossing  is  protected  by  a  fl[agman,  there  are  derailing  switches  in 
the  track  of  the  electric  road  and  proper  protection  over  the  trolley  wire; 
one  track  of  the  Boston  &  Maine  railroad  at  Mechanicville :  the  crossing  is 
protected  by  an  interlocking  plant;  one  track  of  the  Hudson  Valley  railway 
(electric)  at  Fort  Edward:  the  crossing  is  protected  by  a  flagman,  there 
are  derailing  switches  in  the  track  of  the  electric  road  and  proper  protection 
over  the  trolley  wire.  The  Troy  branch  crosses  at  grade  one  track  of  the 
Hudson  Valley  railway  at  Waterford:  the  crossing  is  protected  by  an  inter- 
locking plant,  there  are  no  derailing  switches  in  the  track  of  the  electric 
road,  nor  pirotection  over  the  trolley  wire;  two  tracks  of  the  United  Traction 
Company  (electric)  on  Broad  street,  Waterford:  the  crossing  is  protected  by 
a  flagman,  there  are  no  derailing  switches  in  the  track  of  the  electric  road, 
nor  protection  over  the  trolley  wire;  one  track  of  the  United  Traction  Com- 
pany (electric)  on  Ontario  street,  Cohoes:  the  crossing  is  protected  by  a 
flagman,  there  are  no  derailing  switches  in  the  track  of  the  electric  road, 
nor  protection  over  the  trolley  wire;  one  crossing  of  the  United  Traction 
Company  on  Tibbitts  avenue,  Green  Island:  the  crossing  is  protected  by  a 
flagman,  there  are  no  derailing  switches  in  the  track  of  the  electric  road 
nor  protection  over  the  trolley  wire.  The  Saratoga  &  Schenectady  branch 
crosses  at  grade  one  track  of  the  New  York  Central  &  Hudson  River  railroad 
at  Schenectady:  the  crossing  is  protected  by  a  ball  signal  and  all  trains  are 
required  to  come  to  a  full  stop.  The  Glens  Falls  branch  crosses  at  grade  one 
track  of  the  Hudson  Valley  railway  at  Glens  Falls:  the  crossing  is  protected 
by  a  flagman,  there  are  no  derailing  switches  in  the  track  oi  the  electric 
road  nor  protection  over  the  trolley  wire.  The  main  line  of  the  Champlain 
division  crosses  at  grade  one  track  of  the  Plattsburgh  Traction  Company's 
railroad  (electric)  near  Cliff  Haven:  the  conductors  of  the  electric  railroad 
are  required  to  pilot  their  cars  across  the  track  of  the  steam  railroad;  there 
are  no  derailing  switches  in  the  track  of  the  electric  road  nor  protection  over 
the  trolley  wire;  one  track  of  the  Rutland  railroad  at  Rouse  Point:  the 
crossing  is  protected  by  a  ball  signal  and  all  trains  are  required  to  come  to 
a  full  stop.  The  Plattsburgh  &  Montreal  branch  crosses  at  grade  three  tracks 
of  the  Rutland  railroad  at  Mooer's  Junction:  the  crossing  is  protected  by  a 
ban  signal  and  all  trains  are  required  to  come  to  a  full  stop  before  crossing. 

Interlocking  plants  governing  the  movements  of  trains  are  located  at  Liv- 
ingston  avenue,  Albany;  Watervliet  station;  Waterford  wye;  West  Waterford 
junction;  south  end  Mechanicville  yard;  north  end  Mechanicville  yard;  High 
street,  Ballston;  Walton  street,  Saratoga;  Waterford;  Troy  drawbrid^; 
drawbridge  at  South  Bay;  Ticonderoga,  and  Cooperville;  also  at  connection 
of  the  Chateaugay  branch  with  the  main  line  at  Bluff  Point. 

The  right  of  way  is  clear  and  clean,  and  opposite  grazing  land  fenced, 
generally  with  wire ;  the  fences  are  in  places  considerably  out  of  repair. 

All  highway  grade  crossings  are  well  graded  and  the  planking  properly 
maintained.  Crossing- signs  are  of  the  diamond  form,  properly  located  and 
well  painted.  Twenty-four  highway  crossings  of  the  Saratoga  division  ^ain 
line  are  protected  by  flagmen,  34  by  flagmen  and  gates,  and  18  by  electric 
bells;  1  of  the  Saratoga  &  Schenectady  branch  by  flagman;  4  of  the  Adiron- 
dack railway  by  flagmen,  and  1  by  flagman  and  gates;  3  of  the  Glens  Falls 
branch  by  flagmen,  1  by  flagman  and  gates,  and  3  by  electric  bells;  1  of  the 
Saratoga  &  Whitehall  and  Rutland  &  Washington  branches  by  flagmen,  3 
by  flagmen  and  gates,  and  8  by  electric  bells;  4  of  the  West  Troy  &  Green 
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Island  and  Troy  branches  by  flagmen,  and  5  by  flagmen  and  gates;  3  of  the 
Champlain  division  main. line  by  flagmen  and  gates,  5  by  electric  bells;  and 

2  of  the  Lake  George  branch  by  electric  bells.  There  are  on  tne  (Saratoga 
division  166  crossings,  and  on  the  Champlain  division  156  crossings,  that  are 
protected  by  crossing-signs  only. 

The  movements  of  trains  on  the  main  line  of  the  Saratoga  division,  the 
Glens  Falls  branch,  the  portion  of  the  Saratoga  &  Schenectady  branch  from 
Schenectady  to  Glenville  Junction,  and  the  main  line  of  the  Champlain 
division  from  Whitehall  to  Plattsburgh,  are  governed  by  automatic  electric 
block  signals;  and  on  the  other  portions  of  all  lines  by  the  telegraphic  train 
order  system. 

The  station  buildings  are  in  the  same  general  condition  and  are  similarly 
equipped  to  those  of  the  Pennsylvania  and  Susquehanna  divisions,  and  the 
same  remarks  apply. 

The  same  class  of  equipment  is  used  as  on  the  Pennsylvania  and  Susque- 
hanna divisions,  except  that  the  very  heavy  class  of  locomotives  is  not  oper- 
ated ;  and  the  same  remarks  apply  to  equipment  as  on  the  report  of  inspection 
of  those  divisions. 

The  principal  repairs  and  improvements  observed  as  having  been  made 
since  the  last  inspection,  June,  1906,  are  as  follows:  About  28  per  cent,  of 
the  cross-ties  of  all  the  lines  (excepting  the  Chateaugay  branch,  which  was 
entirely  rebuilt  about  three  or  four  years  ago)  have  been  renewed;  14.73 
miles  of  new  90-lb.  rail  have  been  laid  on  the  Saratoga  main  line,  replacing 
worn  80-lb.  rail;  0.37  mile  of  80-lb.  re-laying  rail  on  the  Adirondack  branch, 
replacing  worn  62-lb.  rail;  0.75  mile  of  80-lb.  rail  on  the  Glens  Falls  branch, 
replacing  worn  67-lb.  rail;  11.67  miles  of  second-use  80-lb.  rail  on  the  Rutland 
&  Washington  branch,  replacing  worn  62-lb.  rail,  and  38.86  miles  of  new 
90-lb.  rail  on  the  Champlain  division  main  line,  replacing  80-lb.  rail.  Ten 
miles  of  track  of  the  Saratoga  division  main  line  have  been  re-ballasted  with 
broken  stone,  IS  miles  with  gravel,  and  10  miles  with  cinders;  3  miles  of 
the  Saratoga  &  Schenectady  branch  with  cinders;  4  miles  of  the  Adirondack 
branch  with  cinders;  1  mile  of  the  Glens  Falls  branch  with  cinders;  6  miles 
of  the  Saratoga  &  Whitehall  branch  with  cinders;  2  of  the  Rutland  &  Wash- 
ington branch  with  gravel,  1  with  cinders,  and  1  with  ore  screenings;  36 
miles  of  the  Champlain  division  main  line  with  cinders  and  10  with  ore 
screenings;  2  miles  of  the  Lake  George  branch  with  cinders;  2  miles  of  the 
Whitehall  &  Plattsburgh  branch  with  gravel  and  6  with  cinders;  6  miles 
of  the  Plattsburgh  &  Montreal  branch  with  cinders;  1  mile  of  the  Chateaugay 
branch  with  cinders  and  9  with  ore  screenings.  Bridges  Nos.  5,  7,  and  8  of 
the  main  line  Saratoga  division  have  had  additional  spans  put  in  for  second 
main  track;  new  double-track  bridge  built  over  the  line  of  the  barge  canal 
at  West  Waterford,  and  an  overhead  bridge  north  of  Ballston  replaced  by  a 
plate  girder  bridge.  Necessary  repairs  have  been  made  to  open  culverts  and 
cattle  pass  masonry  at  various  places,  and  one  on  the  Saratoga  division  main 
line  rebuilt;  extensive  repairs  and  renewals  have  been  made  to  ties  and 
guard  timbers  of  bridges,  open  culverts,  and  cattle  passes,  and  inside  guard 
rails  placed  on  a  large  number  of  bridges;  48  arch  and  box  culverts  of  the 
Saratoga  division  main  line   have  been  rebuilt  or  replaced  with   iron-pipe; 

3  of  the  Saratoga  &  Schenectady  branch;  1  of  the  Adirondack  branch;  11 
of  the  Glens  Falls  branch;  26  of  the  Champlain  division  main  line;  13  of 
the  Whitehall  &  Plattsburgh  branch;  13  of  the  Plattsburgh  &  Montreal 
branch,  and  23  of  the  Chateaugay  branch.  The  masonry  of  bridges  Nos.  5,  7, 
and  10  of  the  Saratoga  division  has  been  rebuilt  or  extended  for  second  main 
track,  and  of  No.  8  extended,  and  new  abutments  for  bridge  over  the  barge 
canal  at  Waterford,  constructed;  the  masonry  to  a  number  of  the  other 
bridges  has  been  repaired  and  re-pointed;  the  masonry  to  6  open  culverts  and 
cattle  passes  on  the  main  line  of  the  Champlain  division  has  been  rebuilt  or 
extensively  repaired;  also  1  of  the  Whitehall  &  Plattsburgh  branch;  1  of 
the  Plattsburgh  &  Montreal  branch,  and  1  of  the  Chateaugay  branch.  Six 
new  station  buildings  have  been  erected  on  the  Saratoga  division  main  line, 
6  extensively  repaired,  and  42  re-painted;  13  iron  bridges  of  that  line  have 
also  been  re-painted;  4  station  buildings  and  1  iron  bridge  of  the  Saratoga 
&  Schenectady  branch  have  been  re-painted;  1  station  building  of  the  Adiron- 
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dmck  branch  extensively  repaired  and  10  re-painted;  1  new  bnildlng  erected 
OB  the  Glens  Falls  branch,  5  re-painted,  and  2  iron  bridges  re-painted;  € 
station  buildings  oi  the  Rutland  k  Washii^rtoii  branch  re-painted,  and  2  ef 
the  West  Troy  &  Green  Island  branch;  7  new  station  buildings  have  been 
erected  on  the  main  line  of  the  Champkiin  division,  10  extensively  repaired, 
smA  27  re-painted;  4  of  the  Whitehall  k  Plattsburgh  branch,  and  5  of  the 
Plattsburgh  k  Montreal  branch,  re-painted;  1  new  station  building  erected 
OB  the  Chateangay  railroad,  2  repaired,  and  15  re-painted.  Ten  and  fifty-four 
hundredths  miles  of  fence  of  the  Saratoga  division  main  line,  14^1  miks  of 
the  Adirondack  railway,  10.57  miles  of  the  Champlain  division  buub  line, 
and  9.50  of  the  Cbateaugay  branch,  have  been  rebuilt.  New  third  and  fourth 
main  tracks  have  been  constructed  from  north  of  Ballston  to  Saratoga  (used 
for  electric  operation),  and  0.26  mile  of  new  siding  put  in  for  the  same 
purpose.  A  new  yard  with  13.53  miles  of  new  track  has  been  built  at  Mohawk 
on  the  Saratoga  k  Schenectady  branch,  some  extension  made  to  yard  at  Rouse 
Point,  and  a  track  built  to  the  Canada  line  in  connection  with  a  road  being 
constructed  from  that  point  to  a  connection  with  the  Canadian  Pacific  railroad 
in  Canada.  Smaller  additions  have  been  made  to  various  oUier  yards.  A 
second  main  track  on  the  Saratoga  division  main  line  is  being  constructed 
between  Watervliet  and  Waterford  Jimction,  and  about  6  miles  of  it  completed 
and  in  operation;  for  a  large  portion  of  this  distance  there  was  previously 
only  a  single  track.  The  electric  block  signal  system  has  been  greatly 
extended,  and  now  nearly  the  entire  main  line  of  the  road  and  more  important 
branches  are  equipped  with  automatic  electric  block  signals. 

Recommendations:  That  bridge  No.  7^  of  the  Saratoga  k  Schenectady 
branch  have  new  ties  and  guard  timbers  put  on;  that  bric^  No.  28  of  that 
line,  which  is  too  light,  be  replaced  with  a  stronger  structure;  that  No.  29, 
also  too  light,  be  replaced  and  have  masonry  rebuilt;  that  poor  abutment  to 
bridge  No.  13  of  the  Glens  Falls  branch  be  rebuilt,  and  that  new  ties  and 
guard  timbers  be  put  on  bridge  No.  38  of  the  Champlain  division ;  that  masonry 
be  rebuilt  to  bridges  Nos.  64  and  67  of  the  Plattsburgh  k  Montreal  branch; 
that  the  masonry  to  open  culvert  on  the  Glens  Falls  branch  near  mile-post 
63  be  rebuilt  or  replaced  with  iron-pipe;  that  the  timber  culvert  near  mile- 
post  36  of  the  Rutland  k  Washington  road,  damaged  by  fire,  be  rebuilt  or 
replaced;  that  one  on  the  Whitehall  &  Plattsburgh  branch  near  mile-post  11 
have  poor  abutment  rebuilt,  and  that  Nos.  65,  67%,  and  68,  also  one  without 
number  near  mile-post  184,  have  masonry  rebuilt,  and  that  necessary  repairs 
be  made  to  masonry  of  other  openings  on  that  line;  that  the  warning  signals 
at  overhead  obstructions  be  put  in  proper  repair;  that  the  balance  of  the 
much  worn  62-lb.  rail  of  the  Rutland  k  Washington  branch  be  replaced,  and 
that  some  necessary  renewal  be  made  to  rail  on  the  Plattsburgh  &  Montreal, 
Whitehall  k  Plattsburgh,  and  Glens  Falls  branches;  also  main  line  Champlain 
division  in  the  vicinity  of  Douglass;  that  the  stub  switches  on  the  Platt^urgh 
k  Montreal  branch  be  replaced  with  split  point  switches;  that  targets  be  put 
OB  the  stands  of  derailing  switches  where  now  lacking;  that  fences  and  cattle 
guards  be  maintained  as  required  by  law;  that  dry  closets  inside  of  buildings 
be  removed,  and  outside  ones  of  similar  character  be  not  maintained  nearer 
than  100  feet  of  the  station,  and  that  until  this  is  done  those  now  there  be  kept 
in  better  condition. 

Respectfully  submitted, 

J.  D.  Sbtoltz, 
Steam  Railroad  Inspector, 


DELAWARE,    LACKAWANNA   AND   WESTERN    RAILBOAD. 

Inspected  August  3,  4,  5,  6,  1908.    Last  previous  inspection  July  9,  10,  11, 
12,  1906. 
To  the  Public  Service  Commission^  Second  District: 

Gentlemen:    I  have  made  an  inspection  of  the  Delaware,  Lackawanna  k 
Western  railroad,  and  respectfully  submit  the  following  report: 

The   Delaware,  Lackawanna   and   Western   Railroad   Company  operates   in 
this  State  the  following  named  lines  of  steam  railroad:  Main  line,  from  the 
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PennBylvania^tate  line  near  Halfltead,  Penna.,  to  Buffalo,  a  distance  of 
214.71  Biiles;  of  thie,  6.41  miles,  near  Waverly,  are  in  the  State  of  Penn^l- 
vania,  making  the  total  distance  in  New  York  state  208.30  miles,  all  double 
track;  and  it  has  a{>proximately  208  miles  of  sidings  and  yard  tracks.  The 
Utica  division  main  line  extends  from  a  connection  with  the  Syracuse,  Bing- 
hamton  k  New  York  division  at  Chenango  Forks  to  Utica,  83.74  miles,  and 
has  branch  from  Richfield  Springs  Junction  on  main  line  to  Richfield  Springs, 
21.77  miles,  single  traok;  and  has  40.05  miles  of  sidings  and  yard  tracks. 
The  Syracuse,  Binghamton  &  New  York  division  extends  from  a  connection 
with  the  main  line  at  BingiMunton  to  Syracuse,  a  distance  of  79.47  miles,  and 
has  28.45  miles  of  seoond  main  track:  the  second  main  track  extending  from 
Binghamton  to  Chenango  Forks,  and  from  Cortland  Junction  to  Apulia; 
there  are  connected  with  this  division  50.21  miles  of  sidings  and  yard  tracks. 
The  Cincinnatus  branch  connects  with  the  main  line  of  the  S.,  B.  &  N.  Y. 
division  at  Cortland  Junction  and  extends  to  Cincinnatus,  a  distance  of  18.23 
miles,  all  single  traok,  and  has  L41  miles  of  sidings  and  yard  tracks.  The 
Oswego  &  Syracuse  division  extends  from  the  northern  terminus  of  the  S.,  B. 
&  N.  Y.  division  at  Syracuse  to  Oswego,  a  distance  of  34.98  miles,  single 
track,  and  has  25.40  miles  of  sidings  and  yard  tracks.  The  Cayuga  division 
connects  with  the  main  line  at  Owego  and  extends  to  Ithaca,  a  distance  of 
34.41  miles,  single  track,  and  has  6.86  miles  of  sidings  and  yard  tracks. 

The  general  alignment  is  good,  and  with  few  exceptions  the  curves  are 
moderate  and  the  grades  regular.  The  cuts  and  embankmenU  of  all  the 
lines  are  of  full  width  and  proper  slopes  and  the  roadway  well  drained; 
sub-drains  are  very  extensively  used,  with  good  results. 

The  steel  and  iron  bridges  of  the  main  line  are  in  good  condition,  well 
painted,  and  have  good  masonry;  the  ties  and  guard  timbers  are  of  standard 
dimensions  and  in  good  repair;  inside  guard  rails  are  maintained  on  ail.  Ine 
bridge  over  the  Chenango  river  at  Binghamton,  which  consists  of  several 
spans  of  girder  bridge,  also  several  spans  of  concrete  arch,  shows  indications 
of  failure  of  the  concrete  masonry.  This  masonry  was  built  four  or  five 
years  ago  and  for  a  considerable  time  after  construction  appeared  to  be  all 
right;  since  then  in  many  places  it  has  commenced  to  scale,  the  scale  not 
being  confined  to  where  there  was  pressure  or  any  action  of  water.  All  loose 
scale  has  been  removed  and  effort  is  being  made  to  determine  whether  the 
scaling  is  to  continue.  As  near  as  can  be  determined,  the' cause  of  the  failure 
is  some  defect  in  the  cement  used.  There  is  nothing  unsafe  about  this  bridge, 
and  it  is  probable  that  scaling  will  not  continue  to  any  extent,  and  the 
abutments,  piers,  and  arches  can  be  encased  in  additional  concrete  with 
expanded  metal,  and  made  all  right.  Slight  indications  of  similar  scaling  were 
observed  at  a  few  other  places.  On  the  Utica  division,  Richfield  Springs 
brancli,  bridge  No.  10  has  one  poor  abutment,  supported  on  bents  pending 
renewal  of  masonry.  All  the  bridges  are  in  good  condition,  well  painted,  have 
standard  ties  and  guard  timbers  well  maintained,  and  inside  guard  rails  on 
all.  The  steel  and  iron  bridges  of  the  other  lines  are  ail  in  good  condition, 
fairly  well  painted,  have  standard  ties  and  guard  timbers,  inside  guard 
rails  well  maintained,  the  masonry  in  fair  to  good  condition,  and 
necessary  repairs  or  renewals  being  made.  There  is  one  drawbridge 
on  the  main  line:  it  is  in  Buffalo  yard  and  beyond  the  point  where 
passenger  trains  operate  and  is  suitable  and  proper  for  the  place  and  tim 
kind  of  operation  there.  A  drawbridge  which  formerly  existed  on  the  main 
line  in  Buffalo  over  a  slip  of  the  Ship  canal  at  Ohio  street  is  being  filled, 
the  company  having  secured  the  right  so  to  do.  The  only  other  drawbridge 
on  the  road  is  over  the  Erie  canal  at  Utica :  it  is  protected  by  an  interlocking 
plant  with  home  and  distant  signals  and  derailing  switches. 

The  only  wooden  bridges  maintained  are  for  overhead  hi^way  and  farm 
crossings,  and  most  bridges  at  such  places  are  of  iron.  All  are  properly 
maintained  and  all  low  ones  are  protected  by  warning  signals,  in  good  eoa- 
dition.  There  are  two  small  trestles  remaining  on  the  main  line,  in  Buffalo: 
they  are  of  framed  bent  construction,  in  first-class  condition.  On  the  Utica 
division  there  are  a  few  low  pile  bent  trestles,  in  proper  condition.  On  the 
Cincinnatus  branch  there  are  many  small  pile  bent  trestles  remaining;  soaie 
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•re  rued  in  crosting  noall  streams  and  others  for  eattle  pasKS;  tber  are  ia 
lair  1 J  good  repair,  and  arran^emenu  are  made  for  reneving  or  replarijig 
with  permanent  strDetare^  t^>r*e  needing  attention.  All  open  enlTerts  and 
eattle  parses  of  the  main  line  have  fair  to  good  maaonrr  and  anj  needing  it 
are  beinaj  rebuilt.  On  the  L'tica  dirision  a  few  jet  remain  eonstmcted  entirelj 
of  wood,  but  most  bare  good  ma«onrT  and  I-beam  or  rail  stringers,  in  good 
eondition.  On  the  fcrraru-e,  Bins^hamton  k  Xew  York  dirision  a  few  yet 
remain  entirelj  of  wood,  but  mc«t  Lare  masonry  and  I-beara  or  rail  stringer*; 
all  in  proper  condition.  On  the  Osweco  k  Sjraeuae  dirision  all  have  good 
masonry,  I-beam  strinj?ers,  standard  ties  and  guard  timbers,  properlj  main- 
tained. On  the  Cincinnatos  branch  a  few  are  constmeted  entirelj  of  wood; 
most  of  them  hare  masonry  abutments;  I-beam  and  rail  stringers  are  naed; 
the  ties  and  guard  timbers  are  standard  and  well  maintained.  On  the  Cayuga 
diriaion  sovne  are  constmeted  entirely  of  wood,  bat  the  majority  hare  good 
masonry  with  I-beam  or  rail  stringers,  standard  ties  and  guard  timbers,  in 
good  repair.  The  arch,  box,  and  pipe  culreru  are  apparently  all  in  good 
condition.  Many  concrete  box  or  pipe  culrerts  hare  been  put  in»  replacing^ 
open  culrerts,  and  concrete  structures  with  corered  top  used  to  replace  open 
eattle  pa*ses. 

The  standard  dimension?  of  cT05«-ties  are  7x9  in.,  8^  ft.  in  length,  and 
they  are  laid  at  the  rate  of  2^16  to  the  mile  of  track.  On  the  main  line 
thpy  are  about  55  per  cent,  yellow  pine,  40  per  cent,  oak,  and  5  per  cent. 
chestnut;  on  the  Utica  division,  45  per  cent,  yellow  pine,  15  per  cent,  oak, 
and  40  p^r  cent,  chestnut;  on  the  Syracuse,  Bin;;hamton  k  New  York 
dirision,  50  per  cent,  vellow  pine,  15  per  cent,  oak,  and  35  per  cent,  chestnut; 
on  the  Cincinnatus  branch,  10  per  cent,  oak,  and  90  per  cent,  chestnut;  on 
the  Oswego  k  Syracuse  division,  30  per  cent,  yellow  pine,  10  per  cent.  oak« 
and  60  per  cent,  chestnut;  on  the  Cayuga  division,  8  per  cent,  yellow  pine, 
17  per  cent,  oak,  and  75  per  cent,  chestnut.  All  cross-ties  are  well  spaced, 
full  spiked,  and  in  good  general  condition,  necessary  renewals  having  been 
or  being  made. 

There  are  about  328  miles  of  main  track  laid  with  80-lb.,  60  miles  with 
90-lb.,  27.62  miles  with  91-lb.,  and  1  mile  with  141-lb.  girder  rail;  the  rails 
are  conn*^cted  by  an^'ic  plates  30  in.  in  lenjrth  with  6  bolts;  the  rail  is  in 
very  fair  condition,  and  renewals  are  being  made  as  necessary;  all  connections 
are  full  bolted  and  all  bolts  ti^'ht.  The  Utica  division  has  about  80  miles 
laid  with  80-lb.  and  the  remainder  with  mixed  75-,  67-,  and  60-lb.  steel  rail, 
connected  by  an^^le  plates  30  in.  in  lenjrth  with  6  bolts,  and  24  in.  in  length 
with  4  bolts;  the  60-lb.  rail,  which  is  on  the  Bichfield  Springs  branch,  is 
considerably  worn  and  renewals  are  being  made;  the  67-lb.  rail  on  the  main 
line  is  also  somewhat  worn,  and  renewals  are  beinp:  made  as  necessary;  all 
the  connections  are  full  bolted  and  bolts  tiprht.  The  Syracuse,  Binghamton 
k  New  York  division  has  about  V4  of  a  mile  laid  with  141-lb.  girder  rail 
and  the  balance  with  80-lb.  rail,  connected  by  angle  plates  30  in.  in  length 
with  6  bolts;  the  rail  is  in  from  fair  to  good  condition;  all  the  connections 
are  full  bolted  and  bolts  ti^'ht.  The  Cincinnatus  branch  track  is  laid  entirely 
with  60-lb.  steel  rail,  connected  by  angle  plates  24  in.  in  length  with  4  bolts, 
some  rail  was  observed  on  this  branch  that  has  been  worn  by  slipping  drivers 
of  locomotives  and  should  be  replaced.  The  Oswego  &  Syracuse  division  has 
9.23  miiee  laid  wifch  67-lb.,  0.75  mile  with  75-lb.,  and  25  miles  with  80-lb. 
steel  rail,  connected  by  anjrle  plates  24  in.  in  length  with  4  bolts  and  30  in. 
in  length  with  6  bolts;  the  rail  is  in  good  condition,  all  angle  plates  full 
bolted  and  bolts  tight.  The  Cayuga  division  has  16.25  miles  laid  with  70-lb. 
and  the  remainder,  15.16  miles,  with  75-lb.  steel  rail,  connected  by  angle 
plates  24  in.  in  length  with  4  bolts;  the  60-lb.  rail  is  somewhat  worn  but 
IS  in  fair  condition  for  the  light  traffic  of  the  line;  all  the  connections  are 
full  bolted  and  no  loose  bolts  were  observed. 

All  main-track  switches  are  split  point  and  have  rigid  stands.  All  those 
on  the  main  line  connecting  with  the  main  track,  and  also  on  the  Syracuse, 
Binghamton  &  New  York  division  from  Binghamton  to  Chenango  Forks,  are 
connected  with  the  automatic  block  signal  system.  Switch  stands  have  proper 
targets,  well  painted.    Switch  and  semaphore  lamps  show  red  light  for  danger 
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and  green  for  safety;  yellow  is  used  for  caution.  Most  main-track  frogs  are 
spring  rail  and  generally  in  good  condition.  Derailing  switches  are  in  all 
sidings  connecting  with  main  track  where  their  use  appears  necessary;  on 
some  of  the  stands,  however,  targets  are  lacking. 

The  main-line  tracks  are  ballasted  mainly  with  gravel;  broken  stone  and 
slag  ballast  is  being  used  extensively  between  Groveland  and  Buffalo.  There 
is  generally  a  fair  quantity  of  Imllast  and  the  new  ballast!^  is  beinff 
thoroughly  done;  some  portions  of  the  road,  however,  notably  between  Bath 
and  Wayland,  have  some  poor  ballast,  and  men  are  now  engaged  re-ballasting 
that  portion  of  the  road.  The  Utica  and  the  Syracuse,  Bmghamton  &,  New 
York  division  main  lines  are  very  well  ballasted  with  gravel  and  cinders; 
the  Cincinnatus  branch  with  medium  quantity  of  gravel  and  cinders;  the 
Oswego  &  Syracuse  division  with  gravel  and  cinders  in  fair  quantity,  and 
the  Cayuga  division  with  gravel  and  cinders  in  medium  quantity,  and  has 
been  considerably  improved.  The  alignment  and  surfacing  of  track  of  the 
main  line,  Utica,  and  Syracuse,  Binghamton  &  New  York  divisions,  are  first 
class;  of  the  Oswego  &' Syracuse  division  good;  and  of  the  Cayuga  division 
and  the  Cincinnatus  branch  fair,  and  the  outer  rail  on  curves  is  properly 
elevated  for  the  speed  at  which  the  trains  are  scheduled.  The  main-line 
track  sections  are  approximately  3  miles  in  length,  and  the  force  emoloyed 
upon  each  consists  of  a  foreman  and  6  laborers ;  of  the  Utica  division  6  miles 
in  length,  and  the  average  force  employed  upon  each  is  a  foreman  and  6 
laborers;  of  the  Syracuse,  Binghamton  &  New  York  division  6  miles  in  length 
where  single  track,  3  miles  where  double  track,  and  the  section  force  consists 
of  a  foreman  and  6  laborers;  of  the  Cincinnatus  branch  6  miles  in  length, 
and  the  average  force  consists  of  a  foreman  and  5  laborers;  of  the  Oswego 
&  Syracuse  division  6  miles  in  length,  and  the  average  force  employed  consists 
of  a  foreman  and  6  laborers;  of  the  Cayuga  division  6  miles  in  length,  and 
the  average  force  employed  consists  of  a  foreman  and  6  laborers.  Each 
gang  is  furnished  with  flags,  lanterns,  and  torpedoes  for  protecting  its  work, 
and  regular  track  walkers  are  employed. 

The  following  railroads  are  crossed  at  grade  by  the  main  line:  One  track 
of  the  Elmira  Water,  Light  &  Railroad  (electric)  on  Lake  street,  Elmira: 
there  are  no  derailing  switches  in  the  track  of  the  electric  road,  and  the  wire 
netting  for  protection  over  the  trolley  wire  is  too  short  and  should  be 
extended;  one  track  of  the  Elmira  &  Cortland  branch  of  the  Lehigh  Valley 
railroad  at  Elmira:  protected  by  a  modern  and  complete  interlocking  plant; 
one  track  of  the  Rochester  division  of  the  Erie  railroad  at  Erwin's:  pro- 
tected by  a  modern  and  complete  interlocking  plant;  one  track  of  the  Port 
Morris  branch  of  the  Erie  railroad  at  Port  Morris:  protected  by  a  complete 
interlocking  plant;  one  track  of  the  Pennsylvania  railroad  at  Port  Morris: 
protected  by  an  interlocking  plant;  one  track  of  the  Buffalo,  Bellevue  & 
Lancaster  at  Cheektowaga:  there  are  no  derailing  switches  in  the  track  of 
the  electric  road  nor  protection  over  the  trolley  wire,  the  crossing,  however, 
is  protected  by  a  flagman  and  by  gates;  three  tracks  of  the  Pennsylvania 
railroad  at  East  Buffalo:  protected  by  a  modern  and  complete  interlocking 
plant;  three  tracks  of  the  Buffalo  Creek  railroad,  two  of  the  Pennsylvania 
railroad,  and  two  of  the  New  York,  Chicago  &  St.  I^uis  railroad,  side  by 
side,  at  what  is  known  as  Smith  street,  Buffalo:  protected  by  disc  signals 
located  on  a  tower:  this  is  a  very  dangerous  crossing  and  your  Commission 
now  has  under  consideration  its  elimination  or  better  protection;  two  tracks 
of  the  International  railway  (electric)  on  Clinton  avenue,  Buffalo:  there  are 
derailing  switches  in  the  track  of  the  electric  road  but  they  are  too  close 
to  the  crossing  and  should  be  moved  back  for  a  distance  of  at  least  75 
feet  from  the  steam  railroad  track ;  there  is  proper  protection  over  the  trolley 
wire.  By  the  branch  around  Buffalo  and  Black  Rock  there  are  crossed  two 
tracks  of  the  International  railway  on  Walden  avenue:  there  are  no  derailing 
switches  in  the  track  of  the  electric  road  but  proper  protection  over  the 
trolley  wire;  two  tracks  of  the  International  railway  on  Genesee  street: 
there  are  derailing  switches  in  the  track  of  the  electric  road  and  proper 
protection  over  the  trolley  wire;  one  track  of  the  International  railway  on 
Bailey  avenue:  there  are  derails  in  the  track  of  the  electric  road  but  they 
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are  Hot  in  use,  and  tiiere  is  proper  protection  over  the  trolley  wire;  two 
tracks  of  ttie  International  railway  on  Kensington  ffvenne:  there  are  derailing 
switches  in  the  track  of  the  electric  road  and  proper  protection  ovwr  the 
trolley  wire.  One  track  of  the  Erie,  Black  Rock  branch,  in  North  Buffalo 
yard:  there  are  only  switching  movements  of  either  road  at  this  place,  and 
the  trainmen  are  required  to  pilot  their  cars  over  the  crossing.  By  the 
Utica  division  main  line  there  are  crossed:  One  track  of  the  New  York, 
Ontario  &  Western  railway  at  Utica:  protected  by  a  tilting  board  signal 
and  all  trains  are  required  to  come  to  a  full  stop;  two  tracks  of  the  West 
Shore  railpoad  (operated  by  The  New  York  Central  and  Hudson  River  Rail- 
road Company)  at  Utica:  the  crossing  is  protected  by  gates,  and  all  trains 
are  required  to  come  to  a  full  stop;  one  track  of  the  Utica  &  Mohawk  Valley 
(electric)  railway  on  Whitesboro  street,  and  one  on  Columbia  street,  Utica: 
at  each  crossing  there  are  derailing  switches  in  the  track  of  the  electric 
road  and  proper  protection  over  the  trolley  wire;  two  tracks  of  the  Utica 
&  Mohawk  Valley  at  New  Hartford:  there  are  derailing  switches  in  the 
track  of  the  electric  road  and  proper  protection  over  the  trolley  wire:  there 
is  a  descending  grade  on  the  track  of  the  electric  road  approaching  the  cross- 
ing from  the  westerly  direction,  and  although  the  derailing  switch  is  120 
feet  from  the  crossing,  on  several  occasions  cars  have  got  away,  gone  off  the 
derail,  and  run  across  the  track  of  the  steam  road;  the  grade  is  not  steep, 
and  the  cars  must  have  been  allowed  to  run  at  v»ry  unreasonable  speed  to 
attain  sufficient  momentum  to  have  gone  that  distance  upon  the  ground.  'By 
the  Syracuse,  Binghamton  &  New  York  division  there  are  crossed:  Four  tracks 
of  the  Erie  railroad  at  Binghamton:  protected  by  a  modem  and  complete 
interloclnng  plant;  a  wye  track  connecting  this  line  with  the  main  line  at 
east  end  of  Binghamton  yard  crosses  the  two  main  tracks  of  the  Elrie 
railroad:  this  crossing  is  also  protected  by  a  modem  and  complete  inter- 
locking plant;  one  track  of  the  Binghamton  railway  (electric)  on  Robinson 
street,  Binghamton:  there  are  no  derailing  switches  in  the  track  of  the 
electric  road  but  proper  protection  over  the  trolley  wire;  one  track  of  The 
Delaware  and  Hudson  Company's  railroad  at  Bin^tamton:  protected  by  a 
modem  and  complete  interlocking  plant;  one  track  of  the  Elmtra  &  (Portland 
branch  of  the  Lehigh  Valley  railroad  at  Cortland:  protected  by  a  modem 
and  complete  interlocking  plant  which  has  been  put  in  since  the  last  infection 
was  made;  one  track  of  the  Cortland  County  Traction  Company's  road 
(electric)  at  Cortland:  there  are  derailing  switches  in  the  track  of  the  electric 
road  and  proper  protection  o\'er  the  trolley  wire;  one  track  of  the  same 
companj'^s  railroad  at  Homer:  there  are  no  derailing  switches  in  the  tradw 
of  the  electric  road  but  proper  protection  over  the  trolley  wire,  and  the 
crossing  is  protected  by  a  flagman;  one  track  of  the  Syracuse  Rapid  Transit 
Railway  Company's  road  (electric)  on  Grape  street,  Syracuse:  there  are 
no  derailing  switches  in  the  track  of  the  electric  road,  but  proper  protection 
over  the  trolley  wire;  two  tracks  of  the  same  company's  railroad  on  South 
Salina  street:  there  are  derails  in  the  track  of  the  electric  road  and  proper 
protection  over  the  trolley  wire;  two  tracks  of  the  same  company's  railroad 
on  West  Onondaga  street,  Syracuse:  there  are  no  derailing  switches  in  the 
track  of  the  electric  road,  but  proper  protection  over  the  trolley  wire; 
two  tracks  of  the  same  company's  railroad  on  Walton  street,  Syracuse:  there 
are  no  derailing  switches  in  the  track  of  the  electric  road,  but  prop^  pro- 
tection over  the  trolley  wire;  two  tracks  of  the  same  company's  railroad  on 
West  street,  Syracuse:  there  are  no  derailing  switches  in  the  track  of  the 
electric  road,  but  proper  protection  over  the  trolley  wire;  one  track  of  the 
Auburn  branch  of  the  New  York  Central  A  Hudson  River  railroad,  now  used 
only  as  a  freight  track  in  Syracuse:  the  crossing  is  protected  by  a  modem 
and  complete  interlocking  plant.  By  the  Cayuga  division  there  are  crossed: 
Two  main  tracks  and  four  sidings  of  the  Erie  railroad  at  Owego:  protected 
by  a  modem  and  complete  interlocking  plant;  one  track  of  the  Auburn 
division  of  the  Lehigh  Valley  railroad  at  Owego:  protected  by  semaphore 
signals,  and  all  trains  are  required  to  come  to  a  full  stop;  one  trcwk  of 
the  Elmira  &  Cortland  branch  of  the  Lehigh  Valley  at  (>rfu:  protected 
by  a  target  signal,  and  all  trains  are  required  to  come  to  a  full  stop;  one 
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track  of  the  Auburn  branch  of  the  Lehigh  Valley  at  Ithaca:  protected  by 
semaphore  signals,  and  all  trains  are  required  to  come  to  a  full  stop;  one 
track  of  the  Ithaca  street  railway  at  Ithaca:  there  are  no  derailing  switches 
in  the  track  of  the  electric  road,  but  proper  protection  over  the  trolley  wire. 

The  right  of  way  is  in  good  condition,  free  from  trees  and  brush;  gras» 
and  weeds  have  been  cut  and  removed;  the  fences  are  of  wire  and  in  very 
good  repair. 

The  highway  crossings  are  properly  graded,  well  planked,  and  protected 
by  signs  of  the  X  form,  suitably  located  and  well  painted.  Metallic>slat 
cattle  guards  with  proper  guard-fences  are  in  place  at  each  boundary  of  all 
the  highways  crossed  at  grade.  Twenty-eight  highway  grade  crossings  of 
the  main  line  are  protected  by  flagmen,  30  by  flagmen  and  gates,  38  by  electric 
bells,  and  the  remainder,  133,  by  crossing^signs  only;  16  on  the  Utica  division 
by  flagmen,  9  by  flagmen  and  gates,  24  by  electric  bells,  and  the  remainder, 
72,  by  crossing-signs  only;  18  on  the  Syracuse,  Binghamton  &  New  York 
division  by  flagmen,  9  by  flagmen  and  gates,  17  by  electric  bells,  and  the 
remaining  44  by  croseing-signa  only;  17  crossings  on  the  Cincinnatus  branch 
are  protected  by  crossing- signs  only;  13  on  the  Oswego  &  Syracuse  division 
by  flagmen,  3  by  flagmen  and  gates,  4  by  electric  bells,  and  the  remaining 
5  by  crossing-signs  only;  2  on  the  Cayuga  division  by  flagmen  and  gates, 
and  the  remaining  43  by  crossing-signs  only. 

The  main  line  for  its  entire  length,  and  the  Syracuse,  Binghamton  &  New 
York  division  from  Binghamton  to  Chenango  Forks,  are  equipped  with  aut'v 
matic  electric  block  signals  located  about  5000  feet  apart,  and  the  movements 
of  trains  are  governed  by  those  signals ;  on  the  remaining  lines  the  movements 
of  trains  are  governed  by  the  telegraphic  train  order  system. 

The  station  buildings  are  in  first-class  repair,  clean  and  neat,  and  the 
sanitary  condition  good.  Water  for  drinking  is  provided,  and  time-tables  are 
posted  in  the  waiting  rooms.  Water  in  pails,  fire  extinguishers,  and  at 
stations  where  there  is  a  water  system,  hose  are  provided  for  fire  protection- 
The  station  platforms  are  of  plank,  gravel,  concrete,  and  stone  screenings. 
The  use  of  concrete  for  station  platforms  has  been  generally  adopted,  and 
as  fast  as  renewals  are  necessary  concrete  platforms  are  put  in.  At  stations 
where  there  is  a  water  system  sanitary  closets  are  provided  and  at  others 
outside  closets,  properly  cared  for.  The  station  grounds  and  yards  are  well 
kept,  and  at  many  of  the  principal  ones  are  lawns  with  ornamental  plants, 
flhrubs,  and  flowere.  All  station  and  train  employees  are  uniformed  and 
wear  badge  indicating  their  employment. 

The  principal  repairs  and  improvements  noted  as  made  since  the  last 
inspection  are  as  follows:  About  23  per  cent  of  the  cross-ties  of  the  main 
line,  27  per  cent,  of  the  Utica  division,  26  per  cent,  of  the  Syracuse,  Bing- 
hamton &,  New  York  division,  14  per  cent  of  the  Cincinnatus  branch,  34 
per  cent,  of  the  Oswego  &  Syracuse  division,  and  19  per  cent,  of  the  Cayuga 
division  have  been  renewed.  In  the  main-line  tracks  there  have  been  laid 
one  mile  of  141-lb.  girder  rail,  28  miles  of  91-lb.  and  40  miles  of  90-lb.  steel 
rail,  replacing  worn  80-  and  75-lb.  rail;  on  the  Utica  division  34  miles  of 
80-lb.  rail,  replacing  67-  and  75-lb.  worn  rail;  and  13  miles  of  second^use 
75-lb  rail,  replacing  worn  60-lb.  rail;  on  the  Syracuse,  Binghamton  A  New 
York  division  about  %  mile  of  141-lb.  girder  rail,  replacing  80-lb.  rail;  on 
the  Oswego  &  Syracuse  division  7%  miles  of  80-lb.  rail,  replacing  worn  67-Ib. 
rail;  and  on  the  Cayuga  division  2  miles  of  second-use  75-lb.  rail,  replacing 
worn  60-lb.  rail.  Approximately  96  miles  of  the  main-line  track  have  been 
re-ballasted  with  gravel,  stone,  and  slag;  30  miles  of  the  Utica  division  with 
gravel  and  cinders;  20  miles  of  the  Syracuse,  Binghamton  k  New  York 
division  with  gravel;  5  miles  of  the  Cincinnatus  branch,  10  miles  of  the 
Oswego  &  Syracuse  division,  and  10  miles  of  the  Cayuga  division  with  gravel 
and  cinders.  Very  extensive  renewals  of  bridges  and  bridge  masonry  have 
been  made,  and  the  work  of  replacing  the  old  lighter  bridges  over  the  entire 
main  line  and  principal  other  lines  about  completed;  29  spans  located  at 
various  places  on  the  main  line,  and  most  of  them  extensive  structures,  have 
been  replaced  with  modern  steel  bridges  and  the  masonry  rebuilt  or  thoroughly 
repaired;  4  similar  ones  of  the  Utica  division  and  4  of  the  Syracuse,  Bing- 
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hamton  k  New  York  division  have  also  been  replaced  in  like  manner;  a 
17-8pan  deck  girder  bridge  with  solid  floor  has  been  put  in  on  the  Cayuga 
divisicm,  replacing  a  pile  trestle,  and  7  other  spans  at  various  places  of  truss 
or  girder  bridges,  replacing  timber  trestles;  and  3  iron  bridges  on  the  Gin- 
cinnatus  branch,  replacing  timber  trestles.  Five  new  open  culverts  or  cattle 
passes  have  been  built  on  the  main  line  and  6  rebuilt,  also  3  arch  culverts 
and  7  box  culverts;  5  open  culverts  and  cattle  passes  of  the  Utica  division 
rebuilt;  6  of  the  Syracuse,  Binghamton  &  New  York  division  rebuilt;  4  of 
the  Oswego  k  Syracuse  division;  and  6  of  the  Cayuga  division.  Extensive 
repairs  have  been  made  to  masonry  of  other  bridges,  open  culverts  and  cattle 
passes,  arch  and  box  culverts,  and  a  number  of  iron-pipe  put  in,  replacing 
stone  box  culverts.  New  passenger  stations  have  been  erected  at  Nichols  on 
the  main  line,  Marathon  and  Apulia  on  the  Syracuse,  Binghamton  &  New 
York  division,  Poolville  and  Paris  on  the  Utica  division,  and  at  Cincinnatus 
on  the  Cincinnatus  branch.  Other  new  buildings,  additions,  and  extensive 
repairs  to  buildings,  etc.,  are  as  follows:  On  the  main  line:  new  gate  houses 
at  Waverly,  Atlanta,  and  East  Buffalo;  hand-car  houses  at  Mt.  Morris,  Grove- 
land,  Atlanta,  and  Buffalo,  Rochester  &  Pittsft>urgh  Junction;  a  double  tool 
house  at  East  Buffalo,  single  tool  house  at  Black  Rock;  freight  house  and 
office  building  at  Elmira  extended;  new  interlocking  plant  put  in  at  Grove- 
land;  single  tool  houses  built  at  Darien  and  Buffalo,  Rochester  k  Pittsburgh 
Junction;  yard  office  at  Black  Rock;  4  flagmen's  houses  at  Buffalo;  15  fire- 
hose houses  at  East  Buffalo;  new  hand-car  houses  at  Kanona,  East  Buffalo, 
Atlanta,  Groveland,  Mt.  Morris,  Leiceerter,  Cooper's,  and  a  double  hand-car 
house  at  Corning;  new  gate  houses  at  Nichols,  Cohocton,  Leicester,  Depew,  3 
at  Elmira,  Groveland;  3  fire-hose  houses  at  East  Buffalo;  shelter  house  at 
Willow  Point ;  canopy  over  platform  at  Candor ;  interlocking  tower  at  crossing 
of  the  Lehigh  Valley,  Elmira;  addition  built  to  freight  house  at  Bath;  milk 
shed  and  platform  at  Darien;  boiler  and  filter  plant  installed  at  Groveland; 
boiler  house  and  ice  house  at  Elmira;  ash  conveyer  put  in  and  boiler  house 
constructed  at  East  Buffalo;  addition  to  transfer  house  at  East  Buffalo;  shed 
over  coal  hopper  at  Groveland;  coal  office  built  at  East  Buffalo;  castin<v 
shed  at  East  Buffalo  shops;  paint  and  tank  shop  at  East  Buffalo,  and  a  new 
freight  house  at  Buffalo.  On  the  Utica  division:  gate  house  at  Galena; 
extension  made  to  Sauquoit  and  Waterville  freight  houses;  new  hand-car 
house  at  North  Bridgewater,  Richfield  Junction,  Sherburne,  Galena,  and 
Sauquoit;  new  gate  houses  at  Waterville,  Richfield  Junction,  and  Norwich; 
combination  toilet  and  coal  house  at  Poolville  and  at  Paris;  building  for  use 
of  motive  power,  track  and  transportation  department  at  Utica;  ice  house 
and  creamery  at  Stillwater  and  at  Chenango  Forks.  On  the  Syracuse,  Bing- 
hamton &  New  York  division:  Two  new  gate  houses  at  Syracuse,  one  at 
Homer,  and  one  at  Cortland;  car  repairers'  building  at  Binghamton;  telegraph 
office  at  Binghamton  yard;  new  hand-car  house  at  Barker's  and  Little  York; 
new  shed  over  Butternut  street  and  coal  trestle  at  Syracuse;  new  combination 
toilet  and  coal  house  at  Apulia.  On  the  Oswego  &  Syracuse  division:  New 
boiler  house  and  fire-hose  house  at  Oswego.  On  the  Cincinnatus  branch: 
New  hand-car  house  at  McGraw,  and  the  Gee  Brook  station  extended. 
Necessary  repairs  have  been  made  to  other  station  buildings,  and  all  needing 
it,  re-painted;  also  re-painting  done  to  bridges  where  necessary.  About 
42^4  miles  of  fence  of  the  main  line  have  been  rebuilt  and  50^4  miles 
repaired;  61  miles  of  the  Utica  division  repaired;  18  miles  of  the  Syracuse, 
Binghamton  &  New  York  division  rebuilt  and  16  miles  repaired;  all  but 
about  one  mile  of  the  fences  of  the  Cincinnatus  branch  have  been  rebuilt 
or  new  fence  built  where  before  there  was  none;  18  miles  of  the  Oswei?o  & 
Syracuse  division  repaired;  2  miles  of  the  Cayuga  division  rebuilt  and  5^2 
miles  repaired.  About  20.67  miles  of  additional  sidings  and  yard  tracks 
have  been  put  in  on  the  Buffalo  division;  1  mile  on  the  Utica  division;  3 
miles  on  the  Syracuse,  Binghamton  &  New  York  division;  H  mile  on  the 
Oswego  &  Syracuse  division;  and  0.1  of  a  mile  on  the  Cayuga  division.  In 
addition  to  this,  extensive  work  has  been  done  in  Buffalo  elevating  tracks, 
in  doing  which  about  12,500  cubic  yards  of  concrete  masonry  have  been  built 
to  uphold  embankments. 
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Becommendationa :  That  the  mucih  worn  60-lb.  rail  on  the  Richfield  Springs 
branch  of  the  Utica  division,  and  the  Cincinnatus  branch  of  the  Syracuse, 
Bingham  ton  &  ^ew  York  division,  be  replaced,  and  that  targets  be  put  on 
the  stands  of  derailing  switches  where  now  lacking. 

Respectfully  submitted, 

J.  D.  Shultz, 
Steam  Railroad  Inspector, 

DUNEIBE,   ALLEGHENY   VALLEY   AND   PITTSBUBOH  BAILBOAD. 

Inspected  October  9^  1908.    Last  previous  inspection  November  14,  1906. 
To  the  Public  Service  Commission,  Second  District: 

Gentlemen  :  I  have  made  an  inspction  of  the  Dunkirk,  Allegheny  Valley 
&  Pittsburgh  railroad,  and  respectfully  submit  the  following  report: 

The  Dunkirk,  All^heny  Valley  &  Pittsburgh  railroad  is  operated  by  the 
Lake  Shore  &  Michigan  Southern  railway,  and  connects  with  the  main  line 
of  that  railroad  at  Dunkirk.  The  portion  of  the  road  in  this  State  extends 
from  the  connection  at  Dunkirk  to  the  Pennsylvania- State  line  near  Fenton- 
ville,  a  distance  of  42.26  miles,  single  track,  and  has  6.35  miles  of  sidings 
and  yard  tracks.  The  general  alignment  of  the  road  is  fair,  the  maximum 
curve  is  8  degrees:  there  being  5  curves  of  that  degree  between  Norton  and 
Lakeside,  having  a  total  length  of  2661  feet.  The  grades  are  broken,  and  the 
maximum  grade  is  74  ft.  per  mile  for  about  1800  feet  in  length  between 
Norton  and  Lily  Dale.  The  roadway  is  fairly  well  graded,  cuts  and  embank- 
ments full  width,  and  drainage  system  good. 

The  steel  and  iron  bridges  are  of  suflBcient  strength  for  the  class  of  motive 
power  and  rolling  stock  operated  on  the  road,  and  are  in  good  condition. 
They  have  standard  ties  and  guard  timbers  well  maintained.  Inside  guard 
rails  are  in  place  on  all  of  them.  The  masonry  is  in  fair  condition  except 
at  three  points  where  the  masonry  has  failed  and  bridges  are  supported  on 
pile  or  framed  bents  pending  renewal.  Two  of  these  bridges  are  between 
Sinclairville  and  Gerry,  and  at  one  of  them  timber  was  on  the  ground  for 
supporting  the  bridge  and  track  while  abutments  were  being  rebuilt.  There 
are  no  wooden  bridges. 

There  are  3  timber  trestles  with  pile  bents:  one  of  3  spans,  one  of  6,  and 
one  of  10  spans,  all  in  fair  condition,  with  standard  ties  and  guard  timbers 
and  inside  guard  rails.  There  is  one  temporary  pile  trestle  in  roadway  where 
an  iindercrossing  is  being  constructed  for  an  electric  railroad.  There  is  one 
cattle  pass  with  I-beams  and  masonry  abutments,  3  or  4  with  wooden  stringers 
and  masonry  abutments;  and  two  cattle  pasfees  or  open  culverts  with  T-rail 
stringers  on  framed  bent  abutments;  the  balance,  about  a  dozen  in  number, 
are  constructed  entirely  of  timber.  The  structures  generally  are  in  good 
condition  with  standard  ties  and  guard  timbers.  Guard  timbers  are  lacking 
on  the  second  opening  north  of  Moon  station  and  should  be  placed.  The 
arch,  box,  and  pipe  culverts  are  apparently  in  good  condition. 

The  standard  cross-ties  are  6x8  in.,  8  ft.  in  length  for  white  oak,  which 
covers  about  70  per  cent,  of  the  ties.  The  balance  are  chestnut,  7x9  in.,  8  ft. 
in  length.  About  10  per  cent,  are  renewed  each  year.  They  are  in  good 
condition,  evenly  spaced,  and  full  spiked. 

Eleven  miles  of  main-line  track  are  laid  with  70-lb.  steel  rail  connected 
by  angle  plates  32  in.  in  length  with  6  bolts;  4  miles  are  laid  with  65-lb., 
and  the  remainder,  27.26,  with  66-lb.  steel  rail  connected  by  angle  plates 
24  in.  in  length  with  4  bolts.  The  rail  is  worn  but  in  fair  condition,  con- 
nections full  bolted  and  bolts  generally  tight. 

Main-track  switches  are  split  point,  both  rigid  and  automatic  stands  are 
used,  and  all  have  proper  targets.  Switch  and  semaphore  signals  show  red 
light  for  danger,  white  for  safety,  and  green  for  caution.  Frogs  are  riffid. 
Derailing  switches  are  in  all  sidings  where  their  use  appears  necessary.  They 
are  not  provided  with  targets,  but  posts  painted  white  with  a  black  "D" 
on  them  are  located  at  each  derail. 

The  traok  is  ballasted  for  the  greater  portion  of  the  line  with  granuUted 
slag;   cinders  are  also  used  for  ballast.     The  alignment  and  surfacing  art 
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•good,  and  the  outer  rails  on  curves  are  properly  elevated  for  the  speed  at 
which  trains  are  scheduled.  The  track  sections  average  5.8  miles  in  length, 
and  the  force  employed  on  each  consiste  of  a  foreman  and  8  laborers.  '&^ 
gang  is  furnished  with  flags,  red  lights,  and  torpedoes  for  protecting  its  work. 
-All  portions  of  the  track  are  patrolled  daily  by  some  member  of  the  section 
•force. 

The  grade  crossings  of  railroads  are  as  follows: 

At  Dunkirk  one  track  of  the  Erie  railroad,  yard  movement  only,  setting 
switch  sete  signals  governing  movement.  At  Dunkirk  two  tracks  leading  to 
the  Brooks  Locomotive  Works,  protected  by  tilting  board  signal  set  by  Brooks' 
employee  when  crossing  is  to  be  used  by  ^m.  At  Dunkirk  one  -brack  of  the 
INTew  York,  Chicago  &  St.  Louis  railroad,  and  one  of  the  Pennsylvania  railroad, 
fiide  by  aide:  the  croesings  are  protected  by  tilting  board  signal,  and  all 
trains  are  required  te  come  to  a  full  stop  before  crossing.  At  Falconer 
Junction  two  tracks  of  the  Meadville  division  of  the  Erie  railroad,  protected 
by  an  interlocking  plant. 

The  right  of  way  is  clear  and  is  fenced  with  wire,  generally  in  fair  repair. 
Mile-posts  are  maintained. 

The  highway  crossings  are  well  graded  and  planked,  and  protected  by  signs 
of  the  diamond  form.  Cattle  guards  are  not  maintained  at  most  of  the 
crossings,  wooden-slat  form  of  guard  at  a  few  crossings.  Two  crossings  are 
protected  by  flagmen,  one  by  electric  bell,  and  39  by  crossing-signs  only. 
Whistle-posU  are  at  the  proper  distance  from  the  highway  crossings;  posts 
should  be  re-painted. 

The  movements  of  trains  are  governed  by  the  telegraphic  train  order  system. 

The  stetion  buildings,  most  of  them  small,  are  in  good  repair  and  are 
apparently  sufficient  for  the  requiremenU.  The  waiting  rooms  are  clean, 
neat,  and  properly  furnished. 

Since  last  inspection  about  10  per  cent,  of  the  cross-ties  have  been  renewed; 
16.2  miles  of  track  have  been  re-ballasted  with  slag  and  4^  miles  with 
cinders;  two  bridges  have  been  re- painted,  and  4.4  miles  of  woven-wire  fence 
have  been  built. 

Recommendation:  That  necessary  repairs  be  made  to  bridge  masonry,  and 
that  cattle  guards  with  proper  guard-fences  be  maintained  at  each  boundary 
of  all  highways  crossed  at  grade. 

Respectfully  submitted, 

E.  F.  Van  Hoeskn, 
Inspector  Steam  Railroads, 

mtTn;  BAIIiROAD. 

Inspected  November  6-15,  1008.  Last  previous  inspection  October  1-8,  1907. 

To  the  Public  Service  Commission,  Second  District: 

Gentlemen:  I  have  made  an  inspection  of  the  various  lines  of  railroad 
owned,  leased,  and  operated  by  the  Erie  Railroad  Company  in  this  State,  and 
respectfully  submit  the  following  report: 

The  Erie  Railroad  Company  operates  the  following  main  and  branch  lines 
in  this  State: 

New  York  Division. 

Length  of  track,  In  miles. 
1st  2d  3d  4th      Sidings  and 

main.  main.  main.  main,    jard  tracks. 

Mainline 60.30  60.30             9.85             0.85  117.22 

Newburgh  branch 18.73             6.33         15.21 

Newburgh  AN.  Y.  branch...  12.65         3.18 

Montgomery  branch. 10 .  43         2 .60 

Phie  Island  branch. 11.64         8.04 

Crawford  branch 10.22         0.92 

The  portion  of  the  main  line  in  this  State  esrtends  from  the  Nerw  Jen^ 
State  line  near  Suffern  te  Sparrowbush  (at  west  end  of  Port  Jervis  yard),  all 
double  track  and  some  third  and  fourth  main  track:  the  fourth  main  tr»ok  ii 
located  east  of  Suffern  to  the  state  line;  the  third  track  extends  oter  same 
territory,  and  also  from  Otis  Summit  to  Guymard;  the  third  trade  is  being 
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«3ctended  from  Guymard  toward  Port  Jervis  in  conneetion  with  tiie  con- 
stroction  of  the  new  low  grade  line  being  built  between  <xuymard  and 
Higliland  Mills  on  the  Newburgh  k  New  York  branch. 

The  Newburgh  branch  connects  with  the  main  line  at  Grejrcourt  and  exfcendfl 
to  Newimrgh,  and  haa  second  main  track  from  Vails  Gate  Junction  to 
Newbnrgfa. 

The  Newburgh  t  New  York  branch  connects  with  the  main  line  at  Newburgh 
Junction  and  extends  to  Vails  Gate  Junction  on  the  line  of  tlie  Newburgh 
branch,  single  track. 

The  Montgomery  hnaneh  connects  with  the  main  line  at  Goshen  and  extends 
to  Montgomery,  single  trade 

The  Pine  Island  branch  connects  with  the  main  line  at  Goshen  and  extends 
to  Pine  Island,  sin^e  track. 

The  €ra;wford  branch  connects  with  the  main  line  of  the  New  York,  OBtfiu*io 
&  Western  railway  at  Crawford  Junction  and  extends  to  Pine  Bush,  single 
track. 

The  main  line  is  quite  crooked,  but  most  curves  are  light.  The  grades  are 
long,  crossing  several  summits,  and  are  fairly  regular.  The  Newbuigh  branch 
has  a  good  general  alignment,  and  curves  are  light;  the  grades  are  broken 
but  generally  light,  "fiie  Newbur^  &,  New  York  branch  lias  good  general 
alignment  and  light  curyes;  the  grades  are  generally  light.  The  Montgomery 
brracfa  ii  croodced,  but  curves  are  generally  light;  the  grades  are  light  and 
fairly  regular.  The  Pine  Island  branch  is  crooked  in  the  vicinity  of  Goshen, 
the  renmining  portion  of  the  line  is  fairly  straight ;  the  grades  are  light,  and 
for  much  of  the  distanee  the  line  is  practically  level.  The  Crawford  branch 
has  good  general  alignment  and  most  curves  are  light;  the  grades  are  light 
but  considerably  broken. 

The  cuts  and  embankments  of  main  line  are  of  full  width,  the  Newburgh 
branch  and  Newburgh  ii  New  York  branch  of  good  width,  and  the  ^fontgomery 
and  Crawford  branches  of  fair  width.  The  roadway  of  main  line  and  bnuiches 
is  well  drained,  sub-drains  being  used  in  some  of  the  wet  cuts.  The  Pine 
Island  branch  for  the  greater  portion  of  its  length  runs  through  a  swamp  or 
bog  of  black  earth,  and  while  the  embankment  is  of  good  width,  the  track 
creeps  and  rolls,  making  it  necessary  to  put  "  points "  in  track  to  allow  for 
the  movement  of  rail.  There  are  seven  locations  of  points,  one  in  each  rail, 
or  14  in  all.     Guard  rails  are  set  opposite  each  poii^. 

Ob  main  line  the  bridges  are  generally  in  good  condition.  No.  44.80  and 
the  next  bridge  east  have  bents  in  front  of  masonry,  due  probably  to  the 
superstructure  being  too  light.  The  masonry  to  the  bridges  is  good.  Ties 
and  guard  timbers  are  of  standard  dimensions  and  are  well  maintained.  On 
the  Newburgh  branch  the  bridges  are  generally  in  good  condition.  The 
masonry  is  in  good  condition,  ties  and  guard  timbers  are  of  standard  dimen- 
sions and  ore  well  maintained.  On  the  Newburgh  &  New  York  bramch  the 
bridges  are  generally  in  good  condition,  excepting  that  No.  0.40  is  a  light 
structure  with  timber  bent  supports  at  two  panel  points.  A  new  bridge  is 
to  go  in  here  for  the  Erie  &  Jersey,  the  new  low  grade  line  which  is  being 
constructed  from  Guymard  on  the  main  line  to  Highland  Milk  on  the  New- 
burgh &  New  York  branch,  and  which  for  a  distance  runs  alongside  the 
present  Newburgh  k  New  York  branch  on  a  different  grade,  necessitntine 
renewing  or  extending  the  present  structures.  On  the  Montgomery  branch 
there  is  but  one  iron  bridge,  a  deck  plaiite  girder ;  on  the  Pine  Island  branch, 
one  iron  bridge,  a  deck  ^ate  girder.  The  masonry  of  both  is  in  fair  oon- 
ditiopn,  and  they  have  standard  ties  and  guard  timbers.  Iliere  atre  no  iron 
bridges  on  the  Crawford  branch.  On  the  main  line,  Newburgh  braneii,  and 
l^wburgh  dt  New  York  branch  all  long  and  high  bridges  have  inside  guard 
rails. 

Thare  are  no  wooden  bridges  in  the  roadway  of  main  line  or  branch  Iibbb. 
The  only  wooden  bridges  are  for  overhead  highway  and  fttrm  crossings,  al- 
though inon  bridges  are  also  used  for  overhead  crossingB.  All  low  bridges  aa>o 
properly  protected  by  warning  signals. 

Them  am  no  timber  trestles  in  the  rondwsy  ol  main  line,  Newburgh,  Kew- 
bnrgk  k  New  York,  Montgomery,  or  Crawford  branches.    On  the  Pine  Island 


752        Public  Service  Commission,  Second  District 

branch  there  are  4  small  trestles,  the  longest  consisting  of  4  spans.    All  are 
of  standard  construction  with  pile  or  framed  bents  and  are  in  good  condition. 

On  the  main  line  all  cattle  passes  and  open  culverts  have  good  masonry 
and  all  but  one  have  I-beam  or  iron  girder  stringers.  There  is  one  culvert 
with  wooden  stringers,  in  good  condition,  which  will  soon  be  made  a  rail  floor 
structure.  On  the  Newburgh  branch  and  the  Newburgh  &  New  York  branch 
the  open  culverts  and  cattle  passes  have  I-beam  stringers  and  masonry  in  fair 
condition.  On  the  Montgomery,  Pine  Island,  and  Crawford  branches  most  of 
the  open  culverts  and  cattle  passes  have  masonry  abutments,  many  of  them  in 
poor  condition,  with  the  stringers  supported  on  timber  bents  placed  in  front 
of  abutments.  On  the  Montgomery  branch  all  have  wooden  stringers  except 
one  where  I-beams  are  used.  On  the  Pine  Island  branch  all  have  wooden 
stringers.  On  the  Crawford  branch  5  have  I-beam  stringers  and  the  remainder 
wooden  stringers.  The  ties  and  guard  timbers  on  all  the  branches  are  of 
standard  dimensions  and  are  in  fair  condition.  The  arch,  box,  and  pipe  cul- 
verts on  main  line  and  branches  are  apparently  in  good  condition. 

The  cross-ties  of  the  main  line  are  about  96  per  cent,  yellow  pine  and  4 
per  cent.  oak.  The  standard  dimensions  are  7x9  in.,  8^  ft.  in  length,  and 
are  laid  at  the  rate  of  2816  to  the  mile  of  track;  they  are  in  good  condition 
and  are  evenly  spaced  and  full  spiked.  Tie-plates  are  used  on  curves  and 
double  spiked  on  all  curves  over  3  degrees.  On  the  Newburgh  branch  and  the 
Newburgh  &  New  York  branch  the  cross-ties  are  about  95  per  cent,  yellow 
pine  and  6  per  cent.  oak.  The  standard  dimensions  are  7x9  in.,  8%  ft.  in 
length,  and  6x8  in.,  8  ft.  in  length;  they  are  in  good  condition.  On  the 
Montgomery  branch  about  97  per  cent,  are  yellow  pine  and  3  per  cent,  oak; 
on  the  Pine  Island  branch  90  per  cent,  yellow  pine  and  7  per  cent,  oak;  and 
on  the  Crawford  branch  95  per  cent,  yellow  pine,  3  per  cent,  oak,  and  2  per 
cent,  chestnut;  the  standard  dimensions  are  7x9  in.,  8^^  ft.  in  length,  and 
6x8  in.,  8  ft.  in  length;  they  are  in  fair  condition.  On  main  line  and 
branches  all  ties  are  well  spaced  and  full  spiked. 

On  main  line  the  entire  main  track,  excepting  third  main  track  from  Otis- 
ville  to  Guymard,  is  laid  with  90-lb.  steel  rail  connected  by  angle  plates 
24  in.  in  length  with  4  bolts,  and  34  in.  in  length  with  6  bolts.  The  third 
track  referred  to,  and  which  is  used  by  freight  trains,  is  laid  with  74-lb. 
rail  connected  by  angle  plates  40  in.  in  length  with  6  bolts.  The  rail  is  all 
in  good  condition,  connections  full  bolted  and  bolts  tight.  The  Newbursrh 
branch  has  18.03  miles  laid  with  74-lb.,  6^^  miles  with  80-lb.,  and  0.53  mile 
with  90-lb.  steel  rail.  The  74-lb.  rails  are  connected  by  angle  plates  40  in 
in  length  with  6  bolts,  and  the  remaining  rails  by  angle  plates  34  in.  in 
length  with  6  bolts.  The  rail  is  in  good  condition,  all  connections  full  bolted 
and  bolts  tight.  The  Newburgh  &  New  York  branch  is  laid  with  63-lb.  steel 
rail  connected  by  angle  plates  24  in.  in  length  with  4  bolts.  The  rail  is  in 
good  condition,  all  connections  full  bolted  and  bolts  generally  tight.  The 
Montgomery  branch  has  4.81  miles  of  main  track  laid  with  63-ib.,  5.12  miles 
with  74-lb.,  and  0.60  mile  with  90-lb.  steel  rail.  The  63-lb.  rails  are  con- 
nected by  angle  plates  24  in.  in  length  with  4  bolts,  the  74-lb.  rails  by  angle 
plates  40  in.  in  length  with  6  bolts,  and  the  90-lb.  rails  by  angle  plates  34 
in.  in  length  with  6  bolts.  The  63-lb.  rail  is  somewhat  worn.  The  74-lb. 
and  90-lb.  rail  is  in  good  condition.  The  Pine  Island  branch  is  laid  entirely 
with  63-lb.  rail  connected  by  angle  plates  24  in.  in  length  with  4  bolts.  The 
rail  is  worn  and  renewals  should  be  made;  the  connections  full  bolted  and 
some  loose  bolts  observed.  The  Crawford  branch  has  9.71  miles  laid  with 
63-lb.,  and  the  balance,  0.51,  with  74-lb.  steel  rail.  The  63-lb.  rails  are  con- 
nected by  angle  plates  24  in.  in  length  with  4  bolts,  and  the  74-lb.  rails  by 
angle  plates  40  in.  in  length  with  6  bolts.  The  63-lb.  rail  is  considerably 
worn;  connections  full  bolted  and  a  number  of  loose  bolts  observed. 

On  the  main  line  all  main-track  switches  are  split  point,  and  where  not 
connected  with  interlocking  have  automatic  stands.  All  facing  switches  are 
either  protected  by  interlocking  or  electrically  locked  and  controlled  from  the 
towers.  On  main  line  and  branches  the  switch  and  semaphore  lamps  show 
red  light  for  danger  and  green  for  safety;  yellow  is  used  for  caution.  On 
main  line  all  main-track  frogs  are  spring  rail,  in  good  condition.    Derailing 
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switches  are  in  all  sidings  where  their  use  appears  necessary ;  many  are  inter- 
locked with  the  main-track  switch  stands.  On  the  Newburgh  and  Newburgh 
&  New  York  branches  all  main-track  switches  are  split  point  and  have  auto- 
matic stands;  many  have  high  targets.  Nearly  all  main- track  frogs  are 
spring  rail.  On  the  Montgomery,  Pine  Island,  and  Crawford  branches  nearly 
all  main-track  frogs  are  spring  rail,  properly  maintained.  Nearly  all  switches 
are  split  point.  A  few  Wharton  switches  yet  remain.  The  stands  to  split 
point  switches  are  automatic;  to  the  Wharton  switches,  rigid.  On  the  branch 
lines  derailing  switches  are  in  all  sidings  where  their  use  appears  necessary; 
some  lack  targets. 

The  greater  portion  of  the  main-line  tracks  is  ballasted  with  broken  stone; 
the  remainder  with  gravel  and  cinders  in  good  quantity.  The  branch-line 
tracks  are  ballasted  with  cinders  and  gravel  in  fair  quantity.  The  alignment 
and  surfacing  of  main-line  tracks  are  good,  as  is  also  the  case  on  the  New- 
burgh and  the  Newburgh  &  New  York  branches.  The  outer  rails  on  curves 
are  properly  elevated  for  the  scheduled  speed  of  trains.  On  the  Montgomery 
and  Crawford  branches  the  alignment  and  surfacing  are  fair.  On  the  Pine 
Island  branch  the  alignment  and  surfacing  are  poor  on  the  portion  of  the 
road  through  the  low  lands  where  the  track  creeps  and  rolls  under  traffic; 
ou  the  remaining  portion  of  the  branch  the  alignment  and  surfacing  are  fair. 

The  main  line  sections  average  4^  miles  in  length,  and  the  force  employed 
upon  each  consists  of  a  foreman  and  9  laborers.  The  sections  on  the  New- 
burgh branch  average  5  miles,  and  on  the  Newburgh  &  New  York  branch 
6  miles  in  length,  and  the  force  employed  on  each  consists  of  a  foreman  and 
6  laborers,  (hi  the  Montgomery  branch  the  sections  are  about  7  miles  in 
length,  with  a  foreman  and  5  laborers  on  each.  On  the  Pine  Island  branch, 
7%  miles  in  length,  with  a  foreman  and  6  laborers  on  each;  and  the  Craw- 
ford branch,  10.22  miles  in  length,  with  a  foreman  and  6  laborers.  Each 
gang  is  furnished  with  flags,  lanterns,  and  torpedoes  for  protecting  its  work, 
and  all  portions  of  the  road  are  patrolled  daily  by  some  member  of  the 
section  force. 

On  the  main  line,  at  Middletown,  one  track  of  the  Wallkill  Transit  Com- 
pany's (electric)  railroad  is  cros&ied  at  grade:  there  are  derailing  switches 
in  the  track  of  the  electric  road,  but  no  protection  over  the  trolley  wire. 
There  are  no  grade  crossings  of  steam  or  electric  railroads  on  the  Newburgh, 
the  Newburgh  &  New  York,  the  Pine  Island,  or  Crawford  branches.  The 
Montgomery  branch  crosses  two  tracks  of  the  New  York,  Ontario  &  Western 
railway  at  Campbell  Hall:  the  crossing  is  protected  by  signals  that  are 
interlocked,  and  all  trains  are  required  to  come  to  a  full  stop  before  crossing. 

Interlocking  plants  governing  the  movements  of  trains  in  yards,  branch 
connections,  crossovers,  etc.,  are  maintained  at  Suffern,  Ramapo,  Sterlington, 
West  Tuxedo,  Arden,  Turner,  Monroe,  Greycourt,  Chester,  east  of  Goshen, 
Groshen,  west  of  Goshen,  west  of  Hampton,  Middletown,  east  of  Howells,  west 
of  Howells,  Whitebridge,  Otisville,  Guymard,  and  Sparrowbush,  on  the  main 
line.  On  the  Newburgh  and  the  Newburgh  &  New  York  branches  no  inter- 
locking plants  are  maintained  excepting  at  the  junctions  with  the  main  line. 
On  th«  Montgomery  and  Pine  Island  branches  no  interlocking  plants  are 
maintained  except  at  the  junction  of  these  branches  with  the  main  line  at 
Goshen;  and  on  the  Crawford  branch  the  only  plant  is  the  one  at  the  junction 
with  the  New  York,  Ontario  &  Western  railway  at  Crawford  Junction. 

The  right  of  way  of  main  line  and  branches  is  clean  and  clear,  free  from 
trees  and  brush.  The  fences  are  of  wire,  board,  and  stone  wall,  much  in  poor 
condition  or  lacking.    Mile-posts  are  maintained. 

There  are  140  highway  crossings,  protected  as  follows: 

!      CrosslDK 
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The  highway  croasings  are  well  graded,  properly  planked,  and  are  protected 
by  signs  of  the  diamond  or  X  form.  No  cattle  guards  are  maintained.  Whistle- 
posts  are  properly  located. 

The  movements  of  trains  from  Suflfem  to  West  Tnxedo  are  governed  by 
the  automatic  electric  block  system,  and  from  West  Tuxedo  to  Sparrowfood^ 
the  movements  of  trains  are  governed  by  the  manual  controlled  block  system. 
On  the  Newburgh  branch  and  the  Newburgh  &  New  York  branch  the  move- 
ments of  trains  are  governed  by  the  manual  controlled  block  signal  system. 
On  the  Montgomery,  Pine  Island,  and  Crawford  branches  the  movements  of 
trains  are  governed  by  the  telegraphic  train  order  system. 

The  station  buildings  are  generally  in  good  condition.  Many  of  the  build- 
ings are  old  and  need  re-painting.  Platforms  are  of  cement,  plank,  and 
gravel.  Water  for  drinking  is  provided  and  time-tables  can  be  obtained 
from  the  agents.  The  sanitary  condition  of  tlie  stations  is  generally  fair. 
A  number  c3  stations  have  inside  closets,  where  disinfectants  have  been  freely 
used,  and  are  in  good  condition;  outside  closets,  where  not  kept  locked,  are 
generally  in  bad  condition.  Station  yards  and  grounds  are  generally  in  good 
condition.  The  station  building  at  Turner  is  very  old,  much  out  of  repair, 
and  should  be  replaced  with  a  new  building. 

Recommendations:  That  fences  be  repaired  and  cattle  gnardi  be  maintained 
at  highway  crossings  as  required  by  law;  that  the  sanitary  condition  of 
outside  closets  receive  attention;  and  that  a  new  station  building  be  erected 
at  Turner. 

New  Jersey  d  New  Torfc  Division, 

The  greater  part  of  the  New  Jersey  &  New  York  division  is  in  the  State 
of  New  Jersey;  the  portions  in  this  State  are  as  lolk»wa:  New  Jersey  k 
New  York  railroad,  from  the  New  Jersey-State  line  near  Pearl  river  to 
Nanuet  Junction,  2.30  miles,  and  from  Spring  Valley  to  Haverstraw,  11.55 
miles,  all  single  track,  with  appr<Mcimately  4  miles  of  sidings  and  yard 
tracks  (between  Nanuet  Junction  and  Spring  Valley,  a  distance  of  about  3 
miles,  trains  operate  over  the  Piermont  braneh  track).  New  City  branch, 
from  a  connection  with  the  New  Jersey  &  New  York  railroad  at  Nanuet 
Junction  to  New  City,  a  distance  of  4.29  miles,  single  track,  with  0.25  mile 
of  sidings  and  yard  tracks.  Piermont  brancb^  from  SufCera  on  the  main 
line  to  Piermont,  a  distance  of  18  miles,  single  track,  with  3.37  miles  of 
sidings  and  yard  tracks.  Northern  Railroad  of  New  Jersey,  from  the  New 
Jersey-State  line  near  Tappan  to  Nyack,  a  distance  of  5.82  miles,  witk  2.5 
miles  of  second  track  and  L64  miles  of  sidings  and  yard  tracks. 

The  New  Jersey  &  New  York  railroad  from  Spring  Valley  to  Haveratraw  is 
crooked;  curves  not  generally  sharp,  although  there  is  one  near  Haverstraw 
of  9  degrees.  The  grades  are  fairly  steep  and  somewhat  broken,  the  TOajinanm 
being  85  ft.  per  imle,  near  Havers tr aw.  Tka  New  City  braneh  has  a  gsod 
general  alignment,  with  maximum  curve  of  5  d^rees;  the  grades  ai«  aome- 
what  broken  but  generally  light,  with  a  maximum  grade  of  75  ft.  per  mile. 
The  Piermont  branch  has  l^ht  curves  and  long  tangents;  the  siaxinMin 
ciirve  is  6  degrees,  at  Sparkill ;  the  grades  are  long  but  regular,  the  maximum 
being  85  ft.  per  mile.  The  Northern  Bailroad  of  New  Jersey  between  Sf arkill 
and  Nyack  is  very  crooked,  with  mayireura  curve  of  6  degrees;  the  grades 
are  regular  and  for  much  of  the  distance  li^it;  the  maximum  is  75  ft.  per 
mile,  near  SparkilL  The  cuts  and  embankments  of  all  the  lines  are  of  geod 
width  and  proper  slope  except  where  slopes  are  upheld  by  retaining  walls, 
where  retaining  walls  are  in  good  condition.  The  roadway  is  well  drained 
and  some  sub-draining  has  been  dotne  in  wet  cubs. 

On  the  New  Jersey  &  New  York  railroad,  bridge  No.  30.97,  over  Miner's  credc, 
is  old  and  light,  has  been  for  many  years  and  is  yet  supported  by  timber 
and  pile  bents.  It  should  be  renewed.  Aside  from  that,  the  bridges  are  in 
good  condition.  The  New  City  branch  has  one  small  bridge  (20  la.  I-bean) ; 
it  has  good  masonry  and  is  in  good  condition.  On  the  Pimnont  branch  there 
are  no  large  bridges;  all  are  in  fair  condition  and  have  good  masonry.  On 
the  Northern  Railroad  of  New  Jersey  there  are  but  2  bridges,  aad  they  ane 
in  fair  condition.    The  bridges  on  all  the  lines  hare  standard  ties  and  guard 
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timbers,  in  good  general  condition.  There  are  no  wooden  bridges  in  the 
roadway  of  any  of  the  lines;  the  only  wooden  bridges  are  ior  overhead 
highway  and  farm  crossings;  they  are  properly  maintained  and  all  low  ones 
are  protected  by  warning  signals. 

On  the  New  Jersey  &  New  York  railroad  there  is  one  short  piece  of  pite 
trestle  at  the  end  of  an  iron  bridge;  it  is  of  standard  construction  and  is  in 
good  condition.  There  are  no  trestle  structures  on  the  New  City  branch  or 
the  Northern  Railroad  of  New  Jersey.  On  the  Piermont  branch  there  are 
4  or  5  timber  trestles,  one  of  them  of  25  spans;  all  are  of  standard  con- 
struction and  all  in  good  condition.  The  ties  and  guard  timbers  of  all  are 
standard,  and  in  fair  condition.  There  is  one  open  culvert  on  the  New  Jersey 
&  New  York  railroad,  with  wooden  stringers  on  masonry  abutments.  There 
are  none  on  the  New  City  branch.  On  the  Piermont  branch  there  is  one 
with  wood  stringers  and  one  with  I-beams  on  timber  abutments.  On  the 
Northern  Railroad  of  New  Jersey  there  is  one  small  open  culvert  with  wood 
stringers  on  masonry.  The  arch,  box,  and  pipe  culverts  are  apparently  in 
good  condition. 

The  cross-ties  are  as  follows: 

Kind  of  ties: 
Yellow  pine.     Oak.        Chestnut 

New  Jersey  &  New  York  B.  R 80%  107c  10% 

New   City  branch 95%            5% 

Piermont   branch    90%  6%  5% 

Northern  Railroad  of  N.  J 90%  10%            

Standard  dimensions  are  7x9  in.,  Sh^  ft  in  length,  and  6x6  in.,  8  ft. 
in  length,  both  dimensions  being  used,  and  they  are  laid  at  the  rate  at  2816 
to  the  mile  of  track.     They  are  in  fair  condition.     Tie-plates  are  used  on 
curves. 
The  rail  and  fastenings  are  as  follows: 

Wei^t  and  miles  of  rail 
80-lb.        74.1b.        71-lb.      60-lb.  Total  miles 

N.  J.   &  N.   Y.   R.   R 2.50         2.73         8.60  13.85 

New   City   branch 4.29      4.29 

Piermont  branch    16.00         2.00     18.00 

Northern  R.  R.  of  N.  J 8.32     8.32 

The  60-  and  71-lb.  rails  are  connected  by  angle  plates  24  in.  in  length  with 
4  bolts;  the  74-lb.  rail  by  angle  plates  40  in.  in  length  with  6  bolts;  the 
80-lb.  by  angle  plates  24  in.  in  len^h  with  4  bolts,  and  34  in.  in  length 
with  6  bolts;  all  connections  full  bolted;  a  number  of  loose  bolts  observed. 
The  rail  generally  is  in  good  condition,  the  lighter  weight  rail  being  somewhat 
worn. 

All  main-track  switches  are  split  point,  and  switch  stands  automatic  for 
main  track.  Switch  and  semaphore  lamps  show  red  light  for  danger  and 
green  for  safety;  yellow  is  used  for  caution.  Nearly  all  main-traok  frogs 
are  spring  rail.  Derailing  switches  are  in  all  sidings  where  their  use  appears 
necessary;  some  of  the  stands  lack  targets. 

The  New  Jersey  &  New  York  railroad  is  ballasted  with  gravel  and  cinders 
in  good  quantity;  the  New  City  branch  with  cinders;  the  Piermont  branch 
with  cinders;  and  the  Northern  Railroad  of  New  Jersey  with  broken  stone 
and  gravel  in  fair  quantity.  The  alignment  and  surfacing  of  all  the  lines 
are  good,  and  the  outer  rail  on  curves  properly  elevated  for  the  flcheduled 
speed  of  trains. 

The  track  sections  of  the  New  Jersey  &  New  York  railroad  average  about 
6  miles  in  length,  and  the  force  employed  upon  each  section  consists  of  a 
foreman  and  6  laborers;  of  the  New  City  branch,  4.3  miles  in  length,  with 
a  foreman  and  6  laborers  on  each;  of  the  Piermont  branch,  6  miles  m  length, 
with  a  foreman  and  6  laborers  on  each;  of  the  Northern  Railroad  of  NefW 
Jersrsr,  5%  miles  in  length,  with  a  foreman  and  7  laborers  on  each.  Section 
gangs  are  furnished  with  flags,  lanterns,  and  torpedoes  for  protecting  their 
woii,  and  all  portions  of  the  road  are  patrolled  daily  by  some  member  of 
the  section  force. 

One  track  of  the  Pienmmt  branch  and  one  track  of  the  New  City  branch 
cross  at  grade  at  Nsnuet:  the  crossing  is  protected  by  a  target  signal,  and 
all  trains  are  required  to  come  to  a  full  stop  before  crossing.    At  Sparkill, 
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one  track  of  the  Piermont  branch  and  one  track  of  the  Northern  Railroad 
of  New  Jersey:  the  crossing  is  protected  by  a  target  signal,  and  all  trains 
are  required  to  come  to  a  full  stop  before  crossing.  The  only  interlocking 
plant  maintained  is  at  the  junction  of  the  Piermont  branch  with  the  main 
line,  at  Suffern. 

The  right  of  way  is  clear  and  clean,  free  from  trees  and  brush.  Fences  are 
generally  of  wire  and  are  in  fair  condition,  although  some  fencing  is  lacking. 
Mile-posts  are  maintained  on  the  New  Jersey  k  New  York  railroad  south 
of  Nanuet,  and  on  all  portions  of  the  other  lines. 

The  highway  crossings  are  protected,  as  follows: 


N.  J.  &  N.  Y.  R.  R.. 

New   City   branch 

Piermont    branch 
Northern  R.  R.  of  N.  J 

Highway  crossings  are  well  graded,  properly  planked,  and  protected  by  signs 
of  the  diamond  or  X  form.  No  cattle  guards  are  maintained.  Whistle-posts 
are  properly  located. 

The  movements  of  trains  on  the  New  Jersey  k  New  York  railroad  and  on 
the  Northern  Railroad  of  New  Jersey  are  governed  by  the  manual  controlled 
block  system;  on  the  New  City  branch  and  the  Piermont  branch  by  the 
telegraphic  train  order  system. 

The  station  buildings  are  in  fair  condition;  many  of  them  are  small,  but 
apparently  sufficient  for  the  requirements ;  their  general  condition  is  the 
same,  and  they  are  similarly  furnished  to  those  on  the  New  York  division, 
and  the  same  remarks  apply. 

Recommendations :  That  bridge  No.  30.97  over  Miner's  creek  be  replaced,  the 
present  bridge  being  too  light;  that  fences  along  the  right  of  way  and  cattle 
guards  at  highway  crossings  be  maintained,  as  required  by  law. 

Delaxoare  Division, 

The  portions  of  the  Delaware  division  in  this  State  are  from  mile-post 
90  to  bridge  No.  2  (mile-poet  90.85),  and  from  bridge  No.  9  (mile-post 
117.80)  to  Comstocks,  mile-post  186.62;  the  remaining  portions  of  the  division 
are  in  the  State  of  Pennsylvania,  The  road  follows  along  the  banks  of  the 
Delaware  river,  and  is  very  crooked,  with  maximum  curve  of  about  6  degrees. 
The  grades  are  long  but  regular,  the  maximum  being  69.7  ft.  per  mile.  This 
division  of  the  road,  following  as  it  does  the  Delaware  river,  has  steep  hills 
adjoining,  and  the  side-hill  cuts  have  slopes  that  are  upheld  in  many  places 
by  retaining  walls;  retaining  and  slope  walls  are  also  used  to  protect 
embankments  from  the  river.  The  cuts  and  embankments  generally  are  of 
full  width.     The  roadway  is  well  drained,  sub-drains  being  used  in  wet  cuts. 

The  steel  and  iron  bridges  are  in  good  condition,  generally  well  painted, 
have  good  masonry  and  standard  ties  and  guard  timbers,  well  maintained, 
except  as  hereafter  noted.  Inside  guard  rails  are  on  all  long  and  high  bridges. 
Bridges  Nos.  16%,  16^^,  and  17,  noted  in  laat  inspection  report  aa  being  light, 
have  been  replaced,  the  first  two  by  half -through  plate  girders,  and  No.  17 
by  an  arch.  Guard  timbers  need  renewal  on  first  bridge  east  of  Cochecton 
station,  and  on  No.  15;  and  some  ties  should  be  renewed  on  bridge  No.  IS. 
There  are  no  wooden  bridges  or  timber  trestles  in  the  roadway.  Overhead 
bridges  for  highway  and  farm  crossings  are  of  iron,  and  where  less  than 
full  clearance  height  are  protected  by  warning  signals,  properly  maintained. 
The  New  York,  Ontario  &  Western  railway  crosses  overhead  at  full  clearance 
height.  The  open  culverts  and  cattle  passes  have  good  masonry  abutments, 
I-beam  or  plate  girder  stringers,  and  standard  ties  and  guard  timbers,  in 
good  condition.  The  arch,  box,  and  pipe  culverts  are  apparently  in  good 
condition. 

The  standard  cross-ties  are  7x9  in.,  8  ft.  and  S%  ft.  in  length,  and  are 
laid  at  the  rate  of  2816  to  the  mile  of  track;  about  90  per  cent,  are  yellow 
pine  and  10  per  cent,  oak;  they  are  evenly  spaced,  full  spiked,  and  in  fair 
condition,  about  13  per  cent,  having  been  renewed  since  last  inspection.    Tie- 
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plates  are  used  on  all  except  the  very  light  curves,  and  double  spiked  on  the 
outer  side. 

On  the  main  track,  136.02  miles  are  laid  with  90-lb.,  0.13  mile  with  60-lb., 
and  3.2  miles  with  74-lb.  steel  rail.  The  present  standard  angle  plates  for 
the  00-lb.  and  80-lb.  rail  are  24  in.  in  length  with  4  bolts;  90-Ib.  and  80-lb. 
rails  laid  previous  to  1904  have  angle  plates  30  in.  in  length  with  6  bolts; 
the  74-lb.  rail  is  connected  by  angle  plates  40  in.  in  length  with  6  bolts.  The 
90-lb.  and  80-lb.  rail  are  in  good  condition;  the  74-lb.  rail  somewhat  worn 
but  in  fair  condition.  All  connections  are  full  bolted  and  bolts  generally 
tight. 

The  main-track  switches  are  split  point,  with  automatic  stands  where  not 
connected  with  interlocking.  All  facing,  and  also  outlying,  switches  Where 
not  connected  by  interlocl&ng  are  protected  by  electric  locking  or  distant 
signals.  Switch  lamps  show  red  for  danger  and  green  for  safety.  Main-track 
frogs  are  spring  rail  and  in  good  condition.  Derailing  switches  are  in  all 
sidings  where  their  use  appears  necessary,  and  many  of  them  are  connected 
by  interlocking  with  the  main-track  switch  stands. 

The  tracks  are  ballasted  with  gravel,  generally  in  good  quantity;  a  very 
small  amount  of  broken  stone  is  used.  The  alignment  and  surfacing  of  track 
are  good,  and  the  outer  rails  on  curves  are  elevated  properly  for  scheduled 
speed  of  trains. 

The  track  sections  average  about  4^  miles  in  length,  and  the  force  employed 
on  each  consists  of  a  foreman  and  7  laborers.  Each  gang  is  provided  with 
ilags,  lanterns  and  torpedoes,  and  all  portions  of  the  track  are  patrolled  daily. 
Four  watchmen  are  permanently  employed  to  guard  places  where  material 
may  fall  or  be  washed  down  from  the  steep  hillsides  and  endanger  traffic. 

There  are  no  grade  crossinjgs  of  steam  or  electric  railroads. 

Interlocking  plants  governing  the  movements  of  trains  at  yards,  crossovers, 
etc.,  are  maintained  at  Tusten,  Callicoon,  Long  Eddy,  Lordville,  Hancock, 
east  of  Deposit,  west  of  Deposit,  and  at  Gulf  Summit. 

The  right  of  way  is  free  from  trees,  brush,  and  rubbish.  Fences  are  of 
wire  and  board,  with  some  stone  walls,  and  are  in  only  fair  condition;  some 
repairs  needed.    Mile-posts  are  maintained. 

Highway  crossings  are  well  graded,  although  some  of  the  approaches  are 
necessarily  steep;  they  are  properly  planked  and  are  protected  by  signs  of 
the  diamond  form,  properly  placed  and  well  painted.  Wooden-slat  cattle 
guards  are  maintained  at  a  few  crossings,  but  in  most  cases  cattle  guards 
are  lacking.  Five  crossings  are  protected  by  electric  bells  and  27  by  crossing- 
signs  only.    Whistle-posts  are  at  the  proper  distance  from  crossings. 

The  movements  of  trains  are  governed  by  the  manual  controlled  block 
signal  system. 

The  station  boiildings  are  in  good  general  condition,  clean  and  neat  at  time 
of  inspection,  and  properly  furnished.  The  general  remarks  regarding  stations 
on  the  New  York  division  main  line  apply  to  this  division  as  well. 

About  13  per  cent,  of  the  cross-ties  have  been  renewed  since  last  inspection 
(October,  1907) ;  19.02  miles  of  new  90-lb.  steel  rail  have  been  laid,  replacing 
worn  90-H).,  80-lb.  and  74-lb.  rail;  1  eteel  bridge  has  been  replaced  with  a  con- 
crete arch,  and  2  light  bridges  replaced  with  new  half- through  plate  girders ;  4 
station  buildings  have  been  repaired,  5  re-painted;  and  3  bridges  have  been 
re-painted. 

Recommendations:  That  renewals  be  made  to  bridge  ties  and  guard  timbers 
as  noted  in  this  report;  that  fences  and  cattle  guards  be  maintained  as 
required  by  law;  and  that  the  outside  closet  at  l2>ng  Eddy  station  be  put 
in  good  condition. 

Susquehanna  Division, 

The  portion  of  the  Susquehanna  division  in  this  State  consists  of  that 
part  of  the  main  line  from  the  Pennsylvania-State  line  near  Great  Bend, 
mile-post  201.88,  to  the  west  end  of  Hornell  yard,  mile-post  332:  130.12 
miles  of  double  track,  and  135.91  miles  of  sidings  and  yard  tracks.  Ine 
Tioga  branch  extends  from  the  Pennsylvania -State  line  near  Seeley  creek  to 
a  connection  with  the  Northern  Central  railway  at  State  Line  Junction,  a 
distance  of  6.51  miles,  single  track,  with  2.06  miles  of  sidings  and  yard  tracks. 
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The  general  alignment  of  the  main  line  is  good,  cnrres  are  few  and  ligbt, 
except  between  (5)rning  and  Hornell,  where  they  are  more  frequent;  the 
maximum  cunre  is  6°  51',  west  of  Coming.  The  grades  are  light  and  for 
the  greater  part  of  the  line  are  practically  level:  the  maximum  grade  is 
32.7  ft.  per  mile,  for  a  distance  of  about  500  feet  at  west  end  of  Coming 
yard.  The  Tioga  branch  is  crooked,  with  mcucimum  curve  7  degrees^  located 
near  Pine  City.  The  grades  are  generally  light:  the  maximum  is  63.3  ft. 
per  mile,  for  a^ut  %  mile  near  the  Pennsylvania-State  line. 

The  cuts  and  embankments  on  main  line  are  full  width,  and  pr<^r  slopes 
except  where  upheld  by  retaining  walls  which  are  well  maintained.  Drainage 
system  is  good  and  sub-drains  are  used  in  wet  cuts.  The  Tioga  branch  has 
cuts  and  embankments  of  fair  width,  and  ditches  are  in  fair  condition. 

The  steel  and  iron  bridges  on  main  line  are  in  good  condition  and  well 
painted.  Bridee  No.  202.99,  a  deck  plate  girder,  is  light,  but  has  a  supporting 
center  bent  of  timber.  All  the  masonry  is  good  and  bridges  have  standard 
ties  and  guard  timbers,  generally  in  good  condition.  A  few  ties  should  be 
renewed  on  bridges  Xos.  210.92,  217.50,  and  «ome  new  pieces  of  guard  timber 
on  No.  286.84.  Inside  guard  rails  are  maintained  on  all  long  structures.  Be- 
tween mile-posts  218  and  219  there  is  a  temporary  bridge  over  a  broken-down 
arch :  the  ties'  and  guard  timbers  on  this  bridge  are  poor,  and  unless  permanent 
work  is  to  be  built  there  soon  the  structure  should  be  put  in  better  condition. 
A  new  through  plate  girder  bridge,  No.  249.88,  with  concrete  abutments,  has 
replaced  a  shorter  deck  plate  girder  span  since  last  inspection.  On  the  Tioga 
bnmch  there  is  one  through  plate  girder  bridge,  supported  on  timber  and 
pile  abutments  which  are  in  sound  condition.  It  has  standard  ties  and  guard 
timbers  and  inside  guard  rails.  There  are  no  wooden  bridges  in  the  roadway 
of  the  main  line;  the  only  wooden  bridges  are  those  carrying  highways  or 
farm  roads  over  the  roadway;  these  bridges,  as  well  as  the  iron  overhead 
bridges,  are  properly  protected  where  not  at  full  clearance  height  above 
track.  On  the  Tioga  branch  there  is  one  through  Howe  truss  span,  in  good 
condition;  the  ties  and  guard  timbers  are  standard  and  inside  guard  rails 
are  maintained. 

There  are  no  timber  trestles  in  the  roadway  of  the  main  line  except  a 
temporary  structure  of  2  spans  with  timber  stringers  and  pile  abutments  and 
center  bent,  where  permanent  work  has  been  stopped  temporarily  by  injunction 
obtained  by  owner  of  adjoining  land;  this  temporary  structure  is  in  good 
condition.  On  the  Tioga  branch  there  are  8  trestles  with  pile  bents,  of 
standard  construction  and  in  sound  condition.  The  third  opening  from  State 
Line  Junction  of  2  spans  should  have  renewals  made  to  cross-ties.  All  open 
culverts  and  cattle  passes  on  the  main  line  hare  good  masonry,  I-beam  or 
plate  girder  stringers,  standard  ties  and  guard  timbers,  properly  maintained. 
On  the  Tioga  branch  there  are  2  open  culverts  and  cattle  passes  with  I-beam 
stringers  and  masonry  abutments,  3  built  entirely  of  wood,  and  one  wilii 
wooden  stringers  on  masonry  abutments;  all  have  standard  ties  and  ^ard 
timbers  and  are  in  safe  condition.  The  arch,  box,  and  pipe  culverts  on  main 
line,  and  the  box  and  pipe  culverts  on  the  Tioga  branch,  are  apparently  in 
good  condition.  An  arch  culvert  on  the  main  line  which  has  fallen  in  has 
been  replaced  by  a  temporary  bridge,  as  before  noted  in  this  report. 

The  cross-ties  on  the  main  line  are  about  86  per  cent,  yellow  pine  and  15 
per  cent,  oak;  the  standard  dimensions  are  7x9  in.,  S\^  ft.  in  length,  and 
are  laid  at  the  rate  of  2816  to  the  mile  of  track.  About  16  per  cent,  have 
been  renewed  since  last  inspection.  They  are  well  spaced,  full  spiked,  and 
in  good  condition.  Tie-plates  are  used  on  curves,  and  double  spiked.  On 
the  Tioga  branch  the  cross-ties  are  about  two-thirds  yellow  pine  and  one-third 
oak;  the  standard  dimensions  are  6x8  in.,  8  ft.  in  length,  and  are  laid  at 
the  rate  of  2816  to  the  mile  of  track;  they  are  in  good  condition,  fairly 
well  spaced  and  full  spiked,  and  about  15  per  cent,  are  renewed  each  year. 

On  the  main  line,  252.31  miles  are  laid  with  90-lb.,  and  the  remainder, 
7.92  miles,  with  80-lb.  steel  rail.  The  rails  are  connected  by  fmgle  plates 
30  in.  in  length  with  6  bolts  and  24  in.  in  length  with  4  bolts;  the  90-lb. 
rail  is  in  good,  and  the  80-lb.  rail  in  fair,  condition.     The  connections  are 
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full  bolted  and  bolts  generally  tight.  A  number  of  rails  in  the  vicinity  of 
Horseheads  station  were  observed  where  moon-shaped  breaks  in  the  base  had 
beat  reiacforeed  by  an^  plates  and  rail  left  in  serviee.  On  the  Tioga  branch 
the  track  ia  laid  entirely  with  63-lb.  steel  rail,  connected  by  angle  plates 
25  in.  in  length  with  4  bolts.  The  rail  is  considerably  worn,  but  is  not  yet 
in  bad  condition;  all  connectioBS  are  full  bolted  and  but  few  loose  bslts  were 
f^basrvtd. 

All  main- track  switches  are  split  point.  Main-line  stands  are  automatic 
where  not  inter  locked,  and  operated  from  block  towers;  some  rigid  stands 
are  used  on  the  Tioga  branch.  Switch  and  semaphore  lamps  show  red  light 
for  danger  and  sreen  fw  safety ;  yellow  is  used  for  caution.  The  main-track 
frogs  on  main  line  are  spring  rail,  and  on  Tioga  branch,  rigid.  Derailing 
switches  are  in  all  sidings  where  their  use  appears  necessary,  and  many  of 
them  are  interlocked  with  switch  stands. 

The  main-line  tracks  are  ballasted  with  gravel  and  cinders  in  fair  quantity; 
a  small  portton  oi  the  line  ballasted  with  broken  stone.  The  Tioga  branch 
track  is  Ugfatly  ballasted  wilh  gravel  and  cinders.  The  alignment  and  sur- 
facing of  main-line  tracks  are  ^od;  of  the  Tioga  branch  track,  fair;  the 
outer  rail  oo  curves  is  properly  elevated  for  the  scheduled,  speed  ol  trains. 

The  track  sections  on  main  line  average  about  4  miles  in  len^h,  double 
track,  and  the  force  emplo\'ed  on  each  consists  of  a  foreman  and  from  6 
to  10  laborers;  on  the  Tioga  branch  the  average  length  is  6  nriles  and  the 
force  employed  a  foreman  and  3  laborers.  All  gangs  are  furnished  with  flags, 
lanterns,  and  torpedoes  for  protection,  and  all  portions  of  the  roadway  are 
patrolled  daily. 

At  Binghamton,  2  branch  tracks  of  the  Delaware,  Loekawanna  k  Western 
railroad,  coBnectiag  its  Syracuse  and  Utica  lines  with  its  main  track,  are 
crossed  at  grade,  and  each  crossing  is  protected  by  a  modern  interlocking 
plant.  At  Owego,  one  track  of  the  Cayuga  branch  of  the  Delaware,  Lacka- 
wanna &  Western  railroad  is  crossed  by  5  Erie  railroad  tracks:  the  crossing 
is  protected  by  a  modern  interlocking  plant.  At  Elmira,  2  tracks  of  the 
Elmira  W^ater,  Light  &  Railroad  Company's  railroad  (electric)  are  crossed 
at  grade  on  Water  street:  there  are  no  derailing  switches  in  the  track  of 
the  electric  road,  but  there  is  proper  protection  over  the  trolley  wire.  One 
track  of  the  same  railroad  is  crossed  at  grade  on  Fourteenth  street,  Elmira: 
there  are  no  derails  in  the  track  of  the  electric  road,  but  trolley  wire  has 
trough  protection.  At  Corning,  2  tracks  of  the  Pennsylvania  division  of  the 
New  York  Central  &  Hudson  River  railroad  are  crossed  at  grade,  and 
crossing  is  protected  by  a  modern  interlocking  plant. 

Interlocking  plants  are  maintained  on  the  main  line  east  of  Kirkwood; 
west  of  Kirkwood;  east  of  Binghamton;  at  each  of  the  D.,  L.  k  W.  crossings 
at  Binghamton;  at  Endicott;  between  I^nion  and  Campville;  east  of  Owego; 
at  the  crossing  of  the  D.,  L.  &  W.  at  Owego;  west  of  Tioga  Center;  east  of 
Barton;  at  Barton  gravel  pit;  at  Chemung;  east  of  Elmira;  at  Northern 
Central  connection,  Elmira;  at  Fifth  street,  Elmira;  west  of  Elmira;  at 
the  cownection  with  the  Northern  Central  railway  near  Horseheads;  west  of 
Horseheads;  east  of  Coming;  at  the  crossing  of  the  Pennsylvania  division, 
New  York  Central,  at  Coming;  at  the  connection  with  the  Rorfiester  division 
at  Painted  Post;  at  Erwin;  at  Addison;  at  Cameron;  at  Adrian;  at  Canisteo; 
and  at  Hornell.    No  interlocking  plants  are  maintained  on  the  Tiopfa  branch. 

The  right  of  way  is  clean  and  clear,  free  from  trees  and  brush.  The  fences 
oa  main  line  are  of  wire,  board,  and  stone  wall;  in  some  places  not  in  good 
repair,  and  in  some  places  lacking.  On  the  Tio^  branch  the  fences  are  in 
need  of  repairs  on  some  portions  of  the  line.  ^lile-posts  are  maintained  on 
main  line  and  branch. 

The  highway  crossings  are  well  graded,  properly  planked,  and  are  protected 
by  signs  of  the  diamond  or  X  form,  properly  located  and  well  painted. 
Wooden-slat  cattle  guards  are  maintained  at  a  few  crossings  on  the  main 
line;  at  many  crossings  they  are  lacking;  and  none  are  maintained  on  the 
Tioga  branch.  On  the  main  line,  10  crossings  are  protected  by  flagmen, 
42  by  flagmen  and  gates,  7  by  electric  bells,  and  the  remaining  91  by  crossing- 
sngns  only.     The  3  crossings  on  the  Tioga  branch  are  protected  by  crossing- 
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signs  only.  Whistle-posts  are  maintained  at  the  proper  distance  from 
crossings. 

The  movements  of  trains  on  the  main  line  are  governed  by  the  manual 
controlled  block  signal  system;  on  the  Tioga  branch  by  the  telegraphic  train 
order  system. 

The  station  buildings  are  in  fair  condition,  and  clean  and  neat  at  time 
of  inspection.  At  Painted  Post,  the  appearance  of  the  waiting  rooms  would 
be  improved  by  re-painting,  and  the  outside  closet  is  in  very  poor  condition. 
At  Owcgo,  a  sanitary  water  closet  for  the  men  should  be  installed,  instead 
of  the  present  very  poor  and  unsanitary  arrangement.  The  general  remarks 
regarding  stations  on  New  York  division  main  line  apply  to  this  division 
as  well. 

The  principal  repairs  and  improvements  made  since  last  inspection  ar^ 
as  follows:  About  16  per  cent,  of  the  cross-ties  have  been  renewed  on  main 
line,  and  about  15  per  cent,  on  the  Tioga  branch;  48.75  miles  of  new  90-lb. 
steel  rail  have  been  laid  in  main  track,  replacing  worn  and  lighter  rail; 
1  bridge  on  main  line  has  been  replaced  witli  a  new  steel  bridge  and  the 
masonry  rebuilt,  and  the  masonry  of  6  bridges  has  been  repaired;  3  deck 
I-beam  structures  have  been  replaced  with  reinforced  concrete  decks;  11 
bridges  have  been  re-painted;  repairs  made  to  3  station  buildings,  and  3 
re-painted;  a  new  coal  trestle  constructed  at  Homell;  3.66  miles  of  fence 
repaired;  0.75  mile  of  track  laid  in  Homell  yard;  the  grade  crossing  at 
Halbert's  crossing,  Chemung,  eliminated;  and  crossing  gates  installed  at  West 
street,  Homell,  and  South  avenue,  Elmira. 

Recommendations:  That  renewals  be  made  to  cross-ties  and  guard  timbers 
of  bridges  and  timber  trestles  as  pointed  out  in  this  report;  that  a  new  and 
sanitary  closet  for  men  be  installed  at  Owego  passenger  station;  that  fences 
and  cattle  guards  be  maintained  as  required  by  law;  and  that  outside  closets 
at  passenger  stations  be  put  in  better  sanitary  condition. 

Buffalo  Division. 

Lengrth  of  track,  in  miles:  Sidinf^  and 

First  track.    Second  track.  yard  tracks. 

Main    line    92.24  92.24                  ) 

Niaparn    Falls    branch 24.01  6.40                  j 

International    branch    4.50  4.50                  V  165.0 

Blnck    Rock    branch 1.14  | 

Buffalo  A  Southwestern  branch 55 .  78  J 

Total 177.67  103.14  165.0 

The  main  line  of  the  Buffalo  division  extends  from  Homell  to  Buffalo, 
all  double  track.  The  Niacjara  Falls  branch  extends  from  a  connection  with 
the  main  line  at  East  Bu^alo  to  Suspension  Bridge,  and  from  East  Buffalo 
to  the  connection  of  the  International  branch  has  second  main  track.  The 
International  and  Black  Rock  branches  extend  from  a  connection  with  the 
Niagara  Falls  branch  at  International  Junction  to  Black  Rock.  The  Buffalo 
&  Southwestern  branch  extends  from  a  connection  with  the  Buffalo  Creek 
railroad  at  South  Buffalo  to  a  connection  with  the  Meadville  division  at 
Waterboro.  This  branch  in  reality  extends  to  Jamestown,  but  from  Waterboro 
to  Jamestown,  a  distance  of  10.60  miles,  it  is  operated  by  the  Meadville 
division  and  used  as  a  second  main  track,  and  is  treated  in  this  report  as  a 
portion  of  the  Meadville  division.  From  the  junction  with  the  Buffalo  Creek 
the  trains  of  this  branch  operate  over  the  Buffalo  Creek  railroad,  a  distance 
of  about  1^  miles,  to  a  connection  with  the  main  line  of  the  Buffalo  division 
near  East  Buffalo. 

Tlie  easterly  end  of  the  main  line  Buffalo  division  is  crooked;  the  general 
ali^ment  of  the  western  end  is  good.  Curves  are  generally  light,  and  grades, 
while  somewhat  broken,  are  generally  light  and  fairly  regular.  The  Niagara 
Falls  brancl^  and  International  branch  have  good  general  alignment,  with 
generally  light  curves  and  grades.  The  Buffalo  &  Southwestern  branch  had 
a  fair  general  alignment;  most  curves  are  light.  There  is  a  maximum  of 
10  degrees  however  at  Dayton  wye.  The  grades  on  a  large  portion  of  the 
road  are  also  light,  but  between  Gowanda  and  Dayton  there  are  about  4% 
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miles  of  grade  of  132  feet  to  the  mile.  The  cuts  and  embankments  on  main 
line  and  branches  are  full  width  and  the  roadway  is  well  graded  and  drained. 
Sub-drains  are  used  in  wet  cuts. 

On  the  main  line  the  steel  and  iron  bridges  are  in  good  condition  and  well 
painted.  The  two  bridges  mentioned  in  last  report  as  being  light  and  located 
just  north  and  south  of  Garwoods  station  have  been  taken  out.  The  channel 
of  the  stream  has  been  changed  so  as  not  to  cross  the  roadway  and  the  two 
openings  have  been  filled  witn  embankment.  The  bridges  have  good  masonry, 
standard  ties  and  guard  timbers  in  good  condition,  except  as  noted  hereafter, 
and  inside  guard  rails  are  maintained  on  all  long  and  high  bridges.  Some 
new  ties  and  new  pieces  of  guard  are  needed  on  No.  392.78,  and  the  first 
opening  north  of  Hornell,  and  some  tie  renewals  should  be  made  on  Nos. 
335.05,  336.55,  345.29,  399.82,  and  the  second  opening  west  of  Attica.  The 
viaduct  over  the  Genesee  river  gorge  at  Portage  has  gauntlet  track  on  the 
structure,  making  single-track  movement  over  it.  A  tower  at  south  end 
controls  signals  and  protects  movements.  On  the  Niagara  Falls  branch, 
bridge  No.  12.38  over  Ellicott  creek,  Tonawanda,  has  timber  abutments.  A 
number  of  the  piles  and  timber  caps  should  be  renewed  and  the  abutments 
generally  be  put  in  good  condition.  Bridge  No.  4.05  over  the  West  Shore  rail- 
road in  Buffalo,  and  No.  19.23  over  a  creek  at  LaSalle,  are  in  the  opinion  .of 
your  inspector  rather  light  for  the  class  of  motive  power  and  rolling  stock  used, 
and  should  be  replaced.  With  the  exceptions  noted  above,  the  steel  and  iron 
bridges  are  in  good  condition,  generally  well  painted,  and  except  No.  12.38 
have  good  masonry  abutments.  The  ties  and  guard  timbers  are  of  standard 
dimensions  and  in  general  sound  condition.  Inside  guard  rails  are  main- 
tained on  long  structures.  On  the  International  and  the  Black  Rock 
branches  the  bridges  are  in  good  condition,  have  masonry  abutments, 
standard  ties,  and  guard  timbers  in  good  repair.  On  the  Buffalo  &  South- 
western branch  the  steel  and  iron  bridges  are  in  good  condition.  Some  are 
erected  on  pile  or  framed  bent  abutments  and  piers :  all  are  in  sound  condition. 
The  masonry  to  other  bridges  is  in  good  condition.  The  ties  and  guard 
timbers  are  of  standard  dimensions.  On  a  number  of  the  bridges  a  few  of 
the  ties  and  some  guard  timbers  are  somewhat  decayed  and  should  be  renewed. 
Inside  guard  rails  are  maintained  on  most  of  the*  longer  structures.  There 
are  no  wooden  bridges  in  the  roadway  of  the  main  or  branch  lines,  the  only 
wooden  bridges  being  those  overhead  structures  carrying  farm  or  higliway 
crossings.  Many  overhead  bridges  are  of  iron,  and  all  where  not  of  full 
clearance  height  above  track  are  protected  by  warning  signals. 

There  are  no  timber  trestles  on  the  main  line.  On  the  Niagara  Falls  branch 
there  are  3  trestles  of  pile  or  framed  bents,  and  on  the  Black  Rock  branch 
there  is  one  framed  bent  trestle,  all  of  standard  construction  and  in  good 
condition.  On  the  Buffalo  &  Southwestern  branch  there  are  a  number  of 
small  and  low  trestles,  generally  On  pile  bents,  with  yellow  pine  stringers, 
ties,  and  guard  timbers,  all  of  standard  construction  and  in  good  repair.  On 
the  main  line  all  open  culverts  and  cattle  passes  have  masonry  abutments 
and  I-beam  stringers.  The  first  opening  south  of  Attica,  a  cattle  pass  of 
about  8-ft.  span,  has  poor  masonry  and  should  be  rebuilt.  With  this  exception, 
all  are  in  good  condition  and  have  standard  ties  and  guard  timbers.  On 
the  Buffalo  &  Southwestern  branch  most  of  the  open  culverts  and  cattle  passes 
are  constructed  entirely  of  timber;  a  number  have  yellow  pine  stringers 
and  masonry  abutments,  and  a  few  I-beam  stringers  are  used  with  masonry 
abutments.  The  ties  and  guard  timbers  are  of  standard  dimensions  and 
are  generally  in  good  repair,  some  slight  renewals  needed  on  a  few  of  the 
structures.  The  arch,  box,  and  pipe  culverts  on  main  line  and  branches 
are  apparently  in  good  condition. 

The  standard  dimensions  of  cross-ties  on  main  line  are  7x9  in.,  8^  ft. 
in  length;  on  the  branch  lines  6x8  in.,  8  ft.  in  length;  they  are  laid  at  the 
rate  of  2816  to  the  mile  of  track;  about  75  per  cent,  are  yellow  pine,  24 
per  cent,  oak,  and  1  per  cent,  cedar,  hemlock,  or  tamarack;  they  are  well 
spaced,  full  spiked,  and  general  condition  is  good;  about  7.8  per  cent,  have 
been  renewed  since  last  inspection  (October,  1907).  Tie-plates  are  used, 
and  outside  of  rail  double  spiked  on  curves. 
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On  the  main  line,  62.90  miles  of  track  are  laid  with  99-lb.  rail,  and  121.58 
miles  with  80-lb.  rail;  on  the  Niagara  Falls  branch,  28.66  miles  with  80-lb., 
1.18  miles  with  74-lb.,  0.54  mile  with  70-lb.,  and  0.03  mile  with  68-lb.  rail; 
on  the  International  and  Black  Rock  branches,  9.25  miles  wil*  74-lb.,  and 
0.89  mile  with  63-lb.  rail ;  on  the  Buffalo  &  Southwestern  branch,  12.83  miles 
with  90-lb.,  13.56  miles  with  80-lb.,  and  30.43  miles  with  74-!b.  rail.  The 
90-lb.  and  80-lb.  rail  is  connected  by  angle  bars  30  in.  in  length  with  6  bolts, 
and  24  in.  in  length  with  4  bolts;  and  74-lb.  rail  with  angle  bars  40  in.  in 
length  with  6  bolts;  and  the  other  rail  with  angle  bars  24  in.  in  length 
with  4  bolts. 

On  the  main  line  the  90-lb.  rail  is  in  good  condition  and  the  80-lb.  rail 
in  fair  condition;  all  connections  full  bolted  and  bolts  generally  tight.  Dm 
the  Niagara  Falls  branch  the  63-lb.  rail  is  considerably  worn,  the  other  rail 
is  in  good  condition;  all  connections  are  full  bolted  and  bolts  tight.  The 
International  and  Black  Rock  branches  have  rail  which  is  in  fair  condition 
for  the  purposes  for  which  the  branches  are  used;  aU  connections  are  full 
bolted  and  bolts  generally  tight.  On  the  Buffalo  &  Southwestern  branch  the 
rail  is  in  fair  to  good  condition;  all  connections  are  full  bolted  and  but  few 
loose  bolts  were  observed. 

On  the  main  line  all  main-track  switches  are  split  point  with  stands 
automatic  for  main  track;  all  facing  switches  not  interlocked  are  protected 
by  distant  signals.  Main-track  frogs  are  spring  rail  and  in  good  condition. 
Derailing  switches  are  in  all  sidings  where  their  use  appears  necessary;  some 
of  the  stands  lack  targets.  Switch  and  semaphore  lamps  on  the  main  lint 
and  branches  show  red  light  for  danger  and  green  for  safety;  yellow  is  used 
for  caution.  On  the  Niagara  Falls  branch  and  International  branch  all 
main-track  switches  are  split  point  and  have  stands  automatic  for  nmhi 
track.  Many  of  the  stands  on  the  Niagara  Falls  branch  have  high  targets. 
All  frogs  on  the  Niagara  Falls  branch  are  spring  rail;  some  rigid  frogs 
are  used  on  the  International  and  the  Black  Rock  branches;  all  are  in  good 
condition.  Derailing  switches  are  in  all  sidings  where  their  use  appears 
necessary;  some  of  the  stands  lack  targets.  On  the  Buffalo  &  Southwestern 
branch  all  main-track  switches  are  split  point.  Both  rigid  and  automatic 
stands  are  used;  outlying  and  obscure  switches  have  high  targets.  Derailing 
switches  are  in  all  sidings  where  their  use  appears  'necessary;  as  on  the 
other  lines,  some  stands  lack  targets. 

On  the  main  line  the  tracks  are  ballasted  with  gravel  and  cinders,  generally 
in  good  quantity.  The  Niagara  Falls  branch  is  well  ballasted  with  gravel, 
slag,  and  cinders.  The  International  and  Black  Rock  branches  are  lightly 
ballasted  with  gravel  and  cinders.  The  Buffalo  &  Southwestern  branch  is 
ballasted  with  slag,  gravel,  and  cinders  in  good  quantity.  The  alignment 
and  surfacing  of  main  line  and  branch  tracks  are  good,  and  the  outer  rails 
on  curves  are  properly  elevated  for  the  scheduled  speed  of  trains. 

The  average  length  of  track  section,  on  main  line,  Niagara  Falls  and 
International  branches,  is  5  miles,  with  average  force  employed  on  each  con- 
sisting of  a  foreman  and  6  laborers  in  winter,  and  a  foreman  and  9  laborers 
in  summer.  On  the  Buffalo  &  Southwestern  branch  the  average  length  of 
track  section  is  6  miles,  and  average  force  employed  on  each  consists  of  a 
foreman  and  4  laborers  in  winter,  and  a  foreman  and  9  laborers  in  summer. 
Each  gang  is  furnished  with  flags,  lanterns,  and  torpedoes.  Track  walkers 
are  not  employed,  nor  is  the  track  patrolled  by  some  member  of  the  section 
force. 

The  main  line  tracks  cross  the  following  railroads  at  grade:  4  tracks  of 
The  New  York  Central  and  Hudson  River  Railroad  Company's  main  line 
are  crossed  by  2  Erie  tracks,  at  Buffalo:  the  crossing  is  protected  by  a  modem 
interlocking  plant.  At  Buffalo,  2  tracks  known  as  the  "  Compromise  tracks,*' 
connecting  the  Lake  Shore  &  Michigan  Southern  and  the  New  York  Central, 
are  crossed  by  the  Erie  tracks:  the  crossing  is  protected  by  a  tilting  board 
signal  and  all  trains  are  required  to  come  to  a  full  stop  before  crossing; 
this  crossing  should  be  protected  by  an  interlocking  plant  if  it  is  found  to 
be  feasible.  At  East  Buffalo,  one  track  of  the  Buffalo  division  of  the  Penn- 
pylvania  railroad,  one  track  of  the  Buffalo  Creek  railroad,  and  another  track 
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of  the  Pennsylvania  railroad,  from  150  to  200  feet  apart,  are  crossed  by  4 
Erie  tracks:  the  crossing  is  protected  by  signals  located  on  a  tower  about 
midway  between  the  crossings,  and  all  trains  are  required  to  come  to  a  full 
stop  before  crossing;  approjdmately  400  trains  per  day  pass  over  these 
crossings,  and  they  should  have  better  protection,  as  they  are  dangerous  ones. 
At  East  Buffalo,  one  track  belonging  to  the  Erie  railroad  leading  to  th^ 
stock  yards  is  crossed:  the  crossing  is  protected  by  semaphore  aigmUs  which 
are  interlocked.  At  Union  street,  Cheektowaga,  one  track  of  the  International 
railway  (electric)  crosses  at  grade:  there  are  derails  in  the  tracks  of  the 
electric  road  and  pro|>er  protection  over  the  trolley  wire.  At  LanciuBter,  one 
track  of  the  International  railway  (electric)  crosses  at  grade:  ther«  are  de- 
rails in  the  track  of  the  electric  road  and  there  is  a  copper  trough  over  the 
trolley  wire. 

The  tracks  of  the  Niagara  Falls  branch,  the  International  branch, 
and  the  Black  Boek  branch  cross  the  following  railroads  at. grade:  Near 
Tonawanda,  one  track  of  the  Canandaigua  branch  of  the  New  York  Central 
&  Hudson  River  railroad,  and  also  a  switching  track  belonging  to  that  com- 
pany, are  crossed  at  grade,  and  crossings  are  protected  by  a  modern  inter- 
locking plant.  At  North  Tonawanda,  2  tracks  of  the  Lockport  branch  of 
the  New  York  Central  &  Hudson  River  railroad  are  crossed,  and  crossing 
is  protected  by  a  modern  interlocking  plant.  At  North  Tonawanda,  a  branch 
track  of  the  Erie,  leading  to  the  docks,  crosses  3  tracks  of  the  Niagara  Falls 
branch  of  the  New  York  Central  &  Hudson  River  railroad:   the  crossing  is 

Protected  by  a  tilting  board  signal.  At  Suspension  Bridge,  2  tracks  of  the 
[iagara  Falls  branch,  one  of  the  Lewiston  branch  of  the  New  York  Central 
Si  Hudson  River  railroad,  and  one  track  connecting  the  Michigan  Central 
railroad  with  the  Rome,  Watertown  &  Ogdensburg  yard,  are  crossed  at  grade: 
these  crossings  are  protected  by  a  modern  interlocking  plant.  Good  broken 
stone  ballast,  2  feet  in  depth,  should  be  placed  under  the  crossing  frogs  in 
these  crossings,  particularly  the  Niagara  Falls  branch  crossing,  and  drain 
pipe  laid  to  properly  drain  same. 

The  tracks  of  the  Niagara  Falls  branch  are  crossed  by  the  tracks  of  the 
International  railway  (electric)  as  follows:  2  tracks  on  William  street, 
Buffalo:  there  are  no  derails  in  the  tracks  of  the  electric  road,  but  trolley 
wire  has  proper  protection  over  it;  2  tracks  on  Walden  avenue,  Buffalo:  there 
are  no  derails  in  the  tracks  of  the  electric  road,  but  proper  protection  over 
the  trolley  wire;  2  tracks  on  Genesee  street,  Buffalo:  there  are  derails  in 
the  tracks  of  the  electric  road  and  proper  protection  over  the  trolley  wire; 
2  tracks  on  East  Ferry  street,  Buffalo:  there  are  derails  in  the  tracks  of  the 
electric  road  and  proper  protection  over  the  trolley  wire;  2  tracks  on 
Kensington  avenue,  Buffalo:  there  are  derails  in  the  tracks  of  the  electric 
road  and  proper  protection  over  the  trolley  wire;  2  tracks  on  Main  street, 
Buffalo:  there  are  no  derails  in  the  tracks  of  the  electric  road,  but  a  proper 
protection  over  the  trolley  wire;  1  trade  on  Goundry  street,  North  Tona- 
wanda: there  are  derails  in  the  track  of  the  electric  road  and  proper 
protection  over  the  trolley  wire;  I  track  on  Sugar  street,  Echota:  there  are 
no  derails  in  the  track  of  the  electric  road  nor  protection  over  the  trolley 
wire;  1  track  on  Ontario  avenue,  Suspension  Bridge:  there  are  no  derails 
in  the  track  of  the  electric  road,  but  a  proper  protection  over  the  trolley  wire. 
Two  tracks  of  the  International  railway  (electric)  cross  the  Erie  Inter- 
national branch  on  Military  Road,  North  Buffalo:  the  crossing  is  protected 
by  an  interlocking  plant;  2  tracks  of  the  Niagara  Falls  branch  of  the  New 
York  Central  &  Hudson  River  railroad,  and  2  tracks  connecting  that  branch 
with  the  Buffalo  Belt  Line,  cross  the  International  branch  at  ^orth  Buffalo: 
the  crossings  are  protected  by  a  proper  interlocking  plant. 

Two  trades  of  the  Delaware,  Lackawanna  k  Western  railroad  cross  the 
Black  Rock  branch  at  Black  Rock:  this  crossing  is  in  the  yard,  where 
movements  are  subject  to  rules,  and  aside  from  that  the  crossing  is  not 
protected;  all  trains  come  to  a  full  stop  before  crossing;  2  tracks  of  the 
International  railway  (electric)  cross  the  Black  Rock  branch  on  Hertel 
avenue.  North  Buffalo:  there  are  derails  in  the  track  of  the  electric  road 
and  proper  protection  over  the  trolley  wiie;   2  tracks  of  the  International 
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railway  cross  the  Black  Rock  branch  on  Tonawanda  street,  North  Biiffalo: 
there  are  no  derails  in  the  tracks  of  the  electric  road,  but  proper  protection 
over  the  trolley  wire. 

The  Buffalo  &  Southwestern  branch  crosses  the  following  tracks  at  grade: 
1  track  of  the  Chautauqua  division  of  the  Pennsylvania  railroad  and  1  track 
of  the  New  York,  Chicago  &  St.  Louis  railroad,  side  by  side,  are  crossed 
at  Blasdell:  the  crossings  are  protected  by  a  tilting  board  signal  and  all 
trains  are  required  to  come  to  a  full  stop  before  crossing. 

Interlocking  plants  are  maintained  on  the  main  line  at  Chicago  street, 
Buffalo,  governing  movement  in  and  out  of  Buffalo  passenger  station;  at 
Seneca  street,  Buffalo,  governing  movement  from  Buffalo  &  Southwestern  wye 
and  to  and  from  freight  and  passenger  tracks;  at  William  street,  governing 
movement  from  main  line  to  Falls  branch,  both  legs  of  wye,  and  to  the  yard; 
at  Portage,  governing  movement  over  gauntlet  tracks  over  viaduct  and  into 
sidings  and  team  track;  at  Canaseraga,  governing  movement  into  passing 
sidings;  on  the  Niagara  Falls  branch  at  International  Junction,  governing 
movement  from  Falls  branch  to  International  branch  and  end  of  double  track; 
on  the  Buffalo  &  Southwestern  branch  the  only  interlocking  plant  is  one  at 
the  junction  with  the  Meadville  division  at  Waterboro. 

On  main  line  and  branches  the  right  of  way  is  clear  and  clean,  free  from 
trees  and  brush.  Fences  on  main  line  and  Buffalo  &  Southwestern  branch  are 
of  wire  and  board  and  are  in  fair  condition,  although  there  is  some  lacking 
and  some  out  of  repair.  On  the  Niagara  Falls,  Ifiternational,  and  Black  Rock 
branches  fences  are  not  maintained  except  opposite  grazing  land,  of  which 
there  is  but  little.    Mile-posts  are  maintained. 

On  main  line  and  branches  the  highway  crossings  are  well  graded,  properly 
planked,  and  are  protected  by  crossing  signs  of  the  diamond  or  X  form.  On 
the  main  line,  Niagara  Falls,  International,  and  Black  Rock  branches,  cattle 
guards  are  not  maintained ;  on  the  Buffalo  &  Southwestern  a  few  wooden-slat 
cattle  guards  are  maintained,  but  most  of  the  crossings  are  without  them. 
Of  the  248  grade  crossing?  on  the  main  line  and  branches,  41  are  protected 
by  flagmen,  7  by  flagmen  and  gates,  16  by  electric  bells,  and  182  by  crossing- 
signs  only.  Whistle-posts  are  maintained  at  the  proper  distance  from  all 
crossings. 

On  the  main  line,  Niagara  Falls,  International,  and  Black  Rock  branches 
the  movements  of  trains  are  governed  by  the  manual  controlled  block  signal 
system;  on  the  Buffalo  &  Southwestern  by  the  telegraphic  block  signal 
system. 

The  stations  on  main  line  and  branches  are  in  most  cases  in  good  condition; 
on  the  main  line  many  of  them  have  been  recently  re-painted  and  are  neat 
and  clean.  While  some  of  them  are  small,  they  are  apparently  large  enough 
for  the  requirements,  except  the  station  at  Ark  port,  which  in  the  opinion  of 
your  inspector  is  not  large  enough  for  the  business  transacted  at  that  point. 

On  the  Buffalo  &  Southwestern  branch  the  same  remark  is  true  regarding 
the  station  at  South  Dayton.  While  your  inspector  made  no  especial  exam- 
ination to  determine  conditions,  yet  at  the  time  of  inspection  the  front,  back, 
and  end  platforms,  as  well  as  the  freight  house,  were  piled  with  freight,  and 
the  waiting  room  for  passengers  was  apparently  entirely  too  small  for  the 
size  of  tmvn.  A  number  of  the  stations  are  without  closets,  and  in  the  case 
of  Eden  Center  station,  it  is  the  opinion  of  your  inspector  that  one  should 
be  placed  there.  The  general  remarks  regarding  stations  on  the  New  York 
division  apply  to  this  division  as  well. 

On  the  main  line  and  branches  about  7.6  per  cent,  of  the  cross-ties  have 
been  renewed,  since  last  inspection;  30.25  miles  of  90-lb.  steel  rail  have  been 
laid,  replacing  worn  80-lb.,  and  5  miles  of  80-lb.  replacing  worn  74-lb.;  2 
bridges  have  been  removed  and  the  openings  in  roadbed  eliminated  by  the 
location  of  stream  having  been  changed;  3  open  culverts  have  been  filled  in, 
and  16  have  been  extensively  repaired,  a  number  of  wooden  structures  having 
been  replaced  with  concrete;  bridge  masonry  has  been  repaired  at  10  open- 
ings; a  new  and  wooden  passenger  station  has  been  erected  at  Lancaster;  30 
station  and  other  buildings  have  been  extensively  repaired,  and  15  have  been 
re-painted;  28  bridges  have  been  re-painted;  3.3  miles  of  new  fence  have  been 
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built  and  19  miles  extensively  repaired;  and  grade  highway  crossings  at  Pine 
avenue  and  Niagara  street,  Niagara  Falls,  have  been  eliminated. 

Recommendations:  That  renewals  be  made  to  ties  and  guard  timbers  on 
bridges,  open  culverts,  and  cattle  passes  where  necessary;  that  repairs  be 
made  to  the  timber  abutments  of  bridge  No.  12.39  on  Niagara  Falls  branch; 
that  the  Erie  Railroad  Company  forward  to  this  Commission  strain  sheets  for 
bridges  Nos.  4.05  and  19.23  on  Niagara  Falls  branch;  that  all  portions  of  the 
road  be  patrolled  daily  by  some  member  of  the  section  force ;  that  the  masonry 
to  cattle  pass  the  first  opening  south  of  Attica  on  main  line  be  rebuilt ;  that 
repairs  be  made  to  fences  where  necessary,  and  cattle  guards  be  maintained 
at  highway  crossings  in  accordance  with  law;  and  that  station  facilities  be 
improved  at  Arkport  and  South  Dayton. 

Rochester  Division. 

Length  of  track,  in  miles. 
Sidings  and 

Main  track.         yard  tracks.  Total. 

Maine  line 92.78                 29.77  122.55 

Conesus  Lake  branch 1.61                   0.4«  2.07 

Attica  branch 34.5r»                   7.97  42.52 

Mt. Morris  branch 17.70                   2.72  20.42 

Total 140.64  40.92  187.56 

The  main  line  of  the  Rochester  division  extends  from  a  connection  with  the 
Susquehanna  division,  main  line,  at  Painted  Post  to  Rochester.  The  Conesus 
Lake  branch  extends  from  a  connection  with  the  main  line  at  Conesus  Lake 
Junction  to  Lakeville.  The  Attica  branch  extends  from  a  connection  with 
the  main  line  at  Avon  to  Attica,  on  the  Buffalo  division  main  line.  The 
Mount  Morris  branch  also  connects  with  the  main  line  at  Avon  and  extends 
to  Mount  Morris.  The  Mount  Morris  branch  and  the  portion  of  the  main 
line  from  Avon  to  Rochester  have  been  equipped  and  are  now  being  operated 
electrically  by  the  overhead  trolley  system^  as  well  as  by  steam  locomotives. 

The  general  alignment  of  main  line  is  good  and  all  curves  light;  it  crosses 
a  summit  at  Livonia  where  there  is  a  continuous  grade  for  about  6  miles 
of  46  ft.  per  mile;  aside  from  that  the  grades  are  all  light.  The  Conesus 
Lake  branch  is  practically  straight,  with  the  exception  of  the  4  degree  curve 
at  the  junction;  the  maximum  grade  is  near  the  junction;  the  balance  of  the 
branch  has  light  grades.  The  Attica  branch  has  fair  alignment,  with  grades 
considerably  broken,  but  light.  The  Mount  Morris  branch  has  a  good  general 
alignment,  with  grades  that  arc  light  and  fairly  regular.  The  roadbed  of 
mam  line  and  branches  is  well  graded,  and  drainage  system  good;  some 
ditches  were  observed  that  should  be  cleaned;  sub-drains  are  used  in  wet 
cuts. 

The  steel  and  iron  bridges  are  generally  in  good  condition  and  fairly  well 
painted.  A  number  of  the  bridges  look  light  for  class  of  power  used,  and 
strain  sheets  for  these  bridges  should  be  furnished  as  hereafter  noted  under 
"  recommendations  ".  Bridge  No.  28,  near  Rush,  and  No.  30,  over  the  Genesee 
river  at  Rochester,  are  both  light  structures,  and  while  only  light  power  is 
operated  over  them,  your  inspector  is  of  the  opinion  that  these  structures 
should  be  replaced  in  the  near  future.  There  are  no  steel  or  iron  bridges  on 
the  Conesus  Lake  branch,  nor  are  there  any  openings  to  grade  of  any  de- 
scription. On  the  Attica  branch,  bridge  No.  1,  over  the  Genesee  river  near 
Avon,  has  been  replaced  by  a  new  structure  consisting  of  one  deck  plate 
girder,  one  through  truss,  and  one  through  plate  girder.  A  new  steel  through 
girder,  96  ft.  3  in.  in  length  with  new  abutments  has  replaced  an  8-span  pile 
trestle.  Bridges  No.  4,  at  LeRoy,  and  No.  5,  over  the  New  York  Central 
main  line,  near  Batavia,  are  light.  On  the  Mount  Morris  branch  there  are 
3  brid^,  one  of  which,  a  deck  plate  girder,  is  carried  on  pile  abutments. 
All  bridges,  with  the  exception  of  the  one  carried  on  piling,  have  fair  to 
good  masonry,  standard  ties  and  guard  timbers  in  good  general  condition, 
and  inside  guard  rails  are  maintained  on  most  of  the  long  and  high 
bridges.  The  only  wooden  bridges  are  for  overhead  highway  and  farm  cross- 
ings; all  are  well  maintained,  and  low  ones,  as  well  as  other  overhead 
structures,  are  protected  by  warning  eignals. 
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There  are  a  number  of  framed  bent  trestles  on  main  line  and  on  the  Attica 
branch  most  of  them  short  and  low.  There  is  only  one  trestle  on  the  Mount 
Morris  branch:  it  is  122  ft.  in  length,  composed  of  spans  of  irregular  length; 
the  timber  is  getting  old  and  renewals  should  be  made  soon.  On  the  main 
line  a  5 -span  trestle,  between  North  Lima  and  Livonia,  has  considerable  old 
timber  in  it  and  renewals  should  be  made  soon.  On  the  Attica  branch  the 
7-span  trestle  west  of  bridge  No.  1  has  old  timber,  in  poor  condition,  and 
should  be  renewed.  The  remaining  trestle  structures  are  in  fair  to  good 
repair  and  of  standard  construction.  The  open  culverts  and  cattle  passes 
on  the  main  line  have  about  one-half  of  their  number  constructed  of  wooden 
stringers  on  masonry  abutments,  a  number  with  I-beam  stringers  on  framed 
or  pile  bent  abutments,  and  a  very  few  constructed  entirely  of  wood  or  having 
I-beams  on  masonry.  The  first  opening  north  of  Conesus  should  have  repairs 
made  to  masonry.  There  are  no  open  culverts  or  cattle  passes  on  the  Conesus 
Lake  branch.  On  the  Attica  branch  most  of  the  cattle  passes  and  open  cul- 
verts have  I-beam  stringers  on  framed  or  pile  bent  abutments,  a  very  few 
have  I-beams  with  masonry  abutments,  and  one  or  two  have  wood  stringers 
with  masonry  or  framed  bent  abutments.  The  first  open  culvert  east  of 
bridge  No.  7,  Q^^-ft.  span,  has  one  J.5-in.  I-beam  under  each  rail  supported 
on  framed  bent  abutments,  and  has  poor  ties:  it  should  have  an  additional 
I-beam  under  each  rail  and  renewals  made  to  ties.  On  the  Mount  Morris 
branch  there  are  2  open  culverts  with  masonry  abutsents:  <me  has  timber 
stringers,  the  other  I-beams;  the  masonry  abutments  of  the  latter  structure 
are  in  poor  shape  and  should  be  rebuilt.  The  ties  and  guard  timbers  are  of 
standard  dimensions,  and  except  as  noted  above  are  in  good  condition.  The 
arch,  box,  and  pipe  culverts  are  apparently  in  good  condition. 

The  standard  dimensions  for  cross- ties  on  main  line  aad  branches  are 
7x9  in.,  8  ft.  6  in.  in  length,  and  6x8  in.,  8  ft.  in  length;  they  are  about 
67  per  cent,  yellow  pine,  25  per  cent,  oak,  and  the  remainder  mixed  eheetnut, 
tamarack,  and  cedar,  and  are  laid  at  the  rate  of  2816  to  the  mile  of  tnusk. 
Since  last  inspection  about  12  per  cent,  of  ties  have  bera  renewed  on  main 
line  and  Mount  ^lorris  branch,  about  9  per  cent,  on  the  Attica  branch,  and 
about  5  per  cent,  on  the  Conesus  Lake  branch.  The  ties  are  evenly  apaoed 
and  full  spiked.     Tie-plates  are  used  on  curves. 

The  main  line  has  18.40  miles  laid  with  80-lb.  rail,  connected  with  24-iB. 
Weber  joints,  4  bolts;  10.34  miles  same  rail  connected  with  30-in.  angle  bars, 
6  bolts;  and  63.95  miles  74-lb.  rail  connected  with  40-in.  angle  bars,  6  bolts. 
The  Conesus  Lake  branch  is  laid  with  63-lb.  rail  connected  with  24-iii.  angle 
bars,  4  bolts.  The  Attica  branch  has  24.19  miles  laid  with  SO-lb.  rail  con- 
nected with  30-in.  angle  bars,  6  bolts,  and  10.36  miles  74-lb.  rail  conneeted 
with  40-in.  angle  bars,  6  bolts.  The  Mount  Morris  branch  has  15.74  miles 
laid  with  80-lb.  rail  connected  with  24-in.  Weber  joints,  4  bolts,  and  1.96 
miles  63-lb.  rail  connected  with  24-in.  angle  bars,  4  bolts.  The  80-lb.  rail  on 
main  line  is  in  good  condition;  some  of  the  74-lb.  rail  is  somewhat  worn; 
2^  miles  of  worn  74-lb.  has  been  replaced  with  80-lb.  steel  rails  siace  last 
inspection.  On  the  Conesus  Lake  branch  the  63-lb.  rail,  while  somewhat 
worn,  is  in  fair  condition  for  the  light  traffic  and  slow  speed  at  which  trains 
are  run  on  that  branch.  On  the  Attica  branch  the  80-lb.  rail  is  in  good  con- 
dition, some  of  the  74-lb.  rail  is  worn  considerably;  and  on  the  Mount  Morris 
branch  the  rail  while  somewhat  worn  is  in  good  condition.  All  connection, 
both  main  line  and  branches,  are  full  bolted  and  bolts  generally  ti^it. 

All  main-track  switches  are  split  point  and  have  stands  automata  for  main 
track;  at  outlying  and  obscure  switches  high  targets  are  used.  On  the  elec- 
trified portion  all  main-track  switches  are  electrically  lockied  or  protected  by 
distant  signals  that  are  interlocked  with  the  switch  stands.  Switch  and 
semaphore  lamps  show  red  light  for  danger  and  green  for  safiity;  yellow  is 
used  for  caution.  The  main-track  frogs  are  nearly  all  spring  rail  and  are 
properly  maintained.  Derailing  switches  are  in  ail  sidings  where  their  uae 
appears  ^necessary;  some  of  them  have  stands  without  targ3». 

The  main-line  track  is  ballasted  with  cinders  and  gravel  in  fair  quantity; 
the  Conesus  Lake  branch  with  cinders  and  gravel  in  medinm  quantity;  the 
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Attica  branch  with  cinders  and  gravel,  in  light  quantity  on  some  portions  of 
the  branch;  the  Mount  Morris  branch  with  gravel  in  good  quantity.  The 
alignment  and  surfacing  of  the  tracks  are  fair  generally,  some  portions  good, 
and  the  outer  rail  on  curves  properly  elevated  for  the  scheduled  speed  of 
trains. 

Track  sections  on  the  main  line  average  about  5%  miles  in  length,  and  the 
force  maintained  on  each  consists  of  a  foreman  and  5  laborers.  The  Conesus 
Lake  branch  is  a  part  of  main  line  section  No.  7,  total  of  6  miles  of  main 
track,  with  foreman  and  6  laborers.  The  Attica  branch  sections  average  6% 
miles  in  length,  with  force  of  foreman  and  5  laborers;  the  Mount  Morris 
branch  5  miles  in  length  and  the  force  one  foreman  and  4  laborers.  Each 
gang  is  provided  with  flags,  lanterns,  and  torpedoes,  and  all  portions  of  the 
road  are  patrolled  daily  by  some  member  of  the  section  force. 

On  the  main  line  the  following  tracks  are  crossed  at  grade:  At  Painted 
Post,  one  track  of  the  Corning  &  Painted  Post  street  railway  (electric)  is 
crossed  at  grade:  there  are  derails  in  the  track  of  the  electric  railway  but 
no  protection  over  the  trolley  wire;  at  Erwin,  2  tracks  of  the  Delaware, 
Lackawanna  &  Western  railroad:  the  crossing  is  protected  by  a  proper  inter- 
locking plant;  at  Rush,  one  track  of  the  Canandaigua  division  of  the  New 
New  York  Central  &  Hudson  River  railroad:  the  crossing  is  protected  by  a 
tilting  board  signal  and  all  trains  are  required  to  come  to  a  full  stop  before 
crossing;  at  Red  Creek,  2  tracks  of  the  West  Shore  railroad:  the  crossing  is 
protected  by  gates  and  all  trains  are  required  to  come  to  a  full  stop  before 
crossing. 

On  the  Attica  branch  the  following  tracks  are  crossed  at  grade:  West  of 
Caledonia,  one  track  of  the  Genesee  &  Wyoming  railroad:  the  crossing  is  pro- 
tected by  interlocking  signals  and  trains  are  reouired  to  come  to  a  full  stop 
before  crossing;  at  LeRoy,  one  track  of  the  Buffalo,  Rochester  &  Pittsburgh 
railway  by  main  track  and  2  sidings:  the  crossing  is  protected  by  a  tilting 
board  signal  and  all  trains  are  required  to  come  to  a  full  stop  before  crossing; 
west  of  LeRoy,  one  track  of  the  Canandaigua  branch  of  the  New  York  Cen- 
tral &  Hudson  River  railroad:  the  crossing  is  protected  by  a  tilting  board 
signal  and  all  trains  are  required  to  come  to  a  full  stop  before  crossing;  at 
Batavia,  2  freight  sidings  of  the  New  York  Central  &  Hudson  River  railroad : 
when  switching  over  these  crossings  the  New  York  Central  protects  by  flag- 
ging; the  Erie  trains  do  not  stop  at  these  crossings,  which  are  close  together, 
and  which  in  the  opinion  of  your  inspector  should  either  be  protected  by  inter- 
locking or  all  trains  come  to  a  full  stop  before  crossing;  at  Batavia,  the  4 
main  tracks  and  2  sidings  of  the  New  York  Central  &  Hudson  River 
railroad:  the  crossing  is  protected  by  a  modern  interlocking  plant;  west  of 
Batavia,  one  track  of  the  Attica  branch  of  the  New  York  Central  &  Hudson 
River  railroad :  protected  by  a  tilting  board  signal  and  all  trains  are  required 
to  come  to  a  full  stop. 

On  the  Mount  Morris  branch,  near  Mount  Morris,  2  tracks  of  the  Delaware, 
Lackawanna  &  Western  railroad  are  crossed:  the  crossing  is  protected  by  a 
modem  interlocking  plant. 

Interlocking  plants  are  maintained  on  the  main  line  as  follows:  At  the 
junction  with  the  Susquehanna  division  at  Painted  Po«t  (noted  under  Susque- 
hanna division)  ;  at  the  grade  crossing  of  the  Delaware,  Lackawanna  &  West- 
ern railroad  at  Erwin,  maintained  and  operated  by  the  D.,  L.  &  W.  R.  R.  Co. ; 
and  at  Rochester.  On  the  Attica  branch  as  follows:  At  the  grade  crossing  of 
The  New  York  Central  &  Hudson  River  Railroad  Company's  main  line  at 
Batavia,  maintained  and  operated  by  the  New  York  Central ;  and  at  the  grade 
crossing  of  the  Genesee  &  Wyoming  valley  railroad,  west  of  Caledonia,  main- 
tained and  operated  by  the  G.  &,  W.  R.  R.  Co.  On  the  Mount  Morris  branch, 
at  Avon,  governing  switches  at  east  end  of  Avon  yard;  and  at  the  grade 
crossing  of  the  Delaware,  Lackawanna  &  Western  railroad  near  Mount  Morris, 
maintamed  and  operated  by  the  D.,  L.  k  W.  R.  R.  Co. 

The  right  of  way  is  clear  and  clean,  free  from  trees  and  brush,  and  is 
fairly  well  fenced;  some  repairs  needed.    Mile-posta  are  maintained. 
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Tr^re  are  155  hizh^av  cros^ing^*.  pr*>tected  as  IoIIowb: 

Flacmen  Electric  CnmtDg 

FjLcrnea.  4  gacea.  bells.  iiciis.  Total. 

M;»ir!    irj*     3                  I  3  88  95 

Cor.*--  >-»  I^k*i  "irin.:^ 0                 0  0  2  2 

Af.^a  vrin  :r.            2                  I  0  3H  41 

MouM  Morr;*  rAacii I                 0  0  16  17 

Total 6  2  3  144  155 

Tr.e  hi;rhxar  ero^-'iis'.i  are  w*?!I  ;^aded,  proper! j  planked,  and  arc  protected 
by  «j;ms  of  tne  duLmorA  ?ni  X  form.  Cattie  guards  are  maintained  at  Terr 
few  f,f  the  crcrs-iin^.     \\  i.i^jtle-po^ti  are  located  at  the  proper  distance  from 

A  jKr^itire  telegrap-ic  blo-^k  signal  %y?tem  is  maintained  between  Bochester 
and  Avon,  and  on  trie  Mount  Morris  branch  in  connection  with  the  electric 
«erv;  e;  on  tne  remaining  portions  of  the  division  the  telegraphic  train  order 
*y^:^m  g<>vems  the  movem^^-nts  oi  trains. 

7;ie  station  buildings,  while  many  of  them  are  small,  are  generally  in  good 
repair,  clean  an-i  neat,  and  the  sanitary  conditions  good.  At  Batavia  the 
dry  rlo-tet*  in  the  station  are  in  poor  condition  and  should  be  replaced  with 
nani "a ry  wat^^r  closet*.  The  station  is  a  small  frame  building,  apparently 
iiarriiy  suitable  for  a  town  the  size  of  Batavia.  Like  other  diTiaions  of  the 
road,  many  of  the  stations  hare  poor  cinder  platforms  which  in  wet  weather 
keep  the  floors  of  stitions  in  very  bad  condition. 

Since  last  in<^pection  the  following  repairs  and  ixnpromnents  haTe  been 
ma^le:  About  12  per  cent,  of  the  crr>ss-ties  hare  been  renewed  on  main  line 
and  Mount  Morris  branch,  0  per  cent,  on  the  Attica  branch,  and  5  per  cent,  on 
the  (  onesus  Lake  branch ;  2^  miles  of  80-lb.  steel  rail  have  been  laid  on  main 
line,  replacing  worn  74-lb.  rail;  repairs  have  been  made  to  bridges  No.  2  and 
No.  ll'/i;  *  numl>er  of  open  culverts  and  cattle  passes  have  been  replaced  with 
iKdid.  concrete  top  structures;  12  open  culverts  and  cattle  passes  have  been 
rebuilt,  and  18  extensively  repaired;  on  the  Attica  branch,  at  bridge  Xo.  1, 
a  new  through  tru^s,  a  deck  plate  girder,  and  one  through  plate  girder,  total 
length  269  ft.  5  in.,  have  replaced  similar  lighter  structures,  and  at  bridge 
No.  7  masonry  has  been  rebuilt  and  a  new  steel  through  girder  96  ft.,  3  in. 
in  length  erected  in  place  of  an  8-span  pile  trestle;  one  open  culvert  has  been 
filled  and  8  open  culverts  or  cattle  passes  rebuilt;  on  the  main  line,  0.38  mile 
of  new  fence  has  been  built  and  12.96  miles  extensively  repaired;  on  the 
Attica  branch,  5.18  miles  extensively  repaired;  on  the  Mount  Morris  branch, 
0.12  mile  of  new  fence  built  and  2.59  miles  of  fence  extensively  repaired; 
Ilochester  freight  station  and  boiler  house  extensively  repaired;  also  Oatka, 
cx)mbined  passenger  and  freight  station,  and  the  passenger  and  freight  stations 
at  Bath;  sidings  construct  and  extended  for  4  new  industries,  and  the 
grade  crossing  at  West  avenue,  Livonia,  eliminateo;  on  the  Mount  Morris 
branch,  a  siding  has  been  constructed  for  1  new  industry,  a  second-hand 
turntable  installed  at  Mount  Morris  in  place  of  old  cast-iron  table,  and  about 
110  ft.  of  concrete  sidewalk  laid  on  Erie  street,  Mount  Morris. 

Uecommendations :  That  the  Erie  Railroad  Company  furnish  this  Commis- 
sion ««pan  diagrams  and  strain  sheets  of  bridge  No.  28  near  Rush,  No.  30  over 
the  fienesee  river  at  Rochester,  No.  4  at  LeRoy,  and  No.  5  over  the  New 
York  Central  near  Batavia;  that  renewals  be  made  to  the  following  trestles: 
on  main  line  between  North  Lima  and  Livonia  to  the  5-span  trestle,  on 
Attica  branch  to  the  7-span  trestle  west  of  bridge  No.  1,  and  to  the  trestle 
on  tlie  Mount  Morris  branch  near  Avon;  that  repairs  be  made  to  the  masonry 
of  the  open  culvert  on  main  line  just  north  of  Conesus,  and  to  the  masonry 
of  open  culvert  on  Mount  Morris  branch  near  Geneseo;  that  the  grade  crossings 
of  the  2  New  York  Central  freight  tracks  in  Batavia  be  protected  by  inter- 
locking or  trains  be  required  to  come  to  a  full  stop  before  crossing;  that 
fences  be  repaired  where  necessary,  and  cattle  guards  be  maintained  at  the 
boundnries  of  all  highways  crossed  at  grade  as  required  by  law;  and  that 
repairs  be  made  to  closets  in  Batavia  station. 
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Allegheny  Division. 

The  Allegheny  division  extends  from  the  west  end  of  Hornell  yard  to 
Dunkirk,  a  distance  of  128.02  miles,  with  20.35  miles  of  second  main  track, 
the  second  main  track  being  from  Hornell  to  between  Alfred  and  Almond,  from 
Hinsdale  to  Olean,  and  from  east  of  Carrollton  to  Salamanca;  there  are  58.99 
miles  of  sidings  and  yard  tracks.  The  general  alignment  is  fair  and  most 
curves  are  light;  the  maximum  is  5  degrees,  just  east  of  Persia.  The  road 
crosses  several  summits,  and  the  grades  are  long  and  somewhat  broken; 
the  maximum  is  62  ft.  per  mile  for  a  distance  of  12  miles,  Hornell  to  Tip  Top. 
The  cuts  and  embankments  are  of  good  width,  have  proper  slopes,  and  the 
roadwav  is  well  drained. 

The  bridges  are  in  good  condition  generally,  are  fairly  well  painted,  have 
good  masonry,  and  standard  ties  and  guard  tinvbers  properly  maintained. 
Inside  guard  rails  are  maintained  on  all  bridges  east  of  Salamanca,  and  on  all 
long  and  high  ones  west  of  Salamanca.  There  are  no  wooden  bridges  excepting 
those  carrying  overhead  highway  and  farm  crossings;  they  are  properly  main- 
tained, and  all  not  at  full  clearance  height  above  track  are  protected  by 
warning  signals.  There  are  no  timber  trestles  in  the  main  track.  All  open 
culverts  and  cattle  passes  except  2,  which  have  wood  abutments,  have  masonry 
abutments;  all  have  I-beam  or  plate  girder  stringers  with  standard  ties  and 
guard  timbers  well  maintained.  The  masonry  is  all  in  good  condition  except 
at  open  culvert  342.96  (of  about  8-ft.  clear  span) :  the  concrete  abutments  have 
settled  and  cracked  and  now  have  12  x  12  blocking  in  front  of  abutments, 
which  are  all  safe.  The  arch,  box,  and  pipe  culverts  are  apparently  in  good 
condition. 

East  of  Salamanca  the  standard  dimensions  of  cross- ties  are  7x9  in.,  8% 
ft.  in  length;  west  of  Salamanca,  6x8  in.,  8  ft.  in  length;  they  are  laid  at 
the  rate  of  2816  to  the  mile  of  track;  about  80  per  cent,  are  yellow  pine,  17 
per  cent,  oak,  and  3  per  cent,  chestnut;  they  are  in  good  condition,  about  14 
per  cent,  having  been  renewed  since  last  inspeetion,  and  are  well  spaced  and 
full  spiked.    Tie-plates  are  used  on  curves. 

One  hundred  miles  of  main  track  are  laid  with  i)0-lb.,  16.70  miles  with 
80-lb.,  11.07  miles  with  74-lb.,  and  20.60  miles  with  63-lb.  steel  rail.  The  90-lb. 
rails  are  connected  partially  by  angle  plates  24  in.  in  length  with  4  bolts,  and 
by  angle  plates  30  in.  in  length  with  6  bolts;  the  80-lb.. rails  are  connected 
by  angle  plates  30  in.  in  length  with  6  bolts;  the  74-lb.  rails  by  angle  plates 
40  in.  in  length  with  6  bolts;  the  63-lb.  rails  by  angle  plates  26  in.  in  length 
with  '4  bolts.  The  90-lb.  and  80-lb.  rails  are  in  good  condition;  the  74-lb. 
and  63-lb.  considerably  worn.  All  connections  are  full  bolted  and  bolts  gen- 
erally tight. 

The  main-track  switches  are  split  point,  and  both  automatic  and  rigid  stand? 
are  used.  All  outlying  and  obscure  switches  are  either  protected  by  inter- 
locking or  have  high  targets.  Switch  and  semaphore  lamps  show  red  light  for 
danger  and  green  for  safety;  yellow  is  used  for  caution.  Main-track  frogs 
are  spring  rail  and  are  well  maintained.  Derailing  switches  are  in  all  sidings 
where  their  use  appears  necessary;  they  are  either  connected  with  the  main- 
track  switch  stand  by  interlocking  or  have  stands  with  proper  targets. 

The  track  is  ballasted  with  gravel  and  cinders,  in  good  quantity  east  of 
Salamanca  and  in  fair  quantity  west  of  that  point.  The  alignment  and 
surfacing  are  good,  and  the  outer  rails  on  curves  are  properly  elevated. 

The  average  length  of  sections  between  Hornell  and  Salamanca  is  5  miles; 
between  Salamanca  and  Dunkirk  6%  miles  in  length;  the  average  force  on 
eadh  section  consists  of  a  foreman  and  8  laborers.  Each  gang  is  furnished  with 
flags,  lanterns,  and  torpedoes.  Regular  watchmen  are  employed  on  Almond 
and  Alfred  sections  No.  1  and  No.  2  during  the  spring  and  fall  to  protect 
the  slopes. 

At  Olean,  2  tracks  of  the  Buffalo  division  of  the  Pennsylvania  railroad  are 
crossed  at  grade:  the  crossing  is  protected  by  a  modem  interlocking  plant. 
West  of  Olean,  1  track  of  the  Olean  street  railway  (electric) :  there  are 
derails  in  the  track  of  the  electric  railway  and  a  trough  protection  over  the 
trolley  wire;  at  Dunkirk,  1  track  of  the  Chautauqua  division  of  the  Penn- 
sylvania railroad  and  1  track  of  the  New  York,  Chicago  &  St.  Louis  railroad 
25 
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are  crossed,  side  by  side:  the  crossing  is  protected  by  a  tilting  board  signal 
and  all  trains  are  required  to  come  to  a  full  stop  before  crossing;  at  Dunkirk, 
a  switching  track  of  the  Dunkirk,  Allegheny  Valley  &  Pittsburgh  railroad 
leading  into  the  locomotive  works:  the  crossing  is  protected  by  semaphore 
signal,  there  are  only  yard  movements  of  trains  at  this  point,  trains  run 
slowly,  and  signal  is  operated  by  the  trainmen. 

Interlocking  plants  are  maintained  at  th^  following  points:  Almond,  Tip 
Top,  VVellsville,  Hinsdale,  between  Hinsdale  and  Clean,  Pennsylvania  railroad 
crossing  at  Glean,  Glean,  east  of  Carrollton,  and  west  of  Carrollton. 

The  right  of  way  is  clean  and  clear,  free  from  trees  and  brush.  Fences  are 
generally  of  wire  and  in  fair  repair;  some  however  were  noted  as  needing 
repairs,  and  a  little  lacking.    Mile-posts  are  maintained. 

The  highway  crossings  are  well  graded,  properly  planked,  and  protected  by 
signs  of  the  diamond  and  X  form  properly  located  and  well  painted.  Of  the 
136  highways  crossed  at  grade,  0  crossings  are  protected  by  flagmen;  1  cross- 
ing by  gates  and  flagman ;  7  by  gates ;  1  by  electric  bell,  and  121  by  crossing- 
signs  only.  Whistlo-posts  are  maintained  at  the  proper  distance  from  cross- 
ings. Wooden-slat  cattle  guards  are  maintained  at  a  few  highway  crossings, 
but  are  lacking  at  most  of  them. 

Between  Hornell  and  Salamanca  the  movements  of  trains  are  governed  by 
the  manual  controlled  block  system;  west  of  Salamanca  to  Dunkirk  by  the 
.telegraphic  train  order  system. 

The  stations  are  in  good  repair,  clean  and  neat,  and  the  sanitary  condi- 
tion good. 

The  principal  repairs  and  improvements  made  since  last  inspection  are  as 
follows:  About  14  per  cent,  of  the  cross-ties  have  been  renewed;  24.10  miles 
of  new  90-lb.  steel  rail  have  been  laid,  replacing  worn  90-lb.  and  80-lb.  rail, 
and  in  laying  the  new  double  track  between  Glean  and  Hinsdale;  1.22  miles 
of  second-quality  90-lb.  steel  rail  have  been  laid,  replacing  worn  74-lb.  and 
63-lb.  rail,  and  6.74  miles  of  second-class  80-lb.,  replacing  worn  63-lb.  and 
74-lb.  rail;  4  miles  of  track  have  been  ballasted  with  gravel  and  3%  miles  of 
track  with  cinders;  7  temporary  pile  trestles  and  3  overhead  temporary 
wooden  highway  bridges  in  connection  with  the  construction  of  the  new  double 
track  between  Glean  and  Cuba  have  been  replaced  with  iron  or  steel  bridges 
or  concrete  rail  spans;  2  open  culverts  have  been  replaced  with  reinforced 
concrete;  3  arch  and  stone  box  culverts  have  been  rebuilt,  and  1  replaced  by 
a  36-in.  castiron  pipe;  extensive  repairs  have  been  made  to  the  masonry  of 
bridge  No.  2,  and  repairs  made  to  11  culverts;  repairs  have  been  made  to  the 
platforms,  walks,  etc.,  at  a  number  of  stations;  a  new  turntable  has  been 
installed  at  Dayton;  2  stations  and  6  signal  towers  have  been  re-painted; 
8  bridges  have  been  re-painted;  0.4  mile  of  new  fence  built  and  4.9  miles 
repaired;  10  sidings  laid  and  extended:  a  total  length  of  4.3  miles;  6.2  miles 
of  new  second  track  constructed  between  Glean  and  Hinsdale;  and  new  inter- 
locking plants  installed  at  Hinsdale,  and  between  Hinsdale  and  Glean. 

Recommendations:  That  repairs  be  made  to  fences  where  necessary;  that 
cattle  guards  be  maintained  as  required  by  law;  and  that  repairs  lie  made 
to  the  masonry  of  open  culvert  No.  342.95. 

Bradford  Division. 

The  portion  of  the  Bradford  division  in  this  State  extends  from  a  con- 
nection with  the  Allegheny  division  at  Carrollton  to  the  Pennsylvania-State 
line,  near  Limestone,  a  distance  of  8.06  miles,  single  track,  and  has  6.13  miled 
of  sidings  and  yard  tracks.  The  greater  part  of  the  road  in  on  tangent;  the 
maximum  curve  is  3  degrees,  located  at  Irvines.  The  grades  are  light  and 
for  much  of  the  distance  practically  level;  the  maximum  grade  being  33  ft, 
per  mile  for  about  a  quarter  of  a  mile  just  west  of  Limestone.  The  greater 
part  of  the  railroad  is  on  embankment;  there  are  a  few  cuts  of  full  width 
with  proper  slopes.  The  embankments  are  full  width  and  the  roadway  is 
well  drained. 

There  is  but  one  iron  bridge  in  the  roadway:  it  is  a  through  truss,  over  the 
Allegheny  river,  near  Riverside;  it  is  carried  on  pile  bent  abutments  and  the 
superstructure  is  supported  at  two  panel  points  by  timber  bents,  the  bridge 
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being  light;  it  has  standard  ties  and  guard  timbers,  well  maintained.  There 
are  no  wooden  bridges  in  the  roadway.  There  are  10  timber  trestles,  with 
framed  bents  on  pile  foundations:  4  are  of  2  spans  each,  2  of  3  spans  each,  1 
of  4  spans,  1  each  of  10  spans,  21  spans,  and  75  spans;  they  are  of  standard 
construction  and  all  timber  is  in  sound  condition;  inside  guard  rails  are  not 
maintained  on  them  or  on  the  iron  bridge.  There  is  1  open  culvert  and  I 
cattle  pass:  both  are  constructed  entirely  of  timber  and  are  in  good  sound 
condition.  There  are  no  arch  culverts.  The  box  and  pipe  culverts  are  ap- 
parently in  good  condition. 

The  standard  dimensions  of  cross-ties  are  7x9  in.,  8^  ft.  in  length,  and 
they  are  laid  at  the  rate  of  2816  to  the  mile  of  track;  about  50  per  cent, 
are  yellow  pine  and  25  per  cent,  each  oak  and  chestnut;  they  are  in  good 
condition;  about  20  per  cent,  have  been  renewed  since  last  inspection;  they 
are  evenly  spaced  and  full  spiked. 

The  track  is  laid  with  80-lb.  steel  rail,  connected  by  angle  plates  30  in.  in 
length  with  6  bolts;  the  rail,  which  is  second-use  80-lb.,  is  somewhat  worn, 
but  is  in  fair  condition;  all  connections  are  full  bolted  and  bolts  generally 
tight.  The  switches  are  split  point;  both  rigid  and  automatic  stands  are 
used  and  have  proper  targets.  Switch  and  semaphore  lamps  show  red  light 
for  danger  and  green  for  safety;  yellow  is  used  for  caution.  Main- track  frogs 
are  spring  rail,  properly  maintained.  There  are  no  derailing  switches,  and 
apparently  none  are  needed. 

The  track  is  ballasted  with  gravel  and  cinders  in  fair  quantity.  The  align- 
ment of  track  is  good,  and  surfacing  fair;  the  outer  rails  on  curves  are  prop- 
erly elevated. 

The  track  sections  are  about  5^  miles  average  length,  and  the  force  main- 
tained on  each  consists  of  a  foreman  and  4  laborers.  Each  gang  is  furnished 
with  the  necessary  appliances  for  protecting  its  work. 

One  track  of  the  Buffalo  division  of  the  Pennsylvania  railroad  is  crossed 
at  grade  at  Riverside:  the  crossing  is  protected  by  a  tilting  board  signal  and 
all  trains  are  required  to  come  to  a  full  stop  before  crossing.  The  only  inter- 
locking plant  is  the  one  maintained  at  Carrollton,  at  the  connection  with  the 
main  line  of  the  Allegheny  division. 

The  right  of  way  is  free  from  trees  and  brush,  and  is  clean  and  clear. 
Very  little  fencing  is  maintained.     Mile-posts  are  maintained. 

The  6  highway  crossings  are  well  graded  and  properly  planked,  and  are 
protected  by  signs  of  the  X  form,  properly  located  and  well  painted.  Cattle 
guards  are  not  maintained.  Whistle-posts  are  at  the  proper  distance  from 
crossings. 

The  movements  of  trains  are  governed  by  the  telegraphic  train  order  system. 

Aside  from  the  station  of  the  Allegheny  division  at  Carrollton,  which  is 
used  by  this  branch,  the  only  station  building  maintained  in  this  State  is  at 
Limestone,  where  there  is  a  frame,  combination  passenger  and  freight  station, 
small  but  neat,  and  in  good  repair. 

Since  last  inspection  about  20  per  cent,  of  the  cross-ties  have  been  renewed; 
the  stringers  and  bents  in  the  Riverside  trestle  have  been  repaired,  and  0.60 
mile  of  fence  has  been  repaired. 

Recommendations:  That  fences  and  cattle  guards  be  maintained  as  re- 
quired by  law,  and  that  the  Erie  Railroad  Company  send  to  this  Commission 
a  span  diagram  and  strain  sheet  of  the  through  truss  bridge  over  the  Alle- 
gheny river,  near  Riverside. 

Meadville  Division, 

The  portion  of  the  Meadville  division  in  this  State  extends  from  a  con- 
nection with  the  Allegheny  division  at  Salamanca  to  the  Pennsylvania-State 
line  near  Niobe,  a  distance  of  48.2  miles,  and  has  23.50  miles  of  second  main 
track.  This  second  track  comprises  the  portion  of  the  Buffalo  &  Southwestern 
railroad  from  Waterboro  to  Jamestown,  which  is  used  as  second  main  track, 
and  from  Jamestown  to  Lakewood.  West  of  Lakewood,  and  to  the  Pennsyl- 
vania-State line  and  beyond,  a  new  double-track  line,  which  for  much  of  the 
distance  is  located  from  a-quarter  to  a-half  mile  away  from  the  present  road, 
is  being  constructed,  and  at  the  time  of  inspection  all  but  about  2^  miles 
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had  been  completed  and  a  portion  was  in  operation.  The  general  alignment  is 
good,  and  most  of  the  curves  are  light,  the  maximum  is  a  curve  of  9  degrees 
at  Jamestown.  The  grades  are  generally  light;  there  is  however  a  ffrade  of 
47  ft.  to  the  mile  for  a  distance  of  1300  ft.,  at  Jamestown.  The  new  line  has 
a  maximum  grade  of  16  ft.  per  mile  westbound,  and  11  ft.  eastbound,  and 
maximum  curve  of  3^  degrees.  The  cuts  and  embankments  are  of  full  width 
and  have  proper  slopes,  and  the  roadway  generally  well  drained;  sub-drains 
are  used  in  wet  cuts.     The  new  line  is  well  graded. 

The  steel  and  iron  bridges  are  in  good  condition  and  generally  well  painted, 
have  good  masonry,  standard  ties  and  guard  timbers  and  inside  guard  rails. 
There  are  no  wooden  bridges  or  trestles  in  the  roadway.  The  few  open  cul- 
verts and  cattle  passes  have  good  masonry  abutments  and  I-beam  stringers 
with  standard  ties  and  guard  timbers,  all  well  maintained.  A  number  of 
open  culverts  have  been  replaced  with  concrete  top  structures.  The  arch,  box, 
and  pipe  culverts  are  apparently  in  good  condition. 

The  cross-ties  are  practically  all  oak,  only  4  per  cent,  being  yellow  pine  and 
cedar;  the  standard  dimensions  are  7x8  in.,  8^  ft.  in  length,  and  they  are 
laid  at  the  rate  of  2816  to  the  mile  of  track;  they  are  well  spaced,  full 
spiked,  and  in  good  condition;  15  per  cent,  have  been  renewed  since  last  in- 
spection; tie-plates  are  used  on  curves  and  are  double  spiked  on  outside  of 
rail. 

The  track  is  laid  for  entire  distance  with  90-lb.  rail,  connected  by  angle 
plates  30  in.  in  length  with  6  bolts,  and  by  plates  24  in.  in  length  with  4 
bolts;  the  rail  is  in  good  condition,  connections  full  bolted  and  bolts  gen- 
erally tight.  Main-track  switches  are  split  point,  and  where  not  connected 
with  interlocking  the  stands  are  automatic.  Many  high  targets  are  used  at 
outlying  and  obscure  switches.  Switch  and  semaphore  lamps  show  red  lignt 
for  danger  and  green  for  safety;  yellow  is  used  for  caution.  Main-track 
frogs  are  spring  rail  and  are  well  maintained.  Derailing  switches  are  in  all 
sidings  where  their  use  appears  necessary. 

The  track  is  ballasted  with  gravel  and  slag  in  fair  to  good  quantity.  The 
alignment  and  surfacing  of  track  are  good,  and  the  outer  rails  on  curves  are 
properly  elevated. 

The  track  sections  average  5.35  miles  in  length,  and  the  average  force  em- 
ployed on  each  consists  of  a  foreman  and  9  laborers.  Each  gang  is  furnished 
with  flags,  lanterns,  and  torpedoes  for  protecting  work,  and  all  portions  of 
the  track  are  patrolled  daily  by  some  member  of  the  section  force. 

At  Falconer  Junction,  one  track  of  the  Dunkirk,  Allegheny  Valley  &  Pitts- 
burgh railroad  is  crossed  at  grade  and  the  crossing  is  protected  by  a  proper 
interlocking  plant;  at  Jamestown,  one  freight  track  of  the  Jamestown,  Chau- 
tauqua &  Lake  Erie  railway:  the  crossing  is  protected  by  a  proper  interlock- 
ing plant;  at  Jamestown,  one  track  of  the  Jamestown  street  railway  (elec- 
tric) crosses  at  grade  on  Ashville  avenue:  there  are  no  derails  in  the  track 
of  the  electric  road,  there  is  a  trough  protection  over  the  trolley  wire;  one 
track  of  the  same  railroad  crosses  at  grade  on  Main  street:  there  is  a  derail 
in  the  electric  railway  track  but  no  protection  over  the  trolley  wire. 

Interlocking  plants  are  maintained  at  the  following  points:  Bucktooth, 
governing  double  track;  Red  House,  governing  passing  siding;  Waterboro, 
governing  crossing  with  Buffalo  division;  Falconer  Junction,  governing  cross- 
ing with  the  Dunkirk,  Allegheny  Valley  &  Pittsburgh  railroad;  Jamestown, 
governing  the  crossing  of  the  Jamestown,  Chautauqua  &  Lake  Erie  railway; 
and  end  of  double  track. 

The  right  of  way  is  clear  and  clean,  free  from  trees  and  brush,  and  fenced 
with  wire,  generally  in  fair  repair.  Mile-posts  and  half-mile  posts  are 
maintained. 

The  highway  crossings  are  well  graded  and  properly  planked.  Of  the  52 
crossings,  3  are  protected  by  flagmen,  6  by  flagmen  and  gates,  3  by  electric 
bells,  1  by  watchman  and  bell,  and  39  protected  only  by  signs  of  the  diamond 
and  X  form.  Whistle-posts  are  properly  located.  Cattle  guards  are  not 
maintained. 

The  Mozier  block  system  of  governing  trains  is  used  on  this  division. 
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The  station  buildings  are  in  fair  condition.  The  Ashville  station  had  just 
been  moved  over  from  old  line  to  new  location  at  time  of  inspection,  and 
Watts  Flats  station  was  about  to  be  moved.  The  waiting  room  of  the  James- 
town station  is  apparently  too  small  for  the  town.  The  sanitary  conditions 
at  stations  are  generally  good. 

Since  last  inspection  the  following  repairs  and  improvements  have  been 
made:  About  15  per  cent,  of  the  cross-ties  have  been  renewed;  6.52  miles  of 
90-lb.  steel  rail  have  been  laid,  replacing  worn  90-lb.;  a  70-ft.  trestle  has  been 
replaced  with  a  plate  girder  bridge  same  length,  and  new  masonry  built  for 
2  tracks;  3  openings  oi  9^^,  12,  and  32  ft.  have  been  replaced  with  metal  and 
concrete  structures ;  6  open  culverts  and  cattle  passes  have  been  extensively  re- 
paired; the  station  building  at  Ashville  has  been  moved  over  to  the  new  low 
g^ade  line;  2  bridges  have  been  re-painted;  6.87  miles'  of  new  fence  built  and 
33.01  miles  extensively  repaired;  a  new  side  track  put  in  for  the  Jamestown 
Metal  Furniture  CJo.,  Jamestown,  and  the  new  low  grade  line  known  as  the 
Columbus  &  Erie  railroad  is  under  construction  between  Lakewood  and  state 
line  in  this  State  (extends  to  Columbus,  Pa.). 

Recommendation:  That  cattle  guards  be  maintained  at  highway  crossings 
as  required  by  law. 

Hespectfully  submitted, 

E.  F.  Van  Hoesen, 
Steam  Railroad  Inspector, 


FONDA,   JOHNSTOWN   AND  OLOVERSVILLE  BAILBOAD. 

Inspected  September  17,  1908.  Last  previous  inspection  August  6  and  6, 
1907. 

To  the  Public  Service  Commission,  Second  District: 

Gentlemen:  I  have  made  an  inspection  of  the  steam  operated  portion 
of  the  Fonda,  Johnstown  &  Gloversville  railroad,  and  respectfully  submit  the 
following  report: 

The  main  line  extends  from  a  connection  with  the  New  York  Central  & 
Hudson  River  railroad  at  Fonda  to  Northville,  25.50  miles.  The  Broadalbin 
branch  extends  from  the  jnain  line  just  north  of  Gloversville  to  Broadalbin, 
a  distance  of  6.2  miles;  all  single  track.  There  are  about  5  miles  of  sidings 
and  yard  tracks.  From  Fonda  to  Gloversville  the  line  is  crooked,  although 
curves  are  not  generally  sharp.  There  is  one  curve,  however,  in  Fonda,  of 
about  12  degrees.  From  Gloversville  to  Northville,  and  on  the  Broadalbin 
branch,  the  alignment  is  good  and  curves  light.  The  grade  from  Fonda  is 
about  111  ft.  per  mile  for  a  distance  of  about  2^  miles.  The  grades  are 
light  on  the  remaining  portion  of  main  line,  and  on  the  Broadalbin  branch. 
The  cuts  and  embankments  are  generally  of  good  width  and  the  road  is  well 
ffraded  and  drained.  There  are  a  few  cuts  on  main  line  where  ditches  should 
be  cleaned  and  opened. 

There  are  11  plate  girders  and  3  truss  bridges  on  the  main  line,  all  with 
^ood  masonry  except  2  of  the  plate  girder  bridges,  which  are  low  structures, 
m  a  swamp,  and  have  pile  bent  abutments  in  good  condition.  The  ties  and 
guard  timbers  are  standard  and  in  good  condition,  except  guard  timbers 
should  be  renewed  on  bridge  No.  11.     On  Broadalbin  branch  there  is  1  plate 

?[irder  bridge  with  masonry  abutments;  girders  should  be  painted  to  protect 
rom  rust,  and  ties  should  be  renewed.  There  are  no  wooden  bridges  or  timber 
trestles.  There  is  one  open  culvert  on  the  Broadalbin  branch  which  has 
recently  been  rebuilt:  20-in.  I-beams  having  been  substituted  for  the  wooden 
stringers,  the  masonry  repaired,  and  a  new  deck  added,  all  in  good  condition. 
The  arch,  box,  and  pipe  culverts  are  all  in  good  condition. 

Cross-ties,  nearly  all  cedar,  are  6x8  in.,  8  ft.  in  length,  and  laid  at  the 
rate  of  2816  co  the  mile  of  track;  all  are  full  spiked.  Tie-plates  are  used  on 
some  of  the  sharper  curves.  The  cross-ties  are  in  good  general  condition,  6500 
having  been  renewed  since  last  inspection. 

About  2  miles  of  the  main  line  between  Johnstown  and  Gloversville  are  laid 
with  80-lb.  steel  rail,  ^^  mile  new  80-lb.  having  been  laid  since  last  inspec- 
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tion;  6  miles  between  Johnstown  and  Fonda  are  laid  with  75^1b.  rail,  and  the 
balance  of  the  line,  17^/^  miles,  is  laid  with  70-lb.  rail.  The  80-lb.  rails  are 
connected  by  Weber  joints  24  in.  in  length  with  4  bolts;  the  75-lb.  rails  by 
angle  plates  36  in.  in  length  with  6  bolts;  and  the  70-lb.  rails  by  angle  plates 
24  in.  in  length  with  4  bolts;  connections  full  bolted  and  no  loose  bolts  ob- 
served. On  the  Broadalbin  branch  V2  mile  has  been  relaid  with  70-lb.  second- 
use  rail,  replacing  worn  56-lb  rail;  the  balance  of  line  is  laid  with  56-lb. 
rail  connected  by  angle  plates  24  in.  in  length  with  4  bolts;  connections  full 
bolted  and  bolts  generally  tight.  The  main-line  rail  in  good  condition;  on 
Broadalbin  branch  the  rail  is  somewhat  worn  and  "  kinked,"  but  in  fair  con- 
dition for  the  light  traffic  and  moderate  speed  maintained. 

All  main-track  switches  are  split  point,  with  automatic  SFtands  on  main  line 
and  rigid  stands  on  Broadalbin  branch;  all  targets  in  good  condition.  Switch 
lam})s  show  red  for  danger  and  white  for  safety.  Main-line  frogs  are  spring 
rail;  Broadalbin  branch,  rigid  frogs.  Derailing  switches  are  in  all  sidings 
whore  their  use  appears  necessary,  and  are  provided  with  targets. 

Tlie  main  line  is  ballasted  with  a  fair  quantity  of  gravel;  the  Broadalbin 
branch  is  sand  ballasted.  The  alignment  and  surfacing  of  main  line  are 
good;  on  Broadalbin  branch  the  alignment  is  fair  and  surface  not  good,  due 
to  "  set "  in  rails.  On  the  main  line  the  sections  are  about  5  miles  in 
length,  and  section  force  consists  of  a  foreman  and  6  laborers.  On  the  Broad- 
albin branch  there  is  a  foreman  and  3  laborers.  Each  gang  is  provided  with 
flags  and  torpedoes,  and  all  portions  of  the  road  are  patrolled  daily  by  some 
member  of  the  section  force. 

Tracks  of  the  electrically  operated  portion  of  the  Fonda,  Johnstown  & 
Gloversville  railroad  are  crossed  at  grade  as  follows:  On  North  Perry  street, 
Johnstown,  known  as  the  Fair  Ground  crossing,  one  track  crossed  by  one 
track:  there  are  no  derails  in  operation,  but  a  flagman  at  the  crossing  pro- 
tects same.  In  Gloversville,  at  South  Main  street  there  are  two  tracks,  at 
Main  street  one  track,  and  at  Kingsboro  avenue  one  track,  crossed  by  the 
single  track  of  the  electric  road:  there  are  derailing  switches  in  the  track  of 
the  electric  road  at  each  of  the  crossings,  but  no  protection  over  the  trolley 
wire. 

The  right  of  way  is  clean  and  free  from  trees  and  brush.  Fences  are  of 
wire,  and  on  main  line  are  in  good  condition;  on  the  Broadalbin  branch  the 
fences  are  poor,  and  are  lacking  for  a  considerable  distance.  Mile-posts  are 
maintained  and  are  well  painted. 

The  highway  crossings  are  well  graded  and  planked,  and  all,  except  those 
in  Johnstown  and  Gloversville,  are  protected  by  signs  of  diamond  form  well 
painted.  On  main  line,  wooden-  or  metallic-slat  cattle  guards  are  maintained 
at  each  boundary  of  all  highways  crossed  at  grade,  with  good  wing-fences. 
No  cattle  guards  are  maintained  on  the  Broadalbin  branch.  Whistle-posts, 
well  painted,  are  maintained  at  the  prescribed  distance.  In  Gloversville  there 
are  two  crossings  where  flagmen  are  maintained  throughout  the  year,  and  one 
crossing  where  flagman  is  maijitained  during  the  summer  months.  In  Johns- 
town, one  crossing  with  flagman  throughout  the  year,  and  two  crossings  with 
flagmen  during  the  summer  months. 

The  station  buildings  are  in  good  repair  and  are  properly  furnished;  at 
Johnstown  and  Gloversville  the  stations  are  very  large  brick  buildings,  the 
one  at  Gloversville  containing  the  general  offices  of  the  company. 

Since  last  inspection  ^  mile  of  new  80-lb.  rail  has  been  laid  between  Johns- 
town and  Gloversville,  replacing  70-lh.,  and  %  mile  of  second-use  70-lb.  has 
been  laid  on  the  Broadalbin  branch  replacing  worn  56-lb.;  5500  cross-ties  have 
been  put  in  track,  of  which  number  1000  were  on  the  Broadalbin  branch; 
targets  have  been  placed  on  derailing  switches,  all  signs  have  been  re-painted 
and  wing-fences  whitewashed;  2  miles  of  wire  fence  have  been  built  on  main 
line,  and  1  mile  on  Broadalbin  branch;  on  the  Broadalbin  branch  the  cattle 
pass  has  had  masonry  repaired,  and  20-in.  I-beam  stringers  put  in  place  of 
the  wooden  stringers,  with  new  ties  and  guard  timbers;  a  15-in.  tile  culvert 
has  been  replaced  with  16-in.  cast-iron  pipe. 

Recommendations:  That  necessary  repairs  be  made  to  guard  timbers  on 
bridge  No.  11;  that  necessary  repairs  be  made  to  fences;  that  cattle  guards 
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with  proper  wing-fences  be  maintained  at  each  boundary  of  all  highways 
crossed  at  grade,  and  that  dit^ihes  be  opened  and  cleaned  in  a  few  cuts  on 
main  line  where  same  are  more  or  less  filled. 

Respectfully  submitted, 

E.  F.  Van  Hoesen, 
Inspector  Steam  Railroads, 


FULTON  CHAIN  RAILWAY. 

Inspected  August  31,  1908.     Last  previous  inspection  September  18,  1906. 

To  the  Public  Service  Commission,  Second  District : 

Gentlemen:  I  have  made  an  inspection  of  the  Fulton  Chain  railway,  and 
respectfully  submit  the  following  report: 

The  Fulton  Chain  railway  connects  with  the  Mohawk  &  Malone  branch  of 
the  New  York  Central  &  Hudson  River  railroad  at  Fulton  Chain  and  extends 
to  Old  Fprge,  a  distance  of  2.29  miles,  single  track,  and  has  approximately 
0.26  mile  of  sidings  and  yard  tracks.  The  road  is  considerably  crooked,  but 
curves  are  moderately  light.  The  grades  are  considerably  broken,  and  for 
short  distances  moderately  steep.  The  roadway  is  fairly  well  graded;  not 
very  thoroughly  ditched,  but  as  the  ground  is  of  a  sandy  nature  and  the  cuts " 
short,  little  ditching  is  required. 

There  is  but  one  iron  bridge:  it  is  in  good  condition,  fairly  well  painted,  and 
while  rather  light,  is  sufficient  for  the  clasps  of  motive  power  and  rolling  stock 
used  on  the  road;  it  has  good  masonry,  standard  ties  and  guard  timbers  prop- 
erly maintained,  and  inside  guard  rails.  There  are  no  timber  structures  in 
the  roadway  and  no  overhead  bridges,  no  open  culverts  or  cattle  passes,  and 
no  arch  culverts.  The  stone  box  culverts  and  iron-pipe  drains  are  in  proper 
condition. 

The  standar<i  cross-ties  are  6x8  in.,  8  ft.  in  length,  and  laid  at  the  rate 
of  2640  to  the  mile  of  track;  nearly  all  are  cedar;  they  are  in  good  condition, 
well  spaced  and  full  spiked.  Nearly  the  entire  track  is  laid  with  76-lb.  rail, 
connected  by  angle  plates  30  in.  in  length  with  6  bolta.  A  little  60-lb.  rail  yet 
remains  in  the  Old  Forge  yard.  The  75-lb.  rail  is  in  good  condition;  the 
60-lb.  rail  considerably  worn,  but  it  is  only  used  where  trains  move  very 
slowly.  All  connections  are  full  bolted  and  bolts  tight.  The  main-track 
switches  are  split  point  and  have  automatic  stands  with  proper  targets. 
Switch  lamps  show  red  light  for  danger  and  white  for  safety.  Most  frogs  are 
rigid.    No  derailing  switches  are  necessary. 

The  track  is  lightly  ballasted  with  sand  and  gravel.  The  alignment  and 
surfacing  of  the  track  are  very  good  for  the  moderate  speed  maintained  and 
the  outer  rail  on  curves  properly  elevated.  The  maintenance  of  track  is 
under  the  supervision  of  and  cared  for  by  the  section  force  of  the 
New  York  Central  &  Hudson  River  railroad  on  the  Mohawk  &  Malone  branch. 

The  road  is  constructed  for  nearly  its  entire  length  through  timber  lands, 
and  only  the  trees  in  the  immediate  vicinity  of  the  track  have  been  cut. 
Fences  and  cattle  guards  are  not  maintained  and  apparently  not  needed,  as 
there  is  no  grazing  land  adjoining  the  railroad.  The  highway  crossings  are 
properly  graded  and  protected  by  signs  of  the  diamond  or  triangular  form, 
properly  located  and  in  good  condition. 

The  trains  are  operated  by  the  telegraphic  train  order  system. 

The  only  station  building  maintained  by  the  company  is  at  Old  Forge:  it  is 
a  frame  building,  in  good  repair  and  apparently  sufficient,  and  is  properly 
furnished. 

The  motive  power  and  rolling  stock  of  the  New  York  Central  &.  Hudson 
River  railroad  operate  the  road. 

Recommendation:  That  large  trees  standing  so  near  the  track  as  to  be 
liable  to  fall  on  it  be  cut  and  removed,  and  that  the  remainder  of  the  worn 
60-lb.  rail  in  main  track  be  replaced. 

Respectfully  submitted, 

J.  D.  Shtjltz, 
Steam  Railroad  Inspector ,^ 
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GENESEE  AND  WYOMINO  BAILBOAO. 

Inspected  August  14,  1908.     Last  previous  inspection  August  30,  1907. 
To  the  Public  Service  Commission,  Second  District: 

Gentlemen:  I  have  made  an  inspection  of  the  Geneaee  &  Wyoming  rail- 
road, and  respectfully  submit  the  following  report: 

The  Gtenesee  &  Wyoming  railroad  is  a  single-track  line  extending  from  a 
connection  with  the  Delaware,  Lackawanna  &  Western  railroad  at  Gxeigs- 
villc  to  a  connection  with  the  Buffalo,  Rochester  &  Pittsburgh  railway  and 
Lehigh  Valley  railroad  at  Pittsburgh  and  Lehigh  Junction,  a  distance  of  14.39 
miles,  and  a  branch  extending  from  the  main  line  at  Eetsof  to  a  connection 
with  the  Rochester  division  of  the  Pennsylvania  railroad  at  Piffard,  a  dis- 
tance of  1.77  miles.  Tiiis  branch  is  used  only  for  the  transportation  of 
freight.  The  main  line  is  used  principally  as  a  freight  line,  but  passengers  are 
carried  on  some  trains.  There  are  about  1.85  miles  of  sidings  and  yard 
tracks.  The  alignment  of  main  line  is  good  and  curves  are  light.  The  branch 
line  is  crooked  and  there  are  some  sharp  curves,  with  a  maximum  of  about  10 
degrees.  The  grades  of  the  main  line  are  light  and  regular.  On  the 
branch  line  grades  are  steep  and  irregular,  with  a  maximum  of  about  200  ft. 
.per  mile.  The  roadway  is  well  graded,  the  cuts  and  embankments  are  of 
prm)er  width,  and  roadbed  is  well  drained. 

There  are  2  deck  plate  girder  bridges,  one  of  them  for  double  track  with 
separate  bridge  for  each  track.  These  bridges  are  in  good  condition.  The 
masonry  is  in  good  condition  and  the  ties  and  guard  timbers  standard  and  in 
good  repair.  There  are  2  steel  trestles  or  viaducts,  one  480  feet,  the  other 
395  feet  in  length;  masonry  abutments  and  piers,  standard  ties  and  guard 
timbers,  all  in  good  condition,  except  some  tie  renewals  are  needed  on  the 
395-ft.  viaduct.  There  are  no  wooden  bridges  nor  timber  trestles.  There 
is  one  overhead  highway  bridge.  There  are  8  open  culverts  and  cattle  passes: 
2  have  timber  stringers  with  timber  bent  abutments;  2  have  timber  stringers 
and  masonry  abutments;  and  4  have  I-beams  and  masonry  abutments;  they 
are  all  in  good  condition  with  standard  ties  and  guard  timbers,  except  on  2, 
where  guard  timbers  are  lacking.  There  are  no  arch  culverts.  The  box  and 
pipe  culverts  are  apparently  in  good  condition. 

The  cross-ties  are  6x8  in.,  8  ft.  in  length,  and  are  laid  at  the  rate  of  2816 
to  the  mils  of  track;  they  are  of  yellow  pine,  oak,  and  chestnut  timber,  and 
are  in  good  condition,  necessary  renewals  having  been  made. 

About  1%  miles  of  the  main-line  track  and  %  mile  of  the  branch  track 
are  laid  with  61-lb.  steel  rail.  The  remainder  of  main  line  and  1%  miles  of 
branch  line  are  laid  with  70-lb.  steel  rail.  The  70-lb.  rail  is  in  flrst-class 
condition,  that  portion  on  the  branch  line  being  new  rail  laid  since  last  in- 
spection. The  61-lb.  rail  on  main  line  is  in  fair  condition;  on  the  branch  line, 
while  not  quite  as  good,  the  rail  on  curves  has  been  replaced  with  new  70-H>. 
rail.  The  70-lb.  rails  are  connected  by  angle  plates  36  in.  in  length  with  6 
bolts,  the  61-lb.  by  angle  plates  24  in.  in  length  with  4  bolts;  all  connections 
full  bolted  and  bolts  generally  tight.  Switches  are  split  point  and  have  auto- 
matic stands;  targets  well  painted.  Switch  lamps  show  red  for  danger  and 
white  for  safety.  Frogs  are  rigid.  Derailing  switches,  with  targets  on 
switch  stands,  are  in  all  sidings  where  their  use  is  necessary. 

The  track  is  well  ballasted  with  gravel.  The  alignment  and  surfacing  of  the 
track  are  good.  The  section  force  consisted  of  a  foreman  and  8  men  at  time 
inspection  was  made,  with  a  maximum  of  14  laborers.  All  portions  of  the 
track  are  patrolled  daily. 

Near  Pittsburgh  and  Lehigh  Junction  one  track  of  the  Attica  branch  of  the 
Erie  railroad  and  one  track  of  the  Canandaigua  branch  of  the  New  York 
Central  &  Hudson  River  railroad  are  crossed  at  grade:  these  crossings  are 
located  about  800  feet  apart,  and  are  protected  by  an  interlocking  plant  located 
about  midway  between  them,  with  home  and  distant  signals  on  all  tracks. 

The  right  of  way  is  clear  and  is  well  fenced.     Mile-posts  are  maintained. 

The  highway  crossings  are  well  graded  and  planked.  They  are  protected 
by  signs  of  the  diamond  form,  well  painted.  Wooden-  or  metallic-sli^  cattle 
guards  with  suitable  guard-fences  are  maintained  at  the  boundaries  of  all 
highways  crossed.    Whistle-posts  are  properly  located. 
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The  moYements  of  trains  are  governed  by  the  telegraphic  train  order 
system. 

The  station  buildings,  while  small,  are  neat,  clean,  and  in  good  repair, 
and  are  apparently  sufficient  for  the  requirements. 

One  cattle  pass  has  been  rebuilt  and  one  has  been  filled  since  last  inspection. 
One  and  one-naif  miles  of  new  70-lb.  rail  has  been  laid  on  branch  line,  re- 
placing worn  61 -lb.  rail. 

Recommendation:  That  necessary  tie  renewals  be  made  on  the  395  ft. 
steel  trestle. 

Respectfully  submitted, 

E.  F.  Van  Hoesen, 
Inspector  Steam  Railroads, 

GTJENFIELD  AND   WESTERN   BAILBOAD. 

Inspected  July  16,  1908.     Last  previous  inspection  July  22,  1907. 
To  the  Public  Service  Commission^  Second  District: 

Gentlemen  :  I  have  made  an  inspection  of  the  Glenfield  k  Western  rail- 
road, and  respectfully  submit  the  following  report: 

The  Glenfield  &  Western  railroad  is  a  single-track  line  connecting  with  the 
Rome,  Watertown  &  Ogdensburg  division  of  the  New  York  Central  &  Hudson 
River  railroad  at  Glenfield  and  extending  tx)  Monteola,  a  distance  of  19.45 
miles,  single  track,  and  has  1.75  miles  of  sidings  and  yard  tracks.  The  road 
is  very  crooked  and  the  grades  steep.  The  maximum  curves  are  16  degrees, 
and  there  are  several  of  them ;  the  maximum  grade  269  ft.  per  mile  in  several 
places,  the  longest  being  about  2^  miles.  The  grades  are  irregular  and 
much  broken,  to  conform  as  nearly  as  possible  with  the  natural  surface  of  the 
ground.  The  road  is  used  almost  exclusively  for  transporting  timber,  lumber, 
and  pulp  wood  from  lands  owned  by  the  lumber  companies  owning  the  rail- 
road, and  very  little  freight  aside  from  that  is  carried. 

The  grading  on  the  newly  constructed  portion  of  the  road  from  Page  to 
Monteola,  6.45  miles,  has  not  been  well  done.  There  is  very  little  cutting,  the 
road  running  for  much  of  the  distance  through  a  swamp,  and  the  embank- 
ments are  made  partly  of  logs  with  dirt  covering  over  them.  In  some  cases 
so  little  embankment  was  made  in  the  swamps  that  water  and  mud  are  forced 
up  through  the  logs  on  to  the  track.  On  this  portion  of  the  road  no  regular 
trains  operate,  and  no  passengers  are  carried,  the  road  being  used  entirely  for 
the  handling  of  logs  and  pulp  wood.  The  company  claims,  however,  that  it 
will  reinforce  the  embankments  in  such  places,  and  also  cut  down  summits  to 
make  the  grade  lighter  and  more  regular.  On  the  older  portion  of  the  road 
the  cuts  and  embankments  are  generally  of  fair  width;  the  ditches,  however, 
in  places  have  become  considerably  clogged  and  should  be  cleaned. 

There  are  3  iron  bridges:  they  are  in  good  condition,  have  standard  ties  and 
guard  timbers,  and  are  erected  on  concrete  masonry;  2  of  them  have  been 
built  since  the  last  inspection,  replacing  timber  trestles;  the  remaining  one,  a 
deck  lattice  bridge  near  Glenfield,  should  be  re-painted  to  prevent  injury  from 
rust.  The  only  wooden-span  bridges  are  for  overhead  highway  and  farm  cross- 
ings, and  are  in  proper  condition.  There  is  but  one  overhead  obstruction: 
that  is  an  overhead  highway  bridge,  and  is  protected  by  warning  signals. 
There  are  a  large  number  of  from  2-  to  4-spans  of  framed  bent  timber  trestles 
used  for  crossing  small  streams :  they  are  of  standard  construction,  mainly  of 
hemlock  timber;  some  of  them  are  getting  old  and  have  been  strengthened 
by  putting  in  additional  stringers  and  intermediate  bents,  and  others  needing 
it  (to  which  attention  was  directed)  are  promised  the  game  treatment; 
none  are  in  condition  to  be  considered  as  in  any  way  dangerous.  Nearly  all 
the  open  culverts  and  cattle  passes  are  constructed  entirely  of  timber;  a  few 
have  concrete  or  stone  masonry  abutments,  and  all  have  timber  stringers.  On 
the  newly  construoted  portion  of  the  road  the  abutments  are  made  of  round 
timbers,  and  in  some  cases  timbers  hewn  on  the  top  and  bottom  side  are  used 
for  stringers.  Some  stringers  are  of  birch  and  other  hard  wood  which  will 
decay  in  a  very  short  time ;  they  are,  however,  safe  for  the  present,  being  new 
and  having  surplus  of  strength,  but  will  be  likely  to  need  renewal  in  two  or 
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three  years,  as  that  class  of  timber  decays  very  quickly.  All  have  standard 
ties,  and  all  excepting  those  on  the  newly  constructed  portion  have  guard  tim- 
bers, and  guard  timbers  are  expected  to  be  put  on  those  in  the  near  future. 
There  are  no  arch  culverts.    Stone  box  and  pipe  drains  are  in  proper  condition. 

The  cross-ties  are  6x8  in.,  8  ft.  in  length,  and  laid  at  the  rate  of  from 
2464  to  2816  to  the  mile  of  track;  on  about  one-half  the  road,  nearest  Glen- 
field,  the  ties  are  practically  all  cedar;  on  the  remaining  portion  they  are 
mixed  cedar,  spruce,  hemlock,  and  various  kinds  of  native  hard  wood.  They 
are  in  very  fair  condition  generally,  although  probably  about  10  per  cent.  wiU 
need  renewal  this  season,  and  are  full  spiked  and  generally  well  spaced. 

The  track  is  laid  with  mixed  60-  and  65-lb.  steel  rail,  connected  partially 
by  angle  plates  24  in.  in  length  with  4  bolts,  and  the  remainder  by  angle 
plates  34  in.  in  length  with  6  bolts.  The  rail,  while  somewhat  worn,  is 
in  fair  condition  for  the  light  traffic,  the  connections  are  full  bolted  and 
practically  all  bolts  tight. 

The  switches  on  the  portion  of  the  line  where  passenger  trains  run  are  split 
point  and  have  automatic  stands;  on  the  newly  constructed  portion  of  the 
road  there  are  some  stub  switches  with  rigid  stands;  all  are  in  fair  con- 
dition. No  night  trains  are  operated,  therefore  no  switch  lamps  are  provided. 
The  frogs  are  rigid  and  in  fair  condition.  Derailing  switches  are  in  all 
sidings  where  their  use  appears  necessary. 

The  main  track  on  the  older  portion  of  the  road  is  lightly  ballasted  witb 
gravel  and  sand;  on  the  newly  constructed  portion  there  is  very  little  ballast. 
On  the  older  portion  of  the  road  the  line  and  surface  while  somewhat  irregular 
are  not  bad,  considering  that  the  speed  of  trains  is  limited  to  12  miles  per 
hour.  On  new  part,  poor.  The  track  is  maintained  by  a  force  consisting  of 
3  foremen  and  18  laborers. 

The  right  of  way  through  the  settled  portion  of  the  country  is  fairly  clean; 
through  the  forest,  where  the  road  runs  for  a  considerable  portion  of  its 
length,  there  still  remain  some  brush  and  scattered  trees,  although  nearly  all 
have  been  cut.  The  fences  are  of  wire  and  are  only  maintained  opposite 
grazing  land. 

The  highway  crossings  are  very  well  graded,  planking  in  proper  condition, 
and  are  protected  by  signs  of  the  diamond  form.  A  few  sUt  cattle  guards 
are  maintained,  but  in  must  cases  cattle  guards  are  lacking. 

At  Glenfield  the  station  building  of  the  New  York  Central  &  Hudson  River 
railroad  is  used;  at  Houseville  there  is  a  small,  frame,  combination  station, 
but  there  is  no  agent,  and  apparently  no  freight  excepting  coal  delivered  at 
that  place,  and  practically  nothing  shipped.  There  are  two  or  three  other 
flag  stops  made  by  trains,  but  no  stations  maintained.  At  Page  the  lumber 
company  has  buil<lin*rs,  including  a  store  and  freight  house,  which  are  used 
by  the  railroad  for  waiting  passengers,  and  for  freight  when  there  is  any. 
There  are  no  agents  on  the  line  of  the  road,  and  all  the  business,  freight  and 
passenger,  is  handled  by  the  conductor  of  the  train  which  operates  over  the 
road  once  daily  in  each  direction. 

Since  the  last  inspection  2.67  miles  of  new  road  have  been  constructed;  10 
per  cent,  of  the  cross-ties  have  been  renewed;  9  framed  trestle  bridges  have 
had  additional  bents  put  in,  shortening  the  spans;  several  others  have  had 
an  additional  strinfjer  put  in  on  either  side;  new  ties  have  been  put  on  several 
open  culverts  and  cattle  passes;  2  new  iron  bridges  put  in,  replacing  timber 
trestles;  light  necessary  repairs  have  also  been  made  to  other  trestles,  open 
culverts,  and  cattle  passes. 

Recommendations:  That  the  embankments  on  the  newly  constructed  por- 
tion of  the  road  be  strengthened;  that  necessary  cleaning  of  ditches  on  the 
entire  road  be  done;  that  new  ties  be  put  on  the  fourth  opening  east  of  Page; 
that  intermediate  bents  be  put  in  at  the  thirteenth  opening  east  of  Gulf  Head; 
a  new  cap  on  the  fourteenth  opening  east  of  Gulf  Head;  intermediate  bents 
on  the  sixteenth  opening  east  of  Gulf  Head;  intermediate  bents  and  new  ties 
on  the  eighteenth  opening  east  of  Gulf  Head;  new  ties  on  the  second  opening 
west  of  Houseville;  and  that  the  deck  lattice  bridge  near  Glenfield  be  re- 
painted;  and  the  alignment  and  surfacing  of  track  be  improved. 

Respectfully  submitted, 

J.   D.    SCHULTZ, 

Bieam  Railroad  Inspector. 
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OBEENWICH  AND  JOHNSONVILLE  RAILWAY. 

Inspected  October  30  ^nd  31,  1908.     Last  previous  inspection  July  16,  1907. 

To  the  Puhlic  Service  Commission,  Second  District: 

Gentlemen:  I  have  made  an  inspection  of  the  Greenwich  &  Johnsonville 
railway,  and  respectfully  submit  the  following  report: 

The  Greenwich  &  Johnsonville  railway  is  a  standard-gauge,  single-track 
road  extending  from  a  connection  with  the  main  line  of  the  Boston  &  Maine 
railroad  at  Johnsonville  to  a  connection  with  the  Schuylerville  branch  of  that 
company's  railroad  at  Northumberland,  a  distance  of  21.24  miles,  and  has 
about  2.25  miles  of  sidings  and  yard  tracks.  The  Salem  branch,  which  was 
opened  for  freight  traffic  during  September,  1907,  extends  from  a  connectior 
with  the  main  line  of  the  Greenwich  &  Johnsonville  railway  at  Greenwich  tc 
a  connection  with  The  Delaware  and  Hudson  Company's  railroad  near  Salem, 
a  distance  of  10.20  miles,  and  has  about  1.50  miles  of  sidings  and  yard 
tracks.  The  alignment  of  main  line  is  quite  crooked,  but  most  curves  ar€ 
light ;  the  maximum  is  8  degrees.  The  grades  are  long,  but  generally  regular ; 
the  maximum  is  90  ft.  per  mile.  The  Salem  branch  has  good  alignment,  with 
light  curves  and  grades.  Cuts  and  embankments  are  generally  of  full  width. 
There  are  a  few  cuts,  both  main  line  and  branch,  where  material  has  washed 
down  and  filled  ditches  which  should  be  cleaned  and  there  are  a  few  em- 
bankments which  should  be  widened  on  main  line.  The  drainage  system  is 
generally  good. 

The  iron  and  steel  bridges  are  in  good  condition  and  have  been  re-painted 
since  last  inspection.  Numbering  all  structures  from  Johnsonville,  No.  1  is 
a  new  deck  plate  girder  structure  of  8  spans  over  the  Hoosick  river  at  John- 
sonville, replacing  the  wooden  Howe  truss  bridge  and  trestle  approach  de- 
stroyed by  fire  in  the  summer  of  1907.  All  bridges  have  standard  decks  in 
good  condition.  The  masonry  is  generally  in  good  condition  except  as  fol- 
lows: No.  7  has  a  poor  bridge  seat  on  south  abutment  under  east  girder; 
No.  8  has  bent  in  front  of  the  north  abutment  which  has  failed,  but  which  is 
safe  in  present  condition;  No.  30  has  rubble  masonry  abutments,  one  corner 
of  south  abutment  is  slightly  undermined  and  the  north  abutment  is  cracked; 
No.  31  has  timber  bent  in  front  of  the  north  abutment  which  has  failed. 
There  are  3  bridges  on  the  Salem  branch,  with  concrete  masonry;  all  are  new 
and  in  good  condition.  There  are  no  wooden  bridges  in  the  roadway.  There 
is  one  overhead  bridge  carrying  a  highway  over  the  track,  at  full  clearance 
height  above  track.  At  Greenwich  there  is  a  framed  bent,  yellow  pine  timber 
trestle  of  20  spans,  in  good  repair.  An  inside  guard  rail  is  maintained  ou 
this  trestle  and  the  adjoining  deck  plate  girder  bridge  of  6  spans. 

There  are  16  open  culverts  or  cattle  passes  with  I-beam  stringers  and 
masonry  abutments;  5  with  wooden  stringers  and  masonry  abutments;  1  with 
both  I-beam  and  wooden  stringers  on  masonry  abutments;  and  1  with  wooden 
stringers  and  timber  abutments.  A  number  of  the  I-beam  spans  are  light, 
and  should  be  strengthened.  The  masonry  is  generally  in  good  condition; 
one  or  two  structures  have  abutments  which  show  signs  of  failure  and  no^^ 
have  timber  bents  in  front  of  abutments  to  carry  the  load;  they  are  in  safe 
condition,  but  should  in  time  be  rebuilt;  No.  24,  an  opening  of  6-ft.  span 
with  three  8x9  wooden  stringers  under  each  rail,  has  poor  rubble  masonry 
which  should  be  rebuilt.  The  ties  and  guard  timbers  on  the  open  culverts 
and  cattle  passes  are  standard  construction  and  in  good  condition.  There  is 
one  cattle  pass  or  undercrossing  on  the  Salem  branch,  with  I-beams  and  con- 
crete abutments,  new  and  in  good  condition.  The  arch,  box,  and  pipe  cul- 
verts are  apparently  in  good  condition. 

The  cross-ties  on  the  portion  of  the  road  between  Johnsonville  and  Green- 
wich are  about  60  per  cent,  oak  and  40  per  cent,  chestnut;  they  are  in  fair 
condition;  on  the  portion  between  Greenwich  and  Northumberland  the  ties 
originally  were  practically  all  tamarack,  and  extensive  tie  renewals  have 
since  been  made.  The  condition  of  ties  on  this  portion  of  the  line  has  been 
greatly  improved  since  last  inspection,  and  tie  renewals  were  being  made  at 
the  time  your  inspector  visited  the  road.  The  standard  dimensions  are  6x8 
in.,  8  ft.  in  len^h,  and  they  are  laid  at  the  rate  of  2816  to  the  mile  of  track; 
all  are  full  spiked  and  fairly  well  spaced. 
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About  2.86  miles  of  main  track  are  laid  with  74-lb.,  4  miles  with  67-lb.,  2 
miles  with  65-lb.,  4  miles  with  60-lb.,  and  the  remainder,  8.39  miles,  with 
66-Ib.  steel  rail.  Nearly  all  rail  is  connected  by  angle  plates  24  in.  in  length 
with  4  bolts;  a  few  Fish  plates  are  still  in  use  on  the  lighter  rail;  all  con- 
nections full  bolted  and  few  loose  bolts  observed.  The  rail  generally  is  in 
fair  condition,  some  of  the  lighter  rail  is  considerably  worn.  The  Salem 
branch  is  laid  with  80-lb.  steel  rail  connected  by  angle  plates  30  in.  in  length 
with  6  bolts;  all  connections  full  bolted;  a  number  of  loose  bolts  were 
observed.  •' 

With  the  exception  of  one  3-throw  stub  switch  in  the  Greenwich  yard,  all 
the  main-track  switches  are  split  point  and  have  automatic  stands  with,  well 
painted  targets.  Switch  lamps  show  red  for  danger  and  white  for  safety. 
The  frogs  are  rigid.  A  derailing  switch  with  target  is  in  the  siding  at  Sum- 
mit station. 

The  track  on  main  line  and  branch  is  ballasted  with  gravel  in  fair  quantity. 
The  alignment  and  surfacing  of  main-line  tracks  are  fair,  and  on  the  Salem 
branch  are  good.  The  track  sections  on  main  line  are  about  7  miles  in 
length,  and  on  Salem  branch  are  about  5  miles  in  length.  The  average  force 
consists  of  a  foreman  and  6  laborers  in  summer,  a  foreman  and  4  laborers  in 
winter.  Each  gang  is  furnished  with  proper  articles  for  protecting  its  work. 
All  portions  of  the  track  are  patrolled  daily  by  some  member  of  the  section 

gang. 

At  Thomson,  one  track  of  the  Hudson  Valley  railway  (electric)  is  crossed 
at  grade;  also  two  tracks  of  a  tramway  belonging  to  the  United  Box  Board 
Paper  Company  are  crossed  at  grade  at  the  same  place:  there  are  no  derailing 
switches  in  the  track  of  the  electric  road,  nor  is  there  protection  over  the 
trolley  wire;  the  crossing  is  protected  during  the  day  by  a  flagman,  and 
all  trains  are  required  to  come  to  a  full  stop. 

The  right  of  way  on  both  main  line  and  branch  is  clean  and  clear.  The 
main-line  fences  are  in  fair  condition,  generally  of  wire;  some  fencing  lacking, 
but  in  most  cases  this  occurs  where  ground  is  such  that  it  is  not  necessary. 
On  the  Salem  branch  fences  of  woven  wire  are  along  the  right  of  way  lines 
for  the  greater  portion  of  the  way,  and  where  lacking  the  fence-posts  are 
set  and  the  fence  wire  was  on  the  ground  at  the  time  of  inspection. 

The  highway  crossings  are  well  graded,  properly  planked,  and  are  protected 
by  signs  of  diamond  pattern,  well  painted  and  properly  placed.  On  the  main 
line,  1  crossing  is  protected  by  flagman  and  23  by  crossing-signs  only.  On 
the  Salem  branch  there  are  7  crossings  protected  by  crossing-signs.  There 
are  no  cattle  guards  maintained  on  the  Salem  branch,  or  on  the  portion  of 
road  between  Greenwich  and  Northumberland.  Wood-  and  metallic-slat 
guards  are  maintained  on  the  remaining  portion  of  the  road.  Whistle-posts 
are  located  at  the  proper  distance  from  crossings. 

The  movements  of  trains  are  governed  by  orders  issued  by  telephone. 

The  stations  on  main  line  are  small,  but  apparently  sufficient  for  the 
requirements;  3  of  them  are  located  in  buildings  which  are  used  for  store 
purposes. 

About  13,000  cross-ties  have  been  placed  in  main-line  track  since  last 
inspection;  a  new  steel  bridge  has  replaced  the  wooden  Howe  truss  bridge 
over  the  Hoosick  river  at  Johnsonville,  length  about  450  feet;  all  bridges 
have  received  two  coats  of  paint  and  have  had  new  bridge  ties;  the  tracks 
in  the  Greenwich  and  Johnsonville  yards  have  been  readjusted  and  re-laid. 
The  timber  trestle  at  Greenwich  has  been  repaired  and  strengthened;  arch 
and  box  culverts  have  been  repaired  wherever  necessary;  and  near  Thomson 
a  new  concrete  arch  culvert  has  replaced  a  tile  and  iron-pipe  culvert. 

Recommendations :  That  ditches  be  cleaned  where  necessary;  that  the  light 
I-beam  stringers  be  strengthened;  that  the  masonry  be  rebuilt  or  repaired  as 
indicated  in  this  report;  and  that  cattle  guards  with  suitable  guard-fences 
be  maintained  at  each  boundary  of  all  highways  crossed  at  grade. 

Respectfully  submitted, 

E.  F.  Van  Hoesen, 
Steam  Railroad  Inspector, 
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ISLAI7D  SAILBOAD. 

Inspected  August  21,  1908.     Last  previous  inspection  July  20,  1906. 

To  the  Public  Service  Commission,  Second  District: 

Gentlemen:  I  have  made  an  inspection  of  the  Island  railroad,  and  re- 
spectfully submit  the  following  report: 

The  Island  railroad  consists  of  a  series  of  switching  tracks  extending 
from  a  connection  with  the  Buffalo  Creek  railroad  near  Gkinson  street,  Buffalo, 
to  the  elevator  and  warehouse  of  the  Mutual  Elevator  Company  and  the 
Mutual  Transit  Company,  located  on  the  Ship  canal.  The  length  of  track 
from  the  connection  to  the  end  is  0.14  mile,  and  the  total  len^h  of  tracks 
is  about  1^  miles.  There  are  no  bridges  or  other  structures  in  the  roadway. 
The  tracks  are  laid  with  various  weights  of  steel  rail,  and  are  in  fair  condi- 
tion. Ab  the  track  is  used  for  freight  purposes  only,  and  is  in  fair  condi- 
tion for  that  purpose,  no  recommendations  are  necessary. 

Respectfully  submitted, 

E.  F.  Van  Hoesen, 
Steam  Railroad  Inspector, 


JAMESTOWN,  CHAUTAUQUA  AND  LAKE  EHIE  RAILWAY. 

Inspected  October  7,  1008.    Last  previous  inspection  September  19,  1907. 

To  the  Public  Service  Commission^  Second  District: 

Gentlemen:  I  have  made  an  inspection  of  the  Jamestown,  Chautauqua 
&  Lake  Erie  railway,  and  respectfully  submit  the  following  report: 

The  Jamestown,  Chautauqua  &  I^ke  Erie  railway  is  a  single-track  line 
extending  from  Jamestown,  on  the  line  of  the  Meadville  division  of  the  Erie 
railroad,  to  Westfield,  where  it  connects  with  the  Tjake  Shore  &  Michigan 
Southern  railway,  a  distance  of  31.25  miles,  and  has  about  5  miles  of  sidings 
and  yard  tracks.  A  branch  track,  which  connects  with  the  Chautauqua 
division  of  the  Pennsylvania  railroad  at  Mayville,  extends  to  Chautauqua,  a 
distance  of  2.68  miles;  it  is  used  only  as  a  switching  track,  is  in  fair  condition 
for  a  track  of  that  kind,  and  is  not  further  considered  in  this  report.  The  road 
has  trackage  right  over  the  Pennsylvania  track  from  the  connection  with  the 
Chautauqua  branch  at  Mayville  to  the  connection  with  its  own  main  line,  a 
distance  of  about  1.20  miles.  The  Falconer  branch,  which  extended  from  a 
connection  with  the  main  line  near  Jamestown  to  Falconer,  has  been  aban- 
doned for  several  years. 

The  line  is  very  crooked.  From  Mayville  south  most  curves  are  light;  the 
maximum  is  12  degrees.  The  grades  on  this  portion  are  generally  light, 
although  there  is  a  short  piece  of  80  ft.  per  mile.  From  Mayville  north 
to  Westfield  there  are  many  sharp  curves;  the  maximum  is  18  degrees  at 
the  Westfield  terminal;  aside  from  that  the  maximum  is  12  degrees.  On  this 
portion  of  the  road  the  grades  are  long  and  steep,  the  maximum  being  106  ft. 
per  mile.  South  of  Mayville  the  cuts  and  embankments  are  of  good  width 
and  ditehes  in  fair  condition;  north  of  Mn^'ville  there  are  several  sliding  cuts 
and  ditches  are  more  or  less  filled.  Aside  from  this  the  cuts  are  of  fair 
width,  ditches  fair,  and  embankments  of  good  widtn. 

The  only  iron  bridge  is  an  I-beam  span  of  about  20  ft.  near  Westfield: 
it  has  concrete  abutments,  standard  ties,  and  guard  timbers,  all  in  good 
condition.  The  only  wooden  bridge  is  a  Howe  truss  on  the  freight-hoi^se 
track  at  Jamestown:  it  is  very  old,  the  timber  decayed  badly,  and  track  is 
supported  by  piling  and  stringers:  it  should  be  replaced  with  a  new  bridge; 
the  pile  trestle  at  the  end  of  the  Howe  truss  bridge  is  in  very  poor  condition 
and  should  be  rebuilt.  Between  Jamestown  and  Mayville  there  are  many 
pile  and  framed  bent  trestles;  many  of  these  need  repairs;  the  timber  is  old 
and  they  should  be  thoroughly  overhauled;  ties  should  be  renewed  on  many 
of  them  and  guard  timbers  maintained.  The  attention  of  the  company's 
representative  who  accompanied  your  inspector  was  called  to  these  and  other 
repairs  needed;  north  of  Mayville  there  is  one  framed  bent  trestle  which  is 
in  good  condition. 
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Htmih  of  Mayville  the  open  cnlverts  and  eattle  parses  are  eonstmcied  en- 
tirely of  wood;  repairs  are  needed  on  many  of  them;  Bome  of  the  stringers 
are  old;  the  pile  or  framed  bent  abutments  are  in  many  cases  in  need  of 
repairs;  and  like  the  timf>er  trestles,  they  should  be  generally  overhauled. 
North  of  May vi lie  the  open  culverts  and  cattle  passes  have  rubble  masonry 
and  wcrxlen  wtring'^rs;  ttie  masonry  is  in  fair  condition,  excepting  No.  5  should 
be  rebuilt,  as  it  is  in  very  poor  condition;  the  stringers  are  in  fair  condition, 
ties  fair,  ^ard  timf>er8  poor  and  some  lacking.  The  arch,  box,  and  pipe 
culvprts  are  apparently  in  good  condition. 

Stanrlard  dimensions  of  cross-ties  are  6x8  in.  8  ft.  in  length,  and  they 
are  laid  at  the  rate  of  2816  to  the  mile  of  track;  about  50  per  cent,  are  oak, 
balance  chestnut  and  other  timbers.  The  ties  are  in  fair  condition;  many 
renewal H  hIiouM  be  made,  particularly  south  of  Mayville.  They  are  fairly 
well  hjmced  and  are  full  spiked. 

From  Mayville  south  to  Jamestown  the  rail  is  60-lb.  steel,  connected  by 
24-in.  anji(le  plates  with  4  bolts;  much  of  the  rail  is  considerably  worn  and 
bent  and  renewals  are  needed.  From  Mayville  north  to  Westfield  the  rail  is 
70-lb.  steel,  connected  by  angle  plates  34  in.  in  length  with  6  bolts;  this  rail 
is  in  good  condition.  All  connections  are  full  bolted  and  bolts  generally 
tight.  All  main- track  switches  are  split  point;  both  automatic  and  rigid 
stands  are  in  use;  targets  are  fairly  well  painted.  Switch  lamps  show  red 
for  danger  and  white  for  safety.  Frogs  are  rigid  and  in  fair  condition. 
Derailing  switches  are  in  all  sidings  where  their  use  appears  necessary,  but 
arc  not  supplied  with  targets. 

The  track  is  ballasted  with  gravel  in  medium  quantity.  The  alignment 
and  surfacing  are  fair.  The  track  sections  average  about  5%  miles  in  length 
and  force  on  each  consists  of  a  foresman  and  6  laborers.  Each  gang  is  fur- 
nished with  flags  and  lanterns,  and  all  portions  of  the  road  are  patrolled 
daily  by  some  member  of  the  section  force. 

At  Jamestown  3  tracks  of  the  Meadville  division  of  the  Erie  railroad  are 
crossed  at  grade:  the  crossing  is  protected  by  a  modem  interlocking  plant; 
at  Mayville  1  track  of  the  Chautauqua  division  of  the  Pennsylvania  railroad, 
protected  by  a  modern  interlocking  plant.  At  Jamestown  1  track  of  the 
Jamestown  street  railway  (electric)  :  there  are  no  derailing  switches  in  the 
track  of  the  electric  road  nor  protection  over  the  trolley  wire. 

The  right  of  way  is  fairly  clear.  There  are  no  trees,  but  some  small  brush 
remaining.  Fences  are  of  wire,  some  in  poor  condition,  and  for  portions  of 
the  line  lacking.     Mile-posts  are  maintained. 

Highway  crossings  are  well  graded,  properly  planked,  and  are  protected  by 
signs  of  diamond  form.  Cattle  guards  are  not  maintained.  Whistle-posts  are 
properly  located. 

The  movements  of  trains  are  governed  by  the  telegraphic  train  order  sys- 
tem; semaphore  signals  are  maintained  at  telegraph  stations. 

The  stations  are  small  but  apparently  sufficient  for  the  requirements.  The 
outside  closets  are  generally  in  poor  condition.  There  are  many  flag  stops 
where  shelter  stations  are  provided. 

In  1007,  17,000  cross-ties,  and  in  1008,  4000  cross-ties  were  renewed;  the 
track  through  the  swamp  near  Jamestown  was  ballasted  with  gravel;  altera- 
tions and  repairs  were  made  to  freight  house  at  Jamestown,  and  some  minor 
repairs  made  to  trestles  and  open  culverts. 

Rccomniend<itions :  That  ditches  be  opened  in  cuts  where  necessary;  that  a 
new  bridge  be  built  in  place  of  the  present  old  Howe  truss  at  Jamestown; 
that  prompt  renewals  be  made  to  the  trestles  at  the  end  of  the  Howe  truss 
bridge  at  Jamestown;  that  the  timber  trestles,  open  culverts,  and  cattle 
passes  be  generally  overhauled  and  put  in  good  condition;  that  renewals  be 
made  to  cross-ties;  that  repairs  be  made  to  fences;  and  that  cattle  guards 
be  maintained  at  highways  crossings  as  required  by  law. 

Respectfully  submitted. 

E.  F.  Van  Hoesen, 
Bteam  Railroad  Inspector, 


Appejs^dix  O:  Inspection  of  Steam  Raileoads        783 

ka:vona  and  prattsbubgh  bailway. 

Inspected    August    13,    1908.      Last    previous    inspection    March    25    and 
April  10,  1907. 
To  the  Public  Service  Commissiony  Second  District: 

Gentlemen:  1  have  made  an  inspection  of  the  Kanona  &  Prattsburgh 
railway,  and  respectfully  submit  the  following  report: 

The  Kanona  &  Prattsburgh  railway  is  a  single-track,  standard-gauge  road 
extending  from  a  connection  with  the  Rochester  branch  of  the  Erie  railroad 
at  Kanona  to  Prattsburgh,  a  distance  of  11.44  miles.  The  general  alignment 
of  the  road  is  fair,  and  most  of  the  curves  light.  The  grades  are  generally 
light,  but  more  or  less  broken.  The  cuts  are  generally  fair  width,  but 
material  has  washed  down  in  some  of  them,  closing  the  ditches,  and  should 
be  removed.  Tlie  embankments  are  generally  of  fair  width.  The  ditches, 
where  necessary  to  maintain  them,  are  not  in  good  condition  and  considerable 
ditching  should  be  done. 

There  are  6  plate  girder  bridges  which,  while  somewhat  light,  are  of  suf- 
ficient strength  for  the  class  of  motive  power  and  rolling  stock  used.  The 
first  and  second  bridges  south  of  Prattsburgh  have  pile  bents  in  front  of 
abutments  to  carry  the  load.  At  the  first  bridge  the  masonry  is  not  first 
class;  at  the  second  bridge,  one  abutment  settled  so  that  piling  was 
necessary.  At  the  third  bridge  south  of  Prattsburgh,  an  18-in.  girder, 
the  south  abutment  has  settled  at  the  west  corner  and  overhangs 
about  8  inches  in  the  5-ft.  height;  this  abutment  should  receive  attention; 
a  number  of  small  pieces  of  wood  are  used  in  blocking  at  tfiis  corner,  and 
it  would  be  much  safer  and  better  to  substitute  one  block  of  the  proper 
thickness.  The  fifth  bridge  south  of  Prattsburgh,  a  24-in.  girder,  has  not 
the  same  angle  of  skew  as  the  masonry,  with  the  result  that  the  northwest 
and  southeast  corners  have  a  slight  bearing  on  the  timber  wall  plates;  while 
in  good  condition  at  present,  these  bearings  should  be  watched.  All  bridges 
have  proper  guard  timbers.  No  inside  guard  rails  are  maintained.  There 
are  12  open  culverts  and  cattle  passes,  all  12x12  wooden  stringers  except 
one  where  there  are  15-in.  I-beam  stringers.  All  but  3  have  masonry  abut- 
ments. Repairs  should  be  made  to  ptrinjjers  on  the  sixth,  seventh,  ninth, 
and  eleventh  from  Prattsburgh;  at  this  last  structure  the  north  abutment 
should  be  rebuilt.  Guard  timbers  on  some  of  the  structures  need  renewal. 
There  are  no  arch  culverts.     The  box  and  pipe  culverts  are  in  fair  condition. 

The  cross-ties,  6x8  in.,  8  ft.  in  length,  are  principally  chestnut  and  oak, 
the  oak  being  used  on  curves,  and  are  laid  at  tlie  rate  of  2640  to  the  mile 
of  track;  about  4200  new  ties  have  been  put  in  since  last  inspection; 
additional  renewals  are  necessary.  The  track  is  laid  with  60-lb.  steel  rail, 
connected  by  angle  plates  28  in.  in  length  with  4  bolts.  The  rails  are  some- 
what worn,  but  are  generally  in  fair  condition.  Very  few  loose  bolts  were 
observed.  Switches  are  split  point,  and  have  rigid  stands  with  targets; 
targets  need  re-painting.     Frogs  are  rigid.    There  are  no  derailing  switches. 

llic  track  is  liglitly  ballasted  with  gravel.  Two  sections  of  track,  one 
about  2000  feet  long,  the  other  about  1500,  had  been  ballasted  and  put  in 
good  line  and  surface  at*  the  time  inspection  was  made,  but  additional  bal- 
lasting should  be  done,  particularly  in  some  of  the  cuts.  The  alignment  and 
surfacing  are  poor,  particularly  at  those  points  where  ditches  are  not  properly 
opened  and  where  ballast  is  thin  and  poor.  Grass  and  weeds  are  growing 
between  the  ties.  The  section  force  consists  of  a  foreman  and  4  men  for 
each  of  the  two  sections  of  about  equal  length.  They  are  furnished  with 
flags  and  torpedoes. 

The  right  of  way  is  cleared,  Fome  grass  and  weeds  to  be  cut.  Fences  are 
of  wire,  and  in  some  places  need  repairs.    There  are  no  mile-posts  maintained. 

There  are  11  highway  crossings  at  giade,  all  protected  by  signs  of  the 
banner  form,  in  good  condition.  The  crossings  are  well  planked,  and  wood-slat 
cattle  guards  are  maintained  at  all  but  2  of  the  crossings,  with  guard  wing- 
•  fences.  At  the  2  crossings  referred  to,  there  are  guards  at  one  boundary 
line  of  highway  only.  Whistle-posts  are  at  the  prescribed  distance  from 
crossings. 
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There  are  two  stations  at  which  agents  are  maintained.  These  stations 
are  in  fair  condition,  neat  and  clean  at  time  of  inspection.  At  Kanona  the 
station  building  belonging  to  the  Erie  railroad  is  used. 

About  4200  cross-ties  have  been  renewed  since  last  inspection,  and  800  on 
hand  to  be  put  in  this  season;  about  3500  lineal  feet  of  track  have  been 
re-ballasted,  aligned,  and  surfaced;  the  plate  girder  bridges  have  been 
re-painted;  6- ft.  open  culvert  has  been  filled,  with  two  16-in.  pipe  to  take 
care  of  drainage. 

Recommendations:  That  narrow  cuts  be  widened  and  ditches  be  opened 
and  cleaned;  that  the  south  abutment  of  the  third  bridge  south  of  Pratts- 
burgh  be  repaired  or  rebuilt,  should  there  be  any  further  settlement  or  tipping 
of  the  abutment ;  that  necessary  repairs  and  renewals  be  made  to  the  stringers, 
masonry,  and  guard  timbers  of  the  open  culverts  and  cattle  passes;  that 
grass  and  weeds  be  removed  from  track;  that  additional  renewal  of  cross-ties 
be  made;  that  suflicient  ballasting  be  done  to  permit  track  being  kept  in 
proper  alignment  and  surface. 

Respectfully  submitted, 

E.  F.  Van  Hoesen, 
Inspector  Steam  Railroads, 


LAKE   CHAMPLAIN   AJH)   MORIAH   BAILBOAD. 

Inspected  November  19,  1908.     Last  previous  inspection  July  26,  1907. 

To  the  Puhlio  Service  Commission^  Second  District: 

Gentlemen:  I  have  made  an  inspection  of  the  Lake  Champlain  &,  Moriah 
railroad,  and  respectfully  submit  the  following  report: 

The  Lake  Champlain  &  Moriah  railroad  extends  from  a  connection  with 
The  Delaware  and  Hudson  Company's  railroad  at  Port  Henry  to  Mineville,  a 
distance  of  7.66  miles,  and  has,  in  connection  with  the  mines  at  Mineville, 
the  blast  furnace  at  Port  Henry,  and  in  Port  Henry  yard,  16.06  miles  of 
additional  tracks.  The  road  is  single  track  and  has  3  switchbacks:  these 
in  order  to  overcome  the  great  difference  in  elevation  between  the  termini  of 
the  road.  The  road  is  very  crooked  and  has  maximum  curve  of  10  degrees. 
The  grades  are  steep  and  nearly  continuous  at  211  feet  per  mile.  The  road- 
way is  well  graded  and  thoroughly  drained. 

There  are  4  steel  or  iron  bridges,  all  in  first-class  condition  and  newly 
painted;  they  have  good  masonry,  standard  ties  and  guard  timbers  properly 
maintained,  and  inside  guard  rails  on  all.  There  are  no  wooden  bridges  in 
the  roadway  or  for  overhead  highway  or  farm  crossings.  The  only  overhead 
bridge  is  one  with  concrete  abutments  and  metal  and  concrete  floor:  it  has 
an  overhead  clearance  of  19  feet,  and  is  protected  by  a  double  set  of  warning 
signals  on  either  side  which  are  properly  maintained.  There  are  no  timber 
trestles  in  the  main-line  roadway;  at  tort  Henry,  where  ore  is  dumped, 
there  are  extensive  trestles  with  framed  bents,  timber  stringers,  and  proper 
ties  and  guard  timbers,  all  in  fair  to  good  condition.  There  are  no  open 
culverts  or  cattle  pasi^es  excepting  of  about  2  to  3-ft.  span,  and  they  are  in 
proper  condition.  There  is  one  undercrossing  of  A  highway  with  masonry 
aTjutments,  timber  stringers,  standard  ties  and  guard  timbers,  in  good  con- 
dition; there  have  been  extra  bents  put  in  this  opening  on  account  of  the 
length  of  span,  17%  feet.  It  is  proposed  to  chan^  the  line  of  the  road  in 
this  vicinity,  eliminating  the  switchback,  which  will  change  the  location  of 
the  crossing.  It  is  now  in  safe  condition.  The  arch,  box,  and  pipe  culverts 
are  apparently  in  good  condition. 

The  standard  cross-ties  are  6x8  in.  8  ft.  in  length,  and  laid  at  the  rate 
of  2816  to  the  mile  of  track;  about  50  per  cent,  of  them  are  yellow  pine  and 
the  remainder  oak;  they  are  in  first-class  condition,  well  spaced  and  full 
spiked. 

The  track  is  laid  entirely  with  90-lb.  steel  rail,  connected  partially  by  angle 
plates  24  in.  in  lens^h  with  4  bolts  and  the  remainder  by  angle  plates  30 
in.  in  length  with  6  bolts;  the  rail  is  in  first-class  condition,  all  the  con- 
nections full  bolted  and  bolts  tight;  rail  braces  are  used  extensively  on  the 
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euryes.  The  switches  are  split  point  and  haye  automatic  stands  with  proper 
targets.  Switch  lamps  show  red  light  for  danger  and  green  for  safety.  The 
frogs  are  rigid,  and  are  properly  maintained.  Derailing  switches  are  in  all 
sidings  where  their  use  appears  necessary,  and  have  proper  targete. 

The  track  is  well  ballasted  with  ore  screenings  from  the  mine.  The  align- 
ment and  surfacing  are  first  class  and  the  outer  rail  on  curves  properly  ele- 
vated. The  track  is  maintained  b^  a  force  consisting  of  3  foremen  and  19 
laborers,  and  they  are  provided  with  proper  appliances  for  protecting  their 
work. 

No  railroads,  steam  or  electric,  are  crossed  at  grade,  and  there  are  no  inter- 
locking plants  maintained. 

The  nght  of  way  is  clear  and  clean  and  very  well  fenced. 

There  are  6  highway  grade  crossings,  all  well  graded,  properly  planked,  and 
protected  by  signs  of  the  diamond  form.    No  cattle  guards  are  maintained. 

The  movements  of  trains  are  governed  by  orders  issued  by  telephone.  No 
regular  passenger  trains  are  run,  but  a  car  is  attached  to  the  ore  trains  in 
which  passengers  are  carried. 

The  company  maintains  a  small  combination  station  at  Mineville,  and 
also  a  small  station  and  office  building  at  Port  Henry;  they  are  apparently 
sufficient  for  the  requirements,  are  properly  furnished,  and  have  necessary 
toilet  facilities.    The  employees  are  not  uniformed. 

Since  the  last  inspection  (July,  1907)  about  6  per  cent,  of  the  cross-ties 
have  been  renewed;  0.20  mile  of  new  90-Ib.  steel  rail  laid,  replacing  worn 
rail;  considerable  re-ballasting  has  been  done;  and  inside  guard  rails  have 
been  placed  on  all  the  bridges. 

Recommendation:  The  road  is  being  well  maintained,  and  the  only  recom- 
mendation that  appears  necessary  is  that  cattle  guards  be  put  in  at  each 
boundary  of  the  highways  crossed  at  grade. 

Respectfully  submitted, 

J.  D.  Shultz, 
Steam  Railroad  Inspector. 

LAKE  8H0BE  AND  MICHIGAN   SOUTHERN   RAILWAY. 

Inspected  October  9,  1908.     Last  previous  inspection  April  24,  1907. 

To  the  Public  Service  Commission,  Second  District: 

Gentlemen:  I  have  made  an  inspection  of  the  Lake  Shore  &  Michigan 
Southern  railway,  and  respectfully  submit  the  following  report: 

The  portion  of  the  Lake  Shore  &  Michigan  Southern  railway  in  the  State 
of  New  York  extends  from  a  connection  with  the  New  York  Central  &  Hudson 
River  railroad  near  Exchange  street,  Buffalo,  to  the  Pennsylvania-State  line, 
a  distance  of  67.80  miles,  double  track,  and  has  61.11  miles  of  third,  34.83 
miles  of  fourth  main  track,  and  95.43  miles  of  sidings  and  yard  tracks.  The 
general  alignment  of  the  road  is  good.  The  curves  are  slight  with  the  ex- 
ception of  a  curve  in  the  Buffalo  yard  of  4  degrees  30  minutes.  The  grades 
are  light,  the  maximum  is  33  ft.  per  mile,  ascending  west,  for  3000  ft.  in 
length,  located  at  West  Seneca.  The  roadway  is  well  graded,  cuts  are  light 
and  full  width;  embankments  are  full  width,  and  the  drainage  system  is 
good. 

The  steel  and  iron  bridges  are  in  first-class  condition,  well  painted,  have 
||food  masonry,  ties  and  guard  timbers  standard  and  in  good  condition,  and 
inside  guard  rails  on  all  openings  to  grade.  There  are  no  wooden  bridges  in 
the  roadway.  There  is  an  overhead  wooden  bridge  carrying  highway  over 
tracks,  near  Dunkirk.  This,  as  well  as  all  other  overhead  structures,  is  at 
full  clearance  height  above  track.  The  only  timber  trestles  in  main  track 
are  temporary  structures  where  subways  or  undergrade  bridges  are  being  con- 
structed. These  trestle  structures  are  in  first-class  condition.  All  open  cul- 
verts and  cattle  passes  have  stone  or  concrete  masonry  and  I-beam  or  plate 
girder  stringers.  The  ties  and  guard  timbers  are  standard  and  well  main- 
tained. The  arch,  box,  and  pipe  culverts  are  in  good  condition.  The  two 
main  tracks  are  laid  with  white  oak  ties  7x9  in.,  8^  ft.  in  length,  16  per 
cent,  renewed  each  year;  the  third  main  track  is  laid  with  white  oak  ties 
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6x8  in.,  8  ft.  in  length,  10  per  cent,  renewed  each  year;  and  the  fourth  main 
track  is  laid  with  chestnut  ties  7  x  10  in.,  8  ft.  in  length,  10  per  cent,  renewed 
each  year;  they  are  in  sound  condition  and  are  laid  at  the  rate  of  2640  to  tne 
mile  of  track.  On  the  high  speed  or  express  tracks  they  are  double  spiked 
on  the  outside  of  rail  on  all  curves  and  double  spiked  every  third  tie  on  tan- 
gents.   Tie-plates  are  used  on  curves. 

The  two  high  spee.i  tracks,  136.60  miles,  are  laid  with  100-lb.  steel  rail,  con- 
nected by  angle  plates  40  in.  in  length  with  6  bolts.  The  third  and  fourth 
main  tracks  are  laid  with  80-lb.  steel  rail  connected  by  angle  plates  32  and 
24  in.  in  length  with  6  and  4  bolts.  All  the  rail  is  in  good  condition,  the  con- 
nections full  bolted  and  bolts  tight. 

All  main- track  switches  are  split  point  and  have  rigid  stands  with  proper 
targets.  Main-track  switch  lamps  show  red  for  danger  and  white  for  safety. 
Main-track  frogs  are  spring  rail.  Derailing  switches  with  proper  targets  are 
in  all  sidings  where  their  use  appears  necessary. 

The  road  is  well  ballasted  with  gravel  and  broken  stone.  Broken  stone 
ballast  was  being  put  under  the  high  speed  tracks  at  the  time  of  inspection. 
The  alignment  and  surfacing  of  the  tracks  are  excellent  and  the  outer  rails 
on  curves  are  properly  elevated  for  high  speed.  The  average  length  of  sec- 
tions is  1.8  miles,  with  an  average  force  of  foreman  and  9  laborers.  Each 
gang  is  furnished  with  flags,  red  lights,  and  torpedoes  for  the  protection  of 
its  work.  All  portions  of  the  track  are  patrolled  daily  by  some  of  the  section 
force. 

Two  freight  tracks  of  the  Erie  railroad  are  crossed  at  grade  in  Buffalo  yard: 
the  crossing  is  protected  by  a  tilting  board  signal  and  all  trains  are  required 
to  come  to  a  full  stop  before  cros^in*;;  two  tracks  of  the  Buffalo  Creek  rail- 
road are  crossed  at  grade  in  South  Buffalo:  the  crossing  is  protected  by  an 
interlocking  plant  with  derailing  switches  in  all  tracks  approaching  the  cross- 
ing; at  Dunkirk  a  freight  track  of  the  Erie  railroad  is  crossed  at  grade  by 
two  Lake  Shore  tracks:  the  crossing  is  protected  by  a  modern  and  complete 
interlocking  plant.  Other  interlocking  plants  are  maintained  at  the  connec- 
tion with  the  New  York  Central  &  Hudson  River  railroad  in  Buffalo;  at  West 
Seneca  governing  the  west  end  of  West  Seneca  yard;  at  Bajrview  governing 
crossovers:  at  Lakeview,  Angola,  and  Silver  Creek,  also  governing  crossovers; 
at  Westfield  governing  crossovers  and  junction  of  the  Jamestown,  Chautauqua 
&  Lake  Erie  railroad;  and  at  State  Line  governing  end  of  third  track. 

The  right  of  way  is  clear  and  clean.  Fences  are  of  wire  and  generally  in 
good  condition.  Mile-posts  are  maintained.  All  overhead  obstructions  are 
protected  by  warning  signals,  in  good  repair. 

The  highway  crossings  are  properly  graded,  well  planked,  and  are  pro- 
tected by  crossing-signs  of  the  diamond  form,  well  painted  and  properly 
located;  11  crossings  are  protected  by  flagmen,  7  by  flagmen  and  gates,  2 
by  electric  bells,  and  53  by  crossing-signs  only;  1  grade  crossing  at  North 
Evans,  1  at  Athol  Springs,  and  2  at  Irving  have  been  eliminated  by  subways. 
Whistle-posts  are  maintained  at  the  proper  distance  from  highway  crossings, 
and  wooden-slat  cattle  guards  with  proper  guard-fences  are  maintained  at 
the  boundaries  of  all  highways  crossed  at  grade. 

The  movements  of  trains  are  governed  by  the  automatic  electrical  block 
signal  system. 

The  station  buildings  are  in  good  condition;  are  neat,  clean,  and  properly 
furnished.  Station  platforms  are  of  plank,  gravel,  concrete,  and  brick,  and 
are  well  maintained.  The  station  grounds  are  well  kept,  and  have  flowers, 
plants,  and  shrubs  at  the  more  important  stations. 

Since  last  inspection  (April,  1907)  16  per  cent,  of  the  cross-ties  in  the  high 
speed  tracks,  and  10  per  cent,  of  the  ties  in  the  third  and  fourth  tracks  have 
been  renewed;  9  miles  of  100-lb.  steel  rail  have  been  laid,  replacing  80-lb. 
steel  rail;  37  miles  of  track  have  been  re-ballasted  with  broken  stone  and 
9  miles  with  gravel;  2.1  miles  of  woven-wire  fence  have  been  built;  7  miles 
of  track  have  been  laid  in  the  Gardenville  yard  connection. 

The  entire  property  is  well  maintained  and  no  recommendations  are 
necessary.  Respectfully  submitted, 

E.  F.  Van  Hoesen, 
Steam  Railroad  Inspector, 
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LEHIGH   AND   HUDSON   RIVEB  RAILWAY. 

Inspected  October  23  and  24,   1908.     Last  previous  inspection  August  22, 
1907. 
To  the  Public  Service  Commission,  Second  District: 

Gentlemen:  I  have  made  an  inspection  of  the  Lehigh  k  Hudson  River 
railway  and  Orange  County  railroad,  and  respectfully  submit  the  following 
report : 

The  Lehigh  &  Hudson  River  railway  in  this  State  extends  from  the 
Pennsylvania-State  line  near  Xew  Milford  to  Greyport,  a  distance  of  14.6 
miles,  and  the  Orange  County  railroad  (operated  by  The  Lehigh  and  Hudson 
River  Railway  Company)  extends  from  a  connection  with  the  Lehigh  & 
Hudson  River  railway  at  Hudson  Junction,  near  Greycourt,  to  a  connection 
with  the  Central  New  England  railway  at  Maybrook,  a  distance  of  10.7  miles. 
Both  are  single-track  roads,  and  in  this  report  are  treated  as  one  line.  The 
two  roads  have  approximately  13.1  miles  of  sidings  and  yard  tracks.  The 
general  alignment  is  good,  and  curves  are  generally  light.  The  maximum 
curve  is  6  degrees,  one  located  just  east  and  one  just  west  of  West  Craigville. 
The  grades  are  generally  light,  the  maximum  grade  being  63.4  ft.  per  mile 
for  a  distance  of  3700  ft.  at  a  point  just  west  of  Sugar  Loaf.  The  cuts  are 
good  width  generally,  the  embankments  are  all  fair  width,  and  drainage 
system  is  good.     There  are  two  or  three  cuts  where  ditches  should  be  opened. 

The  steel  and  iron  bridges  are  in  good  condition  and  well  painted.  The 
viaduct  structure  over  the  Erie  railroad  tracks  at  Greycourt  has  been  replaced 
with  2  spans  of  through  plate  girder,  with  concrete  masonry;  the  remainder 
of  the  opening  has  been  filled  with  a  concrete  aroh  to  take  care  of  roadway 
leading  to  house.  The  bridge  near  Burnside  of  about  150-ft.  span  is  of  light 
construction,  but  is  in  good  condition  and  of  sufficient  strength  for  class  of 
motive  power  used  on  the  road.  The  masonry  to  bridges  is  in  good  condition, 
ties  and  guard  timbers  are  of  standard  dimensions  and  in  good  repair,  and 
inside  guard  rails  are  maintained.  The  only  wooden  span  bridges  are  for 
overhead  highway  and  farm  crossings.  Iron  bridges  are  also  used  in  the 
overhead  highway  crossings. 

There  is  a  temporary  trestle  of  2  spans.  No.  25,  over  an  8-ft.  opening. 
The  intention  is  to  build  new  masonry  for  a  10-ft.  opening.  There  is  one 
trestle  of  4  spans,  total  length  49  ft.,  on  the  Orange  County  railroad.  This 
trestle,  as  well  as  the  temporary  one,  is  of  standard  construction  and  in  good 
condition.  There  are  about  50  open  culverts  and  cattle  passes:  2  are  con- 
structed entirely  of  timber;  7  have  pile  bent  abutments  and  Trail  stringers 
and  the  balance  have  masonry  abutments;  8  have  iron  girders  or  beams  for 
stringers;  9  have  T-rail  strin^jers  and  the  balance  have  timber  stringers. 
The  ties  and  guard  timbers  are  of  standard  dimensions.  Nos.  65,  36,  and  35 
should  have  ties  renewed;  No.  53  should  have  guard  placed  on  it,  as  at  time 
of  inspection  there  were  no  guard  timbers  on  structure  and  ties  were  poorly 
spaced;  Nos.  62  and  6  need  repairs  to  masonry.  Five  open  cattle  passes  have 
been  replaced  since  last  inspection  with  concrete  structures  having  concrete 
and  rail  tops.  The  concrete  arch  at  Greycourt  is  in  good  condition.  The 
box  and  pipe  culverts  are  apparently  in  good  condition. 

The  standard  cross-ties  are  7x9  in.,  SVi  ft.  in  length,  and  are  laid  at  the 
nite  of  2816  to  the  mile  of  track;  about  60  per  cent,  are  yellow  pine,  25  per 
cent,  chestnut,  and  25  per  cent,  oak;  they  are  well  spaced,  full  spiked,  and 
about  20  per  cent,  have  been  renewed  since  last  inspection. 

About  23.46  miles  of  main-line  track  are  laid  with  80-lb.  steel  rail,  about 
1.5  miles  with  65-lb.,  and  0.24  mile  with  60-lb.  rail.  The  80-lb.  rail  is  con- 
nected by  angle  plates  30  in.  in  length  with  6  bolts;  the  65-  and  60-lb.  rail 
by  angle  plates  24  in.  in  length  with  4  bolts.  The  80-lb.  rail,  much  of  it  new, 
is  in  good  condition;  all  connections  are  full  bolted  and  bolts  generally  tight. 
All  main-track  switches  are  s])lit  point  and  have  automatic  stands  with 
targets  well  painted.  Switch  and  seinaphore  lamps  show  red  light  for  danger 
and  white  for  safety.  Spring  rail  and  rigid  frogs  were  in  track  at  time  of 
inspection,  but  the  rigid  frogs  are  being  replaced  with  spring  rail.  Derailing 
switches,  with  proper  targets,  are  in  all  sidings  where  their  use  appears 
necessary. 
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The  tracks  are  ballasted  with  gravel  and  cinders  in  fair  quantity.  The 
alignment  and  surfacing  of  track  are  good,  and  the  outer  rail  on  curves 
properly  elevated  for  the  speed  at  which  trains  are  scheduled.  The  average 
length  of  sections  is  about  4  miles,  and  the  average  force  maintained  a  fore- 
man and  6  laborers.  Each  gang  is  furnished  with  flags  for  protecting  work, 
and  all  portions  of  the  track  are  patrolled  daily  by  some  member  of  the  sec- 
tion force. 

Two  tracks  of  the  New  York,  Ontario  &  Western  railway  are  crossed  at 
grade  by  one  track  of  the  Lehigh  &  Hudson  River  railway  (Orange  County 
railroad)  at  Burnside:  the  crossing  is  protected  by  a  modern  and  complete 
interlocking  plant. 

The  riglit  of  way  is  free  from  trees,  brush,  and  rubbish,  and  fencing  is  in 
good  condition;  mile-posts  are  maintained. 

The  highway  crossings  are  properly  graded  and  planked,  and  are  protected 
by  signs  of  the  diamond  form  properly  located  and  well  painted.  Of  the  27 
grade  crossings  of  highways,  one  is  protected  by  flagman  and  gate.  Metallic- 
slat  cattle  guards  are  at  most  of  the  boundaries  of  highways  crossed  at  grade, 
some  are  without  guards  and  a  number  of  the  wing-guard  fences  are  in  poor 
condition.  Whistle-posts  are  maintained  at  the  proper  distances  from 
crossings. 

The  movements  of  trains  are  governed  by  the  telegraphic  train  order  system 
and  trains  are  spaced  5  minutes  apart  at  all  stations. 

The  station  buildings  are  generally  in  good  condition.  The  combination 
frame  station  at  Hamptonburg  and  platform  should  have  repairs  made  where 
r.ecessary. 

At  least  20  per  cent,  of  the  cross-ties  have  been  renewed  since  last 
inspection;  about  9  miles  of  80-lb.  steel  rail  have  been  laid  replacing  a  like 
amount  of  65-lb.  rail,  and  about  Q^z  miles  of  80-lb.  rail  have  been  laid  re- 
placing a  like  amount  of  60-lb.  rail.  At  Greycourt,  bridges  Noa.  20  and  2, 
through  plate  girder  spans,  have  been  erected:  one  of  53  ft.  10^^  in.  over  Lehigh 
&  Hudson  river  tracks  leading  to  Oreycourt  station  replacing  a  44-ft.  tower 
span,  and  one  82  ft.  4V2  in.  over  the  Krie  railroad  tracks  replacing  an  88-ft. 
riveted  truss  span,  and  new  masonry  built;  the  730-ft.  tower  spans  east  of 
the  Erie  tracks  have  been  filled  in;  five  cattle  passes  have  been  rebuilt,  using 
concrete  and  rail  stringers;  3  open  culverts  and  1  cattle  pass  have  been 
repaired;  about  1.8  miles  of  new  fence  built;  tracks  in  Warwick  yard  extended 
1787  feet;  and  1666  of  new  track  put  in  at  Warwick  new  shop  yard. 

Recommendations :  That  the  masonry  to  openings  Nos.  6  and  62  be  re- 
paired ;  that  ties  on  Nos.  35,  36,  and  65  be  renewed ;  that  guard  timbera  be  put 
on  No.  63,  and  that  cattle  guards  with  proper  wing-fences  be  maintained  at  the 
boundaries  of  all  highway  grade  crossings. 

Respectfully  submitted, 

E.  F.  Van  Hoesen, 
Steam  Railro<id  Inspector. 

LEHIOH   AND   NEW   ENGLAND  BAILBOAD. 

Inspected  October  23,  1908.     Last  previous  inspection  August  21,  1907. 

7*0  the  Public  Service  Commission,  Second  District: 

Gentlemen:  I  have  made  an  inspection  of  the  Lehigh  &  New  England 
railroad,  and  respectfully  submit  the  following  report: 

The  I^high  &  New  England  Railroad  Company  operates  in  this  State 
the  Campbell  Hall  Connecting  railway  and  the  Pochuck  railroad.  The 
Campbell  Hall  Connecting:  railway  connects  with  the  Pine  Island  branch  of 
the  Erie  railroad  at  Pine  Island  Junction,  and  extends  to  the  New  Jersey- 
Rtnte  line,  a  distance  of  3.78  miles,  with  0.33  mile  of  sidings  and  yard 
tracks.  The  Pochuck  railroad  connects  with  the  Campbell  Hall  Connecting 
railway  at  Glenwood  Junction  and  extends  to  the  Pennsylvania-State  line, 
a  distance  of  2.70  miles,  with  1.02  miles  of  sidinijs  and  yard  tracks.  The 
general  alignment  of  the  Campbell  Hall  Connecting  railway  is  good,  much 
of  it  being  tangent  with  lisrht  curves.  The  grades  are  very  light  and  for 
most  of  the  distance  level.    The  Pochuck  railroad  is  crooked,  with  many  sharp 
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curyes,  the  maximum  being  16  degrees.  The  grades  are  steep,  almost  con- 
tinuously, with  a  maximum  grade  of  211  feet  per  mile  for  much  of  its 
length. 

The  Campbell  Hall  Connecting  railway  (hereafter  in  this  report  called 
main  line)  is  nearly  all  on  embankment.  For  a  considerable  portion  of  the 
distance  the  road  runs  through  a  low,  muck  meadow,  and  track  is  hard  to 
maintain.  The  embankment  settles  and  rails  creep  badly.  A  large  quantity 
of  cinders  and  some  gravel  have  been  put  on  to  lift  it  up,  and  a  large  amount 
of  work  of  this  character  is  still  being  done.  It  is  a  very  unstable  roadbed: 
the  passage  of  every  train  causes  the  tracks  to  creep,  and  it  is  necessary  to 
maintain  "  points "  in  the  track  to  provide  for  it.  The  remaining  portion 
of  the  roadway  is  well  graded  and  the  drainage  good.  The  Pochuck  railroad 
has  some  narrow  cuts,  with  poor  ditches.  The  embankments  are  generally 
of  fair  width. 

There  are  no  steel,  iron,  or  wooden  span  bridges  on  either  of  the  railroads. 

On  the  main  line  there  are  4  trestles,  all  new,  having  been  rebuilt  this 
year;  these  trestles  are  first  class,  having  bents  of  6  piles  with  12  x  l4-in. 
caps,  12-ft.  spans,  and  8xl6-in.  stringers;  the  decks  are  standard  and  all 
the  work  well  done;  2  of  these  trestles  are  of  2  spans  each,  and  take  the 
place  of  former  3-span  trestles;  1  trestle  of  2  spans  has  been  replaced  by 
2  lines  of  36-in.  castiron  pipe.  On  the  Pochuck  railroad  there  is  1  trestle  about 
23  feet  in  length  of  3  spans.    The  timber  is  getting  old  but  is  in  fair  condition. 

On  the  main  line  there  are  2  open  culverts  which  are  entirely  new  and 
take  the  place  of  former  3-span  trestles;  these  open  culverts  have  new  pile 
bents  and  have  3  8  x  16  in.  stringers  with  standard  decks;  one  cattle  pass, 
the  first  west  of  Pine  Island  Junction,  has  been  filled.  On  the  Pocnuck 
railroad  there  are  4  cattle  passes  and  1  open  culvert  with  masonry  abutments 
and  wood  stringers.  The  masonry  in  the  open  culvert  is  dry  rubble  and  not 
in  good  condition.  The  other  structures  have  fair  rubble  masonry.  Guard 
timbers  are  lacking  and  should  be  placed.  There  are  no  arch  culverts.  The 
box  and  pipe  culverts  are  apparently  in  good  condition. 

The  standard  cross-ties  are  6x8  in.,  8  ft.  in  length,  and  are  laid  at  the 
rate  of  2640  to  the  mile  of  track.  They  are  of  mixed  oak  and  chestnut, 
and  on  the  main  line  are  in  good  condition.  About  3000  oak  and  chestnut 
ties  have  been  put  in  this  season.  On  the  Pochuck  branch  the  ties  are  not 
in  as  good  condition.  This  road  is  used  chiefly  as  a  switching  track;  it  has 
bad  grades  and  curves  and  the  greater  part  of  it  is  of  little  use.  The  question 
of  abandoning  the  greater  portion  of  this  line  for  a  low  grade  road  has  been 
advocated  and  in  the  opinion  of  your  inspector  would"  be  a  sensible  move. 
If  the  road  is  to  be  continued  in  operation,  cross-tie  renewals  s'hould  be  made. 

The  main  line  is  laid  with  60'lb.  steel  rail,  connected  by  angle  plates  24  in. 
in  length  with  4  bolts.  The  rail  is  in  fair  condition,  with  connections  full 
bolted;  a  few  loose  bolts  were  observed.  The  Pochuck  railroad  is  laid  with 
mixed  66-  and  60-lb.  rail,  connected  by  angle  plates  24  in.  in  length  and 
Fish  plates  22  in.  in  length  with  4  bolts;  connections  full  bolted  and  bolts 
generally  tight.  In  the  main  line  track  it  is  necessary  to  maintain  a  number 
of  **  points     on  account  of  rail  creeping. 

The  main-track  switches  are  split  point  and  have  automatic  stands.  The 
switch  targets  are  in  fair  condition.  Switch  lamps  have  been  ordered  and 
will  be  put  on  stands  as  soon  as  received.  Frogs  are  rigid.  Derailing  switches 
are  in  sidings  where  their  use  appears  necessary,  and  sign-posts  are  located 
at  each  derail  to  call  attention  to  same. 

The  main  line  is  ballasted  with  gravel  and  cinders;  on  the  Pochuck  branch 
there  is  very  little  ballast.  The  alignment  and  surfacing  of  the  main  track 
are  fair,  except  over  that  portion  of  the  road  which  is  located  in  the  low, 
muck  meadow,  where  the  alignment  and  surfacing  are  poor.  The  rail  is 
kinked  and  the  movement  of  every  train  over  it  disturbs  the  line  and  surface. 
As  before  noted  in  this  report,  a  large  amount  of  cinder  filling  has  been  put 
in  to  raise  the  track  up  through  this  low  land.  The  work  is  still  going  on, 
and  until  the  embankment  is  more  stable  the  alignment  and  surfacing  must 
necessarily  be  poor.  The  Pochuck  branch  has  poor  alignment  and  surfacing, 
but  as  it  is  used  chiefly  as  a  switching  track  it  is  in  fair  condition  for  that 
purpose. 
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The  section  force  consists  of  a  foreman  and  6  laborers,  and  they  are 
furnislied  with  flags  and  torpedoes  for  protecting  their  work,  and  all  portions 
of  the  track  are  patrolled  daily  by  some  member  of  the  section  force. 

The  right  of  way  is  free  from  trees  and  brush.  The  main  line  runs  for 
much  of  its  length  through  a  meadow  or  marsh,  and  most  of  this  land  is 
under  cultivation,  in  onions.  Right  of  way  fences  are  not  required  along 
this  portion  of  the  road  on  that  account.  The  Pochuck  road  is  used  so  little 
that  fences  are  hardly  required.  Some  fencing  is  lacking  and  some  in  poor 
repair.    Mile-posts  are  not  maintained. 

The  highway  crossings  are  fairly  well  graded,  planking  in  good  condition, 
and  are  protected  by  signs  of  the  X  form.  Cattle  guards  are  not  maintained. 
Whistle-posts  are  properly  located. 

The  movements  of  trains  are  governed  by  the  telegraphic  train  order  system. 

There  are  no  station  buildings  owned  by  the  company  in  this  State. 

Recommendations:  That  the  work  of  raising  and  strengthening  the  embank- 
ment on  that  portion  of  the  road  located  in  the  low,  marshy  meadow  be 
continued,  to  the  end  that  the  alignment  and  surfacing  of  track  can  be  kept 
in  better  condition,  and  to  overcome  as  much  as  possible  the  tendency  of  rails 
to  creep  and  the  consequent  necessity  of  keeping  **  points "  in  the  track.  If 
the  Pochuck  railroad  is  to  be  kept  in  operation,  tie  renewals  should  be  made 
and  sufficient  ballast  put  in  to  allow  track  forces  to  make  an  improvement 
in  alignment  and  surfacing.  Repairs  should  be  made  to  the  masonry  of  the 
open  culvert  on  this  branch  and  guard  timbers  be  placed  on  those  structures 
which  are  now  without  them. 

Respectfully  submitted, 

E.  F.  Van  Hobsen, 
Steam  Railroad  Inspector, 

LEHiaU    VALLEY   BAILBOAD. 

Inspected  November  20-25,  1908.  Last  previous  inspection  August  d-Il, 
1906. 

To  the  Public  Service  Commission,  Second  District: 

Gentlemen:  I  have  made  an  inspection  of  the  Lehigh  Valley  railroad  in 
this  State,  and  respectfully  submit  the  following  report: 

All  that  portion  of  the  line  in  this  State,  formerly  known  as  the  Pennsyl- 
vania division,  is  now  embraced  in  the  BufTalo  division.  It  covered  the  main 
line  from  Sayre  to  Manchester,  and  the  Waverly,  Ithaca,  Naples,  Seneca  Falls, 
and  Willard  branches.  The  Buffalo  division  main  line  extends  from  the 
Pennsylvania-State  line  near  Sayre  to  Buffalo,  all  double  track,  and  has  the 
following  branch  lines:  the  Waverly  branch  is  a  single-track  line  extending 
from  a  connection  with  the  Erie  railroad  at  Waverly  to  Sayre;  the  Ithaca 
branch  connects  with  the  main  line  at  Van  Etten  Junction  and  extends  to 
another  connection  with  the  main  line  at  Geneva  Junction;  the  Naples  branch 
connects  with  the  main  line  at  Geneva  and  extends  to  Naples;  the  Seneca 
Falls  branch  connects  with  the  Ithaca  branch  at  Geneva  Junction  and  extends 
to  Seneca  Falls;  the  Willard  branch  connects  with  the  Ithaca  branch  at  Hayt*s 
Corners  and  extends  to  Willard;  the  Rochester  branch  extends  from  Rochester 
to  Hemlock  l^ke,  crossing  the  main  line  at  Rochester  Junction:  a  spur 
track,  0.40  mile  in  length,  extends  from  this  line  into  the  village  of  Honeoye 
Falls;  the  Niagara  Falls  branch  connects  with  the  main  line  at  Depew 
Junction  and  extends  to  Tonawanda  Junction  on  the  Tonawanda-Canandaigua 
branch  of  the  New  York  Central  &  Hudson  River  railroad;  the  Lehigh  & 
I^ke  Erie  railroad  is  a  freight  line  extending  from  a  junction  with  the  main 
line  near  Sloan  to  a  junction  with  the  Buffalo  Creek  railroad  at  Tifft  farm. 
The  Auburn  division  is  made  up  of  the  following  named  lines  of  single-track 
railroad:  Leliigh  &  New  York  branch,  which  extends  from  a  connection  with 
the  main  line  at  Sayre  to  North  Fair  Haven  on  Lake  Ontario;  the  Auburn 
&  Ithaca  branch,  which  connects  with  the  Lehigh  &  New  York  branch  at 
Auburn  and  extends  to  Ithaca  on  the  Ithaca  branch;  the  Cayuga  branch, 
which  extends  from  a  connection  with  the  Auburn  &  Ithaca  branch  at  Cayuga 
Junction  to  Cayuga;   the  Elmira  &  Cortland  branch,  which  extends  from  a 
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connection  with  the  R.,  W.  &  0.  division  of  the  New  York  Central  &  Hudson 
River  railroad  at  Camden  to  Elmira. 


Division  or  Branch.  ^^ 

Buffalo  Division: 

Main  Line 175. 16 

Waverly  Branch 0.41 

Ithaca  Branch 59 .  49 

Naples  Branch 29 .  43 

Seneca  Falls  Branch 8. 20 

Willard  Branch 3.82 

Rochester  Branch 28 .  70 

Rochester  Hemlock  Spur 0.40 

Niagara  Falls  Branch 10 .  56 

Lehigh  &  Lake  Erie 10. 93 

Auburn  Division: 

Lehigh  &  New  York  Branch 115.37 

Auburn  &,  Ithaca  Branch 42. 46 

Cayuga  Branch 3 .  92 

Elmira  &  Cortland  Branch 139. 14 

Total 627.99 


Length  of  trackj_in  miles. 

Second 
track. 


175.16 

"iios 


10.39 
10.93 


Sidings 

and  yard 

Total. 

tracks. 

149.30 

499.62 

1.42 

1.83 

18.06 

78.68 

4.11 

33.54 

2.37 

10.57 

0.30 

4.12 

10.45 

39.15 

0.40 

1.95 

22.90 

41.58 

63.44 

33.20 

148.67 

10.14 

62.60 

1.14 

6.06 

33.87 

173.01 

197.61 


307.89        1,133.39 


The  maximum  curves  and  location;  and 
location,  are  as  follows: 


maximum  grades,  length  of  and 


Division  or  Branch. 


Buffalo  Divisidn: 

Main  Line 

Waverly  Branch. . . 


Maxi- 
mum 
degree 
of  curve. 

8« 
4° 


Location. 


Ithaca  Branch S^ 

Naples  Branch 9*  17' 

Seneca  Falls  Br. . . .  8<»  30' 

WlUard  Branch. ...  lO** 

Rochester  Branch. .  6** 

Niagara  Falls  Br. .  12«  40' 

Lehigh  &  Lake  Erie  lO*"  26' 


Auburn  Division: 
Lehigh  &  N.  Y.  Br. 


10<» 
16« 


Auburn    &    Ithaca 

Branch. 

Cayuga  Branch 6*^ 

Elmira  &  Cortland    19**  30' 

Branch. 


Maxi- 
mum 
grade 
ft.,  per 
mile. 

Buffalo 65.47 

West     of     State  36.3 

Une. 

East     of     West  101.9 

Danby. 

Geneva 105.6 

Geneva  Jet 52.8 

Hayt's  Comers  &  106.0 

west  of  Ovid. 

East  and  west  of  79.2 

Rochester  Jet. 

Niagara  Jet 62.8 

Buffalo  Creek     31.44 
connection. 

East  of  Auburn  67.0 

Pass.  Sta. 

Ithaca    Junction  72.86 

(Auburn). 

CayugarJct 23.8 

WestofCazenovia  1^.7 


Buffalo  Division, 


Length, 

in 
miles. 

0.14 
0.17 


Location. 


Buffalo. 
State  line. 


0.23     East  of  Newfield. 


0.81 
0.28 
0.40 

0.20 

1.00 

0.26 

0.76 

1.20 

0.19 
2.69 


East  of  Naples. 
Waterloo. 
East  of  Willard* 

East  of  Rochester. 

West  of  Williams- 

ville. 
Ridge  Road,  West 

Seneca. 

West  of  Auburn. 

East  of  Oakwood. 

East  of  Ca3ruga. 
East  of  Swartwood. 


The  general  alignment  of  the  main  line  is  first  class,  the  maximum  curve 
outside  of  Buffalo  (where  there  is  an  8  degree)  is  4  degrees;  the  maximum 
grade,  aside  from  the  65  ft.  per  mile  for  a  short  distance  in  Buffalo,  is 
25.4  ft.  per  mile.  On  the  Ithaca  branch  the  line  is  crooked  and  has  many 
curves,  the  maximum  being  8  degrees.  The  Naples  branch  is  quite  crooked 
for  a  portion  of  its  length,  with  tlie  maximum  curve  9  degrees  17  minutes. 
The  maximum  curve  of  the  Seneca  Falls  branch,  which  is  principally  a 
freight  line,  is  8  degrees  30  minutes,  and  the  Willard  branch  is  10  degrees. 
The  general  alignment  of  the  Rochester  branch,  Niagara  Falls  branch,  and 
the  Lehigh  &  Lake  Erie,  is  very  good.  The  main  line,  Waverly  branch, 
Willard  branch,  Niagara  Falls  branch,  and  the  Lehigh  &  Lake  Erie  are  well 
graded  and  properly  drained.  The  Ithaca  branch  has  a  few  cuts  at  south 
end  of  line  that  are  in  material  of  a  clay  or  quicksand  nature,  and  which 
washes  down  into  ditches.  The  Naples  branch  is  for  a  portion  of  its  length 
located  in  a  swamp,  the  embankments  are  low,  and  the  track  necessarily  in 


792        Public  Service  Commission,  Second  District 

poor  condition.  On  the  Seneca  Falls  branch  there  are  some  cuts  through 
material  that  slides  and  washes  down  the  slope,  filling  the  ditches.  The 
same  is  true  of  a  few  cuts  on  the  Rochester  branch.  Sub-drains  are  used 
on  all  the  lines  in  wet  cuts. 

The  steel  and  iron  bridges  of  the  main  line  are  in  first-class  condition 
and  calculated  to  carry  with  proper  factor  of  safety  the  heaviest  motive  power 
and  rolling  stock  used.  The  light  bridges  between  Buffalo  station  and  East 
Bulfalo,  which  at  time  of  former  inspection  limited  the  use  of  power  between 
tliose  points,  have  been  replaced  with  bridges  of  the  same  character  as  the 
balance  of  the  line.  The  bridges  are  generally  well  painted,  the  ties  and 
guard  timbers  are  standard  and  in  excellent  repair.  Inside  guard  rails  are 
maintained.  All  masonry  is  in  good  condition.  There  are  no  bridges  on 
the  VVaverly  branch.  On  the  Ithaca  branch  the  bridges  are  all  in  gocKl  con- 
dition, and  masonry  is  good;  ties  and  guard  timbers  standard  and  in  good 
condition  and  inside  guard  rails  maintained.  On  the  Naples  branch  there 
are  but  3  iron  bridges  and  they  are  supported  on  pile  or  framed  bents,  and 
2  of  them  are  blocked  on  pile  bents  so  as  to  make  renewals;  the  ties  and 
guard  timbers  are  standard  and  in  good  condition  and  inside  guard  rails  are 
maintained.  There  are  no  bridges  on  tlie  Willard  branch.  On  the  Seneca 
Falls  branch  there  is  1  span  of  iron  girder  on  pile  bents  in  connection  wit.i 
a  pile  trestle  of  9  spans;  it  is  in  fair  condition,  with  standard  ties  and  guard 
timbers  and  has  inside  guard  rail.  On  the  Rochester  branch  the  few  iron 
bridges  south  of  Rochester  Junction  are  lighter  than  main-line  bridges,  but 
are  sufficiently  strong  for  the  class  of  motive  power  and  rolling  stock  used; 
between  Rochester  Junction  and  Rochester  the  bridges  are  of  the  same  class 
as  main-line  bridges;  most  of  the  bridges  have  good  masonry,  a  very  few 
are  erected  on  framed  bents  which  are  properly  maintained.  The  iron  bridges 
on  the  Niagara  Falls  branch  and  the  Lehigh  &  Lake  Erie  are  of  the  same 
class  and  in  the  same  condition  as  those  on  the  main  line. 

There  are  no  wooden  bridges  in  the  roadway  of  any  of  the  lines.  The  only 
wooden  bridges  are  the  overhead  bridges  for  highway  and  farm  crossings, 
for  which  purpose  iron  bridges  are  also  used,  and  all  that  are  less  than  21 
ft.  above  the  track  are  protected  by  warning  signals.  There  are  no  timber 
trestles  in  the  roadway  of  the  main  line,  Waverly  branch,  Ithaca  branch, 
Willard  branch,  Niagara  Falls  branch,  or  Lehigh  &  Lake  Erie  branch.  On 
the  Naples  branch  there  are  18  pile  or  framed  bent  trestles,  most  of  them 
of  2  to  4  spans  and  none  of  them  long;  they  are  of  standard  construction 
and  in  fair  condition.  On  the  Seneca  Falls  branch  there  are  5  pile  or  framed 
bent  trestles;  they  are  of  standard  construction  and  in  fair  condition.  On 
the  Rochester  branch,  between  Rochester  Junction  and  Hemlock  Lake,  there 
are  7  framed  bent  trestles:  one  of  38  spans  with  a  deck  plate  girder  span 
at  the  center,  and  which  is  to  be  replaced  with  a  new  structure;  and  anotner 
of  12  spans,  where  they  intend  to  build  an  arch  and  fill  with  embankment. 
All  the  trestles  are  in  fair  Condition  and  of  standard  construction.  The 
open  culverts  and  cattle  passes  of  the  main  line,  Waverly  branch,  Ithaca 
branch,  Niagara  Falls  branch,  and  Lehigh  &  Lake  JErie  have  good  masonry, 
I-beam  or  plate  girder  stringers,  standard  ties  and  guard  timbers  well  main- 
tained. On  the  Naples  branch  all  are  constructed  entirely  of  timber.  On 
the  Seneca  Falls  branch,  Rochester  branch,  and  Willard  branch  some  are 
constructed  entirely  of  timber;  they  have  standard  ties  and  guard  timbers 
and  all  are  in  fair  condition.  The  arch,  box,  and  pipe  culverts  are  apparently 
in  good  condition. 

The  cross-ties  in  use  are  as  follows: 

Dlmensioiis 

Division  or  branch.  face  in.  length  ft. 

Mainline 7x9  8% 

Waverly 6x7  8 

Ithaca 7x9  8 

Naples 6x7  8 

Seneca   Falls    6x7  8 

Willard 6x7  8 

Rochester 6x9  8 

Niagara  Falls 7x9  8J4 

Lehigh  &L.B 7x9  8VS 


Kind  of  timber,  percent. 

Chest- 

^Si.r. 

Percent 

Y.pine.  Oak. 

nut. 

Cedar. 

-enewed. 

95           5 

2816 

11 

80         20 

.... 

.... 

2816 

10 

90         10 

.... 

, , 

2816 

6 

20      

20 

60 

2816 

10 

40         10 

50 

2816 

6 

15         10 

75 

2816 

6 

34          19 

.... 

47 

2816 

20 

100      

.... 

.... 

2816 

20 

100     .... 

.... 

.... 

2816 

0 
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Tbe  cross-ties  on  main  line,  Waverly  branch,  Rochester  branch,  Niagara 
Falls  branch,  and  Lehigh  &  Lake  Erie  are  in  first-class  condition;  on  the 
Ithaca  branch  in  good  condition;  on  the  Naples  branch,  Seneca  Falls  branch, 
and  Willard  branch  in  fair  condition;  they  are  well  spaced  and  full  spiked. 

The  rails  laid  are  as  follows: 


Division 

Length  of  main  track,  in  miles,  laid  with 

or  branch. 

90-lb. 

80-lb. 

76-lb.            60-lb.             68-lb. 

Total. 

Main  line 

.     843.44 

6.88 

350.32 

Waverly 

0.41 

0.41 

Ithaca   

7.40 

63.12 

60.52 

Naples 

29.48      

29.43 

Seneca  Falls   . . . . 

8.20 

8.20 

Willard 

8.82 

8.82 

Rochester 

16.70 

13.40     

29.10 

Niagara  Falls  .  . . 
Lehigh  &L.B..    . 

20.05     . 

20.95 

17.26 

4.60 

21.86 

Total    380.06  88.91  13.40  29.48  8.82         624.61 

The  90-lb.  rails  are  connected  by  angle  plates  28  in.  in  length  with  6  bolts; 
the  80-lb.  and  76-lb.  rails  by  angle  pltttes  30  in.  in  length  with  6  bolts; 
60-lb.  and  68-lb.  rails  by  angle  plates  24  in.  in  length  with  4  bolts.  The 
90-lb.  rail  on  main  line  and  branch  lines  is  in  good  condition;  the  80-lb. 
rail  on  main  line  is  somewhat  worn«  on  branch  lines  it  is  in  fair  condition; 
the  76-lb.  rail  on  Rochester  branch  is  considerably  worn  and  bent;  the  60-lb. 
rail  on  Naples  branch  is  in  fair  condition;  the  68-lb.  rail  on  Willard  branch 
is  much  worn  and  many  loose  bolts  observed;  otherwise  all  connections  had 
tight  bolts  and  were  full  bolted. 

All  main-track  switches  are  split  point  and  have  rigid  stands  with  well 
painted  targets.  All  main-line  switches  are  protected  by  the  electrical  auto- 
matic block  signal  system;  those  of  the  Ithaca  branch  by  home  and  distant 
semaphore  signals  interlocked  with  the  switch  stands.  Switch  and  semaphore 
lamps  show  red  light  for  danger,  white  for  safety;  green  is  used  for  caution. 
The  main  tracks  of  the  main  line,  and  nearly  all  branch-line  main  tracks, 
have  spring  rail  frogs.  Derailing  switches  are  in  all  sidings  where  their 
use  appears  necessary,  and  have  stands  with  proper  targets. 

The  main-line  tracks  and  also  Niagara  Falls  branch  tracks  are  well  bal- 
lasted with  broken  stone;  nearly  all  of  the  Ithaca  branch  has  broken  stone 
ballast  in  good  quantity;  the  Waverly  branch  is  ballasted  with  gravel  and 
cinders;  the  Naples  branch  with  gravel,  cinders,  and  a  small  amount  of 
broken  stone;  the  Seneca  Falls  and  Willard  branches  lightly  ballasted  with 
gravel  and  cinders;  the  Rochester  branch  with  stone  ballast  of  small  size 
in  good  quantity,  and  the  I^ehigh  &  Lake  Erie  with  slag.  The  alignment  and 
surfacing  of  the  main-line  tracks,  and  the  tracks  of  the  Ithaca,  Niagara 
Falls,  and  Lehigh  &  Lake  Erie  branches  are  first  class;  of  the  Rochester  and 
Waverly  branches  good;  of  the  Seneca  Falls,  Naples,  and  Willard  branches, 
fair. 

The  sections  and  section  force  employed  are  as  follows: 

JTAverage'length'of  1 
r  Division  or  branch.  sections,  in  miles. 

Main  line    4  miles  double  track 

Waverly nnder  Sayre  yard  gang 

Ithaca 6  miles  single  track 

Naples • 7U  miles  single  track 

Seneca  Falls 8.2  miles  (one  section) 

Willard 3.8  miles  (one  section) 

Rochester 6.0  mile6i  single  track 

Niagara  Falls 4.0  miles  donhle  track 

Lehigh  &  L.  B 4.0  miles  double  track 


Average  force 

Foremen. 

Laborers. 

1 

6 

0 

0 

1 

6 

1 

4 

1 

6 

1 

8 

1 

6 

1 

6 

1 

6 

Each  gang  is  furnished  with  fiags  and  lanterns  for  protecting  its  work,  and 
all  portions  of  the  road  are  patrolled  daily  by  some  member  of  the  section 
force. 

The  main  line  crosses  the  following  steam  and  electric  railroads  at  grade: 
Rochester  Junction,  1  track  of  the  Rochester  branch  is  crossed  at  grade  and 
crossing  is  protected  by  a  modern  interlocking  plant;  Pittsburgh  and  Lehigh 
Junction,  I  track  of  the  Buffalo,  Rochester  &  Pittsburgh  railway:  the  crossing 
is  protected  by  a  modem  interlocking  plant;  Buffalo,  at  Scott  street,  4  freight 
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tracks  of  the  Ohio  Street  branch  of  the  New  York  Central  &  Hudson  River 
railroad:  the  crossing  is  protected  by  signals  located  on  a  tower  and  all 
trains  are  required  to  come  to  a  full  stop  before  crossing;  Cheektowaga,  1 
track  of  the  Buffalo,  Bellevue  &  Lancaster  railway  (electric) :  there  are 
derails  in  the  track  of  the  electric  railway  and  trough  protection  over  the 
trolley  wire;  Chicago  street,  Buffalo,  2  tracks  of  the  International  railway 
(electric) :  there  are  derailing  switches  in  the  track  of  the  electric  railway 
and  trough  protection  over  the  trolley  wire.  The  Ithaca  branch  crosses  1 
track  of  the  Elmira  &  Cortland  division  at  Van  Etten:  the  crossing  is  pro- 
tected by  interlocked  semaphore  signals.  The  Naples  branch  crosses  tne 
main  track  and  2  sidings  of  the  Northern  Central  railway  at  Stanley:  the 
crossing  is  protected  by  an  interlocking  plant  the  signals  of  which  are  set 
normally  in  clear  position  for  Northern  Central  railway;  the  Lehigh  Valley 
employees  operate  for  their  own  movements  over  the  crossing;  there  are 
derailing  switches  in  the  Naples  branch  track  but  none  in  the  Northern 
Central  railway  tracks;  all  Lehigh  Valley  trains  come  to  a  full  stop  before 
crossing;  Northern  Central  trains  do  not  if  signals  are  in  their  favor;  the 
crossing-frogs  in  main  track  are  in  poor  condition  and  should  be  renewed. 
The  Rochester  branch  crosses  the  following  railroads  at  grade:  At  Mortimer, 
2  tracks  of  the  West  Shore  railroad  (operated  by  the  N.  Y.  C.  &  H.  R.  R.  R. 
Co. ) :  the  crossing  is  protected  by  gates  and.  all  trains  are  required  to  come 
to  a  full  stop  before  crossing;  at  Rochester  Junction,  crossing  of  main  line 
noted  above.  The  Niagara  Falls  branch  has  no  grade  crossings  of  steam  or 
electric  railroads.  On  the  Lehigh  &  Lake  Erie  a  spur  track  connecting  the 
Terminal  railway  of  Buffalo  (operated  by  the  N,  Y.  C.  &  H.  R.  R.  R.  Co.) 
and  the  Buffalo,  Rochester  &  Pittsburgh  railroad  is  crossed  at  grade,  but 
the  spur  ia  not  in  service,  and  I  was  informed  had  never  been  used;  it  is 
not  protected  in  any  way. 

Interlocking  plants  are  maintained  on  the  main  line  as  follows:  At  State 
Line,  governing  entrance  to  Sayre  yard;  Van  Etten  Junction,  governing 
Ithaca  branch  connection  and  main  line  movements;  (Geneva  Junction,  govern- 
ing Ithaca  branch  and  Seneca  Falls  branch  connections  and  main  line 
movements;  at  Manchester  yard;  at  Rochester  Junction,  governing  crossing 
and  junction  of  the  Rochester  branch ;  at  P.  &  L.  Junction,  governing  crossing 
and  junction  of  the  Buffalo,  Rochester  &  Pittsburgh  railway;  at  Niagara 
Junction,  governing  junction  of  the  Niagara  Falls  branch;  at  Harlem  avenue, 
Sloan,  governing  junction  of  the  Lehigh  &  Lake  Erie  branch. 

The  right  of  way  of  all  the  lines  is  clean  and  clear,  free  from  trees,  brush, 
and  rubbish.  The  fences  are  of  wire  and  generally  in  fair  repair.  Mile-posts 
are  maintained. 

There  are  341  highway  crossings,  protected  as  follows: 

Flagmen  Electric  Crossing 

Division  or  branch.  and  gates.    Flagman.  bells.  signs.  Total. 

Main    line     11  17  6  126  159 

Waverly . .  . .  . .  0  0 

Ithaca 1  1  8  84  89 

Naples ..  ..  ..  83  33 

Seneca   Falls    . .  . .  . .  11  11 

Willard . .  . .  . .  2  2 

Rochester ..  2  ..  27  29 

Niajrara  Falls    ..  ..  ..  14  14 

Lehigh  &  L.   B ..  ..  ..  4  4 

Total 12  20  8  801  341 

The  highway  crossings  are  well  graded,  properly  planked,  and  are  protected 

by  signs  of  the  diamond  or  triangular  form.    Wooden-  or  metallic-slat  cattle 

guards  are  generally  maintained  at   crossings.     Whistle-posts  are   properly 

located. 
The  movements  of  trains  on  the  main  line  and  on  the  Niagara  Falls  and 

Lehigh  &  Lake  Erie  branches  are  governed  by  automatic  electric  block  signals; 

on  the  other  branch  lines,  by  the  telegraphic  train  order  system. 

The  station  buildings  are  in  good  repair,  waiting  rooms  clean  and  neat. 

Water  for  drinking  is  provided,  and  time-tables  posted  in  the  waiting  rooms. 

Station  platforms  are  of  gravel,  stone  screenings,  and  concrete.    A  few  plank 

platforms  are  yet  maintained.    The  station  grounds  are  well  kept,  and  at  thQ 
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more  important  stations  are  lawns  with  shrubs  and  ornamental  plants  and 
flowers. 

The  following  are  the  principal  repairs  and  improvements  made  since  last 
inspection:  Main  line:  11  per  cent,  of  cross-ties  have  been  renewed;  88  miles 
of  90-lb.  steel  rail  have  been  laid,  replacing  worn  80-  and  90-lb.  rail;  bridges 
Noe.  447,  over  Clark  and  Skinner  canal,  and  446  H,  over  Ohio  slip,  Buffalo, 
have  been  removed,  and  slips  filled  in;  16  bridges  over  streets  and  railroads 
in  Buffalo  have  been  replaced  with  bridges  sufficiently  strong  to  carry  with 
proper  factor  of  safety  all  classes  of  motive  power  and  rolling  stock,  and  the 
masonry  at  these  bridges  has  been  extensively  repaired;  35  bridges  have  been 
re-painted;  32  miles  of  fence  rebuilt;  ice  house  at  Louisiana  street,  Bufl'alo, 
enlarged;  station  at  Depew  moved  to  transit  road  enlarged,  and  platform 
and  canopies  built;  Rochester  Junction,  Buffalo,  Manchester,  Mendon,  Victor, 
Farmington,  and  East  Buffalo  stations,  Buffalo  train  shed,  and  Rochester 
freight  house,  were  re-painted;  a  new  coaling  trestle  was  built  at  East 
Buffalo  to  replace  one  destroyed  by  fire.  Waverly  branch:  10  per  cent,  of 
cross-ties  renewed.  Ithaca  branch:  6  per  cent,  of  cross- ties  renewed;  6.04 
miles  of  90-lb.  steel  rail  were  laid,  replacing  worn  80-lb.;  26^  miles 
re-ballasted  with  No.  4  broken  stone;  10  miles  of  fence  rebuilt  and  16  miles 
repaired;  2  bridges  and  the  Ithaca  freight  house  re-painted.  Naples  branch: 
10  per  cent,  of  cross-ties  renewed;  14  miles  of  track  re-ballasted  with  cinders, 
and  7*/^  miles  with  broken  stone;  Naples  station  building  re-painted.  Seneca 
Falls  branch:  6  per  cent,  of  cross-ties  renewed;  2  openings  with  wooden 
stringers  replaced  with  T-beams  and  concrete  abutments;  and  Seneca  Falls 
station  re-painted.  Willard  branch:  6  per  cent,  of  cross-ties  renewed. 
Rochester  branch:  20  per  cent,  of  cross-ties  renewed;  8  miles  of  track 
re-ballasted  with  No.  1  broken  stone;  2  open  culverts  over  Rochester  city 
water  pipe  replaced  with  solid  floor  brid<]jes,  I-beams  and  concrete;  3  bridges 
re- painted;  and  stations  at  Henrietta,  Mortimer,  and  Hemlock  re-painted; 
station  at  Hemlock  enlarged  and  freight  room  added;  freight  delivery  yard 
at  Rochester  enlarged.  Niagara  Falls  branch:  20  per  cent,  of  cross-ties  re- 
newed; 12.36  miles  of  90-lb.  L.  V.  section  steel  rail  replaced  with  90-lb.  A. 
section  rail;  automatic  signals  extended  over  8  miles;  and  9  bridges  re- 
painted. Lehigh  &  Lake  Erie  branch:  Overhead  wooden  bridge  at  Ridge  road 
replaced  with  a  through  truss  steel  bridge;  coal  shipping  trestle  at  Tint  farm 
60  per  cent,  renewed.  The  L.  &  L.  E.  was  extended  9  miles  during  the  years 
1906,  1907,  and  operation  over  the  full  distance  commenced  November  9,  1907. 
In  connection  with  this  operation  a  shifting  yard  was  built  at  Tifft  farm, 
comprising  15  miles  of  track;  also  a  connection  was  made  with  the  Lake 
freight  houses,  ore,  and  coal  docks,  comprising  1.82  miles  of  track;  a  round- 
house of  10  stalls,  with  turntable,  also  coaling  and  water  facilities  have  been 
constructed  for  turninsr  of  power  at  the  end  of  the  line. 

Recommendations:  That  ditches  be  opened  on  the  Ithaca  and  Seneca  Falls 
branohes  where  necessary;  that  necessary  renewal  of  rail  be  made  on  the 
Rochester  branch;  and  repairs  made  to  fences  where  necessary. 

Auburn  Division. 

All  the  roads  comprised  in  this  division  are  crooked,  and  there  are  many 
sharp  curves.  The  grades  are  steep  and  somewhat  broken,  those  on  tfaie 
Auburn  &  Ithaca  being  less  so  than  the  others  as  for  a  portion  of  its  length 
the  track  is  along  the  shore  of  the  lake.  The  Lehigh  &  New  York  branch 
has  cuts  and  embankments  of  good  width  and  drainage  is  fair;  on  the  northern 
portion  of  the  line  there  is  much  marshy  ground.  The  Auburn  &  Ithaca 
branch,  which  extends  for  a  considerable  portion  of  ita  length  along  the  shore 
of  Cayuga  lake,  has  many  side  cuts  through  loose  rock;  this  rock  disinte- 
grates, and  in  time  of  storm  washes  down  into  ditches;  this  portion  of  the 
road  is  carefully  watched  and  patrolled.  The  balance  of  the  road  has  cuts 
and  embankments  of  fair  width  and  ditches  in  generally  good  condition.  The 
Elmira  &  Cortland  branch  has  outs  and  embankments  of  good  width;  a  few 
cuts  however  are  narrow  and  would  be  improved  by  widening. 

The  iron  bridges  are  generally  in  good  repair  and  are  well  painted.  Bridge 
ties  and  guard  timbers  are  standard  and  well  maintained.     Inside  guard  rails 
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are  on  all  long  and  high  structures.  On  the  Lehigh  &  New  York  branch 
stronger  bridges  have  been  put  in  to  replace  lighter  ones,  and  this  work  is 
being  continued.  On  the  Auburn  &  Ithaca  branch  the  bridges  have  good 
masonry  and  are  in  good  condition.  On  the  Cayuga  branch  there  are  no 
large  bridges.  On  the  Elmira  k  Cortland  branch  there  are  a  number  of  light 
bridges;  they  are  however  in  good  condition  and  of  sufficient  strength  for  the 
class  of  motive  power  and  rolling  stock  used. 

There  are  no  wooden  bridges  in  the  roadway  of  any  of  the  lines:  the  only 
wooden  bridges  are  overhead  highway  and  farm  crossing  bridges;  they  are 
in  good  condition  and  all  less  than  21  ft.  above  the  track  are  protected  by 
warning  signals.  There  are  a  number  of  timber  trestles  on  the  Lehigh  a, 
New  York  branch,  the  longest  having  7  spans;  the  trestle  structures  are 
generally  old  but  are  in  fair  condition  and  are  of  standard  construction.  On 
the  Auburn  &  Ithaca  branch  there  are  6  pile  or  framed  bent  trestles,  the 
longest  having  6  spans;  they  are  of  standard  construction  and  are  in  good 
condition.  On  the  Cayuga  branch  there  is  1  trestle  of  7  spans,  which  while 
old  is  in  fair  condition.  On  the  Elmira  &  Cortland  branch  there  are  a  large 
number  of  pile  and  framed  bent  trestles;  some  of  them  are  old  but  are  in 
fair  general  condition.  The  longest  trestle  is  of  22  spans.  On  the  Lehigh  k 
New  York  branch  over  50  open  culverts  and  cattle  passes  have  I-beam  or  plate 
girder  stringers  on  pile  or  framed  bent  abutments,  about  15  have  I-beam 
or  plate  girder  stringers  and  masonry  abutments,  while  a  dozen  or  less  are 
constructed  entirely  of  timber;  they  are  all  in  fair  condition  and  have  standard 
ties  and  guard  timbers.  On  the  Auburn  &  Ithaca  branch  all  open  culverts 
and  cattle  passes,  with  one  exception,  have  I-beam  or  plate  girder  stringers 
and  masonry  abutments,  all  in  first-class  condition;  lopen  culvert  has  I-beams 
on  timber  bents,  but  will  have  masonry  abutments  later;  all  have  standard 
ties  and  guard  timbers,  in  good  condition;  many  open  culverts  have  been  re- 
placed with  concrete  top  structures.  The  Cayuga  branch  has  7  small  open 
culverts  or  cattle  passes,  all  with  I-beam  stringers,  and  all,  except  one  sup- 
ported on  pile  bents,  have  masonry  abutments  in  fair  condition.  On  the 
Elmira  &  Cortland  branch  there  are  very  few  open  culverts  or  cattle  passes 
with  masonry  abutments;  nearly  all  have  pile  or  framed  bent  abutments; 
there  are  a  number  with  I-beam  or  plate  girder  stringers,  a  few  with  T-rail 
stringers,  but  the  greater  portion  have  wooden  stringers;  all  are  in  fair  ocm- 
dition.     The  arch,  box,  and  pipe  culverts  are  apparently  in  good  condition. 

The  cross-ties  in  use  are  as  follows : 

Dimensions  '^o. 

face,  lenpTth.     Kind  of  timber,  per  cent  per  Per  cent 

Division  or  branch.                 in.       ft.  Y-  Pine.  Oak.  Cliestnut.  Cedar,  mile,  renewed 

r/>higli&  New  York 6x8     8  50         16         24          10  2460  30 

Auburn  &  Ithaca 6x8     8  'i  41         26         14         19  2460  30 

Cayuga 6x8     8  41         26         14         19  2460  6 

Elmira  &  Cortland 6x8     8  33           7         20         40  2460  80 

The  cross-ties  are  fairly  well  spaced,  are  full  spiked,  and  in  sound  condition. 
The  rails  laid  are  as  follows: 

Length  of  main  track.  In  miles,  laid  with 

Division  or  branch.        80-lb.        76-lb.        70-lb.       67-Ib.        66-lb.       60-lb.  58-Ib. 

Lehigh  &  New  York.  .       62.10       18.92         2.00         4.25         0.45       20.70  6.96 

Auburn  Althaea 10.40     1.00  81.06 

Cayuga 3.92 

Elmira  &  Cortland...        27.97         6.16         3.25         8.57      2.06  91.13 


Total    100.47       25.08  5.25       12.82         0.45       23.76     133.06 

The  80-lb.  and  76-lb.  rails  are  connected  by  angle  plates  30  in.  in  length 
with  6  bolts;  the  70-lb.,  67-lb.,  66-lb..  60-lb.,  and  58-lb.  rails  are  connected 
by  angle  plates  24  in.  in  length  wath  4  bolts.  The  80-  and  76-lb.  rails  are  in 
good  condition;  the  lighter  rails  are  considerably  worn  and  are  being  replaced 
when  necessary. 

All  main-track  switches  are  split  point;  both  rigid  and  automatic  stands 
are  in  use  and  have  proper  targets.  Switch  and  semaphore  lamps  show  red 
light  for  danger  and  white  for  safety;  green  is  used  for  caution.  On  the 
Lehigh  &  New  York  and  the  Auburn  &  Utica  branches  most  main-track  frogs 
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are  Bpring  rail;  on  the  Elmira  &  Ck>rtland  and  the  Cayuga  branches  the 
gpreater  proportion  of  frogs  are  rigid.  Derailing  switches  are  in  all  sidings 
where  their  use  appears  necessary,  and  the  stands  have  proper  targets. 

The  Lehigh  &  New  York,  Auburn  &  Ithaca,  and  Elmira  &  Cortland  branches 
are  ballasted  with  gravel  and  cinders  in  fair  quantity;  the  Cayuga  branch 
with  cinders  in  light  quantity.  The  alignment  and  surfacing  of  the  branches 
are  fair  except  on  Cayu^  branch,  which  is  poor;  this  branch  however  is  but 
little  used  and  principally  for  freight  purposes. 

On  the  Lehigh  &  New  York  and  Elmira  &  Cortland  branches  the  average 
length  of  sections  is  7  miles  single  track,  with  an  average  section  force  of 
a  foreman  and  4  laborers;  on  the  Auburn  &  Ithaca  and  Cayuga  branches  the 
averace  length  of  sections  is  7V^  miles  of  single  track,  with  an  average  sec- 
tion force  of  a  foreman  and  4  laborers.  Each  gang  is  furnished  with  flags 
and  lanterns  for  protecting  its  work,  and  all  portions  of  the  road  are  patrolled 
daily  by  some  member  of  the  section  force;  4  regular  watchmen  are  employed 
on  the  Auburn  &  Ithaca  branch  and  4  on  the  Elmira  &  Cortland  branch. 

The  Lehigh  &  New  York  branch  crosses  the  following  steam  and  electric 
railroads  at  frrade:  Owego,  1  track  of  the  Ithaca  branch  of  the  Delaware, 
Lackawanna  i  Western  railroad:  the  crossing  is  protected  by  a  semaphore 
signal  and  all  trains  are  required  to  come  to  a  full  stop  before  crossing;  at 
Freeville,  I  track  of  the  Elmira  &  Cortland  branch:  the  crosing  is  protected 
by  a  semaphore  signal  and  all  trains  are  required  to  come  to  a  full  stop 
before  crossing;  at  Auburn,  1  track  of  the  Auburn  branch  of  the  N.  Y.  C.  &. 
H.  R.  R.  R.:  protected  by  a  modem  interlocking  plant;  at  Auburn,  1  track 
of  the  Auburn  City  railway  (electric) :  there  are  no  derailing  switches  in 
the  track  of  the  electric  railway;  there  is  a  trough  over  trolley  wire,  but  it 
is  in  poor  condition;  at  Sterling  Junction,  1  track  of  the  R.,  W.  &  0.  division 
of  the  N.  Y.  C.  &  H.  R.  R.  R.:  the  crossing  is  protected  by  a  tilting  board 
signal  and  all  trains  are  required  to  come  to  a  full  stop  before  crossing. 
The  Auburn  &  Ithaca  branch  crosses  the  following  at  grade:  1  track  of  the 
Ithaca  street  railway  (electric)  near  Ithaca*,  there  are  no  derails  in  tlie  track 
of  the  electric  railway;  a  trough  protection  is  over  trolley  wire;  in  Ithaca, 
another  branch  of  the  same  street  railway  is  crossed:  there  are  no  derails  in 
the  track  of  the  electric  railway;  there  is  a  trough  protection  over  the 
trolley  wire;  at  Ithaca,  1  track  of  the  Ithaca  branch  of  the  D.,  L.  &  W.  R.  R.: 
the  crossing  is  protected  by  a  target  signal  and  all  trains  are  required  to 
come  to  a  full  stop.  The  Elmira  &  Cortland  branch  crosses  at  grade  the 
following  railroads:  at  Sylvan  Junction,  the  Elmira  &  Cortland  branch 
crosses  the  Ontario  &  Western  track  by  means  of  switches,  the  Lehigh  Valley 
trains  running  upon  the  track  of  the  N.  Y.,  0.  &  W.  Ry.  for  a  distance  of 
about  600  ft.,  then  branching  off  upon  the  opposite  side;  the  movement  is 
protected  by  a  modern  interlocking  plant;  at  Canastota,  2  tracks  of  the  West 
Shore  railroad:  the  crossing  is  protected  by  a  modern  interlocking  plant; 
at  Rippleton,  1  track  of  the  Chenango  branch  of  the  West  Shore  railroad: 
the  crossing  is  protected  by  a  target  signal  and  all  trains  are  required  to 
come  to  a  full  stop  before  crossing;  at  Cortland  Junction,  1  track  of  the 
8.,  B.  &  N.  Y.  branch  of  the  D.,  L.  &  W.  R.  R.:  the  crossing  is  protected  by 
a  modem  interlocking  plant;  at  Caroline  Junction,  1  track  of  the  Ithaca 
branch  of  the  D.,  L.  &  W.  R.  R. :  the  crossing  is  protected  by  a  target  signal 
and  all  trains  are  required  to  come  to  a  full  stop  before  crossing;  at  Van 
Etten  Junction,  1  track  of  the  Ithaca  branch  of  the  Buffalo  division:  the 
crossing  is  protected  by  an  interlocking  plant;  at  Elmira,  2  tracks  and  2 
sidings  of  the  main  line  of  the  D.,  L.  &  W.  R.  R.:  the  crossing  is  protected 
by  an  interlocking  plant;  at  Elmira,  1  branch  track  connecting  the  D.,  L.  k 
W.  and  the  Erie  railroads:  the  crossing  is  protected  by  a  target  signal  and 
all  trains  are  required  to  come  to  a  full  stop  before  crossing;  at  Elmira, 
1  track  of  the  D.,  L.  &  W.  R.  R.  leading  to  the  D.,  L.  &  W.  freight  house:  the 
crossing  is  protected  by  target  signal  and  all  trains  come  to  a  full  stop 
before  crossing;  at  CJortland,  1  track  of  the  Cortland  &  Homer  Traction 
Company's  electric  railway:  there  are  derailing  switches  in  the  track  of  the 
electric  railway,  but  no  trough  protection  over  the  trolley  wire;  at  Horse- 
heads,  I  track  of  the  Elmira  Water,  Light  &  Railroad  Company's  electric 
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railway:  there  are  derailing  switches  in  the  track  of  the  electric  railway,  but 
no  protection  over  the  trolley  wire;  another  track  of  the  same  company's 
electric  railway  is  crossed  near  Elmira:  there  are  derailing  switches  in  the 
track  of  the  electric  railway,  but  no  protection  over  the  trofiey  wire. 

The  only  interlocking  plants  maintained  are  at  the  grade  crossing  of  the 
Ithaca  branch  at  Van  Etten  Junction,  at  the  grade  crossing  of  the  D.,  L.  & 
W.  R.  K.  at  Cortland  Junction,  and  at  the  grade  crossing  of  the  West  Shore 
railroad  at  Canastota. 

The  right  of  way  is  clear  and  clean,  free  from  trees  and  brush.  The  fences 
are  of  wire  and  are  generally  in  good  repair. 

The  highway  crossings  are  well  graded,  properly  planked,  and  are  protected 
by  signs  of  the  diamond  or  triangular  form.  Cattle  guards  are  of  the  wooden- 
slat  or  metallic-slat  form.  On  the  Lehigh  &,  New  York  branch  11  crossings 
are  protected  by  flagmen  and  gates,  3  by  electric  bells,  and  116  by  crossing- 
signs  only;  on  the  Auburn  &  Ithaca  branch  1  by  electric  bell  and  29  by 
crossing- signs  only;  on  the  Cayuga  branch  1  by  cros8ing-«ign ;  and  on  tbe 
Elmira  &  Cortland  6  by  flagmen  and  gates,  2  by  electric  bells,  and  163  by 
crossing-signs  only.     Whistle-posts  are  properly  located. 

The  movements  of  trains  are  governed  by  the  telegraphic  train  order  system. 

The  station  buildings  are  neat  and  clean  and  in  fair  repair,  and  while 
many  are  small  they  are  apparently  sufficient  for  the  requirements. 

The  principal  repairs  and  improvements  made  since  last  inspection  (August, 
1906)  are  as  follows:  On  the  Lehigh  &  New  York  branch  30  per  cent,  of  the 
cross-ties  have  been  renewed;  14.06  miles  of  80-lb.,  0.13  mile  of  76-lb.,  0.15 
mile  of  70-lb.,  and  0.44  mile  of  66-lb.  steel  rail  have  been  laid,  replacing 
7.76  miles  of  worn  60-lb.,  6.05  miles  of  worn  58-lb.,  and  0.97  mile  of  worn 
67-lb.  steel  rails;  8^4  miles  of  track  have  been  ballasted  with  gravel  and 
0.7  mile  with  cinders;  3  timber  trestles  have  been  replaced  with  iron 
girders;  a  light  deck  plate  girder  has  been  replaced  with  a  heavier  one;  9 
openings  with  wooden  stringers  have  been  replaced  with  I-beam  stringers; 
1  open  culvert  has  been  rebuilt;  masonry  has  been  rebuilt  at  three  bridges; 
47  bridges  have  been  re-painted;  3  miles  of  fence  built  and  22  miles  repaired. 
On  the  Auburn  &  Ithaca  branch  30  per  cent,  of  the  cross- ties  renewed;  8.72 
miles  of  80-lb.  steel  rail  laid,  replacing  a  like  amount  of  worn  58-lb.  rail; 
2M  miles  of  track  re-ballasted  with  gravel  and  8  miles  with  cinders;  3 
girder  bridges  replaced  with  heavier  girders;  49  open  culverts  and  cattle 
passes  rebuilt,  most  of  them  made  solid  floor  structures;  masonry  rebuilt  at 
3  bridges;  8  bridges  re-painted;  8  miles  of  fence  built  and  27  miles  repaired; 
passing  sidings  at  Cayuga  Junction  and  at  Oakwood  extended  0.35  mile  each. 
On  the  Elmira  &  Cortland  30  per  cent,  of  the  cross-ties  renewed;  15.49  miles 
of  80-lb.,  0.40  mile  of  76-lb.,  0.39  mile  of  70-lb.,  2.63  miles  of  67-lb.,  and 
0.25  mile  of  60-lb.  steel  rail  were  laid,  replacing  1.32  miles  of  worn  60-lb., 
16.16  miles  of  50-lb.,  and  1.58  miles  of  67-lb.  rail;  0^  mile  of  track  has 
been  ballasted  with  broken  stone,  11.07  miles  with  cinders,  and  12  miles 
with  gravel;  1  timber  trestle  has  been  replaced  with  a  plate  girder;  2  trestles 
have  been  rebuilt,  and  several  I-beam  and  girder  bridges  have  been  strength- 
ened; 49  open  culverts  and  cattle  passes  have  been  rebuilt;  4  have  been  re- 
paired; 9  bridges  have  been  re-painted;  5  miles  of  fence  rebuilt  and  25  miles 
repaired. 

Recommendations:  That  ditches  be  cleaned  where  necessary,  and  that  re- 
pairs be  made  to  cattle  guards  and  fences. 

Respectfully  submitted, 

E.  F.  Van  Hoesen, 
Steam  Railroad  Inspector. 


LITTLE  FALLS  AND  DOLGEVILLE  BAILBOAD. 

Inspected  September  18,  1908.    Last  previous  inspection  July  19,  1906. 

To  the  Public  Service  Commission,  Second  District: 

Gentlemen:     I  have  made  an  inspection  of  the  Little  Falls  &  Dolgeville 
railroad,  and  respectfully  submit  the  following  report: 

The  Little  Falls  &  Dolgeville  railroad  is  a  single-track  standard-gauge  road 
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extending  from  a  connection  with  the  main  line  of  the  New  York  Central  k 
HAidson  River  railroad  at  Little  Fails  to  Bolgeville,  a  distance  of  10.32  miles, 
with  about  one  mile  of  siding  and  yard  tracks.  The  Dolgeville  &  Salisbury 
railway,  leased  and  operated  by  the  Little  Falls  &  Dolgeville  Railroad  Com- 
pany, extends  from  a  connection  with  the  Little  Falls  &  Dolgeville  railroad 
at  Dolgeville,  in  a  northerly  direction  through  Salielbury  Center  to  an  iron 
mine  which  is  being  developed  at  Ironton,  a  distance  of  3.66  miles,  with  about 
three-quarters  of  a  mile  of  siding  and  yard  tracks.  This  extension  was  con- 
structed during  the  years  1906  and  1907.  The  Little  Falls  &  Dolgeville  rail- 
road is  quite  crooked,  with  maximum  curves  of  9  degrees.  The  grades  are 
long  and  eteep,  with  maximum  of  110  ft.  per  mile  about  6  miles  north  of  little 
Falls.  The  Dolgeville  &  Salisbury  railway  has  maximum  curve  of  8  degrees 
and  a  maximum  grade  of  105  ft.  per  mile.  The  railway  is  generally  well 
graded  and  well  drained.  There  is  one  out  near  the  summit  through  a  clay 
and  quicksand  material  which  slides  during  wet  weather.  On  the  Dolgeville 
&  Salisburv  railway  the  embankments  are  full  width;  the  cuts  are  fair  width, 
but  two  of  them  are  through  material  of  a  clay  and  quicksand  nature  which 
slides  more  or  less,  filling  the  ditches;  these  ditches  should  be  cleaned. 

The  steel  and  iron  bridges  are  in  fair  condition,  and  while  light  are  suffi- 
ciently strong  for  the  class  of  motive  power  and  rolling  stock  used;  there 
are  2  bridges  and  2  viaducts.  At  the  viaduct  over  Ransom  Creek,  2  founda- 
tion piers  which  are  on  the  banks  of  the  stream  are  apparently  in  danger  of 
being  undermined,  and  should  be  reinforced  with  good  concrete;  some  concrete 
was  put  in  a  few  years  ago,  but  it  is  of  poor  quality  and  there  is  not  enough 
of  it  to  give  proper  protection.  On  the  Dolgeville  &  Salisbury  railway  there 
is  one  bridge,  a  plate  girder,  with  first-class  concrete  abutments  and  standard 
deck. 

There  are  8  points  on  the  line  where  there  are  timber  trestles:  at  3  of  the 
points  the  trestles  are  the  approaches  to  iron  structures;  of  the  6  remaining 
trestles,  2  are  quite  high  and  are  344  ft.  and  438  ft.  in  length;  these  trestles 
were  originally  constructed  of  hemlock;  they  have  been  extensively  repaired 
and  patched,  much  of  the  renewal  timber  being  pine.  Since  last  inspection, 
in  1906,  about  150,000  feet  of  timber,  mostly  yellow  pine,  have  been  used  in 
repairs  and  renewals  of  wooden  structures,  the  greater  portion  of  it  in  the 
trestles.  While  they  are  safe  for  the  present,  tney  will  need  additional  re- 
newals within  the  next  year  or  two.  There  are  no  timber  trestles  on  the 
Dolgeville  &  Salisbury  railway.  There  are  14  open  cattle  passes  and  1  small 
open  culvert  on  the  Little  Falls  &  Dolgeville  railroad:  the  open  culvert  has 
masonry  walls  and  wooden  stringers;  the  cattle  passes  are  constructed  of 
timber,  with  framed  bents,  planked,  for  abutments,  and  wooden  stringers;  all 
but  one  of  the  structures  have  had  new  abutments  the  past  season,  a  few  have 
had  new  stringers,  ties,  and  guard  timbers;  the  intention  is*  to  renew  all  old 
stringers,  ties,  and  guard  timbers  the  present  season.  There  are  no  open  cul- 
verts or  cattle  passes  on  the  Dolgeville  &  Salisbury  railway.  There  is  1  arch 
culvert  of  7-ft.  span  at  Beaver  Brook  on  main  line:  this  culvert  was  damaged 
by  a  cloudburst  the  past  summer;  repairs  were  being  made  at  the  time  of 
inspection  and  the  culvert  was  being  put  in  first-class  condition.  On  the  Dolge- 
ville &  Salisbury  railway  there  are  2  concrete  arch  cattle  passes  and  1  concrete 
arch  culvert,  all  8-ft.  span,  and  all  in  good  condition.  The  box  and  pipe  cul- 
verts on  the  main  line  and  extension  are  apparently  in  good  condition.  The 
cross-ties  are  mixed  cedar,  pine,  and  oak  on  main  line,  and  are  laid  at  the 
rate  of  about  2816  to  the  mile  of  track;  on  the  Dolgeville  &  Salisbury  railway, 
cedar  and  pine  in  about  equal  proportions.  The  cross-ties  on  main  line  are 
in  fair  condition,  about  3700  having  been  renewed  since  last  inspection. 

On  main  line  the  rail  is  60-lb.  steel,  in  fair  condition  for  light  traffic 
and  moderate  speed  maintained,  and  connected  by  angle  plates  24  in.  in  length 
with  4  bolts ;  all  connections  are  full  bolted  and  no  loose  bolts  were  observed. 

On  the  Dolgeville  &  Salisbury  railway  the  rail  is  second-use  67-lb.  rail,  con- 
nected by  angle  plates  36  in.  in  length  with  6  holes,  but  only  4  bolts  i»ed; 
otherwise  the  connections  are  full  bolted,  and  bolts  generally  tight. 

AJl  main- track  switches  are  split  point  and  have  rigid  stands  with  proper 
Hrgets.    Switch  lamps  are  not  maintained.    Spring  rail  frogs  are  used  in  main 
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track.  The  main  line  is  lightly  ballasted  with  broken  stone,  grairel,  and 
cinders;  the  Dolgerille  k  Salisbury  railway  is  lightly  baUaated  with  graveL 
The  alignment  and  surfacing  of  track  are  good. 

There  are  2  sections  of  about  equal  length  for  the  Little  Falls  ft  Dolgeyille 
and  the  Dolgeville  ft  Salisbury  roads  combined,  with  section  force  ot  a  foreman 
and  7  laborers  each.  Section  gangs  are  provided  with  flags  and  torpedoes,  and 
all  portions  of  the  road  are  patrolled  regularly  by  some  member  of  the  sec- 
tion force. 

There  are  no  grade  crossings  of  either  steam  or  electric  railroads. 

The  right  of  way  is  free  from  trees  and  brush.  Fences  are  of  wire,  and  in 
fair  condition  on  the  Little  Falls  ft  Dolgeville  railroad.  Highway  crossings 
are  properly  graded  and  planked  and  are  protected  by  signs  of  the  diamond 
form.  Wooden-  or  metallic-slat  cattle  guards  are  in  place  at  each  boundary 
of  all  highways  crossed  at  grade,  and  have  proper  guard  fences.  On  the  Dolge- 
ville ft  Salisbury  railway  the  land  adjoining  the  railroad  on  the  northern 
portion  of  the  road  is  owned  by  the  Salisbury  Steel  ft  Iron  Company,  and 
fences  are  not  maintained  on  that  portion,  nor  are  there  any  cattle  guards 
at  the  highway  crossings;  fences  are  maintained  on  the  southern  end  of  the 
road.  Highway  crossings  are  properly  graded  and  planked  and  are  protected 
by  signs  of  X  form.    No  whistle-posts  are  maintained. 

The  movements  of  trains  on  the  Little  Falls  ft  Dolgeville  railroad  are  gov- 
erned by  the  telegraphic  train  order  system,  while  hetween  Dolgeville  and 
Salisbury  Center  telephonic  train  order  system  is  used. 

The  station  buildings  at  Little  Falls  and  Dolgeville  are  in  good  sondition, 
clean  and  neat,  and  properly  furnished.  The  Dolgeville  station,  a  frame  build- 
ing, combination  passenger  and  freight,  has  been  practical'ly  rebuilt,  a  fire 
having  burned  the  greater  portion  of  it  last  October.  There  is  only  one  sta- 
tion maintained  on  the  Dolgeville  ft  Salisbury  railway,  at  Salisbury  Center, 
where  there  is  a  passenger  car  set  off  on  siding  and  used  for  station  purposes. 

About  160,000  feet  of  timber,  mostly  yellow  pine,  have  been  used  in  repairs 
and  renewals  of  wooden  structures  along  the  line;  about  3700  cross-ties,  one- 
half  cedar,  balance  Georgia  pine,  have  been  put  in  track;  80  carloads  of 
crushed  stone  have  been  used  in  ballasting  track  between  Little  Falls  and 
Dolgeville;  an  addition  was  built  to  freight  house  at  Dolgeville,  greatly  in- 
creasing its  capacity. 

Recommendations:  That  the  ditehes  be  opened  in  the  clay  and  quicksand 
cute;  that  the  stringers,  ties,  and  guard  timbers  be  renewed  on  all  open 
cattle  passes  where  timber  is  poor:  there  are  14  cattle  passes,  not  counting 
the  one  of  4  spans  which  is  included  in  timber  trestles;  commencing  at  the 
Little  FaHs  end  of  road,  renewals  should  be  made  to  stringers,  ties,  and  guard 
timbers,  wholly  or  in  part,  at  Nos.  3,  4,  7,  9,  10,  11,  12,  and  14,  and  timber 
bent  abutments  should  be  renewed  at  No.  7 ;  that  the  two  foundation  piers  at 
Ransom  Creek  viaduct  be  reinforced  with  concrete  or  masonry  wall,  to  pre- 
vent their  being  undermined  by  the  water  in  the  creek. 

Respectfully  submitted, 

E.  F.  Van  Hoesen, 
Steam  Railroad  Inspector. 


LONG  island  BAn.BOAD. 

Inspected  April  27,  28,  29,  30,  1908.    Last  previous  inspection  April  23,  24, 
26,  26,  1996. 
To  the  Public  Service  Commission,  Second  District: 

G'ENTLEMEN :  I  have  made  an  inspection  of  the  portions  of  the  various  lines 
of  the  Long  Island  railroad  in  the  Second  District,  and  respectfuMy  submit 
the  following  report: 

The  various  lines  of  the  Long  Island  railroad  within  the  Second  District 
are  as  follows:  Main  line,  from  New  York  city  line  near  Queen's  station  to 
Greenport,  80.70  miles,  with  second  main  track  from  city  line  to  Hicksville, 
11.23  miles,  and  approximately  22.90  miles  of  sidings  and  yard  tracks;  Mon- 
tauk  division  main  line,  from  New  York  city  line  near  Valley  Stream  to 
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Montauk,  100.95  miles,  with  second  main  track  from  city  line  to  Oakdale,  33.13 
miles,  and  third  main  track  city  line  to  Valley  Stream,  1.30  miles,  with 
32.08  miles  of  sidings  and  yard  tracks;  North  Side  branch,  from  New  York 
city  line  near  Little  Neck  to  Port  Washington,  6.27  miles  single  track,  with 

2.40  miles  sidings  and  yard  tracks;  Oyster  Bay  branch,  from  Mineola  to 
Oyster  Bay,  14.68  miles,  with  second  main  track  from  Mineola  to  Roslyn, 
4.36  miles,  and  6.63  miles  of  sidings  and  yard  tracks;  Wading  River  branch, 
from  Hicksville  to  Wading  river,  45.34  miles  single  track,  and  10.64  miles 
of  sidings  and  yard  tracks;  Hempstead  branch,  from  Mineola  to  Hempstead, 

2.41  miles  single  track,  with  2.25  miles  sidings  and  yard  tracks;  Central 
branch,  from  New  York  city  line  near  Floral  Park  to  Belmont  Junction  on 
Montauk  division  main  line,  19.97  miles  single  track,  with  2.29  miles  sidings 
and  yard  tracks;  New  York  Bay  extension  branch,  from  Hempstead  crossing 
to  Valley  Stream,  6.16  miles  single  track  with  0.96  mile  sidings  and  yard 
tracks;  Manor  branch,  from  Manorville  on  main  line  to  Eastport  on  Montauk 
division  main  line,  6.77  miles  single  track,  with  0.31  mile  of  sidings  and 
yard  tracks;  Sag  Harbor  branch,  from  Bridgehampton  on  Montauk  division 
main  line  to  Sag  Harbor,  4.67  miles  single  track,  with  1.79  miles  sidings 
and  yard  tracks;  Far  Rockaway  branch,  from  Cedarhurst  to  Valley  Stream 
and  from  Far  Rockaway  to  New  York  and  Rockaway  Beach  Junction,  4.33 
miles  double  track,  and  3.08  miles  of  sidings  and  yard  tracks;  Jamaica  &  South 
Shore  branch,  from  New  York  city  line  to  Cedarhurst,  2.08  miles  dk)uble  track: 
this  line  was  for  a  time  abandoned,  but  is  now  being  rebuilt;  it  is  not  yet 
entirely  completed  and  not  being  operated;  it  is  to  be  equipped  for  electric 
operation;  Long  Beach  branch,  from  Lynbrook  on  main  line  Montauk  division 
to  Long  Beach,  6.46  miles  single  track,  and  1.43  miles  sidings  and  yard  tracks; 
Beth  P^kge  branch.,  from  Beth  Page  Junction  on  main  line  to  Beth  Page,  1.52 
miles  single  track,  with  1.32  miles  of  sidings  and  yard  tracks:  this  branch, 
as  well  as  the  major  part  of  the  Central  branch  between  Hempstead  crossing 
and  Belmont  Park,  is  used  only  for  freight  purposes,  there  beincr  no  stations 
on  either  of  these  branches  and  no  passengers  carried  in  the  territory  above 
mentioned. 

The  following  portions  of  the  various  lines  are  equipped  or  being  equipped 
for  electric  operation:  Main  line  from  city  line  to  Floral  Park,  then  electrifi- 
cation is  to  be  continued  over  the  Central  branch  to  Hempstead  crossing  and 
over  the  Hempstead  branch  to  Hempstead,  about  8^  miles;  the  entire  Far 
Rockaway  branch  is  electrically  operated,  and  the  third  track  of  the  Montauk 
division  from  city  line  to  Valley  Stream;  the  Jamaica  &  South  Shore  branch, 
not  yet  put  in  use,  is  entirely  equipped  for  electric  operation. 

The  North  Side  branch.  Oyster  Bay  branch,  and  much  of  the  Wading  River 
branch,  are  considerably  crooked;  the  general  alignments  of  the  main  lines 
on  other  branches  are  generally  good,  and  there  are  very  many  long  tangents, 
some  of  them  several  miles  in  length.  The  grades  of  most  of  the  lines  are 
somewhat  broken,  owing  to  the  rolling  country  through  which  the  roads  are 
built.  This  is  especially  the  case  with  the  branches  on  the  north  side  of  the 
island:  namely,  North  Side,  Oyster  Bay,  and  Wading  River  branches.  The 
easterly  ends  of  the  two  main  lines  have  also  grades  somewhat  broken,  while 
on  the  remainingportions  of  the  main  lines  and  of  the  branches  grades  are 
fairly  regular.  The  maximum  grade  of  the  main  line  is  49.6  ft.  per  mile, 
about  one  mile  in  length,  east  of  Yaphank;  the  maximum  curve  is  5  degrees, 
east  of  Hicksville.  Maximum  grade,  Montauk  division  main  line,  89.8  ft.  per 
mile  for  about  0.20  mile,  located  east  of  Saville;  the  maximum  curve  is 
6  dc^ees,  located  west  of  Montauk.  The  maximum  grade  of  the  North  Side 
branch  is  121.4  ft.  per  mile,  east  of  Great  Neck,  and  is  about  0.20  mile  long; 
the  maximum  curve  is  5  degrees,  west  of  Port  Washington.  The  maximum 
grade  of  the  Oyster  Bay  branch  is  74  ft.  per  mile,  about  1.15  miles  in  length, 
near  Oyster  Bay;  the  maximum  curve  is  6  degrees,  east  of  Mill  Creek.  The 
maximum  grade  of  the  Wading  River  branch  is  85  ft.  per  mile,  about  O.SO 
mile  in  length,  east  of  Cold  Spring;  the  maximum  curve  is  9  degrees  30 
minutes,  west  of  Cold  Spring.  The  maximum  grade  of  the  Hempstead  branch 
is  37  ft.  per  mile,  about  1  mile  in  length,  east  of  Mineola;  the  maximum  curve 
18  6  degrees,  west  of  Hempstead.  The  maximum  grade  of  the  Central  branch 
if  42  ft.  per  mile  for  about  0.20  mile,  west  of  Floral  Park;  th»  mazimuxo 
26 
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curve  18  2  degrees,  at  Bath  Beach  Junction.  The  maximum  grade  of  the  New 
York  Bay  extension  is  16  ft.  per  mile,  about  1  mile  in  length,  east  of  Norwood; 
the  maximum  curve  is  3  d^rees,  at  Hempstead  Gardens.  The  maximum 
grade  of  the  Idanor  branch  is  65  ft.  per  mile  for  about  0.45  mile,  west  of 
Eaatport;  the  maximum  curve  is  4  degrees,  west  of  Eastport.  The  maximum 
grade  of  the  Sag  Harbor  branch  is  60  ft.  per  mile  for  about  0.40  mile,  west 
of  (Sag  Hait>or.  The  maximum  grade  of  the  Far  Rockaway  branch  is  27.4  ft. 
per  mile  for  about  0.47  mile,  near  Hewlett's;  the  maximimi  curve  is  5  degrees 
and  45  minutee,  at  Hewlett's.  The  Jamaica  &  North  Shore  branch  is  practi- 
cally level  and  has  only  very  slight  curves.  The  maximiun  grade  of  the  Long 
Beach  branch  is  12  ft.  per  mile  for  about  1.30  miles,  east  of  Lynbrook;  the 
?naximum  curve  is  5  degrees,  near  Long  Beach.  The  maximum  grade  of  the 
Beth  Page  branch  is  63.4  ft.  per  mile,  and  the  maximum  curve  2  degrees. 

The  cuta  and  embankments  of  all  lines  are  of  good  width  and  natural  earth 
slopes,  excepting  that  there  are  a  few  cuts  on  the  main  line  near  the  easterly 
end  which  are  rather  narrow,  but  as  the  material  is  of  a  sandy  nature  the 
narrowness  of  the  cuts  does  not  materially  interfere  with  proper  drainage 
exciting  when  the  groimd  is  frozen.  The  roadway  is  generally  well  drain^, 
and  in  a  very  few  of  the  cuts  where  there  are  springs  tile  sub-drains  have 
been  laid  in  the  ditches. 

Nearly  all  bridges  in  the  roadway  are  of  steel  or  iron  and  are  designed  for 
carrying  with  safety  the  heaviest  classes  of  motive  power  and  rolling  stock 
used  on  the  road.  The  only  wooden  span  bridges  are  3  short  draw  spans 
on  the  Long  Beach  branch:  they  are  ail  of  go^  construction;  one  is  now 
being  renewed,  and  the  other  two  are  in  suitable  condition;  one  is  kept  closed 
and  the  rails  coupled  up;  the  other  two  have  to  be  opened  occasionally;  the 
rails  of  the  draw  span  are  interlocked  with  signals  governing  the  approach, 
and  the  normal  position  of  these  signals  is  at  danger;  the  train  movements 
are  slow  in  the  vicinity  of  the  bridges,  the  view  of  signals  good,  and  the  pro- 
tection appears  to  be  sufficient.  All  bridges,  excepting  the  draw  spaiM  above 
referred  to,  which  rest  on  piling,  have  good  concrete  or  stcme  masonry  abut- 
ments and  piers.  The  ties  and  guard  timbers  are  all  standard  dimensions, 
well  maintained,  and  inside  guard  rails  are  on  all  openings  to  grade.  Mai^ 
bridges  are  noted  which  would  be  improved  by  an  additional  coat  of  paint  to 
prevent  injury  from  rust.  The  overhead  bridges  for  highways  and  farm 
crossings  are  well  maintained,  and  all  less  than  21  ft.  a£)ve  the  track,  as 
well  as  all  other  overhead  obstructions,  are  protected  by  warning  signals 
which  are  in  proper  condition.  There  yet  remain  in  the  main  track  of  the 
main  line  2  small  timber  trestles,  and  7  in  the  main  line  of  the  Montauk 
division;  also  6  in  the  Long  Beach  branch,  3  of  them  being  quite  extensive; 
and  1  in  Central  branch.  All  are  of  standard  construction  and  in  good  repair. 
Nearly  all  open  culverts  and  cattle  passes  have  good  concrete  or  stone  masonry, 
I-beam  stringers,  with  standard  ties  and  guard  timbers  in  good  conditi(Hi. 
There  yet  remain  in  the  main  line  near  the  easterly  end,  and  also  in  the  main 
line  of  the  Montauk  division  and  Central  branch,  a  few  which  have  abutments 
of  wood,  but  all  are  in  fairlv  good  condition,  and  arrangements  are  made  for 
replacing  them  in  the  near  future  with  permanent  structures.  The  arch  and 
box  culverts  and  iron-pipe  drains  are  all  apparently  in  good  condition. 

The  cross-ties  on  all  the  lines  are  about  40  per  cent.  <Mik,  50  per  cent,  yel- 
low pine,  and  10  per  cent,  mixed  chestnut  and  cedar.  The  standard  dimensions 
of  most  of  those  in  track  are  6x9  in.,  8  ft.  in  len^h.  The  standard  has  been 
recently  changed,  and  those  put  in  last  season  are  7x9  in.,  8  ft.  6  in.  in 
length.  They  are  in  good  general  condition,  nearly  all  necessary  renewals  for 
this  season  having  been  made.  They  are  well  spaced,  full  spiked,  and  laid 
at  the  rate  of  approximately  2816  to  the  mile  of  track.  On  the  main  line  12.20 
miles  of  the  main  track  are  laid  with  85,  78.06  miles  with  80,  0.92  mile  with 
76,  and  0.75  mile  with  70-lb.  steel  rail;  the  85-lb.  rails  are  connected  by 
angle  plates  34  in.  in  length,  the  other  rails  by  angle  plates  29  in.  in  length 
with  6  bolts;  the  rail  is  in  very  good  condition,  necessary  renewals  having 
been  or  are  being  made;  all  the  connections  are  full  bolted  and  no  loose  bolts 
were  observed.  On  the  Montauk  division  main  line  63.40  miles  are  laid  with 
100,  6.90  with  86,  64.68  with  80,  0.10  with  76,  and  0.30  with  66-lb.  rails;  the 
100-lb.,  80-lb.,  and  76-lb.  rails  are  connected  by  angle  plates  29  in.  in  length. 
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and  the  85-lb.  by  angle  plates  34  in.  in  length,  with  6  bolte;  the  66-lb.  rail  bv 
angle  plates  29  in.  in  length  with  4  bolts;  the  rail  is  in  very  good  condi- 
tion, necessary  renewals  having  been  or  are  being  made;  all  the  connections 
are  full  bolted  and  no  loose  bolta  were  observed.  The  North  Side  branch  is 
laid  entirely  with  80-lb.  steel  rail,  connected  by  angle  plates  29  in.  in  length 
with  6  bolts;  the  rail  is  in  very  good  condition,  all  connections  full  bolted, 
bolU  tight.  The  Oyster  Bay  branch  has  14  miles  laid  with  76-lb.,  and  the 
remainder,  4.36  miles,  with  100-lb.  steel  rails,  all  connected  by  angle  plates 
29  in.  in  length  with  6  bolts;  the  100-lb.  rail  is  in  first-class  condition,  the 
76-lb.  rail  in  fairly  good  condition,  and  renewals  are  being  made  as  necessary; 
the  connections  are  in  good  condition,  all  the  bolts  tight.  The  Wading  River 
branch  has  39.74  miles  laid  with  80,  and  the  remainder,  5.60  miles,  with  70-lb. 
steel  rails,  all  connected  by  angle  plates  29  in.  in  length  with  6  bolts;  the  80-lb. 
rail  is  in  good  condition,  the  70-lb.  rail  somewhat  worn,  and  arrangements 
are  made  for  making  necessary  renewals.  The  Hempstead  branch  is  laid  en- 
tirely with  80-lb.  steel  rail  connected  by  angle  plates  29  in.  in  length  with 
6  bolts;  part  of  the  rail  is  worn  to  a  considerable  extent  and  some  renewaU 
will  be  necessary.  The  Central  branch  has  4  miles  track  laid  with  80,  0.47 
with  61,  and  the  balance,  15.50  miles,  with  66-lb.  steel  rails;  the  80-lb.  rail 
is  connected  by  angle  plates  29  in.  in  length  with  6  bolts,  the  61-lb.  by  angle 
plates  24-in.  in  length,  and  the  56-lb.  by  angle  plates  29  in.  in  length  with 
4  bolts;  the  80-lb.  rail  is  in  first-class  condition;  the  lighter  rail  is  somewhat 
worn  but  is  suitable  for  the  very  light  traffic,  there  being  operated  ov&r  the 
road  only  an  occasional  freight  train;  all  the  connections  are  full  bolted  and  no 
loose  bolts  observed.  The  New  York  Bay  extension  branch  has  5.41  miles  laid 
with  61-lb.,  and  the  remainder,  0.74  mile,  with  76-lb.  steel  rails;  the  61-lb. 
rail  is  connected  by  angle  plates  24  in.  in  length  with  4  bolts,  the  76-lb. 
by  angle  plates  29  m.  in  length  with  6  bolts;  the  61-lb.  rail  is  considerably 
worn  and  some  renewals  should  be  made;  the  76-lb.  rail  is  in  very  good  con- 
dition; no  loose  bolts  were  observed.  The  Manor  branch  has  5.68  miles  laid 
with  70,  and  the  remainder,  0.90  mile,  with  80-lb.  steel  rails,  all  connected  by 
angle  plates  29  in.  in  length  with  6  bolts;  the  rail  and  connections  are  all 
in  good  condition.  The  Sag  Harbor  branch  has  1.48  miles  laid  with  80,  and 
the  remainder,  3.17  miles,  with  56-lb.  steel  rails;  the  80-lb.  rail  is  in  good  con- 
dition; the  66-lb.  rail  is  somewhat  worn  and  some  renewals  will  be  needed; 
the  connections  are  in  proper  condition.  The  Far  Rockaway  branch  is  laid 
entirely  with  80-lb.  steel  rail  connected  by  angle  plates  29  in.  in  length  with 
6  bolts;  the  rail  and  connections  are  in  first-class  condition.  The  Jamaica  & 
South  Shore  branch  is  laid  entirely  with  new  80-lb.  steel  rail  connected  by 
angle  plates  29  in.  in  length  with  6  bolts,  and  the  track  is  in  first-class  con- 
dition throughout.  The  Long  Beach  branch  has  5.71  miles  laid  with  60-lb., 
and  the  remainder,  0.75  mile,  with  70-lb.  steel  rails;  the  60-lb.  rail  is  con- 
nected by  angle  plates  24  and  29  in.  in  length  with  4  bolts,  and  the  70-lb.  by 
angle  plates  29  in.  in  length  with  6  bolts;  the  rail  is  in  suitable  condition 
for  the  traflSc  of  that  branch,  and  all  the  connections  full  bolted  and  bolts 
tight.  The  Beth  Page  branch  is  laid  entirely  with  56-lb.  steel  rail  connected 
by  angle  plates  29  in.  in  length  with  4  bolts;  the  rail  is  in  fair  condition  for 
the  traffic  of  that  branch,  all  connections  full  bolted  and  bolts  tight.  All  main-* 
track  switches  are  split  point  and  have  rigid  spans  with  proper  targets  well 
painted.  Switch  and  semaphore  lamps  show  red  light  for  danger,  green  for 
safety,  and  yellow  is  used  for  caution.  Most  main-track  frogs  are  spring 
mil,  some  rigid  frogs  are  used  at  junctions,  and  also  on  branch  lines  with  a 
lighter  rail;  all  are  in  proper  condition.  Derailing  switches  are  in  all  sidings 
where  their  use  is  necessary,  and  have  proper  targets;  many  of  the  derailing 
switches  are  interlocked  with  the  main-track  switch  stands;  at  many  of  the 
obscure  places  facing  switches  are  protected  by  distant  signals  interlocked  with 
the  switch  stands,  and  in  some  cases  automatic  electric  signals  are  used  to 
protect  yards  and  obscure  places.  The  main  tracks  are  ballasted  with  gravel, 
cinders,  and  sand  in  fair  to  good  quantity,  and  additional  ballasting  is  being 
done  where  it  is  considered  necessary.  The  alignment  and  surfacing  of  track 
are  first  class,  and  the  outer  rail  on  curves  properly  elevated  for  the  speed 
at  which  trains  are  scheduled.  The  track  sections  are  generally  from  5  to  6 
mileA  in  length  and  the  average  force  maintained  on  each,  while  it  variee 
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somewhat  according  to  location  and  amount  of  yards  and  sidings,  consists  of 
foreman  and  4  laborers  in  winter  and  foreman  and  8  laborers  in  summer.  Each 
gang  is  furnished  with  flags,  lanterns,  fuses  and  torpedoes  for  protecting  its 
work.  All  portions  of  the  road  are  patrolled  daily  by  some  member  of  the 
section  force. 

The  Oyster  Bay  branch  connection  with  the  Hempstead  branch  crosses  the 
main  line  at  Mineola:  the  crossing  is  protected  by  a  modem  complete  inter- 
locking plant.  The  Hempstead  Bay  branch  crosses  the  Central  branch  near 
Mineola:  this  crossing  is  also  protected  by  a  modern  complete  interlocking 
plant.  One  track  of  the  Long  Island  Traction  Company,  electric,  crosses  the 
New  York  Bay  extension  branch  on  Franklin  avenue,  Hempstead:  there  are 
derailing  switches  in  the  track  of  the  electric  road  and  the  proper  prot^tion 
over  the  trolley  wire.  One  track  of  the  New  York  &  Long  Island  Traction 
Company,  electric,  crosses  the  Montauk  division  at  Freeport:  there  are  derail- 
ing switehes  in  the  track  of  the  electric  railroad  and  proper  protection  over  the 
trolley  wire,  and  there  are  interlocked  signals  on  both  the  electric  and  the 
steam  road.  One  track  of  the  New  York  &  Long  Island  Traction  Company 
crosses  the  Central  branch  on  Franklin  avenue.  Garden  City:  there  are  derail- 
ing switches  in  the  track  of  the  electric  railroad  and  proper  protection  over 
the  trolley  wire;  the  crossing  is  additionally  protected  by  interlocked  signals. 

Interlocking  switches  and  signals  are  maintained  at  Floral  Park  Junction 
on  the  main  line  with  a  32-lever  machine,  24  of  the  levers  in  use;  at  Mineola 
Junction  on  the  main  line  with  a  52-lever  machine,  45  in  use;  at  Valley  Stream 
Junction  on  the  Montauk  division  with  a  48-lever  machine,  46  in  use;  at 
Lynbrook  Junction  on  Montauk  division  main  line  with  a  161ever  machine, 
11  in  use;  and  at  Hempstead  crossing  on  the  Central  branch  with  a  36-lover 
machine,  24  in  use. 

The  right  of  way  is  free  from  trees,  brush,  and  rubbish,  extensive  cleaning 
having  been  done  since  the  last  inspection.  Fences  are  not  generally  main- 
tained, excepting  on  the  electrically  operated  portions  of  the  road,  where  wire 
fences  have  been  built  and  are  in  good  condition.  Some  fences  are  maintained 
on  other  portions  of  the  road  and  there  has  been  some  improvement  in  fences 
since  former  inspection. 

The  highway  crossings  are  well  graded,  planking  in  good  condition,  and  are 
protected  by  signs  of  the  diamond  form  properly  located  and  well  painted. 
On  the  electrically  operated  portions  of  tne  road,  proper  cattle  guards 
and  guard  fences  are  maintained,  but  at  most  other  crossings  there  are  no  cattle 
guards  or  guard  fences;  5  crossings  of  the  main  line  are  protected  by  flagmen 
and  gates,  5  by  flagmen,  17  by  electric  bells,  and  98  by  crossing-signs  only; 
11  on  the  Montauk  division  main  line  by  flagmen  and  gates,  16  by  flagmen,  24 
by  electric  bells,  and  127  by  crossing-signs  only;  1  one  the  North  Side  branch 
by  flagman  and  gates,  and  1  by  flagman;  2  on  the  Oyster  Bay  branch  by  flag- 
men and  giitea,  4  by  flagmen,  6  by  electric  bells,  and  6  by  crossing-signs  only; 
3  on  the  Wading  River  branch  by  electric  bells  and  47  by  crossing-signs  only; 
3  on  the  Hempstead  branch  by  flagmen  and  gates  and  4  by  crossing-siens 
only;  1  on  the  Central  branch  by  flagman  and  gates,  1  by  flagman,  3  by  elec- 
tric bells,  and  38  by  crossing-signs  only;  1  on  the  New  York  Bay  extension 
branch  by  an  electric  bell  and  13  by  crossing-signs  only;  9  on  the  Manor 
branch  ly  crossing-signs  only;  2  on  the  Sag  Harbor  branch  by  electric  bells 
and  6  by  crossing- signs  only;  3  on  the  Far  Rockaway  branch  by  flagmen, 
1  by  an  electric  bell,  and  12  by  crossing-signs  only;  1  on  the  Long  Beach 
branch  by  flagman  and  7  by  crossing-signs  only;  and  3  on  the  Beth  Page 
branch  by  crosiiing-signs  only. 

Automatic  electric  block  signnls  are  in  operation  on  the  main  line  from 
Floral  Park  to  Mineola,  on  the  Montauk  division  main  line  from  city  line  to 
Oakdale,  on  the  Oyster  Bay  branch  from  Mineola  to  Roslyn,  and  Locust  Valley 
to  Oyster  Bay.  Some  automatic  electric  block  signals  are  also  placed  at  ob- 
scure places  on  various  other  lines.  On  other  portions  of  lines  above  men- 
tioned, and  on  the  other  lines,  movement  of  trains  is  governed  by  the  tele- 
graphic train  order  system.  Mile-posts  are  maintained  on  nearly  all  lines, 
and  where  not,  miles  are  marked  on  the  nearest  telegraph  pole.  Whistle- 
post«  are  located  at  the  proper  distance  from  all  highway  crossings. 

The  station  buildings,  while  many  of  them  are  emalii  are  apparently  gen* 
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erally  sufficient  for  the  requirements  and  are  in  ffood  repair  and  generally 
well  painted.  The  passenger  station  building  at  Hicksville,  and  also  the  one 
at  Riverhead,  are  Brpparently  about  the  oldest  and  smallest  in  proportion  for 
the  business  of  a^y  on  the'road,  and  I  am  advised  that  new  stations  will  be 
erected  there  soon.  Several  new  stations  have  been  erected  during  the  past 
two  years,  all  of  modern  design  and  very  tasty  and  apparently  siScient  for 
all  requirements.  Drinking  water  is  provided,  and  time-tables  are  posted  in 
the  waiting  rooms.  Toilets  in  stations  are  of  sanitary  construction,  those 
outside  located  at  a  considerable  distance  from  the  station  are  kept  locked, 
keys  with  the  agents.  All  are  apparently  properly  cared  for.  Station  em- 
ployes are  uniformed  and  wear  a  badge  indicating  their  employment.  Station 
grounds  and  yards  are  in  good  condition,  and  at  many  of  the  more  important 
stations  there  are  parks,  with  shrubbery  and  flowers.  All  the  motive  power 
and  rolling  stock  which  came  under  my  observation  were  apparently  in  good 
condition.  The  coaches  are  supplied  with  drinking  water  and  have  emergency 
tools  properly  located  in  the  centers  of  the  cars.  Emergency  tools'  are  also 
carried  in  baggage,  express,  and  mail  cars.  All  the  passenger  equipment  has 
automatic  couplers  and  air  brakes;  all  the  freight  equipment  has  automatic 
couplers,  and  about  86%^  per  cent,  is  equipped  with  air  brakes.  Passenger 
cars  are  heated  by  steam,  and  are  lighted  by  gas,  oil,  and  electric  lamps.  Box 
steps  are  carried  for  use  at  stations  with  low  platforms  and  at  flag  stations 
where  there  are  no  platforms.  On  locomotives  of  the  so  called  "  Mother  Hub- 
bard "  type,  where  the  enginemen's  and  firemen's  cabs  are  separated,  there  are 
speaking  tubes  provided  and  an  emergency  valve  located  within  reach  of  the 
firemen. 

The  principal  repairs  and  improvements  noted  since  the  last  inspection  are 
as  follows:  About  21  per  cent,  of  the  cross-ties  have  been  renewed;  11  miles 
o(  80-lb.  rail  laid  on  the  Wading  River  branch,  replacing  old  70- lb.  rail;  1.29 
miles  80-lb.  rail  on  the  Hempstead  branch,  replacing  lighter  worn  rail;  4  miles 
of  main-line  track  have  been  re-ballasted  with  cinders,  10  miles  of  the  Wading 
River  branch  with  gravel,  and  some  small  additions  and  repairs  to  ballast  have 
been  made  on  the  other  lines;  1  wooden  overhead  bridge  on  main  line  has  been 
replaced  with  an  iron  bridge,  1  plate  girder  bridge  of  the  Montauk  division 
main  line  replaced  with  heavier  girders,  1  plate  girder  bridge  of  the  Wading 
River  branch  replaced  by  heavier  girders;  6  timber  trestles  and  open  culverts 
of  the  main  line  Montauk  division  have  been  replaced  with  concrete  arches, 
and  7  with  iron  pipe  and  filling;  2  open  culverts  of  the  Bath  Beach  branch 
with  iron  pipe  and  filling;  1  pile  trestle  on  the  Central  branch  has  been  rebuilt, 
and  2  frame  trestles  on  the  Sag  Harbor  branch  replaced  with  iron  pipe  and 
filling;  3  new  station  buildings  have  been  erected  on  the  main  line,  10  re- 
pair^, and  25  re-painted;  14  new  on  the  Montauk-New  England  main  line, 
8  repaired,  and  12  re-painted;  1  new  on  the  North  Side  division  and  one  re- 
painted; 4  new  on  the  Oyster  Bay  branch,  4  repaired  and  1  re-painted;  3  new 
on  the  Wading  River  branch  and  3  re-painted ;  2  of  the  New  York  Bay  exten- 
sion have  been  re-painted;  17  bridges  of  the  Montauk  division  have  been  re- 
painted, also  1  on  the  North  Side  division,  1  on  the  Oyster  Bay  branch,  and 
1  located  on  Far  Rockaway  branch;  new  fences  have  been  built  where  tracks 
have  been  equipped  for  electric  operation,  and  some  new  fences  and  some  re- 
pairing done  to  fences  on  other  portions  of  the  road;  the  yard  at  Riverhead 
on  main  line  has  been  remodeled  and  about  0.70  mile  of  new  track  added; 
the  Montauk  division  yard  at  Freeville  has  had  about  0.26  mile  of  track 
added;  Sayville  yard,  0.11  mile;  Babylon  yard,  1.96  miles;  on  the  Oyster  Bay 
branch  yards  at  Sea  Cliff  and  Glen  Cove,  increase  1.07  miles. 

Recommendations:  That  the  worn  rails  on  the  Wading  River  branch,  the 
New  York  Bay  extension  branch,  the  Sag  Harbor  branch,  and  the  Hempstead 
branch  be  replaced,  and  that  as  soon  as  renewal  becomes  necessary  the  wooden 
structures  in  the  main  line  and  in  the  Montauk  division  main  line  be  replaced 
with  permanent  structures;  and  that  fences  and  cattle  guards  be  maintained 
as  required  by  law. 

Respectfully  submitted, 

J.  D.  Shultz, 
Bteam  Railroad  Inspector, 
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LOWVIIXE  AND  BEAVER  BIYEB  BAILBOAD. 

Inspected  July  18,  1908.    Last  previous  inspection  July  27,  1906. 

To  the  Public  Service  Commission,  Second  District: 

Gentlemen:  I  have  made  an  inspection  of  the  Lowville  &  Beaver  River 
railroad,  and  respectfully  submit  the  following  report: 

The  Lowville  &  Beaver  River  railroad  connects  with  the  Rome,  Watertown 
&  Ogdensburg  division  of  the  New  York  Central  &  Hudson  River  railroad  at 
Lowville  and  extends  to  Croghan,  a  distance  of  10.44  miles,  and  has  approxi- 
mately 1.10  miles  of  sidings  and  yard  tracks;  it  is  a  single-track  railroad. 
The  general  alignment  is  very  fair:  maximum  curves  8  degrees;  the  grades 
are  somewhat  broken  and  considerably  steep  for  about  2  miles  near  Lowville, 
the  maximum  being  111  ft.  per  mile.  The  cuts  and  embankments  are  of  fair 
width  and  natural  earth  slopes,  and  the  roadway  is  well  drained. 

The  steel  and  iron  bridges  on  the  main  line,  6  spans,  are  in  good  condition, 
are  erected  on  concrete  masonry,  have  standard  ties  and  guard  timbers  well 
maintained,  and  inside  guard  rails  are  placed  on  all  of  them.  On  a  spur 
track  leading  to  a  paper  and  pulp  mill  at  Beaver  Falls  there  are  5  spans  of 
deck  plate  girder  bridge  on  concrete  masonry;  this  bridge  was  erected  about 
two  years  ago;  at  the  time  of  erection  the  lateral  connections  and  X  braces 
between  the  girders  were  not  riveted  up,  bolts  being  used  instead;  these  bolts 
however  are  all  tight,  and  the  bridge  being  on  a  switching  track,  where  all 
movements  are  slow,  that  construction  will  be  all  right  if  care  is  taken  to 
keep  the  bolts  tight;  the  ties  and  guard  timbers  are  standard  and  in  good 
condition;  the  bridge  should  be  re-painted  to  prevent  injury  from  rust;  at 
the  northerly  end  of  this  bridge  a  spur  track  h««  been  put  in  and  the  tracks 
from  the  end  of  the  bridge  to  and  beyond  the  frog  are  supported  on  timber 
cribbing,  and  the  main  spur  to  its  end,  which  is  about  500  ft.  from  the  bridge, 
is  entirely  on  cribbing  and  trestle;  between  the  switch,  which  is  directly  at 
the  end  of  the  bridge,  and  the  frog  there  is  quite  a  sag  in  the  track,  which 
puts  a  severe  twist  at  about  the  point  where  the  frog  is;  this  is  very 
likely  to  result  in  derailment,  and  m  fact  there  is  evidence  of  derailment 
having  occurred  there,  and  being  on  elevated  structure  directly  at  the  end  of 
the  bridge,  derailment  is  liable  to  result  seriously;  therefore,  either  the 
northerly  end  of  the  bridge  should  be  raised  slightly  and  the  sag  in  the  track 
between  that  point  and  the  frog  taken  out,  or  the  sag  in  the  track  immediately 
at  the  north  end  of  the  bridge  taken  out  and  the  track  in  the  vicinity  of  the 
frog  lowered,  either  of  which  will  render  the  operation  safe.  There  are  no 
wooden  span  bridges  either  in  the  roadway  or  for  overhead  highway  or  farm 
crossings.  The  only  timber  trestle  in  the  main-line  track  is  one  of  83  spans 
of  14  ft.  each  of  pile  trestle,  located  near  the  crossing  of  Black  river:  there 
is  no  water  passing  under  this  trestle  excepting  in  time  of  freshet,  when  the 
river  breaks  over  its  bank;  most  of  the  piles  are  of  oak  timber;  a  few  near  the 
westerly  end  are  of  spruce,  and  this  portion  of  the  trestle  will  need  renewing 
by  another  year;  it  is  proposed  to  put  in  6  spans  of  iron  bridge  of  about 
60  ft.  each,  and  fill  the  remainder  of  the  trestle  as  rapidly  as  becomes  neces- 
sary; the  stringers,  ties,  and  guard  timbers  are  of  standard  dimensions  and  in 
good  repair.  All  the  open  culverts  and  cattle  passes  have  masonry  abutments 
of  either  concrete  or  stone,  timber  stringers,  standard  ties  and  guard  timbers, 
in  good  repair.  The  arch,  box,  and  pipe  culverts  are  all  in  good  condition; 
there  is  but  one  arch,  of  concrete,  and  the  pipe  culverts  have  concrete 
masonry  at  ends. 

The  cross-ties,  mainly  of  cedar,  are  6x8  in.,  8  ft.  in  length,  and  laid  at  the 
rate  of  2816  to  the  mile  of  track.  The  road  has  not  been  built  a  sufficient 
length  of  time  to  require  very  many  renewals  and  those  necessary  have  been 
made.     All  ties  are  well  spaced  and  full  spiked. 

The  track  is  laid  with  60-,  65-,  and  67-lb.  steel  rails,  connected  by  angle 
plates  22  and  24  in.  in  length  with  4  bolts.  The  rail  was  second-use  when 
laid,  but  is  in  fair  condition  for  the  light  traffic  and  moderate  speed  main- 
tained, and  about  %  mile  of  new  60-lb.  rail  has  been  laid  since  the  last  in- 
spection, replacing  some  rails  that  were  worn  or  injured  by  the  slipping  of 
driving  wheels.    The  main-track  switches  are  split  point  and  have  automatic 
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stands  with  proper  targets.  Night  trains  are  not  operated.  Nearly  all  frogs 
are  rigid  and  in  proper  condition.  No  sidings  were  observed  where  derailing 
switches  were  required. 

The  track  is  ballasted  with  gravel  and  sand  in  fair  quantity,  nearly  one-half 
the  line  having  been  re-ballasted  since  the  last  inspection.  The  track  is  in 
proper  alignment  and  surface  and  the  outer  rail  on  curves  properly  elevated 
for  the  speed  at  which  trains  operate. 

The  road  is  maintained  as  a  single  section,  and  the  force  employed  consists 
of  a  foreman  and  8  laborers. 

The  right  of  way  is  free  from  trees  and  brush,  and  the  grass  and  weeds 
were  being  cut  at  the  time  the  inspection  was  made.  Fences  are  of  wire  and 
in  fair  condition. 

The  highway  crossings  are  well  graded,  properly  planked,  and  protected  by 
signs  of  the  diamond  form.    Cattle  guards  are  not  maintained. 

There  is  but  one  train  on  the  road,  therefore  a  block  system  i^  unnecessary. 

At  Lowville  there  is  a  commodious  passenger  and  freight  station  of  brick; 
at  New  Bremen,  Beaver  Falls,  and  Croghan,  the  remaining  stations,  there  are 
combined  passenger  and  freight  stations  of  wood;  all  are  in  good  condition; 
waiting  rooms  clean  and  neat.  In  the  Lowville  station  there  are  sanitary 
closets,  and  at  the  other  stations  outside  closets,  in  good  condition. 

Since  the  last  inspection  a  decided  improvement  has  been  made  in  the 
condition  of  ditches;  necessary  renewal  of  cross- ties  made;  one-half  mile  of 
new  60-lb.  rail  laid,  replacing  worn  rail;  inside  guard  rails  have  been  placed 
on  the  iron  bridges;  and  guard  timbers  put  on  open  culverts  and  cattle 
passes  where  previously  lacking. 

Recommendations:  That  the  changes  suggested  in  the  body  of  the  report 
a«  necessary  at  the  north  end  of  the  bridge  on  spur  track  at  Beaver  Falls 
be  promptly  made,  to  obviate  danger  of  derailment,  and  the  bridge  be  re- 
painted; that  the  portion  of  the  timber  trestle  near  the  crossing  of  Black 
river  where  the  piles  are  of  spruce  be  replaced  or  filled  within  the  coming 
year;  and  that  cattle  guards  be  maintained  as  required  by  law. 

Respectfully  submitted, 

J.  D.  Shultz, 
Steam  Railroad  Inspector, 

MABGELLUS  AND  OTISCO  LAKE  BAILBOAD. 

Inspected  November  23,  24,  1908.    Not  previously  inspected. 
To  the  Public  Service  Commission,  Second  District: 

Gentlemen:  I  have  made  an  inspection  of  the  Marcellus  &  Otisco  Lake 
railroad,  and  respectfully  submit  the  following  report: 

The  Marcellus  &  Otisco  Lake  railroad  is  a  single-track  line  extending  from 
a  connection  with  the  Auburn  branch  of  the  New  York  Central  &  Hudson 
River  railroad  at  Martisco  to  the  foot  of  Otisco  lake,  a  distance  of  9.05  miles, 
and  has  2.19  miles  of  sidings  and  yard  tracks.  This  road  was  chartered  in 
1905  as  an  electric  railroad  and  recently  received  permission  to  operate  by 
steam  power.  The  road  is  extremely  crooked,  especially  on  the  northerly 
portion  from  Marcellus  to  Martisco,  approximately  3  miles.  As  originally 
planned  there  were  to  be  4  curves  with  radius  of  200  ft.  approximately  29 
degrees;  in  the  construction,  however,  the  plan  lines  were  not  followed  en- 
tirely, and  the  curves  are  irregular.  As  near  as  I  can  ascertain  from  meas- 
uring, there  were  places  where  curves  were  as  sharp  as  46  to  50  d^rees.  The 
road  uses  a  locomotive  with  very  short  wheel-base,  but  on  curves  of  such  a 
character  it  is  not  certain  that  you  can  keep  on  track  at  all  times,  even  with 
the  short  wheel-base,  and  when  it  comes  to  new  and  rigid  cars  the  problem 
of  keeping  them  on  track  is  still  greater.  That  the  Company  has  not  been 
able  to  keep  them  on  track  at  all  times  is  evidenced  by  the  frequent  indica- 
tions of  derailment,  and  the  only  safety  in  operating  such  a  road  is  in  making 
the  speed  so  slow  that  when  they  do  get  off  track  the  train  can  be  stopped 
before  getting  off  the  top  of  the  embankment.  Some  of  these  curves  are  re- 
versed, and  many  of  them  are  extremely  sharp  in  places.    South  of  Marcellus 
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the  curves  are  generally  lighter,  although  I  found  one  which  would  indicate 
about  26  degrees.  There  are  46  curves  in  all,  making  an  average  of  more 
than  5  to  the  mile.  The  grades  are  considerably  irregular  and  have  a  mazi- 
nmm  of  132%  ft.  per  mile  for  a  distance  of  about  600  ft.  near  Maroellus  Falls; 
there  are  other  grades  of  about  80  ft.  per  mile.  Some  of  the  cuts  are  narrow 
and  have  steep  slopes.  This  is  especially  the  case  with  some  of  the  side  cuts 
north  of  Marcellus.  Ditches  are  generally  lacking.  The  embankments  are 
generally  of  fair  width,  although  some  places  were  observed  where  reinforcing 
is  necessary. 

There  are  3  iron  bridges,  1  of  I-beams,  about  24% -ft.  span,  and  2  through 
plate  girdcF  bridges  45  ft.  in  length:  they  have  concrete  masonry,  properly 
constructed.  The  I-beam  span  has  proper  ties  and  guard  timbers;  tne  plate 
girder  spans  have  poor  ties  and  no  guard  timbers.  One  of  these  bridges  has 
had  ties  damaged  and  floor  beams  bent,  caused  by  derailment;  the  bridge 
however  is  apparently  in  safe  condition,  having  surplus  strength  for  the  class 
of  motive  power  and  rolling  stock  used.  The  brides  are  fairly  well  painted. 
Inside  guard  rails  are  maintained.  There  are  no  wooden  span  bridges,  either 
in  the  roadway  or  for  overhead  crossings.  There  are  8  timber  trestles:  6 
with  pile,  and  2  with  framed  bents.  No.  6,  counting  from  the  Otisco  lake  end, 
consisting  of  5  spans  of  15%  ft.  each,  has  poor  piles;  one  abutment  of  con- 
crete is  built,  toward  replacing  it  with  a  span  bridge.  The  "pile  abutments 
to  the  other  trestles  are  getting  old  and  should  be  rebuilt  or  replaced  with 
permanent  structures  promptly.  One  framed  bent  trestle  consisting  of  5 
spans,  near  Martisco,  is  being  replaced  with  concrete  arch  and  filling,  the 
other  framed  trestle  has  poor  ties  and  guard  timbers  and  will  need  replacing 
or  rebuilding  soon.  All  the  trestles  have  spans  of  15  to  17  ft.,  and  have  2 
8x16  stringers  under  each  rail;  this  is  sufficient  for  the  light  motive  power 
used,  but  if  cars  of  100,000  capacity  are  to  be  operated  over  the  line  there 
should  be  an  additional  stringer  put  in  on  either  side.  Nearly  all  the  trestles 
have  some  poor  ties  and  guard  timbers.  There  are  6  open  culverts  and  cattle 
passes:  4  of  them  have  concrete  abutments,  and  2  abutments  of  stone  masonry; 
all  have  timber  stringers,  ties  in  fair  condition;  Nos.  1,  11,  and  14  lack  guard 
timbers.  The  arch,  box,  and  iron-pipe  culverts  are  in  fair  to  good  condition; 
some  vitrified  pipe  drains  are  used  and  are  as  yet  whole. 

The  cross-ties  are  5-in.  face  and  upward,  6  in.  in  thickness,  8  ft.  long,  and 
laid  at  the  rate  of  2640  to  the  mile  of  track;  about  60  per  cent,  of  them  are 
cedar,  nearly  all  the  remainder  chestnut;  a"  few  oak  are  used.  Some  re- 
newals are  needed  and  a  few  places  were  observed,  and  attention  directed  to 
them,  where  there  were  two  or  three  poor  ones  t(^ther;  new  ties  should  be 
put  in  those  places  promptly.  Approximately  10  per  cent,  of  all  ties  in  track 
need  renewal.  About  1000  new  cross-ties  have  been  put  in  within  the  last 
two  months,  and  2000  more  are  ordered.  The  ties  are  fairly  well  spaced 
and  full  spiked. 

The  track  is  ladd  entirely  with  70- lb.  steel  rail,  and  on  the  sharp  curves  it  is 
in  60-ft.  lengths.  The  rails  are  connected  by  anjrle  plates  24  and  32  in.  in 
length  with  4  bolts.  The  rails  are  in  good  condition,  connections  full  bolted 
and  bolts  tight.  All  switches  are  split  point  and  have  rigid  stands,  many  of 
them  lacking  targets;  it  was  also  observed  that  in  nearly  all  cases  the  stands 
were  not  locked.  Night  trains  however  are  not  operated,  and  all  trains  move 
very  slowly,  speed  being  reduced  to  5  or  6  miles  per  hour  on  some  curves. 
Both  rigid  and  spring  rail  frogs  are  used,  and  are  in  good  condition.  Derail- 
ing switches  are  in  sidings  where  their  use  appears  necessary,  but  the  stands 
have  no  targets. 

The  track  is  very  lightly  ballasted  with  gravel:  The  alignment  and  sur- 
facing are  considerably  irregular,  and  the  elevation  of  the  outer  rail  on  curves 
variable. 

The  track  is  maintained  by  a  force  consisting  of  a  foreman  and  about  4 
men  in  winter  and  6  men  in  summer;  at  the  time  of  the  inspection  however 
there  was  a  force  of  14  laborers  employed  in  the  effort  to  get  the  track  in 
better  condition  for  winter  service. 

The  right  of  way  is  entirely  cleared  and  fairly  clean.  The  fences  are  of 
wire;  they  are  only  maintained  opposite  grazing  land>  but  where  maintained 
ere  in  fair  condition* 
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There  are  14  highway  grade  crossings :  they  are  very  well  graded,  planking 
in  fair  condition,  and  with  2  exceptions  are  protected  by  signs  of  the  diamond 
form;  at  2  crossings,  to  which  attention  was  directed,  and  which  may  prove 
to  be  private  crossings,  being  little  traveled,  there  are  no  signs.  On  portions 
of  the  road  where  fencing  is  maintained  there  are  vitrified  cattle  guards. 

The  movements  of  trains  are  governed  by  the  telephone. 

At  the  terminus  of  the  road  at  Otisco  lake  there  is  a  small  wooden  station 
with  concrete  platform,  for  summer  use;  at  Rose  Hill  a  fair,  confbination 
wooden  station  with  plank  platform ;  at  Marcel lus  a  fair,  combination  wooden 
station  with  plank  platform;  at  Martisco  the  station  facilities  of  the  New 
York  Central  &  Hudson  River  railroad  are  used.  The  stations  are  properly 
furnished  and  there  are  suitable  toilet  facilities. 

Recommendaiions :  That  the  cuts  and  embankments  be  made  of  proper 
width  and  slopes,  and  suitable  ditches  maintained;  that  the  two  plate  girder 
bridges  have  new  ties  and  guard  timbers  put  on;  that  trestle  bridge  No.  5 
be  promptly  replaced  and  the  other  trestles  replaced  in  the  near  future,  and 
that  if  100,000  capacity  coal  cars  are  to  be  operated  over  the  road  an  additional 
stringer  be  put  under  each  rail;  that  the  poor  ties  and  guard  timbers  to 
which  attention  was  called,  on  all  the  structures,  be  promptly  renewed,  and 
the  lacking  guard  timbers  on  Nos.  1,  11,  and  14  be  supplied;  that  about  10 
per  cent,  of  the  cross-ties  be  renewed;  that  all  switch  stands  be  supplied  with 
targets  and  that  they  be  kept  locked;  that  the  track  be  properly  ballasted,  put 
in  proper  alignment  and  surface,  and  the  curves  made  regular;  that  the  miss- 
ing crossing-signs  be  supplied;  and  that  the  speed  of  trains  be  restricted  so 
that  in  case  of  derailment,  which  on  a  road  of  this  character  must  frequently 
occur,  the  train  can  be  stopped  before  the  derailed  cars  get  off  the  roadbed. 

Respectfully  submitted, 

J.  D.  Shultz, 
Steam  Railroad  Inspector. 


MASSENA  TERMINAL  BAJLBOAO. 

Inspected  September  15  and  November  11,  1908.    Last  previous  Inspection 
October  23,  1906. 
To  the  Public  Service  Commission,  Second  District: 

Gentlemen:  I  have  made  an  inspection  of  the  Massena  Terminal  rail- 
road, and  respectfully  submit  the  following  report: 

The  Massena  Terminal  railroad  connects  with  the  main  line  Rome,  Water- 
town  k  Ogdensburg  division  of  the  New  York  Central  &  Hudson  River  rail- 
road at  Massena  Springs,  and  extends  to  the  power  plant  of  the  Pittsburg 
Reduction  Company  on  La  Grasse  river,  a  distance  of  1.50  miles,  and  has  0.75 
mile  of  yard  tracks.  The  general  alignment  is  fair  and  there  are  few  curves, 
the  maximum  being  about  8  degrees.  The  grades  are  considerably  broken 
and  steep  in  places;  the  maximum  is  about  100  ft.  per  mile.  The  road  is 
fairly  well  graded  and  the  drainage  system  good. 

There  are  three  iron  bridges:  one  across  the  canal  in  the  yard  at  terminus 
is  newly  constructed;  it  is  a  fine  bridge,  has  first-class  masonry,  and  on 
either  side  of  the  railroad  is  a  roadway  for  teams;  in  this  bridge  there  is  a 
draw  span,  very  rarely  used,  and  the  rails  are  connected  up;  the  other  bridges, 
one  across  Raquette  and  the  other  across  La  Grasse  river,  are  in  first-class 
condition,  have  good  masonry,  standard  ties  and  guard  timbers  well  main- 
tained; inside  guard  rails  have  not  been  put  on,  and  as  the  road  is  used  only 
for  switching  purposes  and  the  movements  of  trains  very  slow,  they  hardly 
seem  to  be  necessary.  The  open  culverts  and  cattle  passes,  of  which  there 
are  3,  are  constructed  entirely  of  timber:  they  are  in  good,  sound  condition 
and  have  had  new  stringers,  ties,  and  guard  timbers  put  on  since  the  last 
inspection.  There  are  no  arch  or  box  culverts.  The  pipe  drains  are  in  good 
condition. 

The  cross- ties  are  practically  all  cedar;  they  are  from  6-  to  8-in.  face,  6  in. 
in  thickness,  8  ft.  in  length,  and  laid  at  the  rate  of  2816  to  the  mile  of  track; 
they  are  in  good  condition,  very  extensive  renewals  having  been  made,  are 
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fairly  well  spaced  and  full  spiked.    The  track  is  laid  with  mixed  60*  and 
70-lb.  steel  rail  connected  partially  by  an^le  plates  and  partially  by  Fish 

Slates  24  in.  in  length  with  4  bolts.  The  rail  is  second-use,  but  is  in  fair  con- 
ition  for  the  light  traffic  and  moderate  speed  maintained;  all  the  connections 
are  full  bolted  and  bolts  tight.  There  is  one  stub  switch  remaining  in  main 
track,  all  others  are  split  point;  they  are  in  proper  condition  and  have  suit- 
able stands  and  targets.    The  frogs  are  rigid. 

The  track  is  very  lightly  ballasted  with  gravel.  The  alignment  and  sur- 
facing are  fair  considering  the  purposes  for  which  the  road  is  used  and  the 
slow  speed  at  which  trains  are  operated. 

The  section  force  varies,  at  times  there  being  only  one  or  two  men  and  at 
others,  when  necessary  to  make  repairs,  quite  a  large  force,  taken  from  the 
company's  other  worlcs,  is  put  on. 

There  are  no  trees  or  brush  on  the  right  of  way.  The  fences  are  mainly 
of  wire  and  some  repairs  are  necessary.  The  highway  crossings  are  prop- 
erly graded,  planking  in  good  condition,  and  are  protected  by  signs  of  the 
diamond  form.    There  are  no  cattle  guards. 

The  road  maintains  no  station  buildings,  owns  no  motive  power  or  rolling 
flftock,  and  is  used  entirely  for  switching  purposes  and  operated  by  men  with 
motive  power  and  equipment  of  The  New  York  Central  and  Hudson  River 
Bailroad  Company. 

Since  the  last  inspection  (October,  1906)  about  25  per  cent,  of  the  cross- 
ties  have  been  renewed;  some  ballast  has  been  put  in;  rail  connections  have 
been  full  bolted;  a  new  steel  bridge  has  been  built  across  the  Massena  canal; 
the  3  o^n  culverts  and  cattle  passes  have  been  put  in  proper  condition,  with 
new  stringers,  ties,  and  guard  timbers. 

Recommendationa :  That  the  stub  switch  be  replaced  with  a  split  point 
switch;  that  the  fences  be  put  in  proper  condition;  and  cattle  guards  main- 
tained as  required  by  law  at  the  grade  crossings  of  the  highways. 

Respectfully  soibmitted, 

J.  D.  Shultz, 
Bteam  Railroad  Inspector. 


inDDLEBUBQH  AND  SCHOHABIE  BAILBOAD. 

Inspected  August  11,  1908.    Last  previous  inspection  June  6,  1907. 
To  the  Public  Service  Commission,  Second  District : 

Gentlemen:  I  have  made  an  inspection  of  the  Middleburgh  &  Schoharie 
railroad,  and  respectively  submit  the  following  report: 

The  Middleburgh  k  Schoharie  railroad  extends  from  Middleburgh  to  Scho- 
harie, where  it  connects  with  the  Schoharie  Valley  railway.  It  is  a  single- 
track  standard-gauge  railroad  5.33  miles  in  length,  and  has  approximately 
1  mile  of  sidings  and  yard  tracks.  The  road  is  operated  in  connection  with 
the  Schoharie  Valley  railway,  the  same  train  operating  over  both  roads, 
with  a  change  in  conductors  at  Schoharie.  The  road  runs  through  a  yalley 
and  has  long  tangents  and  light  curves.  The  grading  is  light  and  the  cuts 
and  embankments  are  generally  fair  width.  Some  of  the  cuts  should  be 
widened  to  give  sufficient  width  for  ditches,  and  some  ditches  should  be 
cleaned. 

There  are  no  steel  or  iron  bridges  in  the  roadway.  There  are  2  timber 
trestles  of  4  spans  each:  they  have  3  framed  bents  spaced  from  6  to  8  ft. 
apart  and  on  these  are  12xl2-in.  stringers  with  corbels;  the  abutments 
are  of  small  stone  laid  dry  and  are  in  fair  condition;  at  the  trestle  nearest 
Schoharie  some  of  the  stringers  are  poor  and  need  renewal,  also  some  tie 
renewals  on  the  first  trestle  from  Middleburgh.  There  is  also  a  2-span 
trestle  which  was  originally  a  l-span  open  culvert  of  about  13  ft.;  it  now  has 
a  framed  bent  dividing  the  span;  the  abutments  are  of  small  stone  laid  dry, 
all  in  fair  condition.  There  are  10  open  culverts  and  cattle  passes  and  open- 
pit  cattle  guards.  At  the  Middleburgh  end  of  the  road  there  are  2  open-pit 
cattle  guards,  one  each  side  of  private  road;  the  walls  are  poor,  and  the 
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opening^  can  probably  be  filled.  The  next  opening  is  an  open  culvert  of  about 
7-ft.  span  with  dry  masonry  abutmenta;  one  abutment  is  crowding  in  at  the 
top  and  should  be  repaired.  The  next  4  openings  are  from  4-  to  6-ft.  spans 
and  are  not  built  in  a  substantial  manner;  the  stringers  are  in  most  cases 
7  X  8  or  7  X  9-in.  carried  on  ties  or  timbers  for  abutment ;  they  were  safe  at  tim- 
of  inspection,  but  may  become  unsafe  after  heavy  storms;  if  they  are  to 
remain,  they  should  be  built  in  a  more  substantial  manner.  The  next  open 
culvert  is  of  9-ft.  span,  with  dry  masonry  abutments  in  fair  condition,  except 
that  one  abutment  needs  repairs  at  one  of  the  stringer  bearings,  where  stones 
are  crumbling;  stringers  12xl2-in.  oak  with  standard  ties  and  guard  timber 
in  good  condition.  The  next  opening  is  similar  to  th«  4  openings  above 
mentioned,  and  is  of  6-  to  6-ft.  span  with  a  7  x  9-in.  stringer  or  tie  under  each 
rail;  it  has  but  a  small  opening  between  stringer  and  bottom  of  ditch,  with 
more  or  less  blocking  under  stringers;  if  to  remain,  should  be  made  sub- 
stantial. The  next  and  last  open  culvert  is  of  4-ft.  span,  with  abutments  of 
dry  masonry;  the  stone  are  small,  the  abutments  are  bulged  and  leaning  and 
should  be  rebuilt;  the  stringers  are  10xl2-in.  in  size  and  12  ft.  in  length, 
extending  some  4  feet  back  from  face  of  opening.  There  are  no  arch  culverts. 
The  box  and  pipe  culverts  are  apparently  in  good  condition. 

The  croae-ties  are  6  in.  by  6  to  8  in.,  and  8  ft.  in  length,  and  are  laid  at 
the  rate  of  2640  to  the  mile  of  track.  About  800  ties  were  renewed  last  year 
and  about  700  this  year.     There  are  some  ties  yet  to  go  in. 

The  track  is  laid  with  mixed  50-,  66-,  and  60-lb.  steel  rails,  connected  by 
angle  plates  24  in.  in  length  with  4  bolts.  The  angle  plates  do  not  fit  the 
56-lb.  rail  well,  and  many  of  the  bolts  are  therefore  loose.  The  rail  is  in 
fair  condition.  Both  split  point  and  stub  switches  are  in  use.  Switch 
stands  are  rigid;  some  targets  need  re-painting;  no  switch  lamps  used,  as 
night  trains  are  not  run;  no  derailing  switches  required.  With  one  excep- 
tion the  frogs  are  rigid:  in  the  switch  just  south  of  Schoharie  station  the 
frog  is  a  movable  one,  and  if  set  wrong  tor  direction  of  traffic  is  moved  over 
by  the  wheels  as  they  approach;  while  there  has  been  no  trouble  caused  by 
this  frog,  it  is  not  one  to  be  recommended. 

A  little  over  one-half  of  the  line  is  ballasted  with  broken-  stone  in  fair 
quantity.  The  balance  of  line  would  be  greatly  improved  by  additional 
ballast.  The  alignment  and  surfacing  of  track  are  fair  for  the  low  rate  oi 
speed  with  which  trains  are  operated.  The  section  force  consists  of  one 
foreman  and  3  men. 

The  right  of  way  is  narrow  and  only  partly  fenced,  and  is  fairly  clean. 

The  highway  crossings  are  properly  graded  and  planked  and  are  protected 
by  crossing-signs  of  diamond  form  well  painted;  3  crossings  have  cattle 
guards;  1  metallic-  and  2  wooden-slat  form;  1  crossing  without  guards.  The 
cattle  guards  are  without  the  proper  guard  wing-fences  and  necessary  right  of 
way  fences  to  make  them  serviceable. 

The  only  station  building  is  at  Middleburgh:  it  is  a  frame  building,  neat, 
clean,  and  in  fair  repair;  the  outside  closets,  on  opposite  side  of  track,  are 
located  poorly  and  are  in  bad  condition.  At  Schoharie  the  station  belongs  to 
the  Schoharie  Valley  railway. 

A  permanent  bent  has  been  placed  in  center  of  the  13-ft.  open  culvert,  mak- 
ing it  a  2-span  structure,  as  recommended  in  last  report.  No  repairs  or  im- 
provements have  been  made  other  than  the  ordinary  maintenance  repairs. 

Recommendations:  That  the  ditches  be  opened  and  cleaned  where  necessary; 
that  repairs  be  made  to  stringers  on  trestle  near  Schoharie;  that  the  masonry 
of  the  7-ft.  open  culvert  near  Middleburgh,  and  the  9-ft.  open  culvert  north 
of  the  3-span  trestle,  be  repaired;  that  the  masonry  of  the  4-ft.  span  open 
culvert,  the  last  on  the  line,  be  promptly  rebuilt;  that  the  opening  with 
spans  from  4  to  6  ft.,  to  which  attention  is  called  in  this  report,  be  replaced 
with  more  substantial  work;  that  the  fences  be  put  in  proper  shape;  and 
changes  be  made  in  the  closets  at  Middleburgh  passenger  station. 
«  E^pectfully  submitted, 

E.  P.  Van  Hoesen, 
Inspector  Steam  Railroada. 
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MIDDLETOWN,   UNIONYILLE  AND  WATEB  QAP  BAILBOAD. 

Inspected  November  8,  1908.    Last  previous  inspection  October  3,  1907. 
To  the  Public  Service  Commission,  Second  District: 

Gentlemen:  I  have  made  an  inspection  of  the  Middletown,  Unionville  & 
Water  Gap  railroad,  and  respectfully  submit  the  following  report: 

The  Middletown,  Unionville  &  Water  Gap  railroad  is  operated  by  the  New 
York,  Susquehanna  and  Western  Railroad  Company,  and  that  in  turn  by  ths 
Erie  Railroad  Company.  It  is  a  single-track  standard-gauge  road  extending 
from  a  connection  with  the  main  line  of  the  New  York  division  of  the  Erie 
railroad  at  Main  street,  Middletown,  to  the  Pennsylvania-State  line  near 
Unionville,  a  distance  of  13.65  miles,  and  has  2.86  miles  of  sidings  and  yard 
tracks.  The  general  alignment  of  the  road  is  very  good  and  curves  are  light. 
The  maximum,  aside  from  one  of  10  degrees  in  the  Middletown  yard,  is  5 
degrees.  The  grades  are  generally  light,  and  aside  from  one  of  123  ft.  per 
mile  for  900  ft.  in  length  at  a  point  about  1.4  miles  east  of  Middletown,  the 
maximum  is  53  ft.  per  mile.  Cuts  and  embankments  generally  are  of  proper 
width  and  slope,  and  ditches  are  in  good  condition  and  drainage  system  good. 

The  steel  and  iron  bridges,  while  one  or  two  of  them  are  light,  are  in 
good  condition  and  are  of  sufficient  strength  for  the  class  of  motive  power 
and  rolling  stock  used  on  the  road;  the  bridge  masonry  is  in  good  condition, 
repairs  having  been  made  since  last  inspection.  New  ties  are  needed  on.  bridges 
79.15  and  86.92,  and  a  piece  of  guard  timber  should  be  renewed  on  86.92. 
All  bridges  have  standard  ties  and  guard  timbers,  and  inside  guard  rails  are 
maintained.  There  are  no  wooden  bridges  or  timber  trestles.  All  open  cul- 
verts and  cattle  passes  have  masonry  abutments;  2  have  wooden  stringers; 
all  the  others  have  I-beam  stringers  or  plate  girders;  all  are  in  good  condition 
and  have  standard  ties  and  guard  timbers.  Cattle  pass  75.57  should  have 
new  guard  timbers.  The  arch,  box,  and  pipe  culverts  are  apparently  in  good 
condition. 

The  standard  cross- ties  are  7x9  in.,  8  ft.  6  in.  in  length,  and  laid  at  the 
rate  of  2816  to  the  mile  of  track;  they  are  about  60  per  cent,  pine  and  20 
per  cent,  each  oak  and  chestnut;  the  ties  are  in  good  condition,  extensive 
renewals  having  been  made  since  last  inspection,  and  are  well  spaced  and 
full  spiked. 

Of  the  rail,  9.85  miles  are  laid  with  60-lb.  steel  rail  and  3.8  miles  with 
70-lb.  rail,  connected  by  angle  plates  24  in.  in  length  with  4  bolts;  the  3.8 
miles  were  laid  with  second-use  70-lb.  rail  replacing  like  amount  of  60-lb. 
since  last  inspection;  all  the  rail  is  in  fine  condition,  all  connections  full 
bolted;  a  few  loose  bolts  observed. 

The  main-track  switches  are  split  point  and  have  automatic  stands  with 
well  painted  targets;  switch  and  semaphore  lamps  show  red  light  for  danger 
and  green  for  safety.  Both  spring  rail  and  rigid  frogs  are  used,  and  derailing 
switches  are  in  all  sidings  where  their  use  appears  necessary. 

The  track  is  ballasted  with  gravel  and  cinders  in  fair  quantity.  About  3 
miles  of  track  have  been  re-bafiasted  with  cinders  since  last  inspection.  Tlid 
alignment  and  surfacing  are  good,  the  outer  rail  on  curves  properly  elevated 
for  the  speed  at  which  trains  are  scheduled. 

The  track  sections  are  6.75  miles  in  length  and  the  force  consists  of  a 
foreman  and  5  laborers;  each  gang  is  furnished  with  flags,  lanterns,  and 
torpedoes,  and  all  portions  of  the  track  are  patrolled  daily  by  some  member 
of  the  section  gang. 

There  are  no  grade  crossings  of  steam  or  electric  railroads,  and  no  inter- 
locking plants  are  maintained. 

The  right  of  way  is  free  from  trees,  brush,  and  rubbish.  Fences  are  of 
wire  and  are  in  fair  condition  generally;  there  are  a  few  places  where  it 
would  appear  that  repairs  are  necessary.    Mile-posts  are  maintained. 

The  highway  crossings  are  well  graded  and  properly  planked  and  are 
protected  by  signs  of  the  X  form,  suitably  located  and  well  painted.  Of 
the  20  crossings,  1  is  protected  by  flagman.  Cattle  guards  are  not  maintained. 
Whistle-posts  are  at  the  proper  distance  from  all  crossings. 

The  movements  of  trains  are  governed  by  telegraphic  train  order  system. 
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The  station  buildings  are  generally  small  but  in  fair  repair,  and  are 
apparently  sufficient  for  the  requirements.  They  were  in  neat  and  clean 
condition  at  the  time  of  inspection. 

The  principal  repairs  and  improvements  made  since  last  inspection  are  as 
follows:  About  44  per  cent,  of  the  cross-ties  have  been  renewed;  3.8  miles 
of  track  have  been  laid  with  second-use  70-lb.  steel  rail  replacing  worn  60-lb.; 
8  miles  of  track  have  been  re-ballasted  with  cinders;  1  open  culvert  and 
cattle  pass  has  been  replaced  with  a  36-in.  pipe,  1  replaced  with  concrete 
top,  and  3  have  been  extensively  repaired;  the  masonry  to  3  bridges  has 
been  repaired;  4  bridges  have  been  re-painted;  1  station  building  repaired  and 
painted;  2  miles  of  fence  have  been  repaired;  and  all  cuts  have  been  ditched. 

Recommendations:  That  new  ties  be  placed  on  bridge  79.15;  new  ties 
and  guard  timber  on  86.92;  new  guard  on  cattle  pass  75.57;  and  that  cattle 
guards  be  maintained  at  the  boundaries  of  highways  crossed  at  grade. 

Respectfully  submitted, 

E.  F.  Van  Hoesen, 
Steam  Railroad  Inspector, 


KILFOBD,   MATAMOBAS   AND   NEW   YOBK  BAIUtOAD. 

Inspected  October  21,  1908.    Last  previous  inspection  August  8,  1905. 

To  the  Public  Service  Commission,  Second  District: 

Gentlemen:  I  have  made  an  inspection  of  the  Milford,  Matamoras  & 
New  York  railroad,  and  respectfully  submit  the  following  report: 

The  Milford,  Matamoras  &  New  York  railroad  formerly  extended  from  a 
connection  with  the  Erie  railroad  at  Port  Jervis  in  a  southerly  direction 
across  the  Delaware  river  into  Pennsylvania,  and  had  about  0.15  mile  of 
track  in  New  York  state.  At  the  time  of  inspection  nothing  remained  of  the 
Delaware  river  bridge  but  5  timber  crib  piers  at  the  New  York  end  of  bridge, 
and  portions  of  1  stone  and  2  timber  piers  on  the  southern  half;  a  number 
of  old  deck  girders  are  piled  up  on  the  New  York  side,  and  considerable  old 
iron,  probably  portions  of  a  through  truss  bridge,  strung  along  the  river  bank 
on  the  Pennsylvania  side.  Adjoining  the  north  end  of  this  river  bridge 
there  is  a  through  plate  girder  over  a  street  or  highway,  and  about  700  ft. 
of  track  extends  from  this  bridge  to  a  point  in  the  Erie  yards  where  the 
track  stubs.  There  are  no  signs  of  any  reconstruction,  and  the  road  can  not 
be  used  until  the  river  bridge  is  rebuilt. 

Respectfully  submitted, 

E.  F.  Van  Hoesen, 
Steam  Railroad  Inspector, 


MOUNT  beacon   INCLINE  BAILWAT. 

Inspected  May  25,  1908.    Last  previous  inspection  July  5,  1907. 

To  the  Public  Service  Commission,  Second  District: 

O'ENTiJiMEN:  I  have  inspected  the  Mount  Beacon  Incline  railway,  and 
respectfully  submit  the  following  report: 

The  Mount  Beacon  Incline  railway  extends  from  the  foot  of  Mount  Beacon, 
near  Matteawan,  to  its  westerly  summit,  a  distance  of  2200  feet.  The  align- 
ment is  composed  of  tangents  and  long,  easy  curves,  all  to  the  right  ascending 
the  mountain.  The  average  grade  is  64  per  cent.,  the  maximum  being  74  per 
cent.  The  entire  road,  with  the  exception  of  18  low  bents  of  trestle  about 
midway  and  5  bents  at  the  summit,  is  laid  on  the  surface  of  the  ground, 
the  construction  resting  on  mudsills  spaced  about  6  feet  apart;  on  these 
sills  and  driftbolted  to  them  are  stringers  6x10  in.,  1  under  each  rail,  and 
on  these  stringers  rest  6x6  in.  ties,  spaced  at  about  34-in.  centers,  each  tie 
being  driftbolted  to  the  stringer.  The  guard  timbers  are  built  up  of  2  planed 
4  X  6-in.  sticks,  nailed  together  with  lap  joints  and  bolted  to  every  tie 
with  2  %-in.  bolts.  Idlers  for  carrying  the  cable,  supported  by  the  ties,  are 
provided  at  intervals  of  about  36  ft.    The  portion  of  the  road  referred  to  as 
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being  on  trestle  has  bents  of  an  average  height  of  about  10  ft.,  spaced  12Vi 
ft.  center  to  center;  the  bents  rest  on  masonry  piers;  the  bents  themselves 
are  composed  of  4  10  x  10-in.  posts  and  lOxlO-in.  sills  and  caps;  resting  on 
these  bents  are  4  6  x  12-in.  corbels,  notched  in  such  manner  as  to  transmit 
the  load  from  above  vertically,  and  on  these  corbels  rest  the  6  x  12-in. 
stringers,  2  under  each  rail ;  corbels,  stringers,  and  ties  are  driftbolted  together. 

The  masonry  has  been  thoroughly  repaired  or  rebuilt  and  is  in  first-class 
condition.  The  timber  to  the  trestles  is  in  thoroughly  sound  condition  and 
of  abundant  strength.  Three  or  four  mudsills  were  observed  near  the  foot 
of  the  plane,  and  attention  directed  to  them,  that  while  not  in  bad  condition 
are  somewhat  decayed  on  the  surface,  and  your  inspector  was  advised  that 
they  would  be  renewed  promptly.  Two  cross-ties,  to  which  attention  was 
also  directed,  need  renewal.  Aside  from  that,  the  roadway  construction  is 
in  first-class  condition. 

The  power  liouse  is  located  at  the  upper  terminus  of  the  road.  In  it  are 
installed  two'  75-hp.  motors,  generating  an  electric  motive  force  of  500  volts, 
directly  connected  to  the  machinery  supporting  the  cable  drums.  Two  cir- 
cumferential brakes,  one  on  each  motor,  are  provided;  the  straps  of  these 
brakes  are  9  in.  wide  and  bear  against  2%  ft.  diameter  wheels;  they  arc 
applied  by  the  force  exerted  by  powerful  helical  springs,  which  are  released 
under  certain  conditions  by  the  current. 

The  cable  drums,  of  which  there  are  2,  are  10  ft.  in  diameter,  mounted  on 
8-in.  shafts,  the  whole  mounted  on  a  massive  base  which  is  anchored  securely 
to  the  rock.  The  power  is  transmitted  to  these  drums  from  the  motor  by 
gearing,  the  driver  being  20  in.  in  diameter;  the  follower,  mounted  on  one 
of  the  drum  shafts,  being  10  ft.  in  diameter.  On  this  same  shaft,  and  between 
the  gear  and  drum  wheels,  and  acting  as  a  unit  with  these  wheels,  is  another 
wheel  of  10-ft.  diameter,  surrounded  by  a  circumferential  emergency  brake, 
the  width  of  strap  being  6  in.;  this  brake  is  controlled  by  the  speed  of 
revolution  of  the  drums  and  applied  by  the  falling  of  weights  which  cause 
the  strap  to  bear  tightly  against  the  wheel.  An  air  cushion  cylinder  has  been 
provided  to  prevent  the  too  sudden  application  of  this  brake. 

Two  cars,  capable  of  seating  about  55  persons,  are  attached  to  the  ends 
of  the  cable,  which  is  1%  in.  in  diameter,  and  one  car  ascends  while  the 
other  descends,  the  passing  point  being  a  so  called  Brown  patent  turnout, 
having  specially  constructed  switches  and  frogs;  each  car  is  equipped  with 
4  wheels,  those  on  one  side  being  grooved,  those  on  the  other  being  entirely 
flat,  and  8  in.  wide.  This  construction  and  arransrement  of  wheels  is  for  the 
purpose  of  operating  cars  over  the  frogs  and  switches.  On  one  axle  of  each 
car  is  a  round,  iron  wheel,  to  which  are  attached  two  dogs  so  arranged  that, 
upon  the  centrifugal  force  reaching  a  certain  amount  they  fly  beyond  the 
circumference  of  this  wheel  and  there  engage  a  lever,  which  in  turn  is  released 
by  this  action  from  its  bearing;  this  Wer  is  weighted,  and  in  falling  rotates 
two  heavy  toothed  jaws,  one  on  each  side  of  one  of  the  guard  timbers;  this  is 
the  car  emergency  brake,  and  as  the  lever  drops  and  the  jaws  rotate,  the  teeth 
engage  the  guard  timber,  and  thus  prevent  the  further  down-hill  movement 
of  the  car.  This  mechanism  is  also  under  the  control  of  the  conductor,  and 
is  so  adjusted  that  at  a  speed  of  700  ft.  per  minute  the  release  of  the  leVer 
is  elTccted. 

The  ordinary  speed  of  operation  is  about  500  ft.  per  minute.  Telephonic 
communication  is  established  between  termini.  Thorough  inspections  of  the 
road  are  made  daily.  Ihe  operating  machinery  is  all  in  first-class  condition, 
and  the  cables,  although  they  have  been  in  use  several  years,  appear  very 
little  worn. 

From  my  inspection  I  consider  the  road  in  thoroughly  safe  condition,  and 
the  only  recommendations  I  have  to  make  are  that  the  few  mudsills  that 
are  getting  decayed,  and  to  which  attention  was  directed,  be  removed,  and  the 
two  cross-ties  to  which  attention  was  also  directed  be  replaced. 

Respectfully  submitted, 

J.  D.  Shultz, 
Steam  Railroad  Inspector. 


Appendix  0:  Inspection  of  Steam  Eaileoads        815 

NEW  ENGLAND  BAILEOAD. 

Inspected  October  29,  1908.    Last  previous  inspection  July  10,  11,  1907. 

To  the  Public  Service  Commissiotif  Second  District: 

The  New  England  railroad  extends  from  the  Connecticut-State  line  near 
Mill  Plain  to  Hopewell  Junction  on  the  line  of  the  Newburgh,  Dutchess  & 
Connecticut  railroad,  and  from  a  connection  with  the  same  railroad  at  Wicopee 
Junction  to  Fishkill  Landing.  The  distance  between  Wicopee  Junction  and 
Hopewell  Junction  is  about  12  miles,  and  the  trains  which  formerly  ran 
from  Fishkill  Landing  over  the  New  England  railroad  operated  for  that  12 
miles  over  the  track  of  the  Newburgh,  Dutchess  &  Connecticut  railroad,  and 
the  few  trains  that  operate  that  way  now,  do  the  same.  The  Central  New 
England  and  the  Newburgh,  Dutchess  &  Connecticut  railroad  having  been 
acquired  by  The  New  York,  New  Haven  and  Hartford  Railroad  Company, 
practically  all  freifi^ht  trains  and  nearly  all  the  passenger  trains,  instead  of 
operating  to  and  from  Fishkill  Landing,  run  from  Hopewell  Junction  over 
what  is  called  the  Hopewell  branch  of  the  Central  New  England  railway,  to 
or  through  Poughkeepsie ;  and  the  small  piece  of  the  New  England  railroad 
from  Wicopee  Junction  to  Fishkill  Landing  is  now  considered  as  a  part  of 
the  Central  New  England.  This  piece  of  road  is  in  proper  condition  for  the 
use  made  of  it,  and  is  not  considered  further  in  this  report. 

The  road  is  quite  crooked,  but  most  curves  are  light,  the  maximum  is  7 
degrees,  located  2%  miles  east  of  Poughquag.  The,  grades  are  also  quite 
steep  but  fairly  regular;  the  maximum  is  70  ft.  per  mile,  located  east  of 
West  Patterson.  The  roadway  is  well  graded  and  drainage  system  is  good; 
cuts  and  embankments  are  full  width  with  proper  slopes. 

The  steel  and  iron  bridges  are  all  in  good  condition.  The  masonry  is  good. 
Ties  and  guard  timbers  are  standard  and  well  maintained,  and  inside  guard 
rails  are  on  all  structures  of  over  20-ft.  span.  There  are  no  wooden  bridges 
except  those  used  for  overhead  highway  and  farm  crossings;  they  are  in 
proper  repair  and  all  less  than  full  clearance  height  above  track  are  protected 
by  warning  signals.  There  are  no  timber  trestles.  All  open  culverts  and 
cattle  passes  have  good  masonry,  and  with  one  exception  all  have  I-beam 
stringers;  the  one  excepted  has  timber  stringers  of  ample  strength;  the  ties 
and  guard  timbers  are  of  standard  dimensions  and  are  in  good  condition. 
The  arch,  box,  and  pipe  culverts  are  apparently  in  good  condition. 

The  cross-ties  are  about  80  per  cent,  chestnut  and  20  per  cent,  oak;  the 
standard  dimensions  are  6x8  in.,  8  ft.  in  length  for  sawed  ties,  6x6  in., 
8  ft.  in  length  if  hewn;  they  are  well  spaced,  full  spiked,  and  are  laid  at  the 
rate  of  3168  to  the  mile  of  track.     They  are  in  good  condition. 

On  main  track,  31.11  miles  are  laid  with  68-lb.  steel  rail  connected  by  Weber 
joints  with  4  bolts;  22.58  miles  are  laid  with  79-lb.  steel  rails  connected 
by  angle  bars  30  in.  in  length  with  6  bolts;  1.56  miles  are  laid  with  75-lb. 
steel  rail;  and  0.79  mile  with  80-lb.  steel  rail  connected  by  angle  bars  24 
in.  in  length  with  4  bolts;  the  rail  is  generally  in  good  condition;  all  con- 
nections are  full  bolted  and  bolts  generally  tight;  some  loose  bolts  were 
observed  in  the  Weber  joints.  All  main-track  switches  are  split  point  and 
have  automatic  stands  with  targets  in  good  condition.  There  are  but  two 
facing  point  switches:  one  is  on  an  up-grade  near  a  point  where  all  trains 
stop;  the  other  is  protected  by  a  distant  signal  interlocked  with  switch  stand. 
Switch  and  semaphore  lamps  show  red  light  for  danger,  green  for  safety; 
yellow  is  used  for  caution.  All  main-track  frogs  are  spring  rail.  Derailing 
switches  are  on  all  sidings  where  their  use  appears  necessary. 

Tracks  are  ballasted  with  gravel  in  good  quantity.  The  alignment  and 
surfacing  of  track  are  first  class,  and  the  outer  rails  on  curves  are  properly 
elevated  for  the  scheduled  speed  of  trains. 

The  track  sections  average  about  4  miles  in  length,  and  the  force  on  each 
consists  of  a  foreman  and  4  laborers.  Flags,  lanterns,  and  torpedoes  are 
furnished  section  gangs  for  protecting  their  work.  All  portions  of  the  road 
are  patrolled  daily  by  some  member  of  the  section  force.  At  a  rock  cut  near 
Poughquag  a  watchman  is  maintained  at  all  hours,  and  in  each  direction  is  a 
distant  semaphore  signal  under  his  control. 


816        Public  Service  Commission,  Secoih)  District 

There  are  no  grade  crossings  of  steam  or  electric  railroads.  No  interlocking 
plants  are  maintained. 

The  right  of  way  is  clean  and  clear,  free  from  trees  and  brush,  and  U 
fenced  with  wire  which  is  in  good  repair.    Mile-posts  are  maintained. 

The  highway  crossings  are  well  graded,  properly  planked,  and  are  protected 
by  signs  of  the  finger  l^ard  type,  properly  located  and  well  painted.  Wooden- 
slat  cattle  guards  with  good  wing-fences  are  properly  maintained.  One 
crossing  is  protected  by  a  flagman  and  10  by  crosAing-signs  only.  Whistle-posts 
are  properly  located. 

The  movements  of  trains  are  governed  by  telegraphic  block  system. 

The  station  buildings  are  in  good  condition,  are  properly  furnished,  and 
are  apparently  sufficient  for  the  requirements. 

Since  last  previous  inspection  the  following  repairs  and  improvements  have 
been  made:  About  6  per  cent,  of  the  cross-ties  have  been  renewed;  0.73 
mile  of  new  80-lb.  steel  rail  have  been  laid,  replacing  worn  TS-l-b  and  79-lb. 
rails;  1.10  miles  of  track  have  been  re-ballasted  with  gravel,  and  0.11  mile 
with  cinders;  0.11  mile  of  new  fence  has  been  built,  and  0.66  mile  repaired. 

The  road  is  in  good  condition  and  no  recommendations  are  necessary. 

Respectfully  submitted, 

E.  P.  Van  Hoesen, 
Bieam  Railrottd  Inspector, 


NEW  YORK  AND  OTTAWA  RAILWAY. 

Inspected  November  5,  1008.    Last  previous  inspection  August  16,  1907. 
To  the  Public  Service  Commissionf  Second  District: 

GENTuai EN :  I  have  inspected  the  New  York  &  Ottawa  railway,  and  respect- 
fully flubmit  the  following  report: 

The  New  York  &  Ottawa  railway  extenda  from  Tupper  Lake  to  the  Canadian 
line  in  the  St.  Lawrence  river,  near  Cornwall,  at  which  point  commences  the 
Ottawa  k  New  York  railway,  which  extend*  to  Ottawa.  The  length  of  the 
New  York  &  Ottawa  railway  in  this  State  is  69.45  miles,  single  track,  and 
it  has  about  6.80  miles  of  sidings  and  yard  tracks.  The  portion  of  the  road 
south  of  Moira  is  very  crooked  and  many  of  the  curves  sharp;  the  maximum 
is  14^  degrees,  between  St.  Regis  Falls  and  Santa  Clara.  The  grades  are 
steep  and  considerably  broken;  tSe  maximum  is  150  ft.  per  mile. 

The  cuts  and  embankments  on  the  westerly  portion  ot  the  road  are  of  fair 
width  and  proper  slopes;  a  few  embankments  north  of  Moira  are  somewhat 
narrow  and  need  reinforcing;  some  of  the  cuts  on  the  southerly  portion  of 
the  road  are  rather  narrow  to  admit  of  proper  ditches;  on  this  portion  of 
the  road,  however,  the  material  is  of  a  gravelly  nature,  so  that  there  is  not 
so  much  necessity  for  its  drainage.  Also  on  this  portion  of  the  road, 
especially  between  Santa  Clara  and  Tupper  Lake,  some  of  the  embankments 
through  swamps  have  settled  and  should  be  raised  to  grade;  the  roadway  is 
generally  very  well  drained. 

There  are  6  iron  and  steel  bridges.  The  one  crossing  the  American  channel 
of  the  St.  Lawrence  river  is  an  extensive  bridge  consisting  of  2  spans  of 
370  ft.  each,  1  span  of  272  ft.,  and  2  plate  girder  spans,  one  at  either  end, 
of  61  ft.  each.  The  remaining  bridges  are  smaller.  All  are  in  good  condition. 
The  piers  of  the  river  bridge  are  of  stone  masonry;  the  abutments,  as  well 
as  the  abutments  of  the  other  bridges,  are  of  concrete.  The  bridges  are  well 
painted,  the  ties  and  guard  timbers  are  of  standard  dimensions  and  are  sound; 
inside  guard  rails  are  maintained  on  all.  The  only  wooden  bridge  in  the 
roadway  consists  of  2  spans  of  pony  Howe  truss,  each  80  ft.  in  length,  near 
St.  Regis  Falls;  this  bridge  has  been  repaired  and  strengthened  since  the 
last  inspection.  The  timber  is  in  sound  condition,  the  masonry  good,  and  it 
lias  standard  ties  and  guard  timbers  in  good  repair.  The  only  other  wooden 
bridges  on  the  road  are  for  overhead  highway  or  farm  crossings;  all  are 
properly  maintained,  and  there  are  no  overhead  obstructions  less  than  21  ft. 
above  the  track.  There  are  12  timber  trestles  remaining  in  the  main  line 
roadway;  Bome  have  pile  and  others  framed  bents;  they  are  of  standard 
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construction,  with  standard  ties  and  guard  timbers.  No.  100-A,  near  Meno, 
has  poor  stringers  and  ties;  and  No.  110- A,  near  Bay  Pond,  in  a  swamp  with 
very  soft  foundation,  has  been  settling  since  the  road  was  constructed,  and 
men  are  now  engaged  raising  the  stringers  and  putting  in  additional  blocking. 
The  balance  are  in  fair  to  good  condition,  and  arrangements  are  made  for 
doing  necessary  repairs.  The  long  trestles  have  inside  guard  rails.  None 
are  high  structures.  There  are  21  open  culverts  and  cattle  passes:  3  have  stone 
abutments,  1  abutments  of  concrete,  and  the  remaining  17  of  timber;  20  of 
them  have  timber  stringers  and  1  has  I-beams;  all  are  in  fair  to  good  condi- 
tion, with  standard  ties  and  guard  timbers;  extensive  repairs  and  renewals 
have  been  made  to  many  of  these  since  the  last  inspection.  There  are  no  arch 
culverts;  there  are  a  few  stone  box  culverts,  but  mostly  they  are  of  timber. 
Quite  a  number  have  been  renewed  since  the  last  inspection,  and  all  are  in 
safe  condition  for  the  present. 

The  standard  cross-ties  are  6x8  in.,  8  ft.  in  length,  and  laid  at  the  rate 
of  2816  to  the  mile  of  track;  about  70  per  cent,  are  cedar,  20  per  cent,  tama- 
rack, and  10  per  cent,  hemlock.  At  the  time  the  inspection  was  made  there 
was  a  slight  covering  of  snow  over  quite  a  portion  of  the  road,  so  that  the 
condition  of  the  cross-ties  could  not  be  very  accurately  determined;  it  is 
evident,  however,  that  the  condition  of  cross-ties  has  been  considerably  im- 

{)roved  during  the  past  year;  quite  extensive  additional  renewals  are  neverthe- 
ess  needed;  they  are  evenly  spaced  and  full  spiked.  Many  rail  braces  are 
used  on  sharp  curves,  and  in  some  cases  there  are  tie-plates. 

Of  main  track,  18.40  miles  are  laid  with  80-lb.,  14.70  miles  with  65-lb.,  and 
the  remaining  portion,  36.35  miles,  with  66-lb.  steel  rails;  the  80-lb.  rails  are 
connected  by  angle  plates  30  in.  in  length  with  6  bolts;  the  65-lb.  rails  are 
connected  by  angle  plates  40  in.  in  length,  with  6  bolts,  and  the  56-lb.  rails 
by  angle  plates  24  and  20  in.  in  length  with  4  bolts;  the  80-lb.  and  the  66-lb. 
rails*  are  in  very  good  condition;  the  56-lb.  rail  is  considerably  worn  and 
considerable  renewal  is  necessary;  all  the  connections  are  full  bolted  and 
bolts  tight.  All  main-track  switches  are  split  point.  Rigid  and  automatic 
stands  are  used ;  all  have  proper  targets.  Switch  and  semaphore  lamps  show 
red  light  for  danger  and  white  for  safety.  Rigid  frogs  are  used  with  the  56-lb., 
and  spring  rail  with  the  80-lb.  and  65-lb.  rails;  they  are  in  proper  condition. 
Derailing  switches  are  in  all  sidings  where  their  use  appears  necessary. 

The  track  is  lightly  ballasted  with  sand  and  gravel.  The  alignment  and 
surfacing  have  been  considerably  improved  and  are  very  fair.  The  outer  rail 
on  curves  is  properly  elevated  for  the  speed  at  which  the  trains  are  scheduled. 
The  track  sections  average  about  6.4  miles  in  length  and  the  force  em- 
ployed upon  each  consist  of  a  foreman  and  2  men  in  winter  and  6  men  in 
summer. 

One  track  of  the  United  States  &  Canada  railroad  (operated  by  the  Grand 
Trunk  Railway  Company  of  Canada)  is  crossed  at  grade  at  Helena:  the 
crossing  is  protected  by  a  proper  interlocking  plant;  1  track  of  the  Rutland 
railroad  near  Moira:  the  trains  of  the  New  York  &  Ottawa  railway  enter 
the  track  of  the  Rutland  railroad  by  switch  connection,  thence  by  crossover  to 
a  siding  owned  by  the  Rutland  railroad,  and  thence  by  switch  to  its  own  track; 
these  connections  are  protected  by  a  ball  signal;  trains  of  the  New  York  & 
Ottawa  railway  come  to  a  full  stop  before  crossing;  the  signal  is  in  plain 
view  of  trains  approaching  on  the  Rutland  railroad  for  a  long  distance;  all 
trains  approach  under  control,  but  do  not  come  to  a  stop  if  the  signal  is  in 
their  favor;  1  track  of  the  Mohawk  &  Malone  railroad  (operated  by  The 
New  York  Central  &  Hudson  River  Railroad  Company)  at  Tupper  Lake: 
the  crossing  is  protected  by  semaphore  signals  and  all  trains  are  required 
to  come  to  a  full  stop.  The  only  interlocking  plant  maintained  is  at  the 
grade  crossing  of  the  United  States  &  Canada  railroad  at  Helena. 

All  trees  and  brush  on  the  right  of  way  have  been  cut;  considerable  old  logs, 
stumps,  and  rubbish  remain  on  the  portion  where  the  road  runs  through  the 
forest.  The  fences  are  of  wire  and  are  not  maintained  through  the  forest; 
those  on  other  portions  of  the  road  are  in  fair  to  good  condition. 

The  grade  crossings  of  highways  are  very  well  graded,  planking  properly 
maintained,  and  are  protected  by  signs  of  the  finger  board  and  X  design,  suit- 
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ably  located  and  properly  painted.  Wooden-slat  catUe  guards  with  proper  g^uard 
fences  are  maintained  at  the  crossings  of  highways  where  the  right  of  way  is 
fenced.  There  are  41  grade  crossings  of  highways  in  all;  they  are  protected 
by  crossing-signs  only. 

The  movements  of  trains  are  governed  by  the  telegraphic  train  order  system, 
semaphores  being  erected  at  telegraph  stations  to  stop  trains  for  orders  when 
necessary. 

The  station  buildings,  while  generally  small,  are  apparently  sufficient  for 
the  requirements,  and  are  in  fair  to  good  repair;  they  are  clean  and  neat; 
water  for  drinking  is  provided  and  time-tables  posted  in  the  waiting  rooms. 
The  station  platforms  are  of  plank  and  gravel.  The  station  employees  are 
uniformed. 

Since  the  last  inspection  (August,  1907)  about  11  per  cent,  of  the  cross- 
ties  have  been  renewed;  0.60  mile  of  second-use  65-lb.  rail  laid,  replacing 
worn  56-lb.  rail;  light  repairs  have  been  made  to  ballast  on  various  portions 
of  the  road;  1  timber  trestle  near  Derrick  and  another  near  Moira  have  been 
replaced  with  steel  girders  on  new  concrete  masonry;  another  near  Helena 
has  been  filled;  1  quite  extensive  trestle  near  Santa  Clara  has  been  entirely 
rebuilt,  and  quite  extensive  repairs  and  renewals  made  of  stringers,  ties,  and 
guard  timbers  of  other  trestles;  also  of  bridges,  open  culverts,  and  cattle 
passes,  and  3  cattle  passes  have  been  rebuilt;  quite  a  number  of  timber  box 
culverts  have  also  been  rebuilt;  new  station  buildings  have  been  erected  at 
Nyando  and  Dickinson  Center;  necessary  repairs  have  been  made  to  other 
station  buildings;  and  3  new  houses  built  for  the  use  of  section  men;  1^ 
miles  of  new  fence  constructed,  and  1  mile  extensively  repaired. 

Recommendationa :  That  the  narrow  cuts  on  the  southerly  portion  of  the 
roe4  be  widened,  the  embankments  on  the  northerly  portion  be  reinforced,  and 
the  sagged  embankments  raised  to  nroper  grade;  that  new  stringers,  ties,  and 
guard  timbers  be  put  on  trestle  No.  100- A,  near  Meno;  that  trestle  No. 
110-A,  near  Bay  Pond,  which  settles  as  trains  pass  over,  be  securely  blocked 
(it  is  proper  to  say  in  this  connection  that  men  were  working  blocking  the 
trestle  at  the  time  the  inspection  was  being  made,  also  arrangements  made 
for  filling  a  portion  of  it)  ;  that  provision  be  made  for  making  extensive 
renewal  of  cross-ties  as  early  next  season  as  it  can  be  done,  and  that  in  the 
meantime  trains  be  not  allowed  to  make  up  lost  time;  that  necessary  renewal 
be  made  of  56-lb.  rail  where  extensively  worn;  that  additional  ballsist  be  put 
in  that  the  road  may  be  kept  in  proper  alignment  and  surface  during  the 
winter  season  without  the  excessive  shimming  which  has  had  to  be  done  in 
the  past;  and  that  all  old  logs,  stumps,  and  rubbish  on  the  right  of  way 
be  removed. 

Respectfully  submitted, 

J.  D.  Shultz, 
Steam  Railroad  Inspector, 


NEW  TOBK  AND  PENNSYLVANIA  BAILBOAD. 

Inspected  September  23,  1908.    Last  previous  inspection  April  8,  9,  1907. 

To  the  Public  Service  Commission,  Second  District: 

Gentlemen:  I  have  made  an  inspection  of  the  New  York  &  Pennsylvania 
railroad,  and  respectfully  submit  the  following  report: 

The  New  York  &  Pennsylvania  railroad  is  a  single-track  standard  gauge 
road  extending  from  a  connection  with  the  main  line  of  the  Erie  railroad  at 
Canisteo  to  Ceres,  on  the  line  of  the  Pittsburg,  Shawmut  &,  Northern  rail- 
road. The  portion  in  the  State  of  New  York  is  from  Canisteo  to  near 
Genesee,  27.1  miles;  there  is  also  0.18  mile  at  Ceres.  The  balance  of  the  road, 
about  29  miles,  is  in  the  State  of  Pennsylvania.  There  are  about  2\^  miles 
of  sidings  and  yard  tracks  in  New  York  state.  The  general  alignment  of 
the  road  is  fair.  There  are  many  curves,  most  of  them  light,  the  maximum 
being  about  9  degrees.  The  grades  are  light  but  somewhat  broken,  the 
maximum  grade  being  about  53  it,  per  mile.  Many  of  the  cuts  are  too  narrow, 
and  there  are  several  where  material  is  of  a  quicksand  nature  and  washes 
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down,  filling  the  ditches.  The  embankments  are  of  fair  width.  Drainage  is 
fair  except  in  the  cuts  above  mentioned. 

There  are  no  steel  or  iron  bridges  or  viaducts.  The  railroad  crosses  the 
Canisteo  river  at  Canisteo  on  a  Howe  truss  bridge  of  about  90-ft.  span; 
this  bridge  was  built  about  8  years  ago,  is  covered,  and  all  timber  is  in  good 
condition.  There  are  11  timber  trestles  of  2  spans  each;  4  of  3  spans;  3  of 
4  spans';  1  each  of  5,  6,  and  7  spans;  2  of  8  spans;  and  1  of  20  spans;  the 
majority  of  them  have  pile  bents;  the  epans  are  generally  16  ft.,  with 
corbele  under  the  8  x  16-in.  stringers ;  trussed  stringers  are  used  in  2  of  the 
trestles  where  there  are  2  or  3  spans  of  about  30  ft.  Renewals  should  be  made 
to  ties  on  No9.  26  and  72,  and  to  guard  timbers  on  Nos.  33  and  72.  There 
are  59  open  culverts  and  cattle  passes;  the  majority  of  them  have  timber 
bent  abutments;  only  3  have  masonry  abutments;  all  have  timber  stringers 
except  2  of  small  span  where  T-rails  are  used  as  stringers.  There  are  also 
8  open  cattle  guard  pits;  the  open  culverts  and  cattle  passes  are  generally  in 
good  repair.  No.  64,  of  about  14-ft.  span,  should  be  renewed  next  year  as 
timber  is  old.  Ties  should  be  renewed  wholly  or  in  part  on  Nos.  7,  16,  18,  38', 
41,  44,  and  50.  Guard  timbers  should  be  renewed  on  Nos.  29,  50,  67,  and  83. 
Guard  timbers  should  be  properly  bolted  on  No.  38,  the  timber  bent  abut- 
ments of  No.  25  should  be  braced  to  prevent  crowding  in  at  top,  and  the 
dry  wall  abutment  to  No.  48  should  be  repaired.  There  are  about  15  of  the 
openings  without  guard  timbers,  most  of  them  small  span,  but  would  recom- 
mend guard  timbers  being  placed  on  them.  The  18-ft.  span  culvert  imme- 
diately north  of  Greenwood  station  has  had  an  additional  stringer  placed  under 
each  rail,  as  recommended  in  last  inspection  report.  No.  18,  a  cattle  pass  of 
about  6-ft.  clear  span,  needs  renewal  of  cap  on  one  of  the  timber  bents. 
There  are  no  arch  culverts.  The  box  culverts  are  most  of  them  of  timber  and 
are  apparently  in  good  condition.    A  few  pipe  drains  are  used. 

The  cross- ties,  6x8  in.,  8  ft.  in  length,  are  laid  at  the  rate  of  2816  to  the 
mile  of  track;  they  are  fairly  we'll  spaced  and  full  spiked;  the  timber  is  mixed 
oak,  Georgia  pine,  cedar,  chestnut,  and  a  few  hemlock;  ties  are  in  fair  con- 
dition. Kenewals  should  be  made,  at  least  10  per  cent,  being  replaced  next 
season. 

The  track  is  laid  with  60-lb.  steel  rail  connected  by  angle  plates  24  and  19 
in.  in  length  with  4  bolts.  The  rail  is  generally  in  fair  condition.  Nearly 
all  connections  are  full  bolted;  a  few  bolts  are  missing,  and  there  are  many 
loose  bolts.  All  main-track  switches  are  split  point.  Rigid  and  automatic 
switch  stands  are  in  use  and  have  well  painted  targets;  switch  lamps  not  used, 
as  night  trains  are  not  operated.  Main^track  frogs  are  generally  spring  rail; 
a  few  are  rigid.  Derailing  switches  with  targets  are  in  all  sidings  where  their 
use  is  apparently  necessary. 

The  ballast  is  a  poor  quality  gravel,  most  of  it  flat  stone  and  dirt;  there 
has  been  quite  an  amount  of  ballast  of  this  character  placed  this  season,  some 
of  it  not  yet  under  track  at  the  time  of  inspection.  Much  of  the  distance 
needs  ballasting,  and  until  this  is  done  the  alignment  and  surfacing  of  track 
can  not  be  kept  up  in  proper  condition.  The  alignment  and  surfacing  of 
track  are  not  as  good  as  they  should  be,  due  chiefly  to  the  lack  of  suitable 
ballast. 

The  track  sections  are  about  7  miles  in  length,  and  the  force  consists  of  a 
foreman  and  6  laborers  on  each.    They  are  provided  with  flags  and  lanterns. 

There  are  no  grade  crossings  of  steam  or  electric  railroads.  There  are  no 
interlocking  plants. 

The  right  of  way  is  not  well  cleared,  much  small  brush  remaining  on  it. 
The  fences  are  not  well  maintained,  and  for  part  of  the  distance  are  lacking. 

The  highway  crossings  are  well  graded  and  properly  planked  and  are  pro- 
tected by  signs  of  the  diamond  or  banner  form;  the  banner  form  are  old 
signs  and  are  being  replaced  with  diamond  form  signs  as  repairs  are  made. 
No  cattle  guards  are  maintained  except  the  open-pit  guards  at  private 
crossings,  noted  under  open  culverts  and  cattle  passes.  No  whistle-posts 
are  maintained. 

Trains  are  operated  by  the  telephone  train  order  system. 
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The  fftatioDfl  are  small,  frame,  combination  passenger  and  freight  in  fair 
repair,  clean  and  neat  at  time  of  inspection.  The  plank  platform  at  Rexville 
etation  needs  repairs  and  there  should  be  a  s^tion  aign  placed  on  the 
building. 

A  frame  addition  has  been  made  at  Canisteo  car  shops.  There  have  been 
about  15,300  cross-ties  renewed  in  the  last  year  on  the  entire  road;  85  per 
cent,  of  them  Georgia  pine,  the  balance  oak  and  hemlock. 

Recommendations:  That  the  ditches  be  opened  and  cleaned  through  the 
cuts  where  material  has  washed  in;  that  necessary  repairs  be  made  to  the 
timber  trestles,  open  culverts,  and  cattle  passes  as  indicated  in  foregoing 
report;  that  missing  track  bolts  be  supplied  and  the  loose  ones  made  ti^ht; 
that  additional  ballast  be  put  on  so  that  track  may  be  kept  in  proper  align- 
ment and  surface;  that  the  brush  remaining  on  the  right  of  way  be  cut  and 
removed;  that  fences  be  put  in  proper  repair;  that  cattle  guards  with  proper 
wing-guard  fences  be  put  in  at  each  boundary  of  all  highways  crossed  at 
grade;  and  that  the  platform  be  repaired  at  Rexville  station  and  a  station 
sign  be  shown  at  tliat  point. 

Respectfully  submitted, 

E.  F.  Van  Hoesen, 
Steam  Railrootd  Inspector, 


NEW  YORK  CENTRAL  AND  HUDSON  RIVER  RAILROAD. 

To  i?i€  Public  Service  Commissionf  Second  District: 

Gentlemen:  I  have  made  an  inspection  of  the  lines  and  portions  of  lines 
of  the  New  York  Central  &  Hudson  River  railroad  that  are  in  this  district, 
and  respectfully  report  as  follows: 

Harlem  Division. 

Inspected  August  25,  26,  1908.  Last  previous  inspection  September  10, 
11,  12,  1906. 

This  division  extends  from  the  New  York  city  line  at  Wakefield  to  Chatham, 
and  has  114.75  miles  of  first  main  track,  39.37  miles  of  second  main  track 
from  Wakefield  to  Brewster,  and  51.20  miles  of  sidings  and  yard  tracks; 
the  Lake  Mahopar  branch  extends  from  Golden's  Brid;^,  to  Latke  Mahopac, 
7.22  miles,  with  1.46  miles  sidings.  The  main  line  is  considerably  crooked, 
but  the  curves  are  generally  light,  the  maximum  being  4  degrees  55  minutes 
at  White  Plains;  the  grades  are  light  and  regular,  the  maximum  being  51 
ft.  per  mile  for  about  ^  mile  near  Marti ndale.  On  the  Lake  Mahopac 
branch  the  maximum  curve  is  8  degrees  at  Golden's  Bridge,  with  a  maximum 
grade  of  117  ft.  per  mile  near  Somers  Center.  The  cute  and  embankments 
are  generally  of  full  width  and  proper  slopes;  the  ditches  are  in  good  con- 
dition: a  few  however  on  the  Lake  Mahopac  branch,  where  line  was  recently 
changed  on  account  of  New  York  water  supply  reservoir  submerging  the  old 
line,  need  cleaning.  Sub-drains  have  been  used  in  the  ditches  of  wet  cuts 
to  some  extent,  with  beneficial  results. 

The  steel  and  iron  bridges  are  in  good  condition  except  that  the  paint  on 
some  of  them  is  poor;  all  are  of  sufficient  strength  for  the  loads  required  to 
be  carried.  The  masonry  is  good;  the  south  abutment  of  bridge  No.  114 
indicates  failure  and  is  to  be  rebuilt  at  once.  The  ties  and  guard  timbers 
are  of  standard  dimensions  and  properly  maintained.  Inside  guard  rails  are 
on  all.  There  are  no  wooden  bridges  excepting  for  overhead  highway  and 
farm  crossings  and  many  bridges  for  that  purpose  are  of  iron;  all  are  in 
proper  condition,  and  with  all  other  overhead  obstructions  less  than  21  ft. 
above  the  track  are  protected  by  warning  signals:  many  of  such  signals  have 
**  ticklers "  tangled  or  missing,  needing  attention.  The  only  timber  trestle 
in  the  main-line  track  consists  of  2  spans  of  pile  bents  where  there  had  been 
a  washout;  this  is  of  proper  construction  and  the  timber  sound.  The  open 
'culverts  and  cattle  passes  are  in  good  condition,  with  good  masonry,  and 
nearly  all  I-beam  stringers.  The  ties  and  guard  timbers  are  of  standard 
dimensions  and  in  sound  condition.     The  stone  and  concrete  arch  and  box 
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culverts  and  the  iron-pipe  drains  are  apparently  in  ^ood  condition;  many  of 
the  open  culverts  and  cattle  passes  that  formerly  existed  have  been  replaced 
with  arch  or  concrete  box  culverts  or  have  been  covered  with  metal  and 
concrete  and  the  track  ballasted  over  them,  thus  eliminating  the  openings 
to  grade. 

The  cross-ties  are  6x9  in.,  8  ft.  long,  and  are  in  good  condition;  on  the 
main  line  they  are  38  per  cent,  yellow  pine  and  the  balance  oak;  on  the  Lake 
Mahopac  branch  25  per  cent,  yellow  pine  and  the  balance  chestnut;  they  are 
evenly  spaced  and  full  spiked.  On  curves  the  ties  on  the  outer  side  of  the 
rail  are  double  spiked  except  where  shoulder  tie-plates  are  used;  tie-plates 
have  been  put  on  most  curves,  and  on  all  sharp  ones.  The  ties  are  laid  at 
the  rate  of  2816  to  the  mile  of  track. 

On  the  main  line  123.74  miles  are  laid  with  80-lb.  steel  rail,  and  30.38 
miles  with  65-lb.  rails;  all  connected  by  36-in.  angle  plates  with  6  bolts. 
The  Lake  Mahopac  branch  has  1.65  miles  of  80-lb.,  and  6.57  miles  of  65-lb.; 
all  connected  by  36-in.  plates  with  6  bolts.  Connections  are  full  bolted  and 
bolts  tight.  The  80-lb.  rail  is  in  first-class  condition;  the  65-lb.  rail,  while 
in  very  fair  condition,  is  rather  light  for  the  heavy  power  the  company  desires 
to  use  on  the  main  line  and  is  to  be  replaced  with  the  heavier  rail. 

All  main- track  switches  are  split  point  and  most  stands  rigid;  the  targets 
are  in  good  condition;  many  stands  have  high  targets,  and  at  outlying  and 
obscured  points  are  protected  by  distant  signals  interlocked  with  the  switch 
stands.  On  the  portion  of  the  road  where  there  are  automatic  electric  signals 
the  switches  are  electrically  connected  with  such  signals.  Switch  and  sema- 
phore lamps  show  red  light  for  danger  and  green  for  safety;  yellow  is  used 
for  caution.  Practically  all  main-track  frogs  are  spring  rail  and  in  good 
condition.  Derailing  switches  are  in  all  sidings  connecting  with  the  main 
track  on  which  cars  are  left  standing,  where  the  grade  descends  toward  the 
main  track.  All  the  stands  have  proper  targets,  and  in  most  cases  are  inter- 
locked with  the  main- track  switch  stand. 

The  main  line  from  Wakefield  to  Brewster,  about  39  miles,  has  both  main 
tracks  well  ballasted  with  broken  stone;  the  remainder  of  that  road  and  the 
Lake  Mahopac  branch  are  ballasted  with  gravel  and  cinders  in  from  fair  to 
good  quantity.  The  alignment  and  surfacing  of  the  main-line  track  are 
first  class,  of  the  Lake  Mahopac  branch  good,  and  the  outer  rail  on  curves 
properly  elevated  for  the  speed  at  which  the  trains  are  scheduled. 

The  average  length  of  the  sections  is  4.23  miles,  and  the  force  employed  is 
a  foreman  and  4  men  in  the  winter  and  7  men  in  the  summer;  on  the  Lake 
Mahopac  branch  there  is  a  foreman  and  4  men  in  the  winter  and  6  men  in 
the  summer.  Each  gang  is  furnished  with  flags,  lanterns,  and  torpedoes  for 
protecting  its  work,  and  all  portions  of  the  road  are  patrolled  daily  by  some 
member  of  the  section  force  who  works  a  portion  of  the  time  with  the  regular 
gang. 

The  main  line  is  crossed  by  the  following  named  railroads:  1  track  of 
the  Union  railway  (electric)  at  White  Plains:  there  are  no  derailing  switches 
in  the  track  of  the  electric  road  but  a  proper  netting  over  the  trolley  wire; 
1  track  of  the  Central  New  England  railroad  at  Millerton  and  another  track 
of  the  same  railroad  at  Boston  Comers:  each  of  the  crossings  is  protected 
by  flagman  and  gates  and  all  trains  are  required  to  come  to  a  full  stop  before 
crossing;  the  Lake  Mahopac  branch  is  crossed  by  the  single  track  of  the 
Putnam  division  of  the  New  York  Central  &  Hudson  River  railroad  at  Lake 
Mahopac:  the  crossing  is  protected  by  semaphore  signals  and  all  trains  are 
required  to  come  to  a  full  stop  before  crossing.  The  only  interlocking  plants 
maintained  are  at  North  White  Plains  and  at  Ghent. 

The  right  of  way  is  free  from  trees,  brush,  and  rubbish,  and  is  fenced  with 
wire  and  stone  wall,  much  of  the  fence  in  poor  condition.  It  appears  that 
when  the  right  of  way  was  originally  obtained,  in  many  cases  property  owners 
agreed  to  maintain  fences,  and  in  nearly  all  instances  they  failed  to  keep 
the  fences  in  anything  like  good  condition. 

The  highway  crossings  are  all  properly  graded,  planking  in  good  condition, 
and  protected  by  signs  of  the  diamond  or  triangular  form.  Some  were  ob- 
served, and  the  attention  of  the  ofiScials  of  the  railroad  oompany  who  were 
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with  your  inspector  directed  to  them,  that  are  in  need  of  re-paintinff. 
Metallic-slat  cattle  guards  with  proper  guard-fences  are  maintained  at  each 
boundary  of  the  highways  crossed  at  grade.  Of  the  main  line  crossings, 
7  are  protected  by  flagmen,  17  by  flagmen  and  gates,  20  by  electric  bells, 
and  65  by  crossing-signs;  on  the  Lake  Mahopac  branch  1  is  protected  by 
flagman  and  7  by  crossing-signs. 

On  the  main  line  from  Wakefield  to  Brewster  the  movements  of  trains  are 
governed  by  automatic  electric  block  signals  located  about  a  mile  apart; 
from  that  point  to  Chatham  the  movements  are  governed  by  the  telegraphic 
block  system. 

The  station  buildings  are  in  very  good  repair,  waiting  rooms  clean  and 
neat;  water  for  drinking  is  provided  and  time-tables  posted  in  most  waiting 
rooms.  Fire  extinguishers  are  furnished  at  all  stations,  and  at  those  where 
there  is  a  fire  system  hose  is  kept  for  protection  against  fire.  The  plat- 
forms are  of  plank,  gravel,  stone  screenings,  and  concrete,  and  are  well 
maintained.  The  station  grounds  are  well  kept,  and  at  a  few  of  the  more 
important  ones  are  lawns,  with  shrubs,  flowers,  and  ornamental  plants.  At 
stations  where  there  is  a  water  system  sanitary  closets  are  provided;  at 
others,  outside  closets,  fairly  maintained.  All  station  employees  are  uni- 
formed aiid  wear  a  badge  indicating  their  employment. 

The  principal  repairs  and  improvements  noted  as  made  since  the  last 
inspection  (September,  1906)  are  as  follows:  About  19  per  cent,  of  the 
cross-ties  of  the  main  line  and  10  per  cent,  of  those  on  the  Lake  Mahopac 
branch  have  been  renewed;  37.4  miles  of  80- lb.  rail  have  been  laid  in  the 
main-line  track,  replacing  lighter,  worn  rail,  and  5.6  miles  of  relaying  65-lb. 
rail  on  the  Lake  Mahopac  branch,  replacing  worn  rail ;  14.5  miles  of  main- 
line track  have  been  re-ballasted  with  stone  and  20  miles  with  cinders, 
and  4^  miles  of  the  Lake  Mahopac  branch  with  cinders;  1  cattle  pass  of 
the  main  line  has  been  filled,  1  box  culvert  replaced  with  iron  pipe,  the 
masonry  to  2  bridges  rebuilt,  and  176  lin.  ft.  of  retaining  wall  constructed; 
14  minor  station  and  section  buildings  constructed;  4  steel  bridges  repaired; 
12  miles  of  main-line  fence  rebuilt,  3  miles  repaired,  and  1  mile  of  new 
fenoe  built  on  the  Lake  Maiiopao  branch;  the  double  tracking  of  the  road 
completed  from  Golden'e  Bridge  to  Brewster,  8.2  miles,  and  about  20  miles 
of  additional  sidings  constructed;  minor  repairs  have  been  made  to  station 
and  other  buildings,  and  those  needing  it  re-painted;  4  iron  bridges  have 
also  been  re-painted. 

Recommendationa :  That  necessary  cleaning  of  ditches  be  done  on  the 
Lake  Mahopac  branch;  that  the  warning  signals  at  overhead  obstructions 
be  put  in  proper  condition;  that  necessary  repairs  be  made  to  fences;  and 
that  the  dim  crossing-signs  be  re-painted. 

Putnam  Division, 

Inspected  August  26,   1908.  Last  previous  inspection  September  11,   1906. 

The  main  line  extends  from  the  New  York  city  line  near  Lincoln  to  Putnam 
Junction,  with  47.56  miles  track  and  11.30  miles  of  sidings  and  yard  tracks; 
the  Yonkers  branch  from  the  New  York  city  line  near  Caryl  to  Yonkera, 
1.68  miles  double  track  and  0.13  mile  siding;  and  the  Mahopac  Falls  branch 
from  Baldwin  Place  to  Mahopac  Falls,  2.05  miles  track  and  0.26  mile  siding. 
All  the  lines  are  crooked  and  curves  sharp,  and  the  curves  are  steep  and 
considerably  broken.  On  the  main  line  there  are  several  places  with  maxi- 
mum curve  of  8  degrees,  and  at  East  View  there  is  a  maximum  grade  of 
143.8  ft.  per  mile  for  about  650  ft.;  on  the  Yonkers  branch,  at  Getty  Square, 
a  maximum  curve  of  16  degrees,  and  at  Park  Hill,  for  about  1600  ft.,  a  grade 
of  90  ft.  per  mile ;  at  Baldwin  Place,  on  the  Mahopac  Falls  branch,  a  maximum 
curve  of  12  degrees  9  minutes,  and  for  about  %  mile  north  a  grade  of  92  ft. 
per  mile.  Some  of  the  cuts  of  the  main  line  are  rather  narrow,  especially 
the  rock  cute;  in  some  cases  the  slopes  of  cute  are  upheld  by  retaining 
walls;  the  roadway  is  fairly  well  drained  and  there  are  some  Bi]i>-drainB  in 
wet  cuts;  the  embankmente  are  of  good  width  and  proper  slopes.  On  the 
Yonkers  branch  there  is  much  retaiuinf  wall  used  to  uphold  elopes,  all  in 
flood  condition;  the  embankmente  are  of  proper  width  and  the  roadway  well 
drained*    The  Mahopac  Fails  branch  is  well  graded  and  properly  drained. 
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Bridge  No.  27  on  the  main  line  is  supported  on  timber  bentfl,  there  being 
no  masonry;  in  secure  condition.  No.  32  is  a  light  structure  and  has 
timber  bent  in  center  to  strengthen  it  pending  renewal.  No.  61  is  rather 
light  and  is  to  be  strengthened.  Aside  from  these,  all  the  bridges  are  in 
good  condition,  except  quite  a  number  of  them  would  be  benefited  by  an 
additional  coat  of  paint ;  the  masonry  is  very  fair ;  ties  and  guard  timbers 
of  standard  dimensions  and  well  maintained;   inside  guard  rails  are  on  all. 

The  only  wooden  bridges  are  for  overhead  highway  or  farm  crossings, 
and  on  the  Yonkerd  and  Mahopewi  Falls  branches  there  are  none;  all  low 
ones,  OB  well  as  any  other  overhead  obstructions  less  than  21  feet  above  the 
track,  are  protected  by  warning  signals,  some  of  which  have  "  ticklers " 
tangled  or  missing. 

T^ere  are  no  timber  trestles  in  the  roadway  of  the  Yonkers  or  Mahopac 
Falls  branches;  there  are  3  small  ones  used  in  crossing  streams  in  the  main 
line:  they  are  of  standard  construction  and  in  good  repair.  There  is  also 
a  framed  bent  trestle  915  ft.  in  length  and  30  to  40  ft.  in  height  in  the  road- 
way of  main  line:  it  is  getting  somewhat  old,  and  while  yet  in  safe  con- 
dition the  work  of  filling  a  portion  of  it  and  rebuilding  the  balance  is  in 
progress.  Nearly  all  the  open  culverts  and  cattle  passes  of  the  main  line 
have  fair  to  good  stone  masonry:  1  has  abutments  of  wood;  some  of  the 
stringers  are  I-beams,  some  rail,  and  others  timber;  all  are  in  good  con- 
dition and  sufficient;  the  ties  and  guard  timbers  are  of  standard  dimensions 
and  well  maintained.  There  are  no  cattle  parses  or  culverts  open  to  grade 
on  the  Yonkers  branch.  On  the  Mahopac  Falls  branch  there  are  6  small 
openings  with  stone  masonry,  rail  stringers,  standard  ties,  and  guard  timbers 
in  fair  to  good  repair.  The  arch,  box,  and  iron-pipe  culverts  are  apparently 
all  in  proper  condition. 

The  cross-ties  are  6x9  in.  8  ft.  in  length,  in  good  condition,  necessary 
renewals  having  been  made;  on  the  main  Hne  25  per  cent,  are  yellow  pine, 
15  per  cent,  oak,  and  60  per  cent,  chestnut;  on  the  Yonkers  branch  30  per  cent, 
yellow  pine,  25  per  cent,  oak,  and  45  per  cent,  chestnut;  on  the  Mahopac 
Falls  branch  40  per  cent,  yellow  pine,  45  per  cent,  oak,  and  16  per  cent, 
chestnut;  the  ties  are  laid  at  the  rate  of  2816  to  the  mile  of  track;  tie-plates 
are  used  on  sharp  curves  and  some  on  soft  wood  ties  elsewhere,  and  the  ties 
on  the  outer  side  of  the  rail  on  curves  are  double  spiked. 

On  the  main  line  the  track  is  steel  rail,  2.19  miles  80-lb.,  31  miles  65-lb., 
and  14.37  miles  60-lb.;  the  80-lb.  and  65-lb.  connected  with  angle  plates  36  in. 
long  with  6  bolts,  and  the  ^-Ib.  with  22-in.  plates,  4  bolts;  the  two  branches 
are  laid  with  60-lb.  rail,  connected  with  22-in.  plates,  4  bolts.  On  the  main 
line  the  80-lb.  rail  is  in  good  condition,  the  65-ib.  rail  in  very  fair  condition; 
the  60-lb.  rail  is  considerably  worn  and  is  being  replaced  with  relayer  rail 
of  (heavier  pattern  selected  from  the  rail  taken  up  on  more  important  lines. 
The  60-lb.  rail  on  the  Yonkers  branch  is  in  very  fair  condition  for  the  light 
power  and  rolling  stock  used  on  this  branch.  The  rail  on  the  Mahopac  Ffuls 
branch,  while  somewhat  worn,  is  in  fair  condition  for  the  very  light  traffic 
and  moderate  speed  maintained;  no  passenger  trains  are  run  over  it  and 
with  rare  exception  but  one  freight  train  in  each  direction  daily.  All  the 
connections  are  full  bolted  on  all  the  lines,  and  practically  no  loose  bolts 
were  observed. 

All  main-track  switches  are  split  point  and  have  rigid  stands  with  proper 
targets.  Switch  and  semaphore  lamps  show  red  light  for  danger  and  green 
for  safety;  yellow  is  used  for  caution.  Spring  rail  frogs  are  used  with  the 
80-  and  65-lb.  rail;  there  are  some  rigid  fxogs  used  with  the  60-lb.  rail;  all  are 
in  proper  condition.  Derailing  switches  are  in  all  sidings  where  their  use 
appears  necessary,  and  are  either  interlocked  with  the  main-track  switch 
stands  or  have  stands  with  proper  targets. 

The  main  line  is  ballasted  with  gravel  and  cinders,  generally  in  fair  quantity; 
the  Yonkers  branch  with  gravel  and  cinders  in  good  quantity;  on  the  Maliopao 
Falls  branch  there  is  but  little  ballast  and  that  gravel  and  cinders.  The 
alignment  and  surfacing  o'f  the  main  line  and  Yonkers  branch  tracks  are  first 
class,  and  of  the  Mahopac  Falls  branch  fair  for  the  traffic  of  that  line;  the 
outer  rail  on  curves  is  properly  elevated  for  the  speed  at  which  the  trains 
are  scheduled. 
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The  main  line  is  divided  into  sections  of  average  length  of  5.17  miles, 
and  maintained  by  average  force  of  foreman  and  5  men  in  summer  and  3 
men  in  winter;  the  branches  are  maintained  as  separate  sections,  with  foreman 
and  6  men  in  summer  and  5  men  in  winter  on  Yonkers  branch,  and  foreman 
and  6  men  in  summer  and  3  men  in  winter  on  Mahopac  Falls  branch.  Each 
gang  is  furnished  with  necessary  flags,  lanterns,  and  torpedoes,  and  all  portions 
of  the  track  are  patrolled  daily. 

One  track  of  the  Union  railway  (electric)  crosses  the  main  line  at  grade 
at  Dunwoodie:  there  are  no  derailing  switches  in  the  track  of  the  electric 
road  but  there  is  a  netting  over  the  trolley  wire;  1  track  of  the  Union  railway 
at  Nepperhan:  there  are  derailing  switches  in  the  track  of  the  electric  road 
and  a  proper  netting  over  the  trolley  wire;  1  track  of  the  Tarrytown,  White 
Plains  &  Mamaroneck  railway  (electric)  at  Elmsford:  there  are  derailing 
switches  in  the  track  of  the  electric  road  but  the  copper  trough  over  the  trolley 
wire  is  much  too  short  to  be  of  use;  1  track  of  the  Lake  Mahopac  branch 
of  the  Harlem  division  at  Lake  Mahopac:  the  crossing  is  protected  by  sema- 
phore signals  and  all  trains  are  required  to  come  to  a  full  stop.  No  inter- 
locking plants  are  maintained. 

The  right  of  way  is  free  from  trees,  brush,  and  rubbish,  and  fenced  with 
wire  and  stone  wall;  portions  of  fence  are  considerably  out  of  repair  and  in 
some  cases  lacking. 

The  highway  crossings  are  very  well  graded,  properly  planked,  and  protected 
by  signs  of  the  diamond  or  triangular  form,  suitably  located  and  paint  fair. 
Metallic-slat  cattle  guards  with  suitable  guard-fences  are  maintained  at  each 
boundary  of  the  highways  crossed  at  grade.  On  the  main  line  4  of  the  crossings 
are  protected  by  flagmen,  4  by  flagmen  and  gates,  11  by  electric  bells,  and  31 
by  crossing-signs;  the  1  crossing  on  the  Yonkers  branch  is  protected  by  a 
flagman;  and  the  3  on  the  Mahopac  Falls  branch  by  crossing-signs. 

The  movements  of  trains  on  the  main  line  and  the  Mahopac  Falls  branch 
are  governed  by  the  telegraphic  block  system ;  on  the  Yonkers  branch  by  auto- 
matic electrical  block  signals. 

The  station  buildings,  while  in  many  cases  rather  small,  are  apparently 
sufficient  for  the  requirements,  and  are  in  good  repair,  clean  and  neat,  and 
the  sanitary  condition  good.  Fire  extinguishers  are  furnished  at  all  stations. 
The  station  platforms  are  of  plank,  gravel,  stone  screenings,  and  concrete, 
properly  maintained.  The  station  grounds  are  well  kept.  At  stations  where 
there  is  a  water  supply  sanitary  closets  are  maintained;  at  other  stations, 
outside  closets,  in  fair  to  ^ood  condition.  All  station  employees  are  uniformed 
and  wear  a  badge  indicating  their  employment. 

Since  the  last  inspection  (September,  1906)  20  per  cent,  of  the  cross-ties 
of  the  main  line  and  the  Yonkers  branch  have  been  replaced  and  9  per  cent, 
of  those  on  the  Mahopac  Falls  branch;  18  miles  of  relayer  66-lb.  rail  have 
been  put  in  the  track  of  the  main  line,  replacing  worn  60-  and  65-lb.  rail, 
and  the  entire  Mahopac  Falls  branch  relaid  with  60-lb.  rail  selected  from 
that  taken  out  on  other  more  important  lines;  20  miles  of  the  main-line 
track,  the  entire  Yonkers  brancli,  and  0.4  mile  of  the  Mahopac  Falls  branch 
have  been  re-ballasted  with  cinders;  1  new  steel  bridge  100  ft.  in  length  has 
been  put  in  on  the  main  line,  replacing  a  lighter  structure,  and  the  masonry 
rebuilt;  1  timber  trestle  rebuilt;  2  new  stations  have  been  erected  on  the 
main  line  and  1  station  building;  2  bridges  have  been  re-painted  and  some 
other  painting  done  to  station  and  other  buildings;  11  miles  of  new  fence 
have  been  erected  and  3  miles  extensively  repaired;  1  new  water  tank  has 
also  been  erected;  retaining  wall  to  the  extent  of  1236  lin.  ft.  to  uphold 
slopes  has  been  built  on  the  main  line,  and  necessary  repairs  have  been  made 
to  bridge,  culvert,  and  trestle  floors. 

Recommendations:    That  the  warning  signals  at  overhead  obstructions  be 
put  in  proper  repair ;  that  necessary  renewal  of  worn  60-lb.  rail  be  made  on 
'  the  main  line;  and  that  the  fences  be  put  in  proper  condition. 

Hudson  Division, 

Inspected  August  27,  1908.    Last  previous  inspection  September  12,  1906. 

The  portion  of  the  Hudson  division  in  this  district  extends  from  the  New 
York  city  line  near  Mount  St.  Vincent  to  Rensselaer,  127.75  miles,  all  double 
track,  and  has  16.15  miles  of  third  track  and  1.47  miles  of  fourth  main  track. 
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and  approximately  93  miles  of  sidings  and  yard  tracks.  The  road  is  very 
crooked,  following  as  it  does  for  most  of  its  length  close  alongside  the  Hudson 
river  where  the  hills  are  very  steep;  most  of  the  curves  are  fairly  light:  the 
maximum  is  7  degrees  6  minutes,  located  at  Poughkeepsie ;  the  grades  are  light 
and  for  a  considerable  portion  of  the  distance  practically  level :  the  maximum 
is  39  ft.  per  mile  for  about  890  ft.  at  Tarrytown. 

The  cuts  and  embankments  are  generally  of  good  width  and  proper  slopes 
and  the  roadway  well  drained;  in  many  cases  retaining  wall  is  used  to  uphold 
the  slopes  of  cuts  or  embankments,  and  are  well  constructed.  A  large  amount 
of  work  has  been  done  toward  grading  to  make  it  a  4-track  road  as  far  north 
as  Croton;  that  work  appears  to  be  temporarily  stopped;  work  is  in  progress 
for  2  additional  main  tracks  for  about  2  miles,  at  Poughkeepsie. 

There  are  several  tunnels  on  this  line,  as  follows : 

Location.                                                               Nature.  Length.  Condition. 

Oscawana Natural  rock  223  ft.  Good 

Crugers "           •'  63  "  '* 

Little    (nortli   of  Peekskill) "           "  71"  " 

Tower    40     Concrete  lined  274  "  " 

Ft.    Montgomery    Natural  rock  332  "  " 

Garrison    "           "  486  "  " 

Breakneck **           "  515  "  " 

New    Hamburg    "           **  834  **  " 

Camelot "           "  113  "  " 

Mortons "           "  156  "  " 

Garretson'B   •*          "  91  "  " 

The  Ft.  Montgomery  tunnel  is  being  widened  and  lined  with  concrete  at  the 
north  end.  The  Breakneck  tunnel  has  been  lined  at  the  souUi  end.  The 
Garrison  tunnel  was  widened  a  short  time  ago. 

The  steel  and  iron  bridges  are  all  in  good  condition  and  sufficient  for  the 
requirements.  Several  were  observed  that  would  be  benefited  by  an  additional 
coat  of  paint,  to  prevent  injury  from  rust.  The  masonry  is  first  class,  the 
ties  and  guard  timbers  of  standard  dimensions  and  well  maintained;  inside 
guard  rails  are  on  all.  There  are  3  drawbridges:  one  located  at  Peekskill, 
one  at  New  Hamburg,  and  the  other  near  Tivoli;  all  are  in  good  condition; 
they  are  interlocked  and  controlled  from  the  block  stations  and  are  properly 
signaled.  There  are  no  wooden  bridges  remaining  in  the  roadway,  and  most 
bridges  for  overhead  highway  and  farm  crossings  are  of  iron;  all  are  in 
proper  repair  and  the  low  ones  protected  by  warning  signals;  the  "ticklers" 
to  many  of  the  signals  are  in  poor  condition  and  should  receive  attention. 
There  are  no  timber  trestles  remaining.  All  open  culverts  and  cattle  passes 
formerly  open  to  grade  have  been  either  covered  with  solid  flooring  of  concrete 
and  metal  and  the  track  ballasted  over  them  or  replaced  with  iron-pipe  or 
concrete  and  box  culverts  and  filling.  All  arch,  box,  and  pii)e  culverts  are 
apparently  in  good  condition. 

The  standard  cross-ties  are  6x9  in.  8  ft.  in  length,  and  are  laid  at  the 
rate  of  3200  to  the  mile  of  track;  they  are  all  yellow  pine  and  in  good 
condition,  necessary  renewals  having  been  made.  All  curves  are  double  spiked 
on  outside,  and  all  except  a  very  few  light  ones  are  tie-plated. 

Of  main  track  272.26  miles  are  laid  with  100-lb.,  and  the  remainder,  0.86 
mile,  with  80-lb.  steel  rail,  connected  by  angle  plates  36  in.  in  length  with  6 
bolts;  the  rail  is  in  first-class  condition,  connections  full  bolted  and  bolts  tight. 
All  main-track  switches  are  split  point  with  rigid  stands;  practically  all  are 
connected  with  the  interlocking  towers,  and  the  few  that  are  not  are  elec- 
trically locked  and  under  control  x)f  the  towerman.  Switch  and  semaphore 
lamps  show  red  light  for  danger  and  green  for  safety;  yellow  is  used  for 
caution.  The  main-track  frogs  are  spring  rail  and  in  good  condition.  Derail- 
ing switches  are  in  all  sidings  connecting  with  the  main  track  upon  which 
cars  are  left  standing,  and  in  most  cases  are  interlocked  with  the  main-track 
switch. 

The  track  is  ballasted  with  broken  stone  in  good  quantity.  The  alignment 
and  surfacing  of  the  track  are  first  class,  and  the  outer  rail  on  curves  properly 
elevated  for  the  fast  speed  at  which  the  trains  run. 

The  sections  average  2.71  miles  in  length  and  the  force  employed  upon  each 
consists  of  f^  foreman  and  4  men  during  thft  winter  sciwon  and  8  men  iu 
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Bummer.  On  21  of  the  sections  the  track  is  patrolled  daily  by  some  member 
of  the  section  force  who  works  the  balance  of  the  time  with  the  gang,  and  on 
the  remaining  26  sections  there  are  track  walkers  who  patrol  the  road  at  all 
times.  In  addition  to  this  there  are  18  tunnel  watchmen  employed,  2  watching 
slopes,  and  3  watching  tracks  at  places  where  danger  might  be  anticipated. 
Each  section  gang  is  furnished  with  flags,  lanterns,  and  torpedoes. 

One  track  of  the  Cold  Sprinjj  Iron  Company's  railroad  is  crossed  at  grade 
at  Cold  Spring:  the  crossing  is  protected  by  a  modern  and  complete  inter- 
locking plant;  two  tracks  of  the  Hudson  branch  of  the  Boston  &  Albany 
railroad  at  Hudson:  the  crossing  is  protected  by  a  modem  and  complete 
interlocking  plant. 

There  flj'e  88  interlocking  plants,  operated  from  towera,  controlling  the 
movements  of  trains  at  crossovers,  switches,  yards,  etc. 

The  right  of  way  is  free  from  trees;  some  small  brush  has  been  left  in 
places  to  protect  elopes.  Fences  are  only  maintained  opposite  grazing  land, 
of  which  there  is  not  very  much  along  the  line  of  the  road,  and  some  fences 
were  observed  needing  repair. 

The  highway  crossings  are  properly  graded,  planking  in  good  condition, 
and  are  protected  by  signs  of  the  diamond  form;  cattle  guards  are  only 
maintained  at  crossings  where  there  are  fences  and  where  flagmen  are  not 
stationed;  4  highway  crossings  are  protected  by  flagmen,  42  by  flagmen  and 
gates,  2  by  electric  bells,  and  11  by  crossing-signs  only. 

The  movements  of  trains  are  governed  by  the  manual  controlled  system  of 
block  signals. 

The  station  buildings  are  in  good  condition;  waiting  rooms  clean  and  neat; 
water  for  drinking  is  provided  and  time-tables  posted.  Fire  extinguishers 
are  furnished  at  all  stations,  and  at  those  where  there  is  a  flre  system  hose 
is  kept  for  protection  against  fire.  The  station  platforms  are  of  gravel,  stone 
screenings,  and  concrete,  and  well  maintained.  At  the  stations  where  there 
is  a  water  system  there  are  sanitary  closets,  and  at  the  other  stations  outside 
closets,  in  fair  condition.  The  station  grounds  are  well  kept,  and  at  the  more 
important  ones  are  lawns,  with  shrubs,  flowers,  and  ornamental  plants.  All 
station  employees  are  uniformed  and  wear  a  badge  indicating  their  employment. 

The  principal  repairs  and  improvements  noted  as  made  since  the  last 
inspection  (September,  1906)  are  as  follows:  About  17  per  cent,  of  the 
cross-ties  have  been  renewed;  44  interlocking  plants  have  been  improved  and 
extended;  34  milea  of  new  100-lb.  rail  have  been  laid,  replacing  worn  100-lb. 
rail,  and  1.5  miles  replacing  worn  80-lb.  rail;  123  miles  single  track  have 
been  re-ballasted  with  broken  stone;  3  new  steel  bridges,  total  length  208  feet, 
have  been  put  in,  replacing  lighter  bridges;  2  rail  and  concrete  top  culverts 
rebuilt;  2  stone  culverts  rebuilt;  1  new  station  and  12  other  buildings 
erected;  8  extensive  steel  bridges  have  been  re-painted;  20  miles  of  new 
fence  constructed,  and  5  miles  repaired;  8  miles  of  additional  tracks  have 
been  added  to  New  Harmon  yard;  2  miles  of  new  passing  track  put  in  at 
Barrytown  and  Crawbuckie;  a  new  line  constructed  at  Tivoli,  reducing 
curvature;  11  miles  of  third  and  fourth  freight  tracks  constructed  between 
Castleton  and  Rensselaer;  4%  miles  of  river  slopes  protected  by  heavy  rip- 
rapping;  1236  lin.  ft.  of  retaining  wall  constructed  to  uphold  slopes;  3  new 
water  tanks  erected  and  1  track  tank  put  in;  necessary  repairs  have  been 
made  to  floors  of  bridges,  to  stations  and  other  buildings,  and  necessary 
re-painting  done. 

Recommendations:  That  the  warning  signals  at  overhead  obstructions  be 
put  in  proper  condition,  and  necessary  repairs  made  to  fences. 

Mohawk  Division, 

Inspected  August  29,  31,  September  1,  2,  3,  4,  1908.  Last  previous  in- 
spection September  17,  18,  19,  20,  21,  1906. 

The  main  line  extends  from  Rensselaer  to  Minoa,  with  140.45  miles  each 
first  and  second  main  tracks,  139.70  miles  each  third  and  fourth  main 
tracks,  and  261.12  miles  sidings  and  yard  tracks;  the  Troy  &  Greenbush 
and  Troy  Union  branch  extends  from  Rensselaer  to  Green  Island,  6.91  miles 
each  first  and  second  tracks,  11.72  miles  sidings  and  yard  tracks;  the  Troy 
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&  Schenectady  branch  from  Green  Island  to  Schenectady,  20.90  miles  single 
track,  14.32  miles  sidings  and  yard  tracks;  the  Tivoli  branch  from  West 
Albany  to  Albany,  1.24  miles  single  track,  0.88  mile  sidings;  the  Mohawk 
&  Malone  branch  from  Herkimer  to  Malone,  173.33  miles  single  track,  45.84 
miles  sidings  and  yard  tracks;  the  St.  Lawrence  &  Adirondack  branch  from 
Malone  to  the  Oanada  line,  10.25  miles  single  track,  4.22  miles  sidings  and 
yard  track;  the  Hinckley  branch  from  Prospect  Junction  to  Hinckley,  2.96 
miles  single  track,  2.07  miles  sidings  and  yard  tracks;  the  Saranac  Lake 
branch  from  Lake  Clear  Junction  to  Saranao  Lake,  5.89  miles  single  track, 
1.38  miles  sidings  and  yard  tracks;  the  Raquette  Lake  branch  from  Clear- 
water Junction  to  Raquette  Lake,  18.13  miles  single  track,  3.33  miles  sidings 
and  yard  tracks;  the  West  Shore  railroad  from  Rayena  to  Syracuse,  145.42 
miles  each  first  and  second  main  tracks,  12  miles  third  track,  15.44  miles 
fourth  track,  71.67  miles  sidings  and  yard   tracks. 

.  The  main-line  curves  are  mostly  light,  the  maximum  being  7  degrees  24 
minutes  east  of  Little  Falls;  the  grades,  aside  from  the  Albany  and  Schenec- 
tady hills,  are  light  and  for  much  of  the  distance  practically  level;  west  from 
Albany  the  maximum  is  86  ft.  per  mile.  The  Troy  &  Greenbush  and  Troy 
Union  branch  is  very  crooked,  but  most  curves  are  light,  a  maximum  of  4 
degrees  57  minutes  south  of  the  Iron  Works;  the  grSrdes  are  Ifght,  the 
maximum  18  ft.  per  mile  north  of  Forbes.  On  the  Troy  &  Schenectady 
branch  the  curves  are  all  light,  one  of  4  degrees  west  of  Green  Island;  the 
maximum  grade  of  66 14  ft.  per  mile  west  of  Green  Island;  otherwise  grades 
are  light.  The  Tivoli  Hollow  branch  is  used  only  for  switching  purposes, 
and  the  curves  and  grades  are  heavy;  in  the  Albany  yard  the  maximum 
curve  is  27  degrees  10  minutes;  west  of  Albany  the  maximum  grade  is 
149  ft.  per  mile.  On  the  Mohawk  &  Malone  branch  there  are  many  sharp 
curves  and  long  and  steep  grades;  the  maximum  curve  is  10  degrees  20 
minutes  north  of  Kast  bridge,  and  a  grade  of  119.8  ft.  per  mile  north  of 
Chasm  Falls.  The  curves  on  the  St.  Lawrence  &  Adirondack  branch  are  all 
light,  and  one  long,  steep  grade  of  105  ft.  per  mile  descending  north  from 
Malone.  On  the  Hinckley  branch  the  curves  are  light,  a  maximum  near 
Hinckley  being  16  degrees;  the  grades  are  generally  moderate,  one  of  64.4  ft. 
per  mile  north  of  Prospect  Junction.  There  are  no  sharp  curves  on  the 
Saranac  Lake  branch,  a  4  degree  curve  north  of  Lake  Clear  Junction  being 
the  maximum ;  the  grades  are  broken  and  steep,  one  of  103  ft.  per  mile  north 
of  Lake  Clear  Junction.  The  Raquette  Lake  branch  is  very  crooked  and 
many  sharp  curves,  and  the  grades  are  heavy  and  broken;  west  of  Bald 
mountain  a  maximum  curve  of  11  degrees,  and  north  of  Rondex  a  grade 
of  138.2  ft.  per  mile.  The  general  alignment  of  the  West  Shore  branch  is 
first  class  and  curves  and  grades  light,  the  maximum  curve  of  5  degrees  20 
minutes  east  of  Canajoharie,  and  the  maximum  grade  of  34  ft.  per  mile  west 
of  Fort  Plain. 

The  cuts  and  embankments  of  all  the  lines  are  of  good  width  and  proper 
slopes,  and  the  drainage  generally  good;  sub-drains  are  used  in  many  wet 
cuts,  with  excellent  results.  On  the  Troy  &  Schenectady  branch,  east  of 
Cohoes,  there  is  pile  docking  supporting  the  slope  of  a  cut:  this  docking 
is  getting  in  condition  that  it  will  need  renewal  very  soon.  On  the  Mohawk 
&  Malone  branch  there  are  many  large  boulders  lying  on  the  slopes  of  cuts 
north  of  McKeever,  and  a  few  were  observed  on  the  slopes  and  in  the  ditches 
elsewhere:  these  should  be  promptly  removed.  A  similar  condition  exists  on 
the  Raquette  Lake  branch,  to  which  the  attention  of  the  officials  who  ac- 
companied your  inspector  was  directed:  these  should  also  be  removed.  On 
the  West  Shore  railroad  there  are  a  number  of  cuts  through  material  of 
a  clay  or  quicksand  nature  where  the  slopes  are  upheld  by  pile  docking  or 
retaining  wall;  retaining  wall  is  also  used  to  support  embankments  at  vevy 
many  places  where  the  railroad  runs  close  alongside  the  canal :  all  the  retain- 
ing walls  are  in  good  condition,  the  timber  docking  in  fair  condition  and 
necessary  repairs  arranged  for. 

The  steel  and  iron  bridges  are  generally  in  first-class  condition,  with 
good  masonry  and  standard  ties  and  guard  timbers,  and  inside  guard  rails 
maintained;  quite  a  number  were  observed  on  the  various  lines  that  would 
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be  benefited  b^  an  extra  coat  of  paint.  One  bridge  was  observed  on  the 
West  Shore  railroad,  west  of  Oneida,  No.  391,  where  the  masonry  is  not  in 
first-class  condition  and  timber  bents  have  been  placed  in  front  of  it  for  ad- 
ditional support;  it  is  however  in  safe  condition  and  the  masonry  is  to  be 
rebuilt.  The  only  timber  span  bridges  are  for  overhead  highway  and  farm 
crossings,  and  most  such  bridges  on  the  important  lines  are  of  iron;  all  are 
properly  maintained  and  these,  as  well  as  any  other  overhead  obstructions 
less  than  21  ft.  above  the  rail,  are  protected  by  warning  signals:  many  of 
these  were  observed,  and  attention  directed  to  them,  where  some  of  the 
"ticklers**  were  either  missing  or  had  become  tangled. 

There  are  no  timber  trestles  remaining  on  the  main  line,  Troy  &  Green- 
bush  and  Troy  Union  branch,  Tivoli  Hollow  branch,  St.  Lawrence  &  Adi- 
rondack branch,  Saranac  Lake  branch,  Raquette  Lake  branch,  or  the  West 
Shore  railroad.  On  the  Troy  &  Schenectady  branch  there  is  a  temporary 
trestle  at  Cohoes  where  an  arch  culvert  is  being  put  in:  it  is  in  proper 
condition,  and  will  remain  there  but  a  short  time.  There  remains  one 
framed  bent  trestle  of  10  spans  on  the  Mohawk  &  Malone  branch  north  of 
Prospect  Junction:  it  is  in  first-class  condition  throughout.  On  the  Hinck- 
ley branch  there  is  a  pile  trestle  of  485  ft.  in  length  across  West  Canada 
creek:  the  structure  is  getting  old  but  has  been  recently  repaired  and  is  In 
thoroughly  safe  condition.  On  most  of  the  lines  the  open  culverts  and  cattle 
passes  that  formerly  existed  have  been  either  covered  with  concrete  and 
metal  and  the  track  ballasted  over  them  or  replaced  with  concrete  arch  or  box 
culverts  or  iron-pipe  and  filling.  There  are  none  remaining  open  to  grade  on 
the  main  line,  Troy  &  Greenbush  and  Troy  Union,  the  Tivoli  Hollow  branch, 
the  Hinckley  branch,  or  the  Saranac  Lake  branch.  The  few  remaining  on 
the  Troy  &  Schenectady  branch  have  good  masonry,  I-beam  stringers,  and 
they  as  well  as  all  others  on  other  parts  of  the  road  have  standard  ties  and 
guard  timbers  properly  maintainea.  On  the  Mohawk  &  Malone  branch 
there  yet  remain  a  few:  they  have  good  masonry,  some  have  I-beam  and 
others  timber  stringers,  and  all  are  sufficient  and  in  good  condition.  On  the 
St.  Lawrence  &  Adirondack  branch  there  are  6  that  are  constructed  en- 
tirely of  timber,  in  proper  repair.  On  the  Raquette  Lake  branch  there  yet 
remain  6  entirely  of  timber:  these  are  getting  old  and  will  need  renewal  or 
replacing  in  the  near  future.  There  is  but  one  remaining  on  the  West  Shore 
railroad,  that  has  good  masonry  and  I-beam  stringers.  The  masonry,  arch 
and  box  and  iron-pipe  culverts  on  all  the  lines  are  apparently  in  good 
condition.  On  the  Mohawk  &  Malone  branch  there  yet  remain  6  timber  l)ox, 
and  on  the  St.  Lawrence  &  Adirondack  and  Raquette  Lake  branches  a  few 
timber  box  culverts;  those  on  the  Mohawk  &  Malone  and  the  St.  Lawrence 
&  Adirondack  branches  are  yet  in  sound  condition;  those  on  the  Raquette 
Lake  are  old  and  failing,  and  should  be  replaced. 

The   cross-ties   are    all    of   standard    dimensions,    6x8    in.   and    7x9    in. 

8  ft.  long,  and  in  good  condition.     On  the  main  line  all  are  7x9  in.,  and 

09  per  cent,  yellow  pine  and  1  per  cent,  oak;  on  Troy  &  Greenbush  and 
Troy  Union  branch,  85  per  cent,  yellow  pine,  16  per  cent,  cedar;  on  Troy 
&.  Schenectady  branch,  85  per  cent,  yellow  pine,  15  per  cent,  cedar;  on 
Tivoli  Hollow  branch,  90  per  cent,  yellow  pine,  10  per  cent,  cedar;  on  Mo- 
hawk &  Malone  branch,  53  per  cent,  yellow  pine,  45  per  cent,  cedar,  2  per 
cent,  oak;  on  Hinckley  branch,  5  per  cent,  yellow  pine,  95  per  cent,  cedaj; 
on  Saranac  Lake  branch,  52  per  cent,  yellow  pine,  45  per  cent,  cedar,  3  per 
cent,  oak;  Raquette  Lake  branch,  11  per  cent,  yellow  pine,  64  per  cent, 
cedar,  25  per  cent,  oak;  St.  Lawrence  &  Adirondack  branch,  53  per  cent, 
yellow  pine,  45  per  cent,  cedar,  2  per  cent,  oak;  West  Shore  railroad, •SO  per 
cent,  yellow  pine,  19  per  cent,  cedar,  1  per  cent.  oak.  The  cross-ties  in  the 
main  line  are  laid  at  the  rate  of  3050  to  the  mile  of  track;  on  the  Tivoli 
Hollow  branch,  2465  to  the  mile  of  track;  on  all  the  other  lines  2816  to  the 
mile  of  track.  They  are  very  well  spaced  on  all  the  lines  and  are  full 
spiked.  Tie-plates  are  use  on  sharp  curves,  and  on  the  important  lines 
on  most  of  the  lighter  ones,  and  in  all  cases  where  a  shoulder  tie-plate  is 
not  used  the  curves  are  double  spiked  on  the  outside;  tie-plates  are  used  in 
many  cases  on  soft  wood  ties  on  tangents  where  traffic  is  heavy.     The  rail 
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used  is  all  steel,  and  is  laid  and  connected  as  follows:  main  line,  307.51 
miles  100-lb.,  262.79  miles  80-1'b.,  36-in.  angle  plates,  6  bolts;  Troy  &  Green- 
bush  and  Troy  Union  branch,  all  80-lb.,  36-in.  angle  plates  with  6  bolts,  knd 
22  in.  continuous  rail  joints  with  4  bolts;  Troy  &  Schenectady  branch,  18.99 
miles  65-lb.,  1.91  miles  80-Ib.,  the  80-lb.  rail  has  36in.  angle  plates  with  6 
bolts,  and  the  65-lb.  36-in.  angle  plates  with  6  bolts  and  22-in.  continuous 
rail  joints  with  4  bolts;  Tivoli  Hollow  branch,  all  80-lb.,  36-in.  angle  plates, 
6  bolts;  Mohawk  &  Malone  branch,  19.48  miles  80-lb.,  150.83  miles  75-lb., 
3.01  miles  65-lb.,  the  80-lb.  rail  has  36-in.  angle  plates  with  6  bolts,  the  75- 
lb.  30-in.  angle  plates  with  6  bolts,  and  the  65-lb.  36-in.  angle  plates  with  6 
bolts;  St.  Lawrence  &  Adirondack  branch,  all  75-lb.,  30-in.  angle  plates,  6 
bolts;  Hinckley  branch,  all  60-lb.,  22-in.  angle  plates,  4  bolts';  Saranac  Lake 
branch,  3.25  miles  75-lb.,  2.64  miles  60-lb.,  the  75-lb.  rail  has  30-in.  angle 
plates  with  6  bolts,  the  60-lb.  22-in.  angle  plates  with  4  bolts;  Raquette 
take  branch,  6.07  miles  67-lb.,  12.06  miles  65-lb.,  the  67-lb.  has  36-in.  angle 
plates,  6  bolts,  the  65-lb.  22-in.  angle  plates,  4  bolts;  West  Shore  railroad, 
307.64  miles  80-lb.,  10.64  miles  07-lb.,  the  80-lb.  is  partly  connected  by 
angle  plates  40-in.  in  length  with  6  bolts,  36-in.  in  length  with  6  bolts,  24-in. 
in  length  with  4  bolts,  and  22-in.  continuous  rail  joints  with  4  bolts,  the 
67-lb  has  36-in.  angle  plates  with  4  bolts.  The  rail  in  tracks  1  and  2  of  the 
main  line  is  in  first-class  condition;  in  tracks  3  and  4,  used  only  for  freight 
trains,  there  is  some  worn  80-lb.  rail,  now  being  replaced.  The  rail  in  the 
tracks  of  the  Troy  &  Greenbush  and  Troy  Union  and  the  Troy  &  Schenectady 
branches  is  in  very  good  condition.  In  the  Tivoli  Hollow  branch  it  is  some 
worn,  but  all  right  Tor  the  purpose  used,  merely  as  a  switching  track.  The 
80-lb.  rail  in  the  Mohawk  &  Malone  track  is  in  good  condition,  as  is  also 
most  of  the  75-  and  the  65-lb.  rail,  and  necessary  renewals  are  ijow  being 
made.  The  rail  in  the  track  of  the  St.  Lawrence  &  Adirondack  branch  is  in 
very  fair  condition.  That  in  the  Hinckley  branch  is  somewhat  worn,  but  in 
very  fair  condition  for  the  light  traffic  and  moderate  speed  maintained. 
The  60-lb.  rail  in  the  Saranac  Lake  branch  is  considerably  worn  and  is  being 
replaced  as  necessary.  There  are  in  the  track  of  the  Raquette  Lake  branch  a 
considerable  number  of  rails  that  have  been  badly  worn  by  slipping  drivers 
and  should  be  replaced.  The  67-lb.  rail  in  the  West  Shore  track  is  consider- 
ably worn  and  arrangements  are  made  for  replacing  it.  All  the  rail  con- 
nections on  all  the  lines  are  full  bolted  and  bolts  tight. 

All  main-track  switches  are  split  point  and  most  have  rigid  stands;  all 
have  proper  targets,  well  painted.  All  main-track  switches  of  the  main  line 
and  Troy  &  Greenbush  and  Troy  Union  branch  are  either  interlocked  with 
the  towers  or  electrically  looked  and  under  the  control  of  the  towermen. 
Outlying  switches  of  the  Troy  &  Schenectady  and  those  at  obscure  places  on 
the  more  important  lines  are  protected  by  distant  signals  or  high  targets. 
Switch  and  semaphore  lamps  of  the  main  line,  the  Troy  &  Greenbush  and 
Troy  Union,  the  Troy  &  Schenectady,  and  of  the  West  Shore  east  of  Hoff- 
man's show  red  light  for  danger  and  green  for  safety,  yellow  being  used 
for  caution;  on  the  remaining  portion  of  the  West  Shore  and  on  the  other 
lines  they  show  red  light  for  danger  and  white  for  safety,  green  being  used 
for  caution:  it  is  the  intention  in  the  near  future  to  change  these  to  the 
colors  used  on  the  main  line.  Nearly  all  main-track  frogs  are  spring  rail 
and  in  proper  condition.  Derailing  switches  are  in  all  sidings  connecting 
with  the  main  track  upon  which  cars  are  left  standing,  where  the  grade 
descends  toward  the  main  track,  and  in  most  cases  on  the  more  important 
lines  are  interlocked  with  the  main-track  switch. 

All  but  about  60  miles  of  tracks  Nos.  1  and  2  of  the  main  line  are  well 
ballasted  with  broken  stone;  some  broken  stone  has  also  been  used  on  tracks 
3  and  4;  the  remaining  portion  of  the  main  line  is  ballasted  with  gravel  in 
fair  to  good  quantity;  the  Troy  &  Greenbush  and  Troy  Union  is  well  bal- 
lasted with  broken  stone;  the  Troy  &  Schenectady  with  gravel,  in  good 
quantity;  the  Tivoli  Hollow  with  gravel  and  cinders,  in  fair  quantity;  11 
miles  of  the  Mohawk  &  Malone  are  ballasted  with  broken  stone,  this  stone 
beinff  used  north  from  Kemsen;  about  12  miles  with  slag,  most  of  it  being  on 
Big  Mooee  hill;  the  balance  of  the  road  Ib  ballasted  with  sand  and  gravel,  in 
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fair  to  good  quantity;  on  the  St.  Lawrence  &  Adirondack  the  ballast  is  sand 
and  gravel  in  fair  to  good  quantity;  the  Hinckley  branch  is  ballasted  with 
sand,  gravel,  and  cinders,  in  fair  quantity;  the  (Saranac  Lake  branch  with 
gravel,  sand,  and  cinders,  in  fair  quantity;  the  Raquette  Lake  mainly  with 
sand,  in  fair  to  good  quantity;  the  West  Shore  railroad  with  broken  stone 
and  gravel,  in  medium  to  good  quantity.  Some  cinders  are  used  on  all  of 
them  excepting  the  main  line  and  the  Troy  &  Greenbush  and  Troy  Union 
branch.  The  alignment  and  surfacing  of  the  main  line  and  important 
branches  are  first  class,  and  of  all  the  other  lines  good,  and  the  outer  rail 
on  curves  properly  elevated  for  the  speed  at  which  the  trains  are  scheduled. 

The  sections  are  divided  and  section  force  employed,  as  follows:  Main  line, 
2.18  miles,  foreman  and  6  men  in  winter  and  11  men  in  summer;  Troy  & 
Greenbush  and  Troy  Union  branch,  1.84  miles,  foreman  and  4  men  in  winter 
and  6  in  summer;  Troy  &  Schenectady  branch,  4.14  miles,  foreman  and  3 
men  in  winter  and  6  in  summer;  Tivoli  Hollow  branch  is  part  of  main  line 
section;  Mohawk  &  Malone  branch,  5.09  miles,  foreman  and  3  men  in  winter 
and  6  in  summer;  St.  Lawrence  &  Adirondack  branch,  3.67  miles,  foreman 
and  3  men  in  winter  and  5  in  summer;  Hinckley  branch,  2.96  miles,  foreman 
and  3  men  in  winter  and  5  in  summer;  Sarauac  Lake  branch,  5.89  miles, 
foreman  and  3  men  in  winter  and  4  in  summer;  Raquette  Lake  branch, 
6  miles,  foreman  and  2  men  in  winter  and  4  in  summer;  West  Shore  railroad, 
3.93  miles,  foreman  and  5  men  in  winter  and  7  in  summer.  In  addition  to 
the  above  force  there  are  maintained  on  the  line  of  the  West  Shore  railroad 
where  there  are  high  slopes  of  loose  rock,  or  side  cuts  through  heavy  clay 
and  quicksand,  5  slope  watchmen  during  the  summer  and  7  in  winter;  and 
when  conditions  are  bad,  not  only  on  this  but  on  the  other  lines,  special 
watchmen  are  employed;  all  portions  of  the  track  are  patrolled  daily  by 
some  member  of  the  section  force  who  works  part  of  the  time  with  the 
gang;   each   section  gang   is   furnished   with   flags,    lanterns,   and  torpedoes. 

No  railroads,  steam  or  electric,  cross  the  main  line  at  grade.  The  Troy  & 
Greenbush  and  Troy  Union  is  crossed  by  1  freight  track  of  the  Boston  & 
Albany  at  Rensselaer:  protected  by  an  interlocking  plant;  2  tracks  of  the 
United  Traction  (Company's  railroad  (electric)  on  ^cond  street,  1  on  Fourth 
street,  and  2  on  River  street,  Troy:  there  are  no  derailing  switches  in 
the  track  of  the  electric  road  at  either  of  the  crossings  nor  is  there  pro- 
tection over  the  trolley  wire;  at  each  crossing  the  electric  road  maintains  a 
flagman.  The  Troy  &  Schenectady  crosses  at  grade  1  freight  track  of  The 
Delaware  and  Hudson  Company  at  Green  Island :  protected  by  a  target  signal, 
and  all  trains  are  required  to  come  to  a  stop;  1  track  of  the  United  Traction 
Company's  railroad  (electric)  at  Green  Island:  there  are  no  derailing 
switches  in  the  track  of  the  electric  road  and  the  trough  over  the  trolley 
wire  for  protection  is  too  short;  the  electric  railroad  company  maintains 
a  flagman  at  this  point;  2  tracks  of  The  Delaware  and  Hudson  Company  at 
Schenectady:  the  crossing  is  protected  by  a  ball  signal  and  all  trains  are 
required  to  come  to  a  full  stop;  an  interlocking  plant  is  being  installed  at 
this  place.  The  Tivoli  Hollow  branch  crosses  at  grade  2  tracks  of  the 
United  Traction  Company  on  Broadway,  Albany:  there  are  no  derails  in  the 
track  of  the  electric  road  nor  protection  over  the  trolley  wire;  when  a 
steam  railroad  desires  to  do  switching  over  this  track  it  protects  by  a 
flagman.  The  Mohawk  &  Malone  crosses  at  grade  1  track  of  the  New  York 
&  Ottawa  railway  at  Tupper  Lake:  the  crossing  is  protected  by  semaphore 
signals  and  all  trains  are  required  to  come  to  a  full  stop.  The  St.  Lawrence 
&  Adirondack  crosses  1  track  of  the  Rutland  railroad  at  Malone:  the  cross- 
ing is  protected  by  a  ball  signal  and  all  trains  are  required  to  come  to  a 
full  stop.  The  West  Shore  railroad  crosses  1  track  of  the  Elmira  &  Cort- 
land branch  of  the  Lehigh  Valley  at  Canastota:  the  crossing  is  protected 
by  an  interlocking  plant;  1  track  of  the  Rome  branch  of  the  New  York, 
Ontarion  &  Western  at  Clark  Mills:  protected  by  an  interlocking  plant; 
1  track  of  the  Utica  division,  N.  Y.,  0.  &  W.  Ry.  at  New  York  Mills:  pro- 
tected by  gates  and  all  trains  are  required  to  come  to  a  full  stop;  1  track 
of  the  Delaware,  Lackawanna  &  Western  near  Utica:  protected  by  gates 
and  all  trains  are  required  to  come  to  a  full  stop;  2  tracks  of  the  Utica 
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&  Mohawk  Valley  (electric)  on  Genesee  street,  Utica:  there  are  derailing 
switches  in  the  track  of  the  electric  road  but  the  copper  trough  over  the 
trolley  wire  is  too  short;  1  track  of  The  Delaware  and  Hudson  Company's 
railroad  at  South  Schenectady:  protected  by  an  interlocking  plant;  1  track 
of  The  Delaware  and  Hudson  Company's  railroad  at  Voorheesville:  protected 
by  gates  and  all  trains  are  required  to  come  to  a  full  stop. 

On  the  main  line  there  are  62  interlocking  plants,  operated  from  towers, 
controlling  the  movements  of  trains  at  crossovers,  sidings,  yards,  etc.;  on 
the  Troy  &  Greenbush  and  Troy  Union  there  are  2,  at  the  east  end  of  Troy 
station;  on  the  West  Shore,  19. 

There  are  no  trees  remaining  on  the  right  of  way,  and  no  brush  excepting 
a  little  of  one  year's  growth  on  the  lines  through  the  Adirondack  forest. 
Fences,  mainly  of  wire,  are  maintained  where  there  is  grazing  land  along- 
side; they  are  not  maintained  on  the  lines  through  the  Adirondack  forest; 
the  fences  are  generally  in  good  repair. 

The  highway  crossings  are  very  well  graded,  planking  properly  main- 
tained, and  are  protected  by  signs  of  the  diamond  form  except  on  the  West 
Shore  railroad,  where  a  few  yet  remain  of  triangular  form;  they  are  in 
good  condition  and  fairly  well  painted.  Metallic-slat  cattle  guards  with 
proper  guard  fences  are  maintained  at  all  grade  crossings  of  highways  where 
there  are  fences.    The  crossings  are  protected  as  follows: 

Electric  Crossing 

Line  or  Branch.                 Flagmen.          Gates.         bells.  signs.             Total. 

Main  Line    4                 60                   1  26  81 

Troy    &    Greenbush  and  Troy 

Union 2                   1         1  4 

Troy   &  Schenectady ....                   6         4  9 

Tivoli    Hollow    1         1 

Mohawk    &    Malone 2                   6  69  67 

St.    Lawrence   &   Adirondack.          8  8 

Hinckley 4  4 

Saranac    Lake    ....          4  4 

Raquette   Lake 4  4 

West   Shore    16                  16                   5  106  143 

The  movements  of  trains  on  the  main  line  are  governed  by  the  Improved 
Sykes  lock  and  block  system,  supplemented  on  the  portion  of  the  line  between 
Utica  and  Hofifmans  with  intermediate  automatic  electric  signals;  the  system 
of  intermediate  electric  signals  is  being  extended;  on  the  Troy  &  Greenbush 
and  Troy  Union  branch  by  automatic  electric  block  signals;  on  the  Troy  & 
Schenectady  and  the  Mohawk  &  Malone  branches  by  the  telegraphic  block 
system;  on  the  West  Shore  railroad,  between  block  stations  M  X,  west  of 
Mohawk,  and  F  J  east  of  Franfort,  where  electric  cars  also  operate  over  the 
tracks,  the  movements  are  governed  by  the  Sykes  lock  and  block  system; 
also  by  the  same  system  between  Rotterdam  Junction  and  Hoffmans;  on 
the  electrical  portion  of  the  road  between  Utica  and  Syracuse  by  inter- 
locking block  stations;  elsewhere  on  the  West  Shore  railroad  by  the  tele- 
graphic block  system;  on  the  other  lines  by  the  telegraphic  train  order 
block  system. 

The  station  buildings  are  generally  in  good  condition,  waiting  rooms 
clean  and  neat,  water  for  drinking  is  provided,  and  time-tables  posted. 
Fire  extinguishers  are  kept  in  all  stations,  and  at  those  where  there  is  a 
fire  system,  hose  is  kept  as  protection  against  fire.  The  station  platforms 
are  of  gravel,  stone  screenings,  and  concrete  and  properly  maintained.  At 
the  stations  where  there  is  a  water  system  there  are  sanitary  closets,  and 
at  the  others,  outside  closets,  in  fair  condition.  The  station  grounds  are 
well  kept,  and  at  the  more  important  ones  on  the  main  line  are  lawns,  with 
ornamental  plants,  shrubs,  and  flowers.  All  station  employees  are  uniformed 
and  wear  a  badge  indicating  their  employment. 

The  principal  repairs  and  improvements  noted  as  made  since  the  last 
inspection  (September,  1906)  are  as  follows:  In  the  main-line  track  about 
18  per  cent,  of  the  cross-ties  have  been  renewed;  on  the  Troy  &  Greenbush 
and  Troy  Union,  the  Troy  &  Schenectady,  and  the  Tivoli  Hollow  branches, 
10  per  cent.;  on  the  West  Shore  railroad,  20  per  cent.;  on  the  Mohawk  ft 
Malone,  8  per  cent.;  on  the  Hinckley  branch,  5  per  cent.;   on  the  Saranao 
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Lake  branch,  8  per  cent.;  on  the  Raquette  Lake  branch,  7  per  cent.;  on  the 
St.  Lawrence  &.  Adirondack  branch,  11  per  cent. 

Rail  has  been  renewed  as  follows:  74.04  miles  of  new  100- lb.  rail  and 
11.56  miles  of  relayer  100- lb.  rail  have  been  laid,  replacing  worn  80-lb. 
rail;  6.22  miles  of  new  80-lb.  rail,  and  30  miles  of  relayer  80-lb.  rail  replac- 
ing worn  80-lb.  rail;  on  the  Troy  &  Schenectady  1  mile  of  relayer  80-lb.  rail 
replacing  worn  05-lb.  rail;  on  the  West  Shore  railroad,  138  miles  of  new 
80-lb.  rail  and  13.5  miles  of  relayer  80-lb.  rail  replacing  worn  67-lb.  rail; 
on  the  Mohawk  &  Malone  branch,  6.46  miles  of  new  80-lb.  rail  and  6.03  miles 
of  relayer  80-lb.  rail  replacing  worn  75-lb.  rail;  on  the  Saranac  Lake  branch, 
2.25  miles  of  relayer  75-lb.  rail  replacing  worn  60-lb.  rail. 

Thirty-six  miles  of  main-line  track  have  been  re-ballasted  with  broken 
stone  and  32  miles  with  gravel;  18  miles  of  the  West  Shore  railroad  with 
broken  stone,  104  miles  with  gravel,  and  27  miles  with  cinders;  4.5  miles 
of  the  Mohawk  &  Malone  with  etone,  19  miles  with  gravel,  and  18  miles  with 
cinders;  2  miles  of  the  Saranac  Lake  branch  with  cinders;  3^  miles  of  the 
St.  Lawrence  &  Adirondack  with  cinders. 

On  the  main  line,  bridges  Nos.  376  and  378  have  been  replaced  with  new 
bridges,  and  new  ones  put  in  at  State  street,  Liberty  street.  Union  street, 
Green  street,  and  Front  street,  Schenectady,  eliininating  grade  crossings,  and 
a  new  overhead  bridge  at  Amsterdam.  On  the  West  Shore  railroad  a  new 
concrete  arch,  25-ft.  span,  put  in  at  Wolf  Hill  road.  New  Scotland;  bridge 
25-B,  a  new  plate  girder  solid  floor  bridge,  35 1^  ft.  in  length,  at  under- 
crossing  of  the  Delaware  &  Hudson  near  South  Schenectady;  in  addition 
there  have  been  13  light  plate  girder  bridges  replaced  with  stronger  struc- 
tures, and  3  truss  bridges  replaced  with  new  bridges  calculated  to  carry 
with  safety  the  heaviest  class  of  rolling  stock  and  motive  power  in  use. 
On  the  Troy  &  Schenectady  branch  new  bridges  eliminating  grade  crossings 
have  been  put  in  at  Center  street,  Fonda  street,  Nott  street,  and  Peek  street, 
Schenectady.  Necessary  repairs  and  renewals  have  been  made  to  ties  and 
ffuard  timbers.  One  timber  trestle  on  the  Hinckley  branch  at  Hinckley 
has  been  extensively  repaired;  on  the  Raquette  Lake  branch,  2  quite  exten- 
sive ones  replaced  with  concrete  arches  and  filling. 

On  the  main  line,  2  stone  culverts  have  been  rebuilt,  19  replaced  with 
iron-pipe,*  17  extensively  repaired,  and  2  tilled;  on  the  Troy  &,  Greenbush 
and  Troy  Union,  1  has  been  extensively  repaired;  on  the  Troy  &  Schenectady, 
4  replaced;  on  the  West  Shore,  8  replaced;  on  the  Mohawk  &  Malone,  30 
replaced  and  4  extensively  repaired;  on  the  Raquette  Lake,  7  timber  culverts 
replaced  with  iron-pipe  and  2  filled;  on  the  St.  Lawrence  &  Adirondack,  3 
replaced;  the  masonry  to  1  bridge  on  the  main  line  has  been  extensively 
repaired,  to  18  on  the  West  Shore,  and  2  on  the  Mohawk  &  Malone. 

On  the  main  line,  34  new  stations  and  other  buildings  have  been  erected, 
26  repaired,  and  8  re-painted:  on  the  West  Shore,  22  new  ones  constructed, 
9  repaired,  and  36  re-painted;  on  the  Mohawk  &  Malone,  6  new  ones  con- 
structed, 6  repaired,  and  41  re-painted;  on  the  Hinckley  branch,  1  re- 
painted; on  the  Saranac  Lake  branch,  1  re-painted;  on  the  Raquette  Lake 
branch,  1  repaired;  on  the  St.  Lawrence  &  Adirondack,  1  new  one  erected; 
on  the  main  line,  82  iron  bridges  and  32  signal  bridges  have  been  re-painted; 
on  the  West  Shore,  32;  on  the  Troy  &  Schenectady,  4;  on  the  Mohawk  & 
Malone,  11. 

On  the  main  line,  18  miles  of  new  fence  have  been  erected  and  84  miles 
rebuilt;  on  the  Troy  &  Schenectady,  1.1  miles  erected  and  5  miles 
rebuilt;  on  the  Troy  &  Greenbush  and  Troy  Union,  1  mile  rebuilt;  on  the 
West  Shore,  13  miles  erected  and  10  rebuilt;  on  the  Mohawk  &  Malone,  8 
miles  erected  and  3  rebuilt. 

About  11%  miles  of  new  sidings  have  been  added  to  the  main  line,  and 
similar  additions  made  to  sidinpfs  and  yard  tracks  of  the  other  lines. 

A  new  20-stall  extension  has  been  made  to  the  engine  house  at  Rensselaer 
and  about  0.7  mile  of  coach  storage  track  added. 

Both  bridges  over  the  Hudson  river  at  Albany  have  been  equipped  with 
interlocking. 
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A  new  boiler  shop,  a  now  scrap  platform  with  necessary  tracks,  and  a 
new  86-ft.  turntable  have  been  put  in  at  West  Albany. 

Very  extensive  work  has  been  done  at  Schenectady  eliminating  grade 
crossings,  and  a  very  complete  and  extensive  station  built  there. 

A  new  line  has  been  constructed  improving  the  alignment  at  Cranesville, 
and  a  similar  change  made  east  of  Amsterdam. 

A  new  yard  completed  at  St.  Johnsville  and  new  signal  towers  constructed 
at  each  end  of  the  yard. 

A  new  freight  house  built  at  Herkimer  and  additions  made  to  yard. 

Automatic  signals  installed  for  tracks  3  and  4  between  Schenectady  and 
UUca. 

On  the  Troy  &  Schenectady,  work  on  a  60-ft.  concrete  arch  is  in  progress 
and  the  raising  of  the  track  through  Schenectady  completed. 

On  the  West  Shore,  the  elimination  of  the  grade  crossins  at  Wolf  Hill 
road.  New  Scotland,  completed  by  putting  in  an  extensive  arch  culvert.  Tne 
road  electrified  between  Utica  and  Syracuse,  and -6  low  overhead  bridges 
raised  to  make  standard  clearance. 

On  the  Mohawk  &  Malone,  extensive  riprapping  has  been  done  along 
West  Canada  creek  north  of  Kast,  to  protect  embankments. 

Recommendations:  That  the  pile  docking  which  is  failing  on  the  Troy  & 
Schenectady  branch  near  Cohoes  be  replaced;  that  the  loose  boulders  on  ihi 
slopes  of  cuts  and  in  the  ditches  of  the  Mohawk  &  Malone  and  the  Raquette 
Lake  branches  be  promptly  removed;  that  the  warning  signals  at  overhead 
obstructions  be  put  in  proper  repair;  that  the  timber  open  and  box  culverts 
on  the  Raquette  Lake  branch  which  are  in  poor  condition  be  replaced; 
and  that  the  rails  that  have  been  worn  by  slipping  drivers  on  the  Raquette 
Lake  branch  be  changed  out. 

Western  Division, 

Inspected  September  28,  29,  30,  and  October  1,  2,  3,  1908.  Last  previous 
inspection  September  24,  25,  26,  27,  28,  1906. 

The  main  line  extends  from  Minoa  to  Buffalo,  with  157.65  miles  each 
first  and  second  main  tracks,  150.18  miles  each  third  and  fourth  main  tracks, 
and  428.16  miles  sidings  and  yard  tracks;  the  Syracuse  Junction  railroad 
extends  from  DeWitt  to  Syracuse  Junction,  with  8.31  miles  each  first  and 
second  tracks,  and  3.26  miles  sidings  and  yard  tracks;  the  Auburn  branch 
extends  from  Syracuse  to  Rochester,  96.29  miles  single  track,  55.33  miles 
sidings  and  yard  tracks;  the  Buffalo  &  Niagara  Falls  branch  from  Exchange 
Street,  Buffalo,  to  Suspension  Bridge,  21.82  miles  first  track,  21.53  miles 
second  track,  52.70  miles  sidings  and  yard  tracks;  the  Lewiston  branch  from 
Suspension  Bridge  to  Lewiston,  6.22  miles  single  track,  2  miles  sidings 
and  yard  tracks;  the  Buffalo  Belt  Line  from  William  Street,  Buffalo,  to 
North  Buffalo,  with  7.27  miles  each  first  and  second  tracks,  16.50  miles 
sidings  and  yard  tracks;  the  Rochester  &  Niagara  Falls  branch,  from 
Rochester  to  Suspension  Bridge,  75.61  miles  first  track,  48.68  miles  second 
track,  91.05  miles  sidings  and  yard  tracks;  the  Tonawanda  &  Lockport  branch, 
from  Lockport  Junction  to  'North  Tonawanda,  11.17  miles  single  track, 
4.58  miles  sidings  and  yard  tracks;  the  Canandaigua  &  Niagara  Falls  branch, 
from  Canandaigua  to  North  Tonawanda,  85.76  miles  first  track,  1.66  miles 
second  track,  23.47  miles  sidings  and  yard  tracks;  the  Charlotte  branch, 
from  Charlotte  Junction  to  Ontario  Beach,  7.34  miles  first  track,  6.92  miles 
second  track,  10.48  miles  sidings  and  yard  tracks;  the  Attica  branch,  from 
Batavia  to  Attica,  10.67  miles  single  track,  1.34  miles  sidings  and  yard 
tracks;  the  Terminal  railway,  from  Depew  to  Blasdell,  11.02  miles  each 
first  and  second  tracks,  21.88  miles  sidings  and  yard  tracks;  the  West  Shore 
railroad  (main  line)  from  Syracuse  to  Buffalo,  148.08  miles  first  track, 
113.43  miles  second  track,  102.72  miles  sidings  and  yard  tracks;  the  Chenango 
branch  from  Syracuse  to  Earlville,  42.78  miles  single  track,  11.07  miles 
sidings  and  yard  tracks. 

The  general  alignment  of  the  main  line  is  good,  curves  light,  and  grades 
generally  light;  the  maximum  curve  is  5  degrees  54  minutes,  at  Rochester; 
the  maximum  grade,  53.2  ft.  per  mile,  at  Syracuse.  The  Syracuse  Junction 
railroad  has  light  curves  and  regular  grades,  with  maximum  curve  of  2  de- 
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grees  one  mile  west  of  DeWitt,  and  maximum  grade  of  47.5  ft.  per  mile 

Northern  Junction.  The  Auburn  branch  is  very  crooked  and  many  sharp 
curves,  with  grades  somewhat  broken  and  much  level;  the  maximum  curve 
10  degrees,  west  of  Geneva,  and  maximum  grade  of  40  ft.  per  mile  at 
Canandaigua.  The  Buffalo  &  Niagara  Falls  branch  is  very  crooked  in 
Buffalo  and  Niagara  Falls,  and  the  balance  of  branch  is  good;  in  Buffalo, 
the  grades   are   steep,    the   balance,   grades   are   light;    maximum  curve   of 

14  degrees  at  Georgia  street,  Buffalo,  and  maximum  grade  of  125.6  ft.  per 
mile  west  of  Terrace,  Buffalo.  The  Lewiston  branch  is  very  crooked,  grades 
steep  and  long  but  regular;  maximum  curve  of  21  degrees  at  Lewiston* 
and  maximum  grade  of  127.2  ft.  per  mile  near  Lewiston.  The  Buffalo  Belt 
Line  has  generally  moderate  curves,  with  grades  steep  in  places;  the  entire 
f^ade  is  being  raised  and  grade  crossings  eliminated;  at  various  points  there 

15  a  maximum  grade  of  6  degrees.  The  general  alignment  of  the  Rochester  ft 
Niagara  Falls  branch  is  excellent,  and  curves  light;  the  grades  are  also  light, 
and  for  much  of  the  distance  practically  level;  maximum  curve  6  degrees 
7  minutes  at  Suspension  Bridge,  maximum  grade  47.5  ft.  per  mile  at 
Lockport  Junction.  The  Tonawanda  &  Lockport  branch  has  lignt  curves  at 
either  end,  and  balance  tangent;  the  grades  are  light  and  for  most  part 
level;  maximum  curve  2  degrees  at  Lockport  Junction,  maximum  grade 
16.9  ft.  per  mile  near  Mapleton.  The  Canandaigua  &  Niagara  Falls  branch 
has  first-class  alignment,  no  very  sharp  curves,  light  grades;  maximum 
curve  6  degrees  west  of  Canandaigua,  maximum  grade  74.5  ft.  per  mile  at 
North  Tonawanda.  The  alignment  of  the  Charlotte  branch  is  good,  with 
sharp  curves  at  terminals;  grades  steep  and  long;  maximum  curves  8  degrees 
at  Otis  and  Charlotte,  maximum  grade  77.6  ft.  per  mile  near  Charlotte. 
The  Attica  branch  has  light  curves  and  grades;  maximum  curve  4  degrees 
30  minutes  at  Batavia,  maximum  grade  47.5  ft.  per  mile  near  Attica. 
The  Terminal  railway  has  good  general  alignment  and  light  grades ;  maximum 
curve  6  degrees  at  Depew,  maximum  grade  53.20  ft.  per  mile  at  Blasdell. 
The  West  Shore  railroad  has  all  light  curves  and  grades,  a  large  amount 
of  money  having  been  recently  expended  on  the  eastern  portion  in  reducing 
20-ft.  grades  to  13  ft.  per  mile;  maximum  curve  3  degrees  30  minutes  east 
of  Clyde,  maximum  grade  40  ft.  per  mile  at  East  Buffalo.  The  Chenango 
branch  has  mostly  light  curves,  with  long,  regular  grades;  maximum  curves 
of  5  degrees  at  various  places,  maximum  grade  114.7  ft.  per  mile  near 
Lebanon. 

The  cuts  and  embankments  of  all  the  lines  are  of  good  width  and  prox>er 
slopes,  and  drainage  generally  first  class;  sub-drains  are  used  in  wet  cuts, 
with  good  results.  The  Lewiston  branch  is  constructed  for  a  large  portion 
of  its  length  on  the  side  of  the  Niagara  Gorge,  and  is  a  very  dangerous 
location  for  a  railroad;  huge  masses  of  overhanging  rock,  100  to  150  feet 
above  the  track,  overlaying  softer  shale  which  is  disintegrating,  are  not  only 
liiU>le  but  likely  to  fall,  and  if  they  do,  the  railroad  track  and  whatever  may 
be  upon  it  where  the  fall  occurs  will  be  practically  annihilated;  it  is  not 
practicable  to  attempt  to  remove  this  rock  and  form  proper  slope :  the  expense 
would  be  enormous,  and  in  addition  the  road  would  have  to  be  abandoned 
for  a  long  period  of  time  while  it  was  being  done;  not  only  this  line  of  road 
would  have  to  be  abandoned,  but  the  Gorge  road,  which  is  away  below  at  the 
foot  of  the  cliff,  which  is  so  steep  that  a  pebble  dropped  from  the  railroad 
would  land  upon  the  track  of  the  electric  road.  This  line  of  road  should  not 
have  been  built;  the  possibilities  of  accident  owing  to  the  place  where  it  is 
constructed  are  too  great;  but  the  road  is  there.  In  former  years  there  was 
a  large  passenger  business  on  this  line,  of  persons  sight-seeing,  the  road  run- 
ning as  it  did  along  the  Niagara  Gorge.  Later,  electric  lines  were  built,  taking 
away  to  a  large  extent  the  passenger  traffic  from  this  road.  Therefore  I  do 
not  believe  it  would  be  any  hardship  upon  the  railroad  company  if  that 
portion  of  the  road  through  Niagara  Gorge  was  abandoned,  and  connection 
made  near  Lewiston  with  the  old  Tine  of  the  Rome,  Watertown  &  Ogdensburg 
railroad  taken  up  a  few  years  ago.  This  would  accommodate  the  freight 
business  of  Lewiston  approximately  as  well  as  it  is  now  done.  There  might 
be  a  small  loss  in  passenger  receipts,  but  the  cost  of  maintenance  and  opera- 
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tion  of  the  load  would  be  reduced  to  the  extent  that  it  would  more  than  com- 
pensate for  that,  and  the  terrible  possibilities  of  accident  which  can  not  be 
avoided  on  the  present  route  would  be  eliminated. 

The  Buffalo  Belt  Line  is  being  practically  rebuilt,  and  the  grades  either 
lowered  or  raised  eo  as  to  eliminate  the  street  crossings  in  Buffalo.  This  work 
is  well  toward  completion. 

On  the  West  Shore  railroad  east  of  Seneca  river  there  are  a  few  cuts  that 
have  been  deepened  to  reduce  grade,  Where  material  has  .washed  from  the  slopes 
and  to  some  extent  filled  the  ditches;  these  should  be  properly  cleaned.  On 
the  Chenango  branch  there  are  a  few  clav  cuts  where  the  slopes  are  upheld  by 
pile  docking,  all  in  good  condition.  There  is  one  tunnel  on  the  CheDSLDgo 
branch,  near  Cazenovia,  1635  ft.  in  length,  through  rock;  almost  the  entire 
length  has  been  lined  with  tinker,  the  rock  being  eoft,  and  the  remaining 
portion  has  stone  bench  walls  and  brick  arch,  all  apparently  secure. 

The  steel  and  iron  bridges  are  generally  in  first-class  condition,  with  good 
masonry,  standard  ties  and  guard  timbers  well  maintained,  and  inside  guard 
rails  on  all;  they  are  generally  well  painted.  On  the  Auburn  branch  there 
remain  2  or  3  that  are  rather  light  for  the  class  of  motive  power  the  com- 
pany desires  to  use,  and  they  are  to  be  replaced.  Bridge  No,  125  on  the 
Canandaigua  &  Niagara  Falls  branch,  over  Tonawanda  creek,  is  rather  light 
and  has  poor  masonrv;  timber  bents  have  been  placed  on  either  side  of  the 
piers,  making  the  bridge  secure  imtil  such  time  as  the  masonry  can  be  rebuilt 
and  the  bridge  replaeed.  The  brid^  on  the  Charlotte  branch  are  of  light 
construction,  but  only  light  power  is  used,  such  as  the  bridges  are  designed 
to  carry  with  safety.  There  is  1  drawbridge  on  the  Auburn  branch,  across 
the  canal  at  Cayuga:  it  is  properly  inter IcNcked  and  protected  by  home  and 
distant  signals.  There  is  anotlier  on  the  West  Shore  railroad,  across  the 
Osweffo  canal  at  Syracuse:  this  is  a  lift  draw;  it  is  properly  interlocked  and 
signaled. 

There  are  no  timber  span  bridges  except  those  used  for  overhead  highway 
and  farm  crossings,  and  on  the  more  important  lines  practically  all  such 
brieves  are  of  iron;  all  are  properly  maintained  and  many  low  ones  have 
been  recently  rebuilt  and  raised  to  give  a  21 -ft.  clearance;  the  low  ones 
remaining,  and  all  other  obstructions  less  than  21  ft.  above  the  track,  are 
protected  by  warning  signals;  many  were  observed,  however,  and  attention 
directed  to  them,  where  some  "  ticklers  "  were  either  missing  or  had  become 
tangled.  The  only  timber  trestles  remaining  in  the  roadway,  excepting  such 
as  are  in  tenu)orarily  while  bridges  are  being  rebuilt  or  new  undercrossings 

gut  in,  are:  1  on  the  Canandaigua  &  Niagara  Falls  branch,  a  on  the  West 
hore  main  line,  and  quite  a  large  number  of  the  Chenango  branch;  these 
are  of  standard  construction  and  in  good  repair.  There  are  in  the  main  line 
temporary  trestles  at  Rochester  and  Buffalo  where  new  undercrossings  are 
being  put  in,  eliminating  grade  crossings.  There  are  also  temporary  trestles 
put  in  on  the  Belt  Line  where  grade  is  being  raised  and  bridges  put  in,  elim- 
inating grade  crossings  in  Buffalo.  All  these  are  secure  and  are  only  to 
remain  for  a  short  period  of  time. 

On  most  of  the  important  lines,  and  on  some  of  those  of  less  importance, 
all  culverts  and  cattle  passes  formerly  open  to  grade  have  been  either  covered 
with  concrete  and  metal  and  track  ballasted  over  them,  or  replaced  by  con- 
crete arch  or  box  culverts  or  iron-pipe  and  filling,  thus  eliminating  the  open- 
ings to  grade.  There  yet  remain  on  the  Canandaigua  &  Niagara  Falls  branch 
3,  with  good  masonry:  1  has  timber  stringers  and  2  I-beams;  on  the  Attica 
branch  1,  constructed  entirely  of  timber;  on  the  West  Shore  railroad  2,  with 
good  masonry:  1  with  timber  stringers  and  the  other  with  I-beams;  on  the 
Chenango  branch  there  yet  remain  26,  constructed  entirely  of  timber;  there 
are  a  few  on  this  branch  with  stone  masonry  and  timber  stringers,  and  quite 
a  number  have  been  eliminated  by  solid  covering  or  by  putting  in  box  culverts 
or  pipe  and  filling;  all  are  in  good  condition  and  those  with  open  floors  have 
standard  ties  and  guard  timbers,  properly  maintained.  The  masonry  arch 
and  box  and  iron-pipe  culverts  on  all  the  lines  are  properly  maintained. 

The  cross-ties  are  7x0  in.,  6x9  in.,  6  x  8  in.  8  ft.  long,  and  all  in  good  con- 
ditioni  ezoept  on  Buffalo  Belt  Line  and  Attica  branch  th^  are  in  fair  condi- 
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lion.  On  the  main  line  all  cross-ties  are  yellow  pine ;  on  the  Syracuse  Junction 
railroad,  96  per  cent,  yellow  pine,  4  per  cent,  cedar;  Auburn  branch,  75  per 
cent,  yellow  pine,  20  per  cent,  oak,  5  per  cent,  cedar;  Buffalo  &  Niagara  Falls 
branch,  90  per  cent,  yellow  pine,  8  per  cent,  oak,  2  per  cent,  mixed;  Lewiston 
branch,  99  per  cent,  yellow  pine,  1  per  cent,  oak;  Buffalo  Belt  Line,  all  yellow 
pine;  Rochester  &  Niagara  Falls  branch,  98  per  cent,  yellow  pine,  1  per  cent, 
oak,  1  per  cent,  mixed;  Tonawanda  &  Lockport  branch,  99  per  cent,  yellow 
pine,  1  per  cent,  oak;  Canandaigua  &  Niagara  Falls  branch,  64  per  cent, 
yellow  pme,  24  per  cent,  cedar,  12  per  cent.  oiOc;  Charlotte  branch,  86  per  cent, 
yellow  pine,  14  per  cent,  cedar;  Attica  branch,  61  per  cent,  yellow  pine,  45 
per  cent,  cedar,  4  per  cent,  cypress;  Terminal  railway,  all  yellow  pine;  West 
Shore  railroad,  89  per  cent,  yellow  pine,  8  per  cent,  cfak,  3  per  cent,  mixed; 
Chenango  branch,  96  per  cent,  yellow  pine,  4  per  cent,  cedar.  The  cross- ties 
in  the  main  line  are  laid  at  the  rate  of  3200  to  the  mile  of  track;  on  all  other 
lines  at  the  rate  of  2816  to  the  mile;  they  are  well  spaced  and  full  spiked. 
On  all  sharp  curves  there  are  tie-plates,  and  on  most  of  the  lighter  curves 
of  the  important  lines,  and  all  curves  except  where  shoulder  tie-plates  are  used, 
are  double  spiked  on  the  outside. 

The  rail  used  is  all  steel,  the  connections  all  angle  plates,  with  weights  and 
connections  as  follows:  Main  line,  251.99  miles  100-lb.,  363.67  miles  80-lb., 
36-in.  plates,  6  bolts;  Syracuse  Junction  railroad,  Buffalo  &  Niagara  Falls 
branch,  Lewiston  branch,  Buffalo  Belt  Line,  and  Terminal  railway,  all  80-lb., 
36-in.  plates,  6  bolts;  Auburn  branch,  19  miles  80-lb.,  77.29  miles  65-lb.,  36-in. 
plates,  6  bolts;  Rochester  &  Niagara  Falls  branch,  2  miles  65-lb.,  122.19  miles 
80-lb.,  36-in.  plates,  6  bolts;  Tonawanda  &  Lockport  branch,  all  65-lb.,  36-in. 
plates,  6  bolts;  Canandaigua  &,  Niagara  Falls  branch,  7.53  miles  80-lb.,  45.22 
miles  65-lb.,  36-in.  plates,  6  bolts,  and  34.67  miles  65-lb.,  22-in.  plates,  4  bolts; 
Charlotte  In^nch,  all  65-lb.,  36-in.  plates,  6  bolts,  and  22-in.  plates,  4  bolts; 
Attica  branch,  0.26  mile  80-lb.,  0.467  mile  67-lb.,  10.37  miles  65-lb.,  the  80-lb., 
67-lb.,  and  part  of  65-lb.  connected  by  36-in.  plates,  6  bolts,  and  balance  65-lb. 
by  24-in.  plates,  4  bolts;  West  Shore  railroad  (main  line),  153.50  miles  80-lb., 
36-in.  plates,  6  bolts,  and  107.98  miles  67-lb.,  36-in.  plates,  part  6  bolts  and 
balance  4  bolts;  Chenango  branch,  2  miles  56-lb.,  31.68  miles  60-lb.,  22-in. 
and  24-in.  plates,  4  bolts;  6.98  miles  67-lb.,  2.06  miles  72-lb.,  36-in.  plates, 
part  6  and  balance  4  bolts. 

The  rail  in  tracks  1  and  2  of  the  main  line  is  in  first-class  condition;  in 
tracks  3  and  4  in  fair  to  good  condition.  All  the  connections  on  this  and  all 
other  lines  are  full  bolted  and  bolts  tight.  The  rail  in  the  track  of  the  Syra- 
cuse Junction  railroad  is  in  good  condition.  The  80-lb.  rail  in  the  Auburn 
branch,  as  well  as  most  of  the  66-lb.  rail,  is  in  good  condition;  a  small  por- 
tion of  the  65-lb.  rail  is  somewhat  worn  and  is  being  replaced.  Most  of  the 
rail  in  the  Buffalo  &  Niagara  Falls  branch  is  in  good  condition,  and  the  portion 
that  is  now  con-siderably  worn  is  being  replaced.  The  rail  in  the  Lewiston 
branch  is  in  very  fair  condition  for  the  light  traffic  and  moderate  speed  main- 
tained. The  Buffalo  Belt  Line  is  being  practically  rebuilt  and  new  rail  used. 
The  rail  in  the  Rochester  &  Niagara  Falls  branch,  the  Tonawanda  &  Lockport 
branch,  and  the  Canandaigua  &  Niagara  Falls  branch,  is  in  very  good  con- 
dition. A  small  portion  of  the  rail  in  the  Charlotte  branch,  of  the  older  pat- 
tern with  the  4-bolt  plates,  is  considerably  worn  and  will  need  changing  out 
before  very  long.  The  rail  in  the  Attica  branch  is  in  fair  condition  for  the 
li^ht  traffic  and  moderate  speed  maintained.  The  rail  in  the  track  of  the 
Terminal  railway  is  in  proper  condition.  The  80-lb.  and  the  67-lb.  rail  with 
the  6-l)olt  plates  of  the  West  Shore  railroad  is  in  good  condition;  the  67-lb. 
rail  with  the  4-bolt  plates  of  the  older  pattern  is  somewhat  worn  and  will 
need  replacing  before  very  long.  The  56-  and  the  60-lb.  rail  in  the  track  of 
the  Chenango  branch  is  considerably  worn  and  some  renewals  are  needed. 

All  main-track  switches  with  the  exception  of  2  or  3  on  the  Chenango 
branch  are  split  point;  there  yet  remain  2  or  3  Wharton  switches  on  this 
branch;  nearly  all  have  rigid  stands  and  all  have  well  painted  targets;  all 
main-track  switches  of  the  main  line  are  interlocked  or  electrically  locked, 
and  controlled  from  the  block  stations.  On  the  Auburn  branch  east  of  Auburn 
all  twitchei  are  electrioally  connected  with  distant  flignalSi  and  that  tystom 
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is  beii^  extended  over  the  entire  Toad.  On  the  Buffalo  &  Niagara.  Falls  branch 
all  fiwitohes  except  between  Black  Bock  and  North  Buffalo,  a  distance  of  about 
a  mile,  are  connected  with  the  electric  block  eignals;  between  Black  Rock 
and  North  Buffalo  the  switches  are  operated  by  regular  switchmen.  On  the 
other  important  lines  outlying  and  obscure  switches  are  protected  by  distant 
signals  interlocked  with  the  switch  stands.  Switch  and  semaphore  lamips  of 
the  Auburn  branch,  Rochester  &  Niagara  Falls  branch,  Canandaigua  &  Niagara 
Falls  branch,  Charlotte  branch,  and  Attica  branch  show  red  light  for  danger 
and  white  for  safety;  on  the  remaining  lines  of  the  division  red  light  is  used 
for  danger  and  green  for  safety,  yellow  being  a  cautionary  signal :  this  system 
of  signals  is  to  be  extended  over  all  the  lines.  The  main- track  frogs  are  mainly 
spring  rail,  and  properly  maintained.  Derailing  switches  are  in  all  siding 
connecting  with  the  main  track  where  their  use  appears  necessary,  and  in 
most  cases  on  the  more  important  lines  are  interlocked  with  the  main-track 
switch. 

About  55  miles,  single  track,  of  the  passenger  tracks  of  the  main  line  are 
ballasted  with  broken  stone  and  the  remainder  of  the  main  line  with  nravel, 
in  fair  to  good  quantity;  the  Syracuse  Junction  railroad  is  well  ballasted 
with  gravel  and  cinders;  the  Auburn  branch  with  a  good  quantity  of  gravel; 
the  Buffalo  &  Niagara  Falls  branch  is  well  ballasted  with  broken  stone;  the 
Lewiston  branch  with  broken  stone  and  gravel,  in  fair  quantity;  the  Biiffalo 
Belt  Line  is  being  rebuilt,  temporary  tracks  lightly  ballasted  being  used  for 
most  of  the  distance;  the  Rochester  &  Niagara  Falls  branch  has  10  miles 
ballasted  with  broken  stone  and  the  remainder  with  gravel,  in  good  quantity; 
the  Tonawanda  &  Lockport  branch  has  3  miles  of  track  ballasted  witn  broken 
stone  and  the  balance  with  gravel  and  cinders,  in  fair  to  good  quantity;  the 
Canandaigua  &  Niagara  Falls  branch  is  well  ballasted  with  gravel ;  the  Char- 
lotte branch  with  gravel  and  cinders,  in  good  quantity;  the  Attica  branch 
with  gravel  and  cinders,  generally  in  medium  quantity;  a  little  broken  stone 
has  been  used  at  places  where  water  sometimes  gets  over  the  track  in  times  of 
heavy  freshets;  the  Terminal  railway  is  well  ballasted  with  gravel  and  cinders; 
the  West  Shore  has  had  very  extensive  re-ballasting  done  and  the  entire  track 
is  ballasted  with  ^avel  in  from  fair  to  eood  quantity;  the  Chenango  branch 
is  ballasted  with  cinders  and  gravel  in  fair  quantity.  The  alignment  and  sur- 
facing of  the  main  line,  Syracuse  Junction  railrocui.  Auburn  branch,  Buffalo 
&  Niagara  Falls  branch,  Rochester  &  Niagara  Falls  branch,  Canandaigua  & 
Niagara  Falls  branch,  the  Terminal  railway,  and  the  West  Shore  railroad  main 
line  are  (first  class,  and  of  the  other  roads  good,  and  the  outer  rail  on  curves 
properly  elevated  for  the  speed  at  which  trains  are  scheduled. 

The  track  is  divided  into  sections  and  maintained  by  average  force,  as  fol- 
lows: Main  line,  2.6  mile.3,  foreman  and  6  men  in  winter,  10  men  in  summer; 
Syracuse  Junction  railroad,  8  miles,  foreman  and  6  men  in  winter,  8  men  in 
summer;  Auburn  branch,  4.8  miles,  foreman  and  3  to  4  men  in  winter,  5 
men  in  summer ;  Buffalo  &  Niagara  Falls  branch,  3  miles,  foreman  and  4  men 
in  winter,  6  men  in  summer;  Lewiston  branch,  5  miles,  foreman  and  3  men  in 
in  winter,  4  men  in  summer;  Buffalo  Belt  Line,  2.6  miles,  foreman  and  4  men 
in  winter,  6  men  in  summer;  Rochester  &  Niagara  Falls  branch,  5  miles,  fore- 
man and  3  to  4  men  in  winter,  6  men  in  summer;  Tonawanda  &  Lockport 
branch,  5V^  miles,  foreman  and  3  men  in  winter,  4  men  in  summer;  Canan- 
daigua &  Niagara  Falls  branch,  5^  miles,  foreman  and  3  men  in  winter, 
5  men  in  summer;  Charlotte  branch,  3.7  miles,  foreman  and  4  men  in 
winter,  6  men  in  summer;  Attica  branch,  9.6  miles,  foreman  and  3  men  in 
winter,  5  men  in  summer;  Terminal  railway,  5^^  miles,  foreman  and  4  men 
in  winter,  7  men  in  summer;  West  Shore  railroad  (main  line),  5.8  miles, 
foreman  and  4  men  in  winter,  6  men  in  summer;  Chenango  branch,  5%  miles, 
foreman  and  4  men  in  winter,  5  men  in  summer.  In  addition  to  the  above 
mentioned  section  force,  there  are  r^^larly  employed  on  the  Lewiston  branch 
3  slope  watchmen,  and  in  times  of  severe  storms  additional  watchmen  are 
employed  there;  extra  watchmen  are  also  put  on  at  various  places  on  other 
lines  where  daxiger  from  results  of  storm  might  be  anticipated.  All  portions 
of  the  road  are  patrolled  daily  by  some  member  of  the  section  force  who  works 
a  portion  of  the  time  with  the  gang,  and  each  section  gang  is  furnished  with 
flags,  lanterns,  and  torpedoes. 
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The  following  railroads  are  crossed  at  grade  by  the  lines  named:  by  the 
main  line:  2  tracks  of  the  Rapid  Transit  railway  (electric)  on  Genesee  street, 
2  on  South  Warren  street,  and  2  on  South  Salina  street,  Syracuse:  at  neither 
of  the  crossings  are  there  derails,  but  a  proper  protection  over  the  trolley  wire; 
at  the  two  first  named  streets  the  conauctors  of  the  electric  road  pilot  their 
cars  over  the  crossings,  and  at  South  Salina  street  a  regular  flagman  is  main- 
tained; 1  freight  track  of  the  Pennsylvania  division  at  Lyons :  protected  by  an 
interlocking  plant;  1  track  of  the  Canandaigua  &  Niagara  Falls  branch  at 
Batavia:  the  trains  of  the  Canandaigua  &  Niagara  Falls  branch  enter  upon 
the  main-line  tracks  and  run  upon  those  tracks  for  a  distance  of  about  half 
a  mile,  and  at  each  of  those  oonnections  there  is  an  interlocking  plant;  1  track 
of  the  Attica  branch  of  the  Erie  at  Batavia:  protected  by  an  interlocking 
plant;  1  track  of  the  Buffalo,  Bellevue  &  Lancaster  (electric)  on  Broadway, 
East  Buffalo:  there  are  no  derailing  switches  in  the  track  of  the  electric  road 
but  a  proper  protection  over  the  trolley  wire:  this  is  a  very  dangerous  crossing, 
but  a  new  undercrossing  is  being  made  for  Broadway  which  will  eliminate  it; 
1  track  of  the  Buffalo  Creek  at  William  street,  Buffalo:  protected  by  an 
interlocking  plant;  2  tracks  of  the  Pennsylvania  railroad  at  South  Division 
street,  Buffalo:  protected  by  an  Interlocking  plant;  2  tracks  of  the  Erie  rail- 
road at  Alabama  street:  protected  by  an  interlocking  plant. 

By  the  Syracuse  Junction  railroad:  1  track  of  the  Rome,  Watertown  k 
Ogdensburg  division  at  Salina:  protected  by  interlocking  signals  and  trains 
are  required  to  come  to  a  full  stop. 

By  tne  Auburn  branch:  2  tracks  of  the  Delaware,  Lackawanna  k  Western 
railroad  at  Syracuse:  these  tracks  cross  only  the  old  line  now  used  as  a  freight 
track  and  the  crossing  is  protected  by  a  proper  interlocking;  1  track  of  the 
Lehigh  Valley  railroad  at  Auburn:  protected  by  signals  that  are  interlocked 
and  all  trains  are  required  to  come  to  a  full  stop ;  1  track  of  the  Pennsylvania 
division  at  Geneva:  protected  by  interlocked  signals;  1  track  of  the  Northern 
Central  railway  at  Phelps  Junction:  the  crossing  is  protected  by  a  flagman 
and  all  trains  are  required  to  come  to  a  full  stop;  1  track  of  the  Geneva, 
Waterloo,  Seneca  Falls  &  Cayuga  Lake  Traction  Company's  road  (electric) 
east  of  Geneva:  there  are  derailing  switches  in  the  track  of  the  electric  road, 
but  the  trough  over  the  trolley  wire  is  too  short,  and  should  be  lengthened; 
another  track  of  the  same  railroad  on  James  street^  Geneva:  there  are  no 
derailing  switches  in  the  track  of  the  electric  road  but  proper  protection  over 
the  trolley  wire;  1  track  of  the  Auburn  &  Syracuse  railroad  (electric)  at 
Auburn:  there  are  no  derailing  switches  in  the  track  of  the  electric  road  and 
the  protection  over  the  trolley  wire  is  too  short;  1  track  of  the  Ontario  Light 
&  Traction  Company's  road  (electric)  at  Canandaigua:  t^ere  are  derailing 
switches  in  the  track  of  the  electric  road  and  proper  protection  over  the 
trolley  wire. 

By  the  Buffalo  &  Niagara  Falls  branch :  2  tracks  of  the  Black  Rock  branch 
of  the  Erie  in  North  Buffalo:  protected  by  an  interlocking  plant;  1  freight 
track  of  the  Erie  railroad  at  North  Tonawanda:  protected  by  an  interlocking 
plant;  2  tracks  of  the  International  railway  (electric)  on  Hertel  avenue, 
Buffalo:  there  are  derailing  switches  in  the  track  of  the  electric  road  but 
no  protection  over  the  trolley  wire;  1  track  of  the  International  railway  at 
Echota:  there  are  no  derailing  switches  in  the  track  of  the  electric  road  nor 
protection  over  the  trolley  wire;  2  tracks  of  the  International  railway  on 
Second  street,  Niagara  Falls:  there  are  no  derailing  switches  in  the  track 
of  the  electric  road  but  proper  protection  over  the  fcolley  wire;  I  track  of 
the  Erie  railroad  at  Suspension  Bridge:  protected  by  an  interlocking  plant 

By  Lewiston  branch:  4  tracks  of  the  Michigan  Central,  2  of  ^  Grand 
Trunk,  1  of  the  Erie,  and  1  connecting  the  Gruid  Trunk  and  Rome,  Water- 
town  k  Ogdensburg  yard,  at  Suspension  Bridge:  protected  by  an  interlocking 
plant;  1  track  of  the  Lewiston  4  Youngstown  Frontier  railway  (electric)  at 
the  extreme  end  of  the  road  at  Lewiston:  there  are  no  derailing  switches  in 
the  track  of  the  electric  road  nor  protection  over  the  trolley  wire:  this  cross> 
ing  is  beyond  the  point  where  any  trains  of  the  Lewiston  branch  run  and  on 
only  a  very  rare  occasion  is  a  car  switched  across  it,  therefore  there  is  no 
apparent  danger  in  present  conditions. 
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By  Buffalo  Belt  Line:  tracks  of  the  International  railway  (electric)  as 
follows:  1  on  Broadway,  1  on  Sycamore  street,  1  on  Genesee  street,  2  on 
East  Ferry  street,  2  on  Main  street,  2  on  Palisade  avenue,  2  on  Fillmore 
avenue,  2  on  Elmwood  avenue,  2  on  Military  road,  and  2  on  Hertel  avenue, 
Buffalo;  practically  all  these  are  now  temporary  crossings  and  protected  by 
flagmen;  the  tracks  of  the  steam  railroad  have  been  changed  from  their 
original  position  in  most  cases  owing  to  the  grade  of  the  i^ad  undergoing 
change,  being  either  raised  or  lowered  to  eliminate  the  grade  crossings;  when 
this  work  is  completed,  now  well  under  way,  nearlv  all  the  above  mentioned 
crossing  will  be  eliminated;  the  only  ones  that  will  probably  remain  are  the 
2  on  Hertel  avenue:  there  are  derailing  switches  in  the  track  of  the  electric 
road  at  this  place  but  no  protection  over  the  trolley  wire;  a  wye  track  con- 
necting with  the  Buffalo  &  Niagara  Falls  branch  at  North  Buffalo  crosses  2 
tracks  of  the  Black  Bock  branch  of  the  Erie:  the  crossing  is  protected  by  an 
interlocking  plant. 

By  Rochester  &  Niagara  Falls  branch:  1  track  of  the  International  railway 
(electric)  on  Hawley  street,  Lockport:  there  are  no  derailing  switches  in  the 
track  of  the  electric  road  but  proper  protection  over  the  trolley  wire, 

Bv  Tonawanda  &  Lockport  branch:  2  tracks  of  the  Niagara  Falls  branch 
of  the  Erie  at  North  Tonawanda:  protected  by  an  interlocking  plant ;  1  track 
of  the  Oanandaigua  &  Niagara  Falls  branch  of  the  N.  Y.  €.  &  H.  R.  R.  R. 
at  North  Tonawanda:  prc^ted  by  an  interlocking  plant;  1  track  of  the 
Lockport  branch  of  the  Erie,  operated  electrically,  near  North  Tonawanda: 
protected  by  an  interlocking  plant;  2  tracks  of  the  International  railway 
(electric)  on  Payne  avenue,  North  Tonawanda:  protected  by  interlocking 
signals;  there  are  no  derails  in  the  track  of  the  electric  road  nor  protection 
over  the  trolley  wire;  1  track  of  the  International  railway  on  Vandervoort 
street,  North  Tonawanda:  there  are  no  derailing  switches  in  the  track  of  the 
electric  road  nor  protection  over  the  trolley  wire. 

By  Oanandaigua  &  Niagara  Falls  branch:  1  track  of  the  Rochester  branch 
of  the  Erie  at  (rolah  Junction:  protected  by  a  tilting  board  signal  and  all 
trains  are  required  to  come  to  a  full  stop;  1  track  of  tne  Genesee  &  Wyoming 
railroad  near  Caledonia:  protected  by  signals  that  are  interlocked  and  all 
trains  are  required  to  oome  to  a  full  stop;  1  track  of  the  Buffalo,  Rochester 
k  Pittsburgh  railway  at  LeRoy:  protected  by  a  tilting  board  signal  and  all 
trains  are  required  to  come  to  a  full  stop;  1  track  of  the  Attica  branch  of 
the  Erie  west  of  LeRoy:  protected  by  a  tilting  board  signal  and  all  trains 
are  required  to  come  to  a  full  stop;  1  track  of  the  West  Shore  railroad  at 
Akron  Junction:  protected  by  an  interlocking  plant;  2  tracks  of  the  Niagara 
Falls  branch  of  the  Erie  at  Tonawanda:  protected  by  an  interlocking  plant; 
1  main  track  and  2  sidings  of  the  Tonawanda  &  Lockport  branch  at  JN'orth 
Tonawanda:  protected  by  an  interlocking  plant;  1  traek  of  the  Ontario  Lieht 
&  Traction  Company's  road  (electric)  at  Oanandaigua:  there  are  derailing 
switches  in  the  track  of  the  electric  road  and  proper  protection  over  the  trolley 
wire;  1  track  of  the  International  railway  (eleetric)  on  Goundry  street 
North  Tonawanda:  there  are  no  derailing  switches  in  the  track  of  the  electrio 
road  nor  protection  over  the  trolley  wire. 

By  Charlotte  branch :  2  tracks  of  the  Rome,  Watertown  &  Ogdensburg  divi- 
sion at  Charlotte:  protected  by  a  tilting  board  signal  and  all  trains  are  re- 
quired to  come  to  a  full  stop. 

By  Attica  branch:  1  track  of  the  Attica  branch  of  the  Erie  near  Batavia: 
proliected  by  a  tilting  board  signal  and  all  trains  are  required  to  come  to  a 
full  stop. 

By  Terminal  railway:  3  tracks  of  the  Pennsylvania  railroad  at  Gardenville: 
protected  by  an  interlocking  plant;  1  track  of  the  Buffalo  Southern  railway 
near  Gardenville:  there  are  derailing  switches  in  the  track  of  the  electric 
road  but  the  protection  over  the  trolley  wire  is  too  short;  2  tracks  of  the 
Buffalo,  Bellevue  &  Lancaster  (electric)  near  GJardenville:  there  are  no  derail- 
ing switches  in  the  track  of  the  electric  road  nor  protection  over  the  trolley 
wire. 

By  the  West  Shore  railroad  (main  line) :  1  track  of  the  Oanandaigua  k 
Niagara  Falls  branch  at  Akron  Junction:  protected  by  an  interlocldng  plant; 
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1  track  of  the  Pennsylvania  railroad  at  Genesee  Junction:  protected  by  gates 
and  all  trains  are  required  to  come  to  a  full  etxjp;  1  track  of  the  Rochester 
division  of  the  Erie  at  Mortimer:  protected  by  gates  and  all  trains  are  re- 
quired to  come  to  a  full  stop;  1  track  of  the  Rochester  division  of  the  Lehigh 
Valley  at  Mortimer:  protected  by  gates  and  all  trains  are  required  to  come 
to  a  full  stop;  1  track  of  the  Rome,  Watertown  &  Ogdensburg  at  Syracuse: 
protected  by  signals  that  are  interlocked;  2  tracks  of  the  ^rracuse  Rapid 
Transit  railway  (electric)  on  North  Salina  street,  Syracuse:  there  are  no 
derailing  switches  in  the  track  of  the  electric  road  but  proper  protection  over 
the  trolley  wire;  2  tracks  of  the  same  railroad  on  James  street,  Syracuse: 
there  are  no  derails  in  the  tracks  of  the  electric  road  but  proper  protection 
over  the  trolley  wire. 

By  the  Chenango  branch:  1  track  of  the  Elmira  &  Cortland  branch  of  the 
Lehigh  Valley  at  Rippleton:  protected  by  target  signal  and  all  trains  are 
required  to  come  to  a  full  stop. 

On  the  main  line  there  are  63  interlocking  plants,  operated  from  towers, 
controlling  the  movements  of  trains  at  crossovers,  sidings,  yards,  etc.;  on 
the  West  Shore  there  are  6;  on  the  Syracuse  Junction  railroad,  2;  on  the 
Auburn  branch,  2;  on  the  Canandaigua  &  Niagara  Falls  branch,  5;  on  the 
Cliarlotte  branch,  1;  on  the  Rochester  &  Niagara  Falls  branch,  3;  on  the 
Buffalo  &  Niagara  Falls  branch,  10;  on  the  Buffalo  Belt  Line,  4;  on  the 
Tonawanda  &  Lockport  branch,  4;  on  the  Canandaigua  &  Niagara  Falls 
branch,  1;   on  the  Terminal  railway,  2. 

The  right  of  way  is  free  from  trees,  brush,  and  rubbish.  Fences,  mainly  of 
wire,  are  maintained  through  the  territory  where  there  are  grazing  lands,  and 
while  generally  in  fair  repair  some  places  were  observed  on  the  Auburn  branch, 
the  Chenango  branch,  and  the  West  Shore  railroad  where  repairs  are  needed. 

The  highway  crossings  are  properly  graded,  planking  in  good  condition,  and 
are  generally  protected  by  signs  of  the  diamond  form;  on  the  West  Shore 
and  the  Chenango  branch  there  yet  remain  a  few  signs  of  triangular  form; 
all  are  in  proper  condition  excepting  that  on  a  few  of  them,  to  which  atten- 
tion was  directed,  the  paint  is  getting  dim;  they  should  be  re- painted.  The 
cattle  guards  are  mainly  metallic-slat;  a  few  wooden-slat  yet  remain;  they 
are  generally  in  good  condition;  at  a  few  crossings  on  the  westerly  portion 
of  the  Rochester  a  Niagara  Falls  branch  they  are  missing;  there  is  also  one 
missing  on  the  Attica  branch.    The  crossings  are  protected  as  follows: 

Line  or  Branch. 

Main  line   

Syracuse   Junction  * 

Auburn 

Buffalo  &  Niagara  Falls 

Lewlston 

Buffalo  Belt  Line 

Rochester  &  Niagara  Falls 

Tonawanda   &   Lockport 

Canandaigua  &  Niagara  Falls 

Charlotte 

Attica 

Terminal 

West  Shore    

Chenango  

The  movements  of  trains  on  the  main  line  are  governed  by  the  improved 
lock  and  block  system;  on  the  Syracuse  Junction  railroad  by  the  telegraphic 
block  system;  on  the  Auburn  branch  by  the  telegraphic  block  system;  on  the 
Buffalo  &  Niagara  Falls  branch:  from  Exchange  street  station  to  Terrace  by 
the  automatic  electrical  block  system,  Terrace  to  Black  Rock  the  lock  and 
block  system,  Bl^ck.  Rock  to  North  Buffalo  yard  rules  govern,  and  on  the  bal- 
ance of  the  line  the  lock  and  block  system;  on  the  Lewiston  branch  by  the 
telegraphic  block  system;  Buffalo  Belt  line  by  the  Bell  block  system;  Rochester 
&.  Niagara  Falls  branch,  Tonawanda  &  Lockport  branch,  Canandai^a  & 
Niagara  Falls  branch,  Charlotte  branch,  Attica  branch,  West  Shore  railroad, 
and  Chenango  branch  by  the  telegraphic  block  system.  In  the  telegraphic 
block  system  employed  on  single-track  lines  the  meeting  of  passenger  trains 
with  other  trains  is  onlv  permitted  at  open  telegraph  sto^tions;  for  passenger 
trains,  the  block  is  positive;  for  freight  trains,  permissive, 


Electric 

Crossing 

Flagmen. 

Gates. 

bells. 

signs. 

43 

43 

9 

67 

8 

53 

8 

5 

75 

29 

11 

4 

11 

3 

1 

4 

16 

4 

2 

31 

16 

8 

42 

5 

2 

12 

12 

1 

3 

82 

4 

1 

1 

6 

2 

12 

11 

117 

22 

14 

8 

2 

1 

41 
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The  station  buildings  are  generally  in  good  repair,  and  while  some  of  the 
lines  have  many  small  stations  I  was  unable  to  ascertain  except  in  one  or  two 
instances  that  they  were  not  sufficient.  The  paaeenger  etation  at  Batavia  on 
the  main  line  is  evidently  too  small.  At  Byron  the  passenger  station  has  been 
recently  burned  and  an  old  car  is  being  used  temporarily  for  a  station.  At 
Half  Way  and  Sennett,  on  the  Auburn  branch,  the  station  buildings  are  old 
and  the  one  at  Sennett  very  small.  The  passenger  station  at  Brockport,  on 
the  Bochester  &  Niagara  Falls  branch,  is  an  old  building  and  evidently  too 
small ;  the  one  at  Black  Rock,  on  the  Buffalo  &  Niagara  Falls  branch,  is  small 
and  old.  'While  some  others  may  'be  insufficient  for  the  requirements,  it  would 
reouixe  a  s^ial  study  in  each  case  to  determine  that  fact. 

The  waiting  rooms  are  clean  and  neat,  drinking  water  is  provided,  and  time- 
tables posted.  Fire  extinguishers  are  kept  in  all  stations  and  where  there  is 
a  fire  system  hose  is  provided.  The  station  platforms  are  of  gravel,  stone 
screenings,  and  concrete,  suitably  maintained.  At  passenger  stations  where 
there  is  a  water  system  there  are  sanitary  closets,  and  at  the  others  outside 
closets,  fairly  well  kept.  The  station  grounds  are  in  ^^d  condition,  and  at 
the  more  important  ones  on  the  main  lines  are  lawns,  with  shrubs,  ornamental 
plants,  and  flowers.  Station  employees  are  uniform^  and  wear  a  badge  indi- 
cating their  employment. 

The  principal  repairs  and  improvements  noted  as  made  since  last  inspec- 
tion (September,  1900)  are  as  follows:  Cross-ties  on  the  various  lines  have 
been  renewed  as  follows:  17  per  cent,  of  those  in  main-line  track;  on  the 
Syracuse  Junction  railroad  13  per  cent.;  on  the  Auburn  branch,  22  per  cent.; 
on  the  Buffalo  &  Niagara  Falls  branch,  13  per  cent.;  on  the  Lewiston  branchy 
15  per  cent.;  the  Buffalo  Belt  Line  is  being  rebuilt  with  practically  all  new 
ties;  the  Rochester  &  Niagara  Falls  branch,  15  per  cent.;  the  Tonawanda  & 
Lockport  branch,  15  per  cent.;  the  Canandaigua  &  Niagara  Falls  branch,  12 
per  cent.;  the  Charlotte  branch,  17  per  cent.;  Attica  branch,  11  per  cent.; 
Terminal  railway,  6  per  cent.;  West  Shore  railroad  (main  line),  21  per  cent.; 
Chenango  branch,  12  per  cent. 

On  main-line  track,  78.98  miles  of  100-lb.  steel  rail  have  been  laid,  and 
24.58  miles  of  80-lb.  rail  replacing  worn  80-lb.  rail;  146.50  miles  of  80-lb. 
rail  on  the  West  Shore  railroad  (main  line)  replacing  worn  67 -lb.  rail; 
10.52  miies  of  80-lb.  rail  on  the  Buffalo  &  Niagara  Falls  branch  replacing 
worn  80-lb.  rail;  12.96  miles  of  80-lb.  rail  on  the  Rochester  &  Niagara  Falls 
branch  replacing  worn  67-lb.  rail;  17.05  miles  of  80-lb.  rail  on  the  Auburn 
branch  replacing  worn  65-lb.  rail;  1  mile  of  80-lb.  rAl  on  the  Syracuse 
Junction  replacing  worn  80-lb.  rail;  5.95  miles  of  67-lb.  rail  on  the  Chenango 
branch  replacing  worn  66-,  60-,  and  70-lb.  rails;  and  7.2  miles  of  65-lb.  rail 
on  the  Attica  branch  replacing  worn  66-lb.  rail. 

On  main-line  track,  25.35  miles  have  been  re-ballasted  with  stone  and 
105.44  miles  with  gravel;  105.41  miles  of  the  West  Shore  main  line  with 
gravel;  7.50  miles  of  the  Buffalo  &  Niagara  Falls  branch  with  stone;  15^ 
miles  of  the  Rochester  &  Niagara  Falls  branch  with  stone  and  11  miles  with 
gravel;  7  miles  of  the  Auburn  branch  with  gravel;  5  miles  of  the  Canan- 
daigua &  Niagara  I^lls  branch  with  cinders;  1  mile  of  the  Syracuse  Junc- 
tion with  cinders  and  0.5  mile  with  gravel;  8  miles  of  the  Tonawanda  & 
Lockport  branch  with  cinders  and  1  mile  with  stone;  6  miles  of  the  Che- 
nango branch  and  3  miles  of  the  Attica  branch  with  cinders. 

On  the  main  line,  about  6.1  miles  of  new  tracks  have  been  added  to  the 
freight  yards,  about  1%  miles  of  track  added  to  the  various  passing  tracks, 
and  1.6  miles  of  new  passing  track  built;  to  bridges  and  other  roadway 
structures  changes  have  been  made:  1  new  I-beam  bridge  built,  3  pony 
lattice  bridges,  1  I-beam  aqueduct,  9  new  signal  bridges,  1  clay-jjipe  culvert 
replaced  with  iron-pipe,  the  masonry  to  1  bridge  entirely  rebuilt,  and  43 
iron  bridges  re-painted.  At  East  Buffalo  there  has  been  constructed  a  new 
sand  house,  and  the  engine  house  extended;  at  Bergen  new  freight  house 
built;  at  Depew  new  transformer  house  and  tower;  at  Rochester  extension 
made  to  baggage  room,  3  new  section  houses  constructed;  at  Syracuse  new 
ceiling  put  m  passenger  station,  stalls  to  engine  house  extended;  at  Buffalo 
new  subway  built  at  passenger  station  and  alterations  made  in  waiting  room, 
doubling  its  capacity;   at  Wayneport  a  new  coaling  plant  is  under  way. 
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Grade  crossings  have  been  abolished  at  Weedsport  and  Ohurchville;  2  g^rade 
crossings  are  being  eliminated  in  Syracuse;  the  old  tunnel  under  the  Erie 
canal  has  been  replaced  with  a  steel  aqueduct;  a  new  footbridge  erected  at 
Lyons,  and  new  footbridge  under  way  at  Rochester;  23  miles  of  new  fence 
erected,  and  40.56  miles  of  fence  repaired. 

On  the  Syracuse  Junction  railroad,  1.9  miles  of  new  side  track  have  been 
laid  in  Salina  yard;  one  new  solid  floor  bridge  constructed  for  undergrade 
electric  railroad;  2  miles  of  new  fence  built  and  5  miles  repaired* 

On  the  Auburn  branch,  3  rail  floor  culverts  put  in;  2  I-beam  solid  floor 
culverts;  1  through  pin  connected  solid  floor  bridge;  2  deck  plate  girder 
bridges;  3  concrete  arches  constructed;  3  open  ciUverts  r^uift;  2  cattle 
passes  replaced  with  filling;  end  walls  built  to  2  arch  culverts;  1  stone  box 
culvert  rebuilt  and  12  replaced  with  iron-pipe;  3  clay-pipe  culverts  and  3 
wooden-box  culverts  replaced  with  iron-pipe;  the  masonrr  to  1  bridge  entirely 
rebuilt  and  to  3  others  extensively  repaired;  8  bridges  have  been  re-painted; 
new  passing  sidings  have  been  constructed  at  Brighton,  fthortsville,  azul 
Phelps,  a  total  of  1  mile;  small  changes  and  additions  have  been  made  to 
yard  tracks  at  other  stations;  1  grade  crossing  at  Sennett  replaced  by  an 
overhead  highway  bridge;  a  new  and  commodious  passenger  station  and 
freight  house  of  brick  erected  at  Geneva;  6  miles  of  new  fence  constructed 
and  10  miles  repaired. 

Buffalo  &  Nia^ra  Falls  branch,  1.7  miles  of  track  have  been  added  to 
the  Niagara  Falls  yard  and  0.9  mile  at  North  Buffalo;  1^  miles  of  track 
constructed  to  reach  industries,  and  smaller  additions  made  to  tracks  in  yards 
at  various  places;  new  freight  houses  have  been  erected  at  Black  Rock  and 
at  Niagara  Falls;  1  through  lattice  bridge  built,  also  1  new  signal  bridge; 
1  open  culvert  replaced;  and  0.26  mile  of  new  fence  erected. 

On  the  Lewiston  branch,  1  rail  floor  culvert  put  in  replacing  a  wooden 
structure. 

The  Buffalo  Belt  Line  is  being  entirely  rebuilt,  with  work  well  under  way. 
This  will  abolish  all  grade  crossings  on  that  line. 

On  the  Kochester  &,  Niagara  Falls  branch,  0.6  mile  of  new  track  has  been 
added  to  Lockport  yard;  0.7  mile  to  Holley;  0.8  mile  to  Brodcport,  and 
about  16  miles  of  second  main  track  added;  I  rail  floor  culvert  put  in;  2 
through  girder  bridges;  1  deck  plate  bridge;  16  stone-box  culvert  and  10 
clay-pipe  culverts  replaced  with  iron-pipe;  the  masonry  to  7  bridges  exten- 
sively repaired;  24  bridges  re-painted;  new  stations  have  been  built  at  South 
Greece;  a  new  gal^  tower  at  Albion;  new  passenger  station  at  Medina; 
freight  station  at  Holley;  new  passenger  station,  and  freight  station 
remodeled,  at  Brockport;  freight  station  extended  at  Suspension  Bridge  and 
extension  made  to  custom  house;  5.87  miles  of  new  fence  erected,  and  minor 
repairs  made  to  other  fences. 

On  the  Canandaigua  &  Niagara  Falls  branch,  1  rail  floor  culvert  put  in; 
6  open  culverts  and  cattle  passes  replaced;  1  arch  culvert  rebuilt;  9  stone- 
box  culverte  and  8  wooden  culverts  replaced  with  iron-pipe;  the  masonry  to 
one  bridge  extensively  repaired;  6  miles  of  new  fence  constructed,  and  11.72 
miles  extensively  repaired. 

On  the  Terminal  railway  a  large  amount  of  grading  has  been  done  and  22 
miles  of  track  laid  in  the  new  yard  being  constructfiS  at  Gardenville;  work 
on  this  yard  has  been  stopped,  nothing  now  being  done;  at  Qardenville  a 
new  7-stall  engine  house  with  machine  shop  has  been  erected;  an  office  build- 
ing, water  station,  and  turntable  partially  completed;  an  arch  culvert  has 
been  extended  to  admit  the  putting  in  of  additional  yard  tracks  at  Garden- 
ville. 

On  the  West  Shore  railroad,  2.7  miles  of  main  line  east  of  Syracuse  have 
been  electrified  and  5.5  miles  of  new  track  built  at  East  Buffalo;  1%  miles 
additional  track  added  to  Newark  yard;  middle  siding  at  Clyde  extended  1 
mile,  and  1  mile  of  passing  track  put  in  at  Seneca  river;  the  main  line  has 
had  second  main  track  built  from  Amboy  to  Jordan,  Port  Byron  to  Lyons, 
and  Fairport  to  Churchville  Jimction,  a  total  of  43.89  miles;  extensive  grad- 
ing has  been  done  at  various  points  between  Syracuse  and  Churchville,  reducing 
the  eastbound  grade  to  a  maximum  of  13.20  ft  per  mile;  new  block  tower 
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imilt  at  Syracuse;  nefw  pump  houBe  at  Newark;  11  combined  section  and 
boarding  houses  at  various  points;  a  new  engine  house,  coaling  plant,  machine 
ehops,  etc.,  at  East  Buffalo;  extensive  renewal  of  bridges  has  been  made, 
former  light  ones  being  replaced,  including  1  I-beam  solid  floor,  S  through 
girder  bridges,  5  through  lattice,  1  through  plate  girder,  3  pin  connected  and 
4  deck  plate  bridges;  3  concrete  arches  constructed,  2  extended  for  double 
track,  2  new  end  walls  built,  10  stone-box  culverts  extended  and  end  walls 
built;  1  clay-pipe  and  3  cast-iron  pipe  culverts  replaced  with  iron-pipe;  the 
ma«onry  to  20  bridges  extensively  repaired,  and  95  bridges  re-painted;  20.40 
miles  of  new  fence  constructed,  and  36  miles  repaired. 

On  the  Chenango  branch,  new  passenger  stations  have  been  erected  at 
Oazenovia  and  Lebanon;  one  rail  floor  culvert  put  in;  1  concrete  arch  culvert 
built;  1  timber  trestle  rebuilt;  2  open  culverts  replaced;  the  masonry  to 
one  bridge  rebuilt  and  to  two  others  extensively  repaired;  6  miles  of  new 
fence  erected,  and  10  miles  extensively  repaired. 

Recommendations:  That  the  question  of  abandoning  the  portion  of  the 
Lewiston  branch  along  Niagara  Gorge  and  the  reconstructing  of  the  line  con- 
necting with  the  Rome,  Watertown  &  Ogdensburg  division  from  Lewiston 
to  Lewiston  Junction  connecting  with  the  present  Lewiston  branch  at  Lewis- 
ton,  be  seriously  considered:  this  on  account  of  the  tremendous  possibilities 
of  accident  from  the  falling  of  huge  masses  of  overhanginff  rock  on  the  portion 
of  the  line  along  the  gorge ;  that  the  necessary  cleaning  of  ditches  on  the  West 
Shore  through  cuts,  where  grade  has  been  lowered  and  ditches  become  filled, 
be  done;  that  the  masonry  to  bridge  125  on  the  Canadaigua  &  Niagara  Falls 
branch  be  thoroughly  examined,  and  rebuilt  if  found  necessary;  that  the  por- 
tions of  the  56-  and  60-lb.  rails  of  the  Chenango  branch  that  are  much  worn  be 
replaced;  that  necessary  repairs  be  made  to  fences;  that  dim  crossing-signs 
be  re-painted;  that  the  warning  signals  at  overhead  bridges  be  put  in  proper 
condition,  and  the  missing  cattle  guards  on  the  Rochester  &  Niagara  Falls 
branch  be  supplied;  that  new  passenger  stations  be  erected  at  Batavia  and 
Bvron  on  main  line,  Brockport  on  Rochester  a  Niagara  Falls  branch,  and 
Black  Rock  on  Buffalo  &  Niagara  Fulls  branch. 

River  Diviaioiu 

Inspected  October  13,  14,  1908.    Last  previous  inspection  October  3,  4,  1906. 

The  main  line  extends  from  the  New  Jersey- State  line  near  Tappan  to 
Ravena,  111.17  miles  each  first  and  second  main  tracks,  9.92  miles  third  track, 
78.94  miles  sidings  and  yard  tracks;  Albanv  branch  from  Ravena  to  Kenwood 
Junction,  11.56  miles  single  track,  2.26  miles  sidings  and  yard  tracks;  Rock- 
land Lake  branch  from  Confers  on  main  line  to  Rockland  lake,  1.17  miles 
single  track  and  0.42  mile  of  siding;  Wallkill  Valley  branch  from  Kingston 
on  main  line  to  Montgomery,  32.88  miles  single  track,  6.54  miles  sidings  and 
yard  tracks. 

The  main  line  is  very  crooked  along  the  Hudson  river  and  many  curves 
are  sharp,  with  a  maximum  of  9  degrees  44  minutes  reversed  near  Highland 
Falls;  the  grades  are  light,  a  maximum  of  55  ft.  per  mile  for  0.43  mile  near 
Blauvelt.  On  the  Albany  branch  all  curves  and  grades  are  light,  with  a 
maximum  curve  of  3  degrees  near  Selkirk,  and  a  maximum  gr%de  of  38.4  ft. 
per  mile  for  0.31  mile  near  Ravena.  The  Rockland  Lake  branch  is  very 
crooked  and  fairlv  sharp  curves,  the  maximum  10  degrees  30  minutes  near 
Rockland  lake;  the  grade  is  moderately  steep,  a  maximum  of  52.4  ft.  per 
mile  for  0.36  mile  near  Rockland  lake.  Portions  of  the  Wallkill  Valley 
branch  are  very  crooked,  especially  between  Kingston  and  South  Rosendale; 
on  other  portions  of  the  rood  the  curves  are  light  with  some  long  tangents;  a 
maximum  curve  of  10  degrees  14  minutes  near  Rosendale;  the  grades  are 
much  broken,  the  maximum  of  65.5  ft.  per  mile  for  about  a  mile  near  Kingston. 

The  main  line  is  well  graded  and  thoroughly  drained;  some  sub-drains  are 
used  in  wet  cuts.  In  a  lew  cases  pile  docking  is  used  to  support  slopes  of 
cuts  of  soft,  slippery  material,  and  much  retaining  wall  has  been  constructed, 
in  some  cases  supporting  slopes  of  cuts,  or  much  more  frequently  to  uphold 
embankments.  Along  the  Hudson  river  where  the  foot  of  slopes  to  embank- 
ments rests  in  the  wateri  very  extensive  and  thorough  riprapping  has  been 
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done,  and  this  work  is  being  continued.  The  Albany  brancli  is  well  graded 
and  drainage  good;  in  some  few  cases  pile  docking  has  been  used  to  support 
slopes  of  soft  cuts  and  is  well  maintained.  The  Rockland  Lake  branch  is  well 
graded  and  properly  drained.  The  Wallkill  railroad  has  cuts  and  embank- 
ments of  proper  width,  and  ditches  are  in  good  condition. 

There  are  5  tunnels  on  the  main  line:  one  south  of  Haverstraw  1609  ft.  in 
length,  one  at  Fort  Montgomery  816  ft.  in  length,  one  at  West  Point  2668  ft. 
in  length,  one  at  Kingston  403  ft.  in  length,  and  one  at  Newburgh  458  ft. 
in  length.  All  except  the  Newburgh  tunnel  are  through  natural  rock:  that 
is  an  artificial  tunnel  under  the  Erie  railroad,  with  stone  bench  walls  and 
brick  arch.  Portions  of  the  tunnel  at  West  Point  have  been  lined  with 
metal  on  account  of  disintegrating  rock.  All  others  are  through  solid  rock 
and  all  are  apparently  in  first-elass  condition. 

The  steel  and  iron  bridges  of  the  main  line  are  generally  in  good  condition 
excepting  that  a  few  of  them  would  be  benefited  by  an  additional  coat  of 
paint. '  No.  66,  south  of  West  Point,  has  been  damaged  by  wreck  and  on  one 
side  is  supported  on  heavy  blocking  pending  renewal  or  elimination.  The 
ties  and  guard  timbers  on  No.  54  near  the  same  place  are  in  condition 
requiring  renewal.  The  masonry  is  good;  ties  and  guard  timbers  are  of 
standard  dimensions,  and  with  the  exceptions  above  noted,  in  good  condition, 
and  inside  guard  rails  are  maintained  on  all.  The  bridges  of  the  Albany 
branch  are  in  good  condition,  have  standard  ties  and  guard  timbers  properly 
maintained,  and  inside  guard  rails;  the  masonry  is  good.  There  are  no 
bridges  on  the  Rockland  Lake  branch.  Bridge  No.  29,  south  of  New  Paltz 
on  the  Wallkill  railroad,  has  one  very  bad  abutment  and  the  bridge  is  sup- 
ported on  bents  on  account  of  poor  masonry;  bridge  No.  19  has  one  abutment 
in  same  condition  and  is  also  supported  on  bents:  in  addition,  the  material 
back  of  the  abutment  has  been  removed  to  relieve  the  pressure,  and  3  bents 
of  timber  trestle  put  in.  All  the  other  bridges  have  fair  to  good  masonry 
and  all  bridges  are  themselves  in  good  condition,  with  standard  ties  and 
guard  timbers  properly  maintained,  and  inside  guard  rails.  There  are  2  draw- 
bridges located  between  Fort  Montgomery  and  lona  Island:  they  are  of  jack- 
knife  design.,  each  42-ft.  span;  they  are  properly  protected  by  home  and 
distant  signals,  interlocked  with  the  mechanism  operating  the  bridge.  There 
are  no  wooden  bridges  on  the  main  line  or  branches  excepting  for  overhead 
highway  or  farm  crossings,  and  in  many  cases  iron  bridges  are  used  for  such 
crossings;  all  are  apparently  in  good  condition,  and  any  less  than  21  ft. 
above  the  track  are  protected  by  warning  signals;  some  of  these  signals 
require  caring  for,  as  the  "  ticklers  "  are  tangled  or  missing. 

There  are  4  timber  trestles  remaining  in  the  main-line  road:  one  near  Marl- 
boro 325  ft.  in  length,  smother  south  of  Fort  Montgomery  500  ft.  in  length, 
one  north  of  lona  Island  800  ft.  in  length,  and  one  south  of  lona  Island  1700 
ft.  in  length;  all  are  of  standard  pile  bent  construction  and  in  first-class 
condition  throughout.  There  are  10  timber  trestles  in  the  roadway  of  the 
Wallkill  Valley:  one  of  10  spans,  one  of  5,  and  8  ofi  three;  the  one  of  10 
spans  is  for  flood  opening  at  end  of  bridge  over  the  Wallkill  river;  the 
others  are  for  imdercrossingss  or  cattle  passes  or  crossing  small  streams; 
they  are  of  standard  construction  and  in  fair  to  good  repair;  all  trestles 
have  standard  ties  and  guard  timbers  and  inside  guard  rails.  There  are  no 
trestles  on  the  Albany  or  the  Rockland  Lake  branches.  The  only  open  culverts 
and  cattle  passes  remaining  are  on  the  Wallkill  Valley  railroad;  on  the, 
other  lines  all  such  openings  to  grade  have  been  eliminated  by  covering  with 
solid  flooring  of  metal  and  concrete  and  ballasting  the  track  over  them,  or 
replacing  with  concrete  arch  or  box  culverts  or  iron-pipe  and  filling.  There 
are  14  such  openings  in  the  roadway  of  the  Wallkill  Valley  railroad:  all  have 
stone  abutments,  3  have  timber  stringers,  2  I-beam,  and  9  have  stringers 
made  of  rails;  the  ties  and  guard  timbers  are  of  standard  dimensions  and  in 
proper  repair;  the  masonry  to  these  openings  is  not  generally  in  verv  good 
condition,  and  1  near  Binnewater,  3  between  New  Paltz  and  Forest  Glen,  1 
north  of  Wallkill,  and  1  south  of  Wallkill,  are  especially  bad,  and  the  stringers 
are  supported  on  bents  on  account  of  the  poor  masonry.  The  arch,  box,  and 
pipe  culverts  are  apparently  in  proper  condition. 
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The  croBS-ties  are  of  standard  dimensions,  6  x  8  in.  8  ft.  long,  and  are  all 
in  good  condition;  on  the  main  line  97  per  eent.  are  yello<w  pine,  8  per  cent, 
-cedar;  Albany  branch,  99  per  cent,  yellow  pine,  1  per  cent,  cedar;  Rockland 
Lake  branch,  all  yellow  pine;  Wallkill  Valley  railroad,  50  per  cent,  yellow  pine, 
20  per  cent,  oak,  28  per  cent,  chestnut,  2  per  cent,  cedar.  The  ties  are  evenly 
epaced  and  full  spiked.  On  curves  the  ties  on  the  outer  side  of  the  rail  are 
double  spiked  excepting  where  shoulder  tie-plates  are  need.  Tie-plates  have 
been  put  on  all  curves  sharper  than  3  degrees  and  on  some  of  lesser  degree. 
On  the  main  line  the  ties  are  laid  at  the  rate  of  3 1^8  to  the  mile  of  track, 
on  the  other  lines  at  the  rate  of  2816. 

The  rail  is  all  steel:  on  the  main  line  80-lb.  and  the  Albany  branch  67-lb., 
connected  by  36-in.  angle  pl&tes,  6  bolts;  on  the  Rockland!  Lake  branch  and 
Wallkill  Valley  railroad  67-lb.,  36-in.  plates,  4  bolts.  The  main-line  rail  is  in 
good  condition,  renewal  being  made  as  necessary ;  all  connections  are  full  bolted 
and  bolts  tight.  The  rail  on  the  Att>any  branch  is  in  fair  to  good  condition; 
all  connections  full  bolted  and  no  loose  bolts  observed.  The  rail  on  the  Rock- 
land Lake  branch  is  in  proper  condition  for  the  light  traffic  and  moderate 
speed  maintained;  the  connections  are  full  bolted  and  bolts  tight.  The  6-bolted 
rail  on  the  Wallkill  Valley  railroad  is  in  very  good  condition;  some  of  the 
4-bolted  rail  having  been  longer  in  use,  is  somewhat  worn  but  yet  in  fair  con- 
dition for  the  moderate  traffic  of  the  road  and  the  rate  of  speed  at  which 
trains  operate;  all  the  connections  are  full  bolted  and  very  few  loose  bolts 
were  observed. 

All  main-track  switches  of  the  main  line  are  split  point  with  rigid  stands; 
the  targets  are  in  good  condition  and  many  of  the  stands  have  high  targets; 
some  switches  are  protected  by  distant  signals.  Between  the  New  Jersey-State 
line  and  Newburgh  all  switches  are  connected  with  the  automatic  electrical 
signals,  and  north  of  Newburgh  all  obscure  facing  switches,  and  most  others, 
are  bolt  locked  and  signaled.  The  main-track  switches  of  the  Albany  branch 
are  split  point  with  rigid  stands,  proper  targets,  and  all  are  bolt  locked.  Those 
on  the  Rockland  branch  are  split  'point  with  rigid  stands.  Those  on  the 
Wallkill  Valley  railroad  are  split  point  with  rigid  stands;  some  high  targets 
are  used,  and  14  outlying  and  obscure  ones  are  bolt  locked.  Switch  and  sema- 
phore lamps  show  red  light  for  danger  and  green  for  safety;  yellow  is  used 
for  caution.  The  main- track  frogs  are  spring  rail  and  properly  maintained. 
Derailing  switches  are  in  all  sidings  where  their  use  appears  necessary,  and  on 
the  more  important  lines  many  of  them  are  interlocked  with  the  main-track 
switch  stands. 

Eighty-five  miles  of  the  main  line  have  main  tracks  ballasted  with  broken 
stone,  in  good  quantity,  and  the  remaining  portion  with  gravel  8ind  cinders,  in 
fair  to  gw>d  quantity;  the  Albany  branch  is  fairly  well  ballasted  with  gravel 
and  cinders;  the  Rockland  Lake  branch  with  gravel  and  cinders  in  medium 
quantity;  the  Wallkill  Valley  railroad  with  gravel,  cinders,  and  stone  screen- 
ings, generally  in  very  fair  quantity.  The  alignment  and  surfacing  of  the 
tracks  of  all  the  lines  are  good,  and  the  outer  rail  on  curves  properly  elevated 
for  the  speed  at  which  the  trains  are  scheduled. 

The  average  length  of  sections  and  average  force  employed  are  as  follows: 
Main  line,  3.63  miles,  foreman  and  6  men  in  winter  and  8  men  in  summer; 
Albany  branch,  5.26  miles,  foreman  and  3  men  in  winter  and  4  men  in  sum- 
mer; Rockland  Lake  branch  is  part  of  main-line  section;  Wallkill  Valley  rail- 
road, 5.46  miles,  foreman  and  3  men  in  winter  and  4  men  in  summer.  Each 
gang  is  furnished  with  flags,  lanterns,  and  torpedoes  for  protecting  its  work 
and  all  portions  of  the  road  are  patrolled  daily  by  some  member  of  the  section 
force.  On  the  main  line  there  are  61  watchmen  constantly  employed  patrolling 
track  where  danger  is  anticipated  from  loose  rock  falling  from  slopes ;  4  extra 
gangs  with  a  total  force  of  about  50  men  are  constantly  at  work  removing 
from  the  slopes  of  cuts  any  rock  from  which  danger  is  anticipated,  and  in 
times  of  storm  the  entire  section  force  is  frequently  employed  patrolling  track 
at  such  places. 

The  main  line  is  crossed  at  grade  as  follows:  by  2  tracks  of  the  Ulster  & 
Delaware  railroad  at  Kingston:  protected  by  a  modem  and  complete  inter- 
locking plant;  iby  1  track  of  the  Kingston  Consolidated  railroad  (electric)  at 
Kingston:  there  are  no  derailing  switches  in  the  track  of  the  electric  road  nor 
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proteeHoB  over  the  troTIej  wires;  the  rmflrtMid  compmy  »i^lt»f«<i*«  at  tills 
eroMing  a  flagman:  if  the  gates  are  up  when  the  street  can  approaeh  the 
crossing  they  do  not  stop,  nor  does  the  conductor  go  ahead  to  protect  his  car, 
depending  on  the  gate  tender  of  the  railroad  company  for  protection. 

Interlocking  plants  governing  the  moTements  of  trains  at  crossoiRerSy 
entrances  to  yard**,  junction?,  etc^  are  maint^ned,  as  follows:  west  end 
Ravena  yard;  ea§t  end  Ravena  yard;  west  end  Mt.  Marion  middle  track; 
west  end  Kingston  yard;  errade  crossing  of  the  Ulster  k  Delaware  railroad 
at  Kingston;  south  end  Kingston  yard;  south  end  Xewburgh  yard;  west 
end  Cornwall  yard  at  junction  with  the  New  York,  Ontario  &  Western  rail- 
road; and  east  end  of  lona  middle  track. 

The  ri^rht  of  way  is  free  from  trees,  brush,  and  rubbish,  and  is  fenced  with 
wire  opposite  jrrazing  land,  and  fences  are  generally  in  fair  repair. 

The  hi;rhway  crossings  are  properly  graded,  planking  in  good  condition,  and 
are  protected  by  signs  mainly  of  trianorular  form,  suitaUy  located  and  well 
paint^-d.  Metallic-slat  cattle  guards  with  proper  guard  fences  are  maintained 
at  each  boundary  of  the  grade  crossings  of  highways. 

The  crossings  are  protected  as  follows:  ^lain  line,  12  by  flagmen,  24  by 
gates,  17  by  electric  bells,  48  by  crossing-signs;  Albany  branch,  6  by  crossing- 
signs;  Rockland  Lake  branch,  3  by  crossing-signs;  Wallkill  Valley  railroad,  1 
by  gates,  1  by  electric  bells,  43  by  crossing-signs. 

On  the  main  line  from  the  New  Jersey-State  line  to  Kewburgh  the  moTC- 
ments  of  trains  are  governed  by  automatic  electric  block  signals;  from  New- 
burgh  to  Ravena,  and  on  the  branch  lines,  by  telegraphic  block  signals:  posi- 
tive for  pasisenger  trains,  and  permissive  for  freight  trains. 

The  stations  are  generally  in  good  repair,  waiting  rooms  clean  and  neat; 
water  for  drinking  is  provided,  and  time-tables  posted  in  the  waiting  toosob. 
Fire  extinguishers  are  fumislied  at  most  stations,  and  at  those  where  there 
is  a  fire  system,  hose  is  kept  for  protection  against  fire.  The  platforms  are 
of  plank,  gravel,  stone  screenings,  and  concrete,  and  vtery  well  maintained. 
The  station  grounds  are  well  kept  and  the  yards  in  fair  condition.  At 
stations  where  there  is  a  water  system,  sanitary  closets  are  provided;  at 
others,  outside  closets,  very  well  maintained.  All  station  employees  are 
uniformed  and  wear  a  badge  indicating  their  employment. 

The  principal  repairs  and  improvements  observ^  as  having  been  made 
since  the  last  inspection  (October,  1906)  are  as  follows:  About  20  per  cent, 
of  the  main  line  cross- ties,  16  per  cent,  of  the  Albany  branch,  25  per  cent, 
of  the  Rockland  Lake  branch,  and  17  per  cent,  of  the  Wallkill  Valley  railroad 
have  been  renewed;  11.65  miles  of  new  80-lb.  rail  have  been  laid  in  main-line 
track  replacing  worn  80-lb.  rail,  and  6.40  miles  of  67-lb.  rail  on  the  Wallkill 
Valley  replacing  worn  60-pound  rail ;  31.44  miles  of  main-line  track  have  been 
re-ballasted  with  broken  stone  and  12  with  cinders;  2  miles  of  the  Albany 
branch,  2  miles  of  the  Wallkill  Valley  railroad,  and  the  entire  Rockland 
Lake  branch  with  cinders;  on  the  Wallkill  Valley  railroad,  bridge  No.  56 
has  had  rail  floor  culvert  put  in  replacing  timber  trestle;  No.  48,  deck  plate 
girder  bridge  replacing  wooden  stringers;  No.  55,  rail  floor  culvert  replacing 
timber  trestle;  No.  44,  I-beam  culvert  replacing  timber  trestle;  Nos.  32,  41, 
and  42,  rail  floor  culverts  replacing  wooden  stringers;  on  the  Albany  branch 
2  solid  floor  rail  culverts  constructed  replacing  I-beam  strii^rs;  on  the 
Wallkill  Valley  railroad  5  timber  trestles  have  been  replaced  with  solid  floor 
culverts  and  filling,  and  1  open  culvert  with  iron-pipe  and  filling;  1  stone- 
box  culvert  on  the  main  line  has  been  replaced  with  iron-pipe;  the  masonry 
to  1  bridge  of  the  main  line  has  been  rebuilt  and  two  other  extended  for  addi- 
tional track;  extensive  repairs  have  been  made  to  masonry  of  1  bridge  on 
the  Albany  branch,  and  rail  stringers  to  8  open  culverts  of  the  Wallkill 
Valley  railroad  have  been  replaced  with  heavier  rail  stringers.  A  new  and 
extensive  brick  freight  house  has  been  constructed  at  Kingston  on  the  main 
line,  9  new  station  and  other  buildings  constructed,  one  extensively  repaired, 
and  41  re-painted;  on  the  Albany  branch,  1  re-painted;  on  the  Wallkill  Valley 
railroad  2  new  ones  constructed  and  3  re-painted;  necessary  repairs  have 
been  mode  to  other  station  buildings;  20  iron  bridges  of  the  main  line  have 
been  re-painted;  12%  miles  of  new  fence  have  been  constructed  on  the  main 
line  and  13^  miles  extensively  repaired;  2.08  miles  of  new  passing  tracks 
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have  been  constructed  on  tlie  main  line,  and  small  additions  made  to  tracks 
in  yarions  yards;  about  6  miles  of  embankment  along  the  Hudson  ri^er  have 
been  very  extensiyely  riprapped,  in  doing  which  115,000  cubic  yards  of  stone 
have  been  used;  automatic  electric  signals  have  been  erected  and  put  in  use 
between  Oomwall  and  Newburgh;  3$  facing  switches  of  the  main  line,  idl 
switches  of  the  Albany  branch,  and  12  of  the  Wallkill  Valley  railroad  have 
been  protected  by  bolt  locks  and  signals. 

Reoommendationa :  That  new  ties  and  guard  timbers  be  put  on  bridge 
No.  54  of  the  main  line;  that  bridge  No.  M,  dama^^ed  by  wreo^  be  replaced 
or  properly  repaired ;  that  the  poor  abutments  to  bridge  No.  19,  and  to  bridge 
No.  29  of  the  Wallkill  Valley  railroad  be  rebuilt;  that  the  "  ticklers"  to  iSe 
warnings  at  overhead  obstructions  be  put  in  proper  condition,  and  kept  so; 
that  the  masonry  to  the  6  open  culverts  and  cattle  passes  mentioned  in  this 
report  as  being  in  bad  condition,  on  the  Wallkill  Valley  railroad,  be  rebuilt, 
and  that  loose  track  bolts  of  the  Wallkill  Valley  be  made  tight. 

Rome,  Waterioum  and  Ogdenahurg  Dioiaion. 

Inspected  September  14-20,  1908.  Last  previous  inspection  October  22-27, 
1906. 

The  main  line  of  tftie  Utica  &  Black  River  railroad  extends  from  Utica  to 
Ogdensburg,  134.27  miles  single  track,  and  49.46  miles  sidings  and  yard 
tracks;  the  Clayton  branch  extends  from  Rivergate  to  Clayton,  15.85  miles 
single  track,  4.07  miles  sidings  and  yard  tracks;  main  line  Kome,  Watertown 
&.  Ogdensburg  railroad  from  Syracuse  to  Massena  Springs,  161.16  miles  first 
track,  11.67  miles  second  track,  90.86  miles  sidings  and  yard  tracks;  DeEalb 
branch,  DeEalb  Junction  to  Ogdensburg,  18.89  miles  single  track,  1.81  miles 
sidings  and  yard  tracks;  Gouvemeur  &  Osw^^atchie  railroad,  Gouvemeur 
Junction  to  Edwards,  13.24  miles  single  track,  3.43  miles  sidings  and  yard 
tracks;  Cape  Vincent  branch,  Watertown  Junction  to  Cape  Vincent, 
24.31  miles  first  track,  0.33  mile  second  track,  20.97  miles  sidings 
and  yard  tracks;  Carthage,  Watertown  &  Sacketts  Harbor  railros^ 
29.15  miles  single  track,  10.37  miles  sidings  and  yard  tracks;  Carthage 
k  Adirondack  railroad,  Carthage  to  Newton  Falls,  45.86  miles  single  tra<£, 
18.64  miles  sidings  and  yard  tracks;  Rome  branch,  Richland  Jimction  to 
Rome,  41.28  miles  single  track,  16.96  miles  sidings  and  yard  tracks;  main 
line  Western  division,  Pulaski  to  Suspension  Bridge,  175.26  miles  first  track, 

3.47  miles  second  track,  62.54  miles  sidings  and  yard  tracks;  Phoenix  branch, 
Woodard  Junction  to  Fulton,  17.10  miles  first  track,  0.21  mile  second  track, 

3.48  miles  sidings  and  yard  tracks;  Rochester  branch,  Windsor  Beach  to 
Rochester,  7.30  miles  sixigle  track,  2.61  miles  sidings  and  yard  tracks. 

The  curves  of  the  main  line  of  the  Utica  &  Bla^  River  railroad  are  very 
light  south  of  Philadelphia,  none  exceeding  4  degrees;  north  of  that  place 
the  road  is  crooked,  most  curves  light;  tne  maximum  curve  is  7  degrees, 
near  Terrace  Park;  the  grades  are  long  and  regular,  not  generally  steep; 
maximum  grade  of  68.6  ft.  per  mile  for  a-quarter  of  a  mile,  near  Oakville. 
The  general  alignment  of  the  Clayton  branch  is  first  class,  the  only  sharp 
curves  being  at  the  terminus  in  Clayton,  a  maximum  of  8  degrees;  the 
grades  are  generally  light,  a  maximum  of  66.5  ft.  per  mile  for  about  a-half 
mile  near  Ulayton.  The  main  line  of  the  Rome,  Watertown  &  Ogdensburg 
railroad  is  considerably  crooked,  but  most  of  the  curves  are  light,  a  maximum 
of  11  degrees  near  Pulaski;  the  grades  are  broken  but  not  gener&lly  steep,  a 
maximum  of  58  ft.  per  mile,  near  Woodard.  The  DeKalb  branch  has  light 
curves,  one  of  4  degrees  at  Hamilton;  the  grades  are  broken  and  steep  in 
places,  with  a  maximuml  of  52.8  ft.  per  mile  for  0.67  mile,  near  Rensselaer 
Falls.  The  Qouvemeur  &  Oswegatchie  railroad  is  very  crooked  and  many 
of  iAie  curves  are  sharp,  a  maximum  of  9  degrees,  near  Hailesboro;  the  road 
is  mostly  on  grade  and  most  grades  are  st^p,  a  maximum  of  95.5  ft.  per 
mile  for  0.28  mile  near  Dodgeville.  The  Cape  Vincent  branch  has  light 
curves  and  grades,  a  maximum  curve  of  2  degrees  20  minutes  near  Water- 
town  Junction,  and  a  maximum  grade  of  45.4  ft.  per  mile  for  0.37  mile 
near  Chaumont.  The  Carthage,  Watertown  k  Sacketts  Harbor  rail- 
road has  generally  good  alignment  and  curves  light,  and  grades  are  light; 
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tlieret  is  a  maxinnim  carve  of  7  degrees  near  Black  river,  and  a  maximum 
grade  of  68.6  ft.  per  mile  for  0.34  mile  at  Watertown.  The  Carthage  & 
Adirondack  railroad  is  very  crooked,  with  many  sharp  curves  and  some 
revereed,  maximiun  curves  at  various  places  of  8  degrees;  at  the  east  end 
the  grades  are  long  and  steep  and  somewhat  broken,  a  maximum  grade  of 
118.8  ft.  per  mile  for  0.61  mile  near  Newton  Falls;  at  the  west  end  the  line 
is  fairly  level.  The  Rome  branch  has  light  curves  and  light  grades;  a  maxi- 
mum curve  of  3  degrees  30  minutes  at  Rome,  and  a  maximum  grade  of 
44  ft.  per  mile  for  1.04  miles  near  Blossvale.  The  main  line  Western  division 
haa  good  alignment  west  of  Wolcott;  for  a  short  distance  along  Lewiston 
Heights  it  is  somewhat  crooked,  with  a  maximum  curve  of  5  degrees;  east  of 
Wolcott  the  road  is  crooked  but  curves  light;  the  grades  are  broken,  and 
while  fairly  steep  in  places,  much  is  practically  level,  a  maximum  grade  of 
58  ft.  per  mile  for  0.94  mile  near  Lewiston  Heights.  The  Phoenix  branch 
has  good  alignment,  a  6  degree  curve  at  Three  River  Point,  and  sharp  curves 
at  I\ilton ;  the  line  is  fairly  level,  one  short  piece  of  steep  grade,  68  ft.  per 
mile  for  0.27  mile,  near  Phoenix.  The  Rochester  branch  is  very  crooked 
with  many  sharp  curves,  one  of  10  d^rees  30  minutes  at  Rochester:  it  is 
mostly  on  grade,  much  of  the  distance  steep,  a  maximum  of  68.6  ft.  per 
mile  near  Rifle  Range. 

The  cuts  and  embankments  of  all  the  lines  are  of  proper  width  and  well 
sloped.  The  ditches  are  thoroughly  clean;  in  many  wet  cuts  sub-drains  of 
tile  have  been  laid.  There  is  an  artificial  tunnel  about  600  ft.  in  length  at 
Oswego:  it  has  side  walls  of  masonry;  about  one-half  of  it  has  covering  of 
I-beams  and  brick,  the  remaining  portion  is  being  partially  rebuilt  and  cover- 
ing of  concrete  and  metal  put  on. 

The  steel  and  iron  bridges  are  generally  in  first-class  condition  excepting 
tliat  some  of  them  would  be  benefited  by  an  additional  coat  of  paint  to 
prevent  injury  from  rust.  All  are  apparently  of  sufficient  strength  for  the 
class  of  motive  power  and  rolling  stock  used,  and  a  few  of  the  lighter  ones 
of  the  main  line  Rome,  Watertown  &  Ogdensburg  railroad  are  to  }^  replaced 
on  account  of  tli«  desire  to  use  heavier  power  there.  The  masonry  is  generally 
good.  No.  39  on  the  Cape  Vincent  branch  has  one  poor  abutment  and  the 
girders  are  additionally  supported  by  timber  bents  pending  renewal  of 
masonry;  it  is  however  in  secure  condition.  Nos.  27,  130,  141,  142,  and  250  of 
the  main  line  Western  division  have  poor  abutments  and  the  metal  work  is 
additionally  supported  on  bents  pendinjr  renewal  of  the  masonry.  The  timber 
bents  are  sufficient  and  in  proper  condition,  the  ties  and  guard  timbers  are 
of  standard  dimensions  and  generally  in  first-class  condition.  On  the  Black 
River  main  line,  Nos.  53i  and  126,  bridge  No.  165  at  Potsdam  on  the  main 
line  R.,  W.  &  0.,  and  one  at  Harrisville  on  the  Carthage  &  Adirondack  rail- 
road, have  poor  ties  and  guard  timbers,  and  they  should  be  renewed.  Inside 
guard  rails  are  maintained  on  all. 

There  is  a  drawbridge  over  the  Erie  canal  on  the  main  line  Rome,  Water- 
town  &  Ogdensburg  railroad  at  Syracuse :  it  is  protected  by  semaphore  signals 
interlocked  with  the  mechanism  of  the  bridge;  1  on  the  same  line  over  the 
Oneida  river  at  Brewerton:  protected  by  an  interlocking  plant;  1  on  the 
Cape  Vincent  branch  at  Chaumont:  protected  by  an  interlocking  plant;  1  on 
Western  division,  main  line,  at  Charlotte:  protected  by  an  interlocking  plant. 

The  only  wooden  bridges  are  for  overhead  highway  and  farm  crossings, 
and  in  some  cases  steel  or  iron  is  used  for  such  bridges;  all  are  properly 
maintained/  and  those  less  than  21  ft.  above  the  track  are  protected  by 
warning  signals ;  in  some  cases  portions  of  the  "  ticklers  **  were  tangled  or 
missing;  at  several  places  telegraph  and  telephone  wires  cross  the  track  at 
heights  insufficient  to  insure  the  safety  of  men  riding  on  tops  of  the  cars: 
all  such  should  be  promptly  raised  so  as  to  give  ample  clearance. 

On  the  Carthage  &  Adirondack  railroad  there  are  2  small  framed  bent 
trestles  of  standard  construction  and  in  good  repair,  excepting  that  on  No.  3, 
about  3  miles  from  Carthage,  the  ties  are  poor  and  the  guard  timber  lackinfr. 
On  the  Phoenix  branch  at  Three  River  Point  there  is  a  framed  bent  trestle 
at  the  end  of  a  bridge,  consisting  of  5  spans:  it  is  of  standard  construction 
and  in  first-class  condition.  On  the  other  lines  all  timber  trestles  have  been 
eliminated. 
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On  the  main  line  Utica  &  Black  River  railroad  eouth  of  Morristown  all 
open  culvertfl  and  cattle  passes  tbat  formerly  existed  have  been  either  covered 
with  a  solid  flooring  of  concrete  and  metal  and  the  track  ballasted  over  them, 
or  replaced  with  concrete  arch  and  box  culverts  or  iron-pipe  and  filling; 
between  Morristown  and  Ogdensburg  there  were  formerly  51  openings  to 
grade  of  this  sort:  all  but  24  of  them  have  been  eliminated  in  the  same 
manner;  these  24  have  poor  masonry  and  the  stringers  are  supported  on 
timber  bents  pending  renewal.  On  the  main  line  Rome,  Watertown  &  C^dens- 
burg  railroad  there  are  6  such  openings  to  grade  remaining;  all  have  good 
masonry  and  I-beam  stringers.  Cfn  the  DeKalb  branch  there  are  3  with  dry 
masonry,  in  fair  condition;  2  have  I-bcam  stringers,  and  1  &tringers  composed 
of  rails.  On  the  Cape  Vincent  branch  there  are  13;  nearly  all  have  poor 
masonry  and  where  the  masonry  is  poor  the  stringers  are  supported  on  bents 
placed  inside  of  the  abutments.  On  the  Carthi^,  WaterU)wn  &  Sacketts 
Harbor  railroad  there  are  5,  generally  with  poor  masonry  and  also  with 
stringers  supported  on  bents ;  all  these  are  on  the  portion  of  the  road  between 
Watertown  and  Sacketts  Harbor.  On  the  Carthage  &  Adirondack  railroad 
there  are  many  such  openings;  a  few  have  timber  stringers,  but  in  nearly 
all  cases  the  stringers  are  I-beams.  On  the  main  line  Western  division 
there  are  8  not  yet  eliminated,  5  with  masonry  abutments  and  timber  string- 
ers, and  3  constructed  entirely  of  wood.  On  the  other  lines  all  have  beSi 
eliminated.  The  stone  and  concrete  arch  and  box  culverts  and  the  iron-pipe 
drains,  so  far  as  could  be  seen,  were  in  good  condition;  a  great  many  open 
culverts  and  cattle  passes  that  formerly  existed  have  been  replaced  with  arch 
or  concrete  box  culverts  or  have  been  covered  with  metal  and  concrete  and 
the  track  ballasted  over  them,  thus  eliminating  the  openings  to  grade. 

The  standard  dimensions  of  cross-ties  used  on  tne  various  lines  are  of 
yellow  pine,  oak,  and  Princess  pine,  7  x  9  to  10  in.,  8  ft.  in  length;  and  of 
cedar,  6x7  to  12  in.,  8  ft.  in  length;  and'  on  all  the  lines  they  are  laid  at 
the  rate  of  2816  to  the  mile  of  track;  they  are  in  good  condition  generally,  , 
necessary  renewals  having  been  made,  are  well  spacwL  and  full  spiked.  Tie- 
plates  are  used  on  all  sharp  curves  and  on  some  of  the  lighter  ones,  also 
on  soft  wood  ties  of  the  more  important  lines,  and  all  curves  except  the 
extremely  light  ones  are  double  spiked  on  the  outer  side.  On  the  main  line 
Utica  &  Black  River  railroad  and  Clayton  branch  they  are  40  per  cent,  yellow 
pine  and  60  per  cent,  cedar;  main  line  Rome,  Watertown  &  Ogdensburg 
railroad,  46  per  cent,  yellow  pine,  12  per  cent.  Princess  pine,  42  per  cent, 
cedar;  DeKalb  branch  and  Gouvemeur  &  Oswegatchie  railroad,  35  per  cent, 
yellow  pine,  13  per  cent.  Princess  pine,  52  per  cent,  cedar;  Cape  Vincent 
branch,  63  per  cent,  yellow  pine,  7  per  cent.  Princess  pine,  30  per  cent,  cedar ; 
Carthage,  Watertown  &  Sacketts  Harbor  railroad,  50  per  cent,  yellow  pine, 
9  per  cent.  Princess  pine,  41  per  cent,  cedar;  Carthage  &  Adirondack  railroad, 
20  per  cent,  yellow  pine,  10  |>er  cent.  Princess  pine,  70  per  cent,  cedar;  Rome 
branch,  31  per  cent,  yellow  ^c,  7  per  cent.  Princess  pine,  59  per  cent,  cedar, 

3  per  cent,  oak;  main  line  Western  division,  29  per  cent,  yellow  pine,  3  per 
cent.  Princess  pine,  67  per  cent,  cedar,  1  per  cent,  oak;  Phcenix  branch, 
24  per  cent,  yellow  pine,  75  per  cent,  cedar,  1  per  cent,  oak;  Rochester  branch, 
35  per  cent,  yellow  pine,  65  per  cent,  cedar. 

The  rail  used  is  all  steel  and  the  connections  all  angle  plates,  as  follows: 
Main  line  Utica  &  Black  River  railroad,  20.61  miles  80-lb.,  36-in.  plates,  6 
bolts,  80.98  miles  70-lb.,  28-in.  plates,  G  bolts,  32.69  miles  60-lb.,  22-in.  plates, 

4  bolts;  Cla}ix)n  branch,  all  70-lb.,  28-in.  plates,  6  bolts;  main  line  Rome, 
Watertown  &  Ogdensburg  railroad,  102.77  miles  80-lb.,  57.28  miles  70-lb.,  12.78 
miles  65-lb.,  36-in.  plates,  6  bolts;  DeKalb  branch,  16.6  miles  70-lb.,  36-in. 
plates,  6  bolts,  2.39  miles  60-lb.,  22-in.  plates,  4  bolts;  Gouvemeur  &  Oswe- 
gatchie railroad  and  Rome  branch,  all  70-lb.,  36-in.  plates,  6  bolts;  Cape 
Vincent  branch  and  Rochester  branch,  all  60-lb.,  22-in.  plates,  4  bolts; 
Carthage,  Watertown  &  Sacketts  Harbor  railroad,  26.27  miles  70-lb.,  3.88 
miles  65-lb.,  36-in.  plates,  6  bolts;  Carthage  &  Adirondack  railroad,  3.41 
miles  67-lb.,  2.83  miles  65-lb.,  36-in.  plates,  6  bolts,  39.62  miles  60-lb.,  22-in. 
plates,  4  bolts;  main  line  Western  division,  1.97  miles  80-lb.,  114.85  miles 
70-lb.,  36-in.  plates,  6  bolts,  61.91  miles  60-lb.,  22-in.  plates,  4  bolts;  Phoenix 
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branch,  all  TO-Ib.,  22-in.  j>lat«e,  4  bolts.    All  main-track  rail  of  the  main  line 
Utioa  &  Black  River  railroad  and  the  Clayton  branch  is  in  fair  to   go^ 
condition,  all  oonnectiona  full  bolted  and  bolts  tight.    The  65-lb.  rail  which 
is  on  the  easterly  end  of  the  main  line  Rome,  Watertown  k  Ogdensburg 
railroad  is  somewhat  worn,  but  in  fair  condition  for  the  light  traffic.     The 
70-lb.  rail,  while  yet  in  fair  condition,  is  on  a  portion  of  the  road  where 
traffic  is  heavy,  and  it  is  being  replaced  with  80-lb.  rail.     The  rail  on  the 
DeKalb  branch,   Gouvemeur  &  Oswegatchie  railroad.  Cape  Vincent  branch, 
and  Carthage,  Watertown  &  Sacketts  Harbor  railroad  is  in  good  condition. 
The  60-lb.  rail  on  the  Carthage  &  Adirondack  railroad  is  considerably  worn, 
especially  on  curves,   and   is   being  replaced   with   second-use   heavier   rail 
taken  from  other  more  important  lines.     The  rail  on  the  Rome  branch   is 
in  good  condition.     The  60-lb.  rail  on  the  westerly  end  of  the  main  line 
Western  division  is  much  worn  and  many  cracked  angle  plates  were   ob- 
served;   most  of  this   rail  should   be   changed  out  and   the  cracked  tuigie 
plates  promptly  replaced.     The  rail  on  the  Phcenix  branch  is  in  good  con- 
dition; that  on  the  Rochester  branch  in  fair  condition  for  the  li^t  traffic 
and  moderate  speed  maintained.    All  the  connections  of  rail  on  all  the  lines 
are  full  bolted  and  practically  no  loose  bolts  were  observed. 

All  main-track  switches  are  split  point  and  most  switch  stands  rigid. 
All  have  well  painted  targets.  On  the  more  important  lines  most  obscure 
switches  have  nigh  targets,  and  in  a  few  cases  are  protected  by  distant 
signals  interlocked  with  th^  switch  stands.  Switch  and  semaphore  lamps 
show  red  light  for  danger  and  white  for  safety;  green  is  used  for  caution. 
Most  main-track  frogs  are  spring  rail  and  all  are  properly  maintained. 
Derailing  switches  are  in  all  sidings  upon  which  cars  are  left  standing  where 
the  grade  descends  toward  the  main  track,  and  the  stands  have  proper 
targets.  The  main  line  Utica  &  Black  River  railroad  and  the  Clayton 
branch  are  ballasted  with  gravel  and  cinders  mainly;  a  little  broken  stone 
is  used  on  the  main  line  near  Utica.  The  ballasting  is  fairly  well  done. 
The  main  line  Rome,  Watertown  &  Ogdensburg  railroad  is  ballasted  with 
gravel  and  cinders  in  fair  to  good  quantity.  The  DeKalb  branch,  Gouv- 
emeur &  Oswegatchie  railroad,  and  Cape  Vincent  branch,  with  gravel  in 
good  quantity.  The  Carthage,  Watertown  &  Sacketts  Harbor  railroad  with 
gravel  and  cinders  in  medium  quantity.  The  Carthage  &  Adirondack  rail- 
road is  very  well  ballasted  with  gravel  and  cinders,  sand,  and  ore  screenings. 
The  Rome  branch  with  gravel  and  cinders  in  good  quantity.  The  main  line 
Western  division  with  gravel,  cinders,  and  slag  in  mediimi  to  fair  quantity. 
The  Phoenix  and  the  Rochester  branches  with  gravel  and  cinders  in  fair 
quantity.  The  alignment  and  surfacing  of  the  track  are  good,  and  the  outer 
rail  on  curves  properly  elevated  for  the  speed  at  which  the  trains  are 
scheduled. 

The  average  length  of  sections  and  average  force  maintained  are  as  fol- 
lows: Main  line  Utica  &  Black  River  railroad,  6.71  miles,  foreman  and  3.21 
men  in  winter,  6.43  men  in  simimer;  Clayton  branch,  6.34  miles,  foreman 
and  3  men  in  winter,  5  men  in  summer;  main  line  Rome,  Watertown  & 
Ogdensburg  railroad,  6.61  miles,  foreman  and  3.93  men  in  winter,  6.24  men 
in  summer;  DeKalb  branch,  6.30  miles,  foreman  and  3.67  men  in  winter, 
6.33  men  in  summer;  Gouverneur  &  Oswegatchie  railroad,  6.62  miles, 
foreman  and  3  men  in  winter,  4  men  in  summer;  Cape  Vincent  branch, 
4.86  miles,  foreman  and  3.60  men  in  winter,  6  men  in  summer;  Carthage, 
Watertown  &  Sacketts.  Harbor  railroad,  6.56  miles,  foreman  and  3.91  men 
in  winter,  4.96  men  in  summer;  Carthage  &  Adirondack  railroad,  6.65  miles, 
foreman  and  2.71  men  in  winter,  4.43  men  in  summer;  Rome  branch,  4.85 
miles,  foreman  and  3.47  men  in  winter,  5.12  men  in  summer;  main  line 
Western  division,  4.91  miles,  foreman  and  3.77  men  in  winter,  6.11  men  in 
summer;  Phoenix  branch,  6.70  miles,  foreman  and  3  men  in  winter,  4  men 
in  summer;  Rochester  branch,  4.17  miles,  foreman  and  4  men  in  winter, 
4.43  men  in  summer. 

The  following  railroads  are  crossed  at  grade  by  the  lines  named:  by  the 
main  line  Utica  &  Black  River  railroad,  the  main  track  and  2  sidings  of 
of  the  main  line  Rome,  Watertown  &  Ogdensburg  railroad  at  Philadelphia: 
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tbe  crotsing  is  protected  by  &  tilting  board  signal  and  all  trains  are  required 
to  oome  to  a  full  stop. 

£^7  the  main  line  Eome,  Watertown  &  Ogdensbur^  railroad,  1  track  of  tbe 
Kutland  railroad  at  Norwood:  protected  by  a  tilting  board  signal  and  all 
trains  are  required  to  come  to  a.  full  stop;  the  main  track  and  a  siding 
of  the  main  line  Utica  &  Black  River  railroad  at  Utica:  protected  by  a 
tilting  board  signal  and  all  trains  are  required  to  come  to  a  full  stop;  1  track 
of  the  Black  River  Traction  Company's  road  (electric)  on  High  street, 
Watertown:  there  are  no  derailing  switches  in  the  track  of  the  electric  road 
nor  protection  over  the  trolley  wire;  1  track  of  the  same  company's  road 
on  C&urt  street,  Watertown:  there  are  no  derailii^  switches  in  the  track  of 
the  electric  road  nor  protection  over  the  trolley  wire;  2  tracks  of  the 
New  York,  Ontario  &  Western  railway  at  Central  Square:  protected  by  a 
tilting  board  signal  and  all  trains  are  required  to  come  to  a  full  stop; 
2  freight  tracks  of  the  New  York  Central  &  Hudson  River  railroad  at 
Salina:  protected  by  an  interlocking  plant;  2  tracks  of  the  West  Shore 
railroad  at  Syracuse:  protected  by  an  interlocking  plant;  2  tracks  of  the 
Syracuse,  Lakeside  &  Northern  (electric)  on  Noxon  street,  Syracuse:  there 
are  derailing  switches  in  the  track  of  the  electric  road  but  th^  were  found 
closed,  and  there  is  a  proper  netting  over  the  trolley  wire:  this  crossing  is 
protected  by  a  flagman;  2  tracks  of  the  Syracuse  Rapid  Transit  (electric) 
on  West  Genesee  street,  Syracuse:  there  are  no  derailing  switches  in  thel 
track  of  the  electric  roiwi,  there  is  a  proper  netting  over  the  trolley  wire 
and  the  crossing  is  protected  by  a  flagman. 

The  grade  crossing  by  the  Ogdensburg  street  railway  (electric)  of  the 
DeKalb  branch  on  Mill  street,  Ogdensburg,  which  formerly  existed,  has  been 
eliminated,  the  route  of  the  electric  road  having  been  detoured  to  an  over- 
head bridge.  By  the  Cape  Vincent  branch,  1  track  of  the  Black  River 
Traction  Company's  road  (electric)  on  Main  street,  Watertown:  there  are 
no  derailing  switches  in  the  track  of  the  electric  road  nor  protection  over 
the  trolley  wire.  By  the  Carthage,  Watertown  &  Sacketts  Harbor  railroad, 
1  track  of  the  Black  River  Traction  Company's  road  on  High  street,  Water- 
town:  there  are  no  derailing  switches  in  the  track  of  the  electric  road  nor 
protection  over  the  trolley  wire. 

By  the  main  line  Western  division,  1  track  of  the  New  York,  Ontario  & 
Western  railway  at  East  Oswego,  and  another  track  of  the  same  railroad 
at  Ninth  street,  Oswego:  each  crossing  is  protected  by  a  tilting  board  signal 
and  all  trains  are  required  to  come  to  a  full  stop;  1  track  of  the  Oswego 
Traction  Company's  road  (electric)  on  Tenth  street,  1  on  Bric^  street,  and 
1  on  First  street,  Oswego:  there  are  no  derailing  switches  in  the  track  of 
the  electric  railroad  at  either  crossing  nor  protection  over  the  trolley  wire; 
1  track  of  the  Lehigh  Valley  railroad  at  Sterling:  protected  by  a  tilting 
board  signal  and  all  trains  are  required  to  come  to  a  full  stop;  1  track 
of  the  Northern  Central  railway  at  Wallington:  protected  by  signals  tha^i 
are  interlocked  and  all  trains  are  required  to  come  to  a  full  stop;  3  tracks 
of  the  Charlotte  branch  of  the  New  York  Central  &  Hudson  River  railroad 
at  Charlotte:  protected  by  a  tilting  board  signal  and  all  trains  are  required 
to  come  to  a  full  stop. 

By  the  Rochester  branch,  1  track  of  the  Rochester  &  Sodus  Bay  railway 
(electric)  on  North  St.  Paul  street,  Rochester:  there  are  derailing  switches 
in  the  track  of  the  electric  road  and  proper  protection  over  the  trolley  wire. 

Interlocking  plants  are  maintained  at  the  drawbridge  over  the  Erie  canal 
at  Syracuse,  the  drawbridge  oyer  the  Oneida  river  at  Brewerton,  the  draw- 
bridge on  the  Cape  Vincent  branch  at  Chaumont,  and  the  drawbridge  on 
Western  division  main  line  at  Charlotte. 

The  right  of  way  is  clear  and  clean  excepting  that  some  small  brush 
remains  on  the  Carthage  &  Adirondack  railroad  where  it  is  constructed 
through  the  forest.  The  fences  are  generally  of  wire  and  are  in  very  fair 
condition. 

The  highway  crossings  are  well  graded,  planking  in  good  condition,  and 
are  protected  by  signs  of  the  diamond  form,  suitably  located  and  well 
painted.  Metallic-slat  cattle  guards  with  proper  guard  fences  are  main- 
tained at  each  boundary  of  the  highways  crossed  at  grade.  The  crossings 
are  protected  as  follows: 
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Line  or  Branch. 

Main  line  U.  &  B.  R 

Clayton 

Main  line  R.,  W.  &  O 

DeKalb 

Gouverneur    &    Oswegatchle 

Cape    Vincent    

Carthage,  Watertown  &  Sacketts  Harbor. 

Carthage   &    Adirondack 

Rome 

Main   line   Western   Div 

Phoenix 

Rochester 


EHectric 

Crossing 

Flagmen. 

Gates. 

bells. 

signs. 

4 

8 

113 
IT 

11 

4 

7 
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2 

33 
16 

.... 

2 

27 
*  * '  34 

2 

1 

41 

20 

9 

1$M 
2» 

11 

1 
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The  movements  of  trains  on  all  the  lines  except  the  Gouverneur  &  Oswe- 
gatchie  railroad  are  governed  by  the  teleCTaphic  block  system,  positive 
for  passenger  trains  and  permissive  for  freight,  excepting  that  on  the  Utica 
&  Black  River  main  line  between  Remsen  and  Utica  positive  block  is  used 
for  all  trains  descending  the  grade  toward  Utica;  on  the  same  line  between 
Philadelphia  and  Rivergate  block  is  positive  in  both  directions;  on  the  main, 
line  Rome,  Watertown  &  Ogdensburg  between  Richland  and  Pulaski,  where 
there  is  double  track,  positive  block  is  used;  also  on  the  sa'me  line  between 
Edison  and  Pine  streets,  Watertown,  block  is  positive  descending  the  grade; 
between  Salina  and  Woodard,  where  there  is  double  track,  positive  block 
is  used;  between  Suspension  Bridge  and  Model  City  on  the  Western  division 
main  line,  block  is  positive  descending  the  grade;  and  on  the  Rochester 
branch  positive  block  is  used  in  both  directions;  on  the  Gouverneur  &  Oswe- 
gatchle railroad  one  train  and  crew  do  the  operating,  and  on  that  line 
telephones  are  used  when  necessary. 

Tlie  station  buildings  are  generally  in  good  repair,  waiting  rooms  clean 
and  neat;  water  for  drinking  is  provided,  and  time-tables  are  posted  in  the 
waiting  rooms.  Fire  extinguishers  are  furnished  and  water  in  barrels  kept 
as  protection  against  fire.  The  platforms  are  of  plank,  gravel,  and  stone 
screenings,  and  are  well  maintained.  The  station  grounds  are  very  well 
kept.  At  stations  where  there  is  a  water  system  sanitary  closets  are  pro- 
vided ;  at  the  others,  outside  closets,  generally  in  good  condition.  All  station 
employees  are  uniformed  and  wear  a  badge  indicating  their  employment. 

The  principal  repairs  and  improvements  noted  as  having  been  made  since 
the  last  inspection  (October,  1906)  are  as  follows:  20  per  cent,  of  the 
cross- ties  on  the  Utica  &  Black  River  main  line  and  Clayton  branch  have 
been  renewed;  21  per  cent,  of  the  Rome,  Watertown  &  Ogdensburg  main  line; 
18  per  cent,  of  the  DeKalb  branch  and  of  the  Gouverneur  &  Oswegatcbie 
railroad;  28  per  cent,  of  the  Cape  Vincent  branch;  15  per  cent,  of  the 
Carthage,  Watertown  &  Sacketts  Harbor  railroad;  7  per  cent,  of  the  Carthage 
&  Adirondack  railroad;  17  per  cent,  of  the  Rome  branch;  19  per  cent,  of 
the  main  line  Western  division;  14  per  cent,  of  the  Cape  Vincent  branch; 
and  15  per  cent,  of  the  Rochester  branch;  12  miles  of  second-use  70-lb.  rail 
have  been  laid  on  the  Clayton  branch  replacing  worn  60-lb.  rail;  39.98  miles 
of  new  80-lb.  rail  on  the  Rome,  Watertown  &  Ogdensburg  main  line  replacing 
worn  70-lb.  rail;  4  miles  of  second-use  70-lb.  rail  on  the  DeKalb  branch 
replacing  worn  60-lb.  rail;  3.70  miles  of  67-lb.  rail  on  the  Carthage  &  Adi- 
rondack railroad  replacing  worn  60-lb.  rail;  and  24.86  miles  of  second-use 
70-lb.  rail  on  the  main  line  Western  division  replacing  worn  60-lb.  rail. 

Interlocking  plants  have  been  installed  at  the  Syracuse,  Brewerton,  Char- 
lotte, and  Chaumont  drawbridges. 

Of  the  Clayton  branch  13.80  miles  have  been  re-ballasted  with  gravel; 
46.25  miles  of  the  Rome,  Watertown  &  Ogdensburg  main  line  with  gravel 
and  13.50  miles  with  cinders;  9  miles  of  the  DeKalb  branch  with  gravel  and 
1  mile  with  cinders;  2  miles  of  the  Gouverneur  &  Oswegatcbie  railroad  with 
cinders;  1  mile  of  the  Cape  Vincent  branch  with  gravel,  and  5.40  miles  with 
cinders;  6.40  miles  of  the  Carthage  &  Adirondack  railroad  with  gravel 
and  2  with  cinders;  4.25  miles  of  the  Rome  branch  with  gravel  and  0.25 
mile  with  cinders;  0.60  mile  of  the  Western  division  main  line  with  gravel, 
9  miles  with  cinders,  and  16  with  slag;  1  mile  of  the  Rochester  branch  with 
cinders. 
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Four  steel  bridges  have  been  put  in  on  the  Rome,  Watertown  &  Ogdens- 
burg  main  line  replacing  lighter  structures;  30  open  culverts  and  cattle 
passes  with  timber  stringers  on  the  Utica  &  Black  River  main  line,  1  on  the 
DeKalb  branch,  and  4  on  the  Western  division  main  line  have  been  replaced 
with  metal  and  concrete  and  the  openings  to  grade  eliminated;  1  timber 
trestle  on  the  Western  division  main  line  replaced  with  concrete  culvert  and 
filling;  1  open  culvert  on  the  main  line  Western  division  has  been  rebuilt; 
6  box  culverts  on  the  Utica  &  Black  River  main  line,  7  on  the  Rome,  Water- 
town  &  Ogdensburg  main  line,  one  on  the  Cape  Vincent  branch,  3  on  the 
Carthage,  Watertown  &  Sacketts  Harbor  railroad,  2  on  the  Rome  branch, 
13  on  the  Western  division  main  line,  and  1  on  the  Phoenix  branch  have  been 
replaced  with  cast-iron  pipe;  the  masonry  to  4  bridges  on  the  Rome  branch 
has  been  extensively  repaired. 

One  station  building  has  been  erected  on  the  Utica  &  Black  River  main 
line,  7  repaired,  and  1  re-painted;  10  on  the  Clayton  branch  re-painted; 
11  constructed  on  the  Rome,  Watertown  &  Ogdensburg  main  line,  5  repaired, 
and  13  re-painted;  1  on  the  DeKalb  branch  and  1  on  the  Gouverneur  & 
Oswegatchie  railrcmd  repaired;  3  constructed  on  the  Cape  Vincent  branch, 
8  repaired,  and  14  re-painted;  1  constructed  on  the  Carthage,  Watertown 
&  Sacketts  Harbor  railroad,  1  repaired,  and  2  re-painted;  1  constructed  on 
the  Carthage  &  Adirondack  railroad,  2  repaired,  and  3  re-painted;  6  on  the 
Rome  branch  re-painted;  10  constructed  on  the  Western  division  main  line, 
4  repaired,  and  66  re-painted;  1  on  the  Phoenix  branch  repaired  and  2  re- 
painted; and  10  on  the  Rochester  branch  re-painted.  Among  the  new  build- 
ings constructed  is  included  a  commodious  and  modern  design  brick  passenger 
station  at  Oswego;  also  a  20-stall  engine  house  at  that  place. 

Second  main  track  has  been  constructed  and  put  in  operation  on  the  Rome, 
Watertown  &  Ogdensburg  main  line  from  north  of  Salina  to  Woodard,  and 
from  Pulaski  to  Richland  Junction,  a  total  of  10.19  miles;  in  doing  this  an 
extensive  bridge  over  the  Salmon  river  at  Pulaski  was  extended  and  new 
masonry  constructed;  12  concrete  culverts  and  cattle  passes  were  also  ex- 
tended. Extensive  renewals  have  also  been  made  to  ties  and  guard  timbers 
of  bridges. 

Twenty-two  miles  of  new  fence  have  been  built  on  the  main  line  Utica 
&  Black  River  railroad  and  40  miles  repaired;  61  miles  rebuilt  of  the  Rome, 
Watertown  &  Ogdensburg  main  line  and  68  miles  repaired;  2  miles  rebuilt 
of  the  DeKalb  branch  and  7  miles  repaired;  6  miles  of  the  Gouverneur  & 
Oswegatchie  railroad  repaired;  4.50  miles  of  the  Cape  Vincent  branch  rebuilt 
and  9  miles  repaired;  3.50  miles  of  the  Carthage,  Watertown  &  Sacketts  Har- 
bor railroad  rebuilt  and  7  miles  repaired;  7  miles  of  the  Carthage  &  Adi- 
rondack railroad  rebuilt  and  8.7  miles  repaired;  2.50  miles  of  the  Rome 
branch  rebuilt  and  15  miles  repaired;  12%  miles  of  the  main  line  Western 
division  rebuilt  and  37  miles  repaired;  0.5  mile  of  the  Phoenix  branch  rebuilt 
and  10  miles  repaired;  1  mile  of  the  Rochester  branch  rebuilt  and  1  mile 
repaired, 

A  new  freight  terminal  has  been  constructed  at  Watertown,  including  an 
extensive  freight  house;  at  Ogdensburg  changes  have  been  made  in  the  yard 
and  new  dock  and  transfer  bridge  constructed;  minor  changes  and  additions 
have  been  made  to  other  freight  yards,  and  passing  tracks  extended. 

Recommendations:  That  the  masonry  to  bridge  No.  39  of  the  Cape  Vin- 
cent branch,  and  Nos.  27,  130,  141,  142,  and  250  of  the  Western  division  main 
line  be  rebuilt;  that  new  ties  and  guard  timbers  be  put  on  Nos.  53  and  126 
of  the  Utica  &  Black  River  line,  No.  166  of  the  Rome,  Watertown  &  Ogdens- 
burg main  line,  and  the  bridge  over  the  Oswegatchie  river  at  Harrisville,  on 
the  Carthage  &  Adirondack  railroad;  that  warning  signals  at  overhead 
obstructions  be  properly  maintained  and  that  all  low  telegraph  and  telephone 
wires  be  promptly  raised  to  afford  .'mfficient  clearance;  that  new  ties  and 
proper  guard  timbers  be  put  on  trestle  No.  3  of  the  Carthage  &  Adirondack 
railroad;  that  the  poor  masonry  of  open  culverts  and  cattle  passes  referred 
to  in  the  body  of  the  report  be  rebuilt;  that  the  poorer  worn  60-lb.  rail  in 
the  Western  division  main  line  be  replaced;  and  the  cracked  angle  plates 
on  that  rail  be  promptly  removed  and  new  ones  put  on. 


854        PuBuo  Sebviob  Commission,  Second  Distbiot 

Penn8ylvania  Division. 
Inspected  October  21,  22,  1908.    Laat  previous  inspection  Aiigust  20,  1907. 

The  main  line  extends  from  Lawrenceville  to  Lyons,  with  86.10  miles  first 
track,  72.30  miles  second  track,  81.45  miles  sidings  and  yard  tracks;  the 
Penn  Yan  branch  extends  from  Dresden  to  Penn  Yan,  6.56  miles  single  track, 
and  4.06  miles  sidings  and  yard  tracks.  The  main  line  is  considerably 
crooked,  especially  south  of  Coming  and  in  the  vicinity  of  Geneva,  but  most 
curves  are  fairly  light,  with  a  maximum  curve  of  10  degrees  at  Coming; 
the  grades  are  long  and  somewhat  steep  but  regular,  and  some  level  grade, 
a  maximum  fprade  of  69  ft.  per  mile  for  3275  ft.  near  Himrods.  The  Penn 
Yan  branch  is  very  crooked  and  has  many  sharp  curves,  with  a  maximum 
curve  of  19  degrees  at  Keuka  Mills;  the  grades  are  steep  for  much  of  the 
distance  and  considerably  broken,  one  of  123  ft.  per  mile  for  1805  ft.  near 
Dresden.  The  cuts  and  embankments  are  of  full  width  and  proper  slopes 
and  the  roadwav  is  well  drained.    Sub-drains  are  used  in  ditches  of  wet  cuts. 

The  steel  and  iron  bridges  of  the  main  line  are  in  good  oondition  and  of 
suflftcient  strength  for  all  classes  of  motive  power  and  rolling  stock  used,  sind 
are  fairly  well  painted.    One  small  girder  oridge  north  of  Presho  has  poor 
masonry,  and  the  girders  are  supported  on  bents  pending  renewal  of  the 
masonry;  all  other  masonry  is  ^x>d.     The  ties  and  guard  timbers  are  of 
standard  dimensions  and  in  proper  repair.    Inside  guard  rails  are  maintained 
on  all.    There  is  only  one  small  girder  bridge  in  the  roadway  of  the  Penn 
Yan  branch,  in  a  trestle  at  Penn  Yan:  it  is  supported  on  framed  bents  on 
pile  foundation  and  is  in  proper  condition  throughout.    There  are  no  wooden 
span  bridges  in  the  roadway,  they  being  used  only  for  overhead  highway  and 
farm  crossings,  and  many  bridges  for  that  purpose  are  constructed  of  iron. 
All  are  in  proper  oondition.    The  only  overhead  obstructions  leas  than  21  ft. 
above  the  track  on  the  main  line  are  the  West  Shore  bridge  at  Lyons  and 
the  D.,  L.  &  W.  bridge  at  Coming:  they  are  protected  by  warning  signals 
in  good  condition.     There  are  4  low  overhead  bridges  on  the  Penn  Yan 
branch,  all  protected  by  warning  signals  properly  maintained.    There  are  no 
timber  trestles  in  the  main  line  roadway.    There  is  one  in  the  Penn  Yan 
branch  at  Penn  Yan,  consisting  of  13  spans  of  framed  bents  on  pile  founda- 
tion, of  standard  construction  and  in  good  repair.     All  open  culverts  and 
cattle  passes  that  formerly  existed  in  the  main  line  roadway  have  been  either 
covered  with  metal  and  concrete  and  tracks  ballasted  over  them,  or  replaced 
with  concrete  arch  or  box  culverts  and  the  openings  to  ffrade  eliminated. 
There  are  2  in  the  roadway  of  the  Penn  Yan  branch,  with  good  masonry, 
I-beam  stringers,  standard  ties  and  guard  timbers,  properly  maintained.    The 
arch,  box,  and  pipe  culverts  are  apparently  in  first-class  condition. 

On  the  main  line  the  cross-ties  are  7x9  in.  8  ft.  long,  yellow  pine,  79 
er  cent,  used,  and  6x8  in.  8  ft.  long,  oak  and  chestnut,  21  per  cent.  used. 
Jn  the  Penn  Yan  branch,  74  per  cent,  are  yellow  pine,  7x9  in.  8  ft.  long, 
and  2)5  per  cent,  are  oak  and  cnestnut>  1  per  cent,  cedar,  6  x  7  in.  8  ft.  long; 
the'  ties  are  in  good  oondition,  very  well  spaced  and  full  spiked.  All  curves 
exceeding  3  degrees  have  tie-plates  and  all  have  rails  double  spiked  on  the 
outer  side.    Tlie  ties  are  laid  at  the  rate  of  2816  to  the  mile  oi  track. 

The  rail  is  all  steel  and  the  connections  angle  plates,  as  follows:  Main 
line,  132.28  miles  80-lb.  36-in.  plates  6  bolts,  3.44  miles  76-lb.  40-in.  plates 
6  bolts,  22.07  miles  75-lb.  40-in.  plates  6  bolts,  0.81  mile  60-lb.  24-in.  plates 
4  bolts.  On  the  Penn  Yan  branch,  0.89  mile  80-lb.  36-in.  plates  6  bolts,  5.30 
miles  75-lb.  40-in.  plates  6  bolts,  0.36  mile  60-lb.  24-in.  plates  4  bolts.  The 
60-lb.  rail  is  somewhat  worn,  but  is  only  in  track  at  terminal  points  where 
movements  of  trains  are  slow,  and  the  rail  is  in  fair  condition  for  such  use. 
Ail  the  connections  are  full  bolted  and  no  loose  bolts  were  discovered. 

All  main-track  switches  are  split  point  and  have  rigid  stands.  On  double 
track  all  facing  switches  are  interlocked  with  distant  signals,  and  some  dis- 
tant signals  are  used  on  the  single  track  at  obscure  places,  and  some  stands 
have  high  targets.  All  switches  have  proper  targets,  well  painted.  Switch 
and  semaphore  lamps  show  red  light  for  danger  uid  white  for  safety;  green 
is  iiitd  for  caution.    Practically  all  main-track  frogs  are  ^ring  rail  and 
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properly  maintained.  Derailing  switcliee  are  in  all  sidings  upon  wbich  cars 
are  left  standing  where  the  grade  descends  toward  the  main  track;  all  have 
proper  targets  and  in  some  cases  are  interlocked  with  main-track  switch 
stands. 

The  main  line  is  ballasted  with  gravel  and  cinders,  generally  in  good  quan- 
tity; the  Penn  Yan  branch  is  ballasted  with  gravel  and  stone  screenin^^,  in 
good  quantity.  The  alignment  and  surfacing  of  tracks  are  first  class,  and 
the  outer  rail  on  curves  properly  elevated  for  the  speed  at  which  the  trains 
are  scheduled. 

The  average  length  of  sections  and  average  force  maintained  are  as  follows: 
Main  line,  3.14  miles,  foreman  and  4  men  in  winter,  6  men  in  summer;  on 
the  Penn  Yan  branch,  4  miles,  foreman  and  4  men  in  winter,  6  men  in 
summer.  Each  gang  is  furnished  with  fings,  lanterns,  and  torpedoes  for 
protecting  its  work,  and  all  portions  of  the  track  are  patrolled  daily  by 
some  member  of  the  section  force  who  works  a  portion  of  the  time  with  the 
regular  gang. 

One  track  of  the  Geneva,  Waterloo,  Seneca  Falls  &  Cayuga  Lake  Traction 
Company's  railroad  (electric)  is  crossed  at  grade  north  of  Geneva:  there 
are  derailing  switches  in  the  track  of  the  electric  road,  but  the  wire  netting 
over  the  trollev  wire  is  too  short;  1  track  of  the  Auburn  branch  of  the 
N.  Y.  C.  &  H.  K.  R.  R.  north  of  Geneva:  protected  by  signals  that  are  inter- 
locked; 2  tracks  of  the  Erie  railroad  at  Corning:  protected  by  a  modern  and 
complete  interlocking  plant.  The  only  interlocking  plants  maintained  are 
at  the  crossing  by  a  branch  track  of  the  N.  Y.  C.  &  H.  R.  R.  R.  main  line 
at  Lyons,  the  crossing  of  the  Erie  railroad  at  Coming,  and  at  the  east  end 
of  Corning  yard,  protecting  the  single  track  across  the  Coming  bridge  and 
the  junction  of  the  station  track  and  the  east  end  of  the  Coming  yard. 

All  tre&s  on  the  right  of  way  have  been  cut  and  removed  and  there  is  no 
brush  remaining  excepting  at  a  few  places  along  Seneca  lake,  which  has  been 
left  for  protection.  The  fences  are  of  wire:  they  are  in  good  repair  on  the 
main  line  north  of  Corning,  south  of  Corning  some  repairs  are  needed.  On 
the  Penn  Yan  branch  some  of  the  fence  is  poor  and  in  places  lacking. 

The  highway  crossings  are  properly  graded,  planking  in  good  condition, 
and  are  protected  by  signs  of  the  diamond  form  properly  placed  and  well 
painted.  Metallic-slat  cattle  guards  with  proper  guard  fences  are  maintained 
at  each  boundary  of  the  highways  crossed  at  grade. 

The  crossings  are  protected  as  follows:  On  the  main  line,  9  by  flagmen, 
1  by  ^te,  2  by  electric  bells,  77  by  crossing-signs;  on  the  Penn  Yan  branch, 
1  by  flagman,  and  9  by  crossing-signs. 

The  movements  of  trains  are  governed  by  the  telegraphic  block  system, 
absolute  for  passenger  trains,  permissive  for  freight. 

The  station  buildings  are  in  good  repair,  waiting  ^rooms  clean  and  neat; 
water  for  drinking  is  provided,  and  time-tables  are  posted  in  the  waiting 
rooms.  Fire  extinguishers  and  water  in  barrels 'are  furnished  at  stations 
for  protection  against  fire.  The  station  platfonps  are  of  gravel,  cinders, 
stone  screenings,  and  concrete,  and  are  properly  maintained.  The  station 
grounds  are  in  fair  condition.  At  stations  where  there  is  a  water  system 
sanitary  closets  are  provided,  and  at  others  outside  closets,  fairly  well  kept. 
The  station  employees  are  uniformed  and  wear  a  badge  indicating  their 
employment. 

The  principal  repairs,  additions,  and  improvements  noted  as  having  been 
made  since  the  last  inspection  (August,  1907)  are  as  follows:  The  second 
main  track  on  the  main  line  between  Coming  and  Lyons,  nearly  completed 
when  leust  inspection  was  made,  has  been  finished  and  put  in  use;  extensions 
have  been  made  to  passing  tracks;  an  addition  to  yard  tracks  at  various 
places;  a  new  middle  passing  track  put  in  at  East  X,  4093  ft.  in  length; 
about  7  per  cent,  of  the  main  line  ties  and  8  per  cent,  of  those  on  the 
Penn  Yan  branch  have  been  renewed;  8.14  miles  of  new  80-lb.  rail  have 
been  laid  in  the  main-line  track  replacing  worn  75-lb.  rail,  and  0.34 
mile  of  relayer  75-lb.  rail  on  the  Penn  Yan  branch  replacing  worn 
60-lb.  rail;  7  miles  of  the  old  track  of  the  main  line  have  been  re-lmllasted 
with  gravel,  2^  miles  with  cinders,  and  12  miles  of  the  new  second  track 
with  gravel;   1  mile  of  the  Penn  Taa  branch  with  stone  soreenfaigi  and 
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cinders;  6  arch  and  stone-box  culverts  of  the  main  line  have  been  rebuilt  or 
replaced  with  iron-pipe  and  filling;  the  masonry  to  4  bridges  of  the  main 
line  has  been  rebuilt  or  extensively  repaired;  2  new  passenger  stations  built 
and  2  repaired;  1  iron  bridge  re-painted;  4%  miles  of  main-line  fence  re- 
built, also  ^  mile  of  snow  fence,  4.25  miles  extensivdy  repaired,  and.  4.75 
miles  of  the  Penn  Yan  branch  fence  repaired. 

Recommendations:  That  the  masonry  to  the  small  girder  bridge  north  of 
Presho  which  is  failing  be  rebuilt,  and  the  fences  be  put  in  proper  repair. 

Boston  and  Albany  Railroad, 

Inspected  October   16,   1908.    Last  previous  inspection  October  6,   1906. 

The  main  line  extends  from  Rensselaer  to  the  Massachusetts-State  line, 
38.56  miles  each  first  and  second  tracks,  20.26  miles  third  trade,  34  miles 
sidings  and  yard  tracks;  the  Hudson  branch  extends  from  Chatham  to 
Hudson,  17.33  miles  first  track,  1.5  miles  second  track,  7  miles  siding^s  and 
yard  tracks.  Both  the  main  line  and  branch  are  considerably  crooked,  but 
most  curves  are  light,  a  maximum  curve  of  6  degrees  40  minutes  at  Chatham 
on  the  main  line,  and  6  degrees  at  various  places  on  the  Hudson  branch. 
The  grades  on  the  main  line  are  long  and  fairly  regular,  the  maximum  of 
42  ft.  per  mile  at  various  places;  on  the  Hudson  branch  there  is  a  maxi- 
mum grade  of  190  ft,  per  mile  for  about  a-half  mile  at  Hudson.  Both  lines 
are  well  graded  and  properly  drained.  Considerable  grading  has  been  done 
for  extension  to  the  third  track,  and  the  work  of  extending  the  third  track 
is  in  progress. 

There  is  one  tunnel  on  the  main  line,  west  of  State  Line:   it  is  through 
natural  rock,  620  ft.  in  length,  and  in  first-class  condition. 

The  steel  and  iron  bridges  are  in  good  condition  and  fairly  well  painted; 
bridge  209  has  one  poor  abutment  and  is  supported  on  bents  pending  renewal 
of  the  bridge  for  the  additional  main  track;  bridge  211  has  one  poor  pier: 
that  is  also  supported  on  bents  pending  renewal  of  masonry  and  extension 
for  additional  track;  both  are  in  safe  condition.  The  ties  and  guard  timbers 
are  ample  and  well  maintained.  Inside  guard  rails  are  maintained  on  all 
bridges.  There  are  no  wooden  bridges  in  the  roadway;  those  for  overhead 
highway  and  farm  crossings  are  well  maintained,  and  in  many  cases  iron 
bridges  are  used  for  such  places.  All  less  ttian  21  ft.  above  the  track  are 
protected  by  warning  signals,  properly  maintained.  There  are  no  timber 
trestles  remaining  in  the  roadway.  All  open  culverts  and  cattle  passes  that 
formerly  existed  on  the  main  line,  excepting  one,  have  been  covered  with 
metal  and  concrete  or  replaced  with  concrete  box  culverts  or  iron-pipe  and 
filling;  the  one  remaining  has  good  masonry,  I-beam  stringers,  standard  ties 
and  guard  timbers,  in  good  repair.  On  the  Hudson  branch  there  are  6 
remaining,  the  others  having  been  covered  or  replaced;  all  have  good  masonry, 
I-beam  stringers,  and  the  ties  and  guard  timbers  are  standard  and  properly 
maintained.  The  stone  and  concrete  arch  and  box  culverts  and  the  iron-pipe 
drains  are  in  good  condition.  A  large  portion  of  the  open  culverts  and 
cattle  passes  that  formerly  existed  have  been  replaced  with  arch  or  concrete 
box  culverts,  or  have  been  covered  with  metal  and  concrete  and  the  track 
ballasted  over  them. 

The  cross-tie^  on  the  main  line  are  7x9  in.  8  ft.  long,  75  per  cent,  yellow 
pine  and  25  per  cent,  chestnut;  on  the  Hudson  branch,  6x8  in.  8  ft.  long, 
75  per  cent,  yellow  pine,  20  per  cent,  chestnut,  5  per  cent.  Princess  pine. 
On  the  main  line  the  ties  are  laid  at  the  rate  of  3200  to  the  mile  of  track; 
on  the  Hudson  branch  at  the  rate  of  2816  to  the  mile.  They  are  in  good 
condition,  evenly  spaced  and  full  spiked.  On  all  curves  above  3  d^rees  tie- 
plates  are  used;  they  are  also  used  on  many  of  the  lighter  curves,  and  all 
curves  are  double  spiked  on  the  outside  of  the  rail. 

The  rail  is  all  steel  and  connections  angle  plates,  laid  as  follows:  Main 
line,  25.25  miles  100-lb.  36-in.  plates  6  bolts,  77.13  miles  95-lb.  20-in.  plates 
4  bolts;  Hudson  branch,  1.75  miles  95-lb.  and  3.50  miles  80-lb.  36-in.  plates 
6  bolts,  13.58  miles  72-lb.  20-in.  plates  4  bolts.  The  rail  in  the  main  line  is 
in  good  condition,  renewals  being  made  as  necessary.    The  72-lb.  rail  in  the 
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Hudson  branch  is  somewhrft  worn  but  not  in  bad  condition,  and  is  being  re- 
placed as  rapidly  as  appears  necessary.  All  the  connections  are  full  bolted 
and  bolts  tight. 

All  main-track  switches  are  split  point  and  have  rigid  stands.  On  the  main 
line  all  facing  switches  are  connected  with  the  automatic  block  signals.  All 
have  proper  Sirgets.  Switch  and  semaphore  lamps  show  red  light  for  danger 
and  white  for  safety.  The  main- track  frogs  are  spring  rail  and  properly 
maintained.  On  sidings  where  cars  are  left  standing  where  the  grade  descends 
toward  the  main  track,  in  most  cases  there  are  derailing  switches,  in  some 
places  wooden  blocks  secured  to  the  rail  are  used  in  their  stead.  All  derailing 
switches  have  proper  targets. 

All  but  about  6  miles  of  the  track  of  the  main  line  are  well  ballasted  with 
broken  stone,  the  remaining  6  miles  with  gravel  in  good  quantity.  The  Hudson 
branch  is  very  well  ballasted  with  gravel  and  cinders.  The  alignment  and 
surfacing  of  the  track  are  good,  and  the  outer  rail  on  curves  properly  elevated 
for  the  speed  at  which  the  trains  are  scheduled. 

The  average  length  of  sections  and  average  force  employed  are  as  follows: 
Main  line,  4  miles,  foreman  and  6  men  in  winter,  12  men  in  summer;  Hudson 
branch,  6  miles,  foreman  and  3  men  in  winter,  7  men  in  summer.  Each  gang 
is  furnished  with  flags,  lanterns,  and  torpedoes  to  protect  its  work,  and  all 
portions  of  the  road  are  patrolled  daily  by  some  member  of  the  section  force. 

No  railroads  are  crossed  at  grade  by  the  main  line.  The  Hudson  branch 
crosses  at  grade  4  tracks  of  the  New  York  Ontral  &  Hudson  River  railroad 
at  Hudson:  protected  by  a  modem  and  complete  interlocking  plant;  1  track 
of  the  Albany  &  Hudson  railroad  (electric)  at  Hudson  Upper:  there  are  no 
derailing  switches  in  the  track  of  the  electric  road  nor  protection  over  the 
trolley  wire. 

The  only  interlocking  plants  maintained  are  at  east  end  of  Rensselaer  yard 
and  at  the  west  end  of  Chatham  yard;  they  are  modern  plants,  in  proper 
condition. 

The  right  of  way  is  free  from  trees,  brush,  and  rubbish.  The  main  line  is 
fenced  with  wire,  in  good  condition.  On  the  Hudson  branch,  in  cases  where 
property  owners  agreed  to  maintain  fences,  they  are  not  in  good  condition,  and 
in  some  cases  are  lacking.    Most  of  the  fences  are  of  wire. 

The  highway  crossings  are  well  graded  and  planking  properly  maintained; 
they  are  protected  by  signs  of  the  finger  board  design  on  the  main  line,  one 
on  either  side  of  the  railroad  crossing;  on  the  Hudson  branch  a  single  crossing- 
sign  is  used.  They  are  properly  located  and  well  painted.  Metallic-slat  cattle 
guarde  with  suitable  guard  fences  are  maintained  at  each  boundary  of  the 
highways  crossed  at  grade.  The  crossings  are  protected  as  follows:  Main 
line,  3  by  flagmen,  4  by  gates,  1  by  electric  bells,  19  by  crossing-signs;  Hudson 
branch,  6  by  flagmen,  7  by  gates,  1  by  crossing-sign. 

The  movements  of  trains  on  the  main  line  are  governed  by  automatic  electric 
block  signals  of  the  banjo  form;  they  are  not  regularly  spaced,  and  are  now 
being  replaced  with  a  modem  system  of  two-armed  semaphores  showing  the 
condition  the  two  blocks  in  advance  of  trains.  On  the  Hudson  branch  trains 
are  governed  by  the  telegraphic  block  system,  positive  for  passenger  trains. 

The  station  buildings  are  in  flrst-class  repair,  clean  and  neat,  and  properly 
famished;  water  for  drinking  is  provided,  and  time-tables  are  posted  in  the 
waiting  rooms.  The  station  platforms  are  of  concrete,  plank,  and  gravel,  and 
are  well  maintained.  At  all  stations  on  the  main  line  except  Brookview, 
sanitary  closets  are  provided;  also  at  Hudson  iJ-pper  and  Olaverack  on  the 
Hudson  branch ;  at  other  stations  are  outside  closets.  The  station  yards  are 
in  good  condition.  All  station  employees  are  uniformed  and  wear  a  badge 
indicating  their  employment. 

The  principal  repairs  and  improvements  noted  as  having  been  made  since 
the  last  inspection  (October,  1906)  are  as  follows:  About  15.26  miles  of 
additional  third  main  track  have  been  constructed;  passing  sidings  and  yard 
tracks  have  been  extended,  about  2  miles  of  additional  track  having  been 
built;  the  work  is  well  under  way  for  2.65  miles  of  additional  third  track, 
and  for  1.10  miles  of  additional  sidings;  about  25  per  cent,  of  the  main  line 
cross-ti^  have  been  renewed^  and  15  per  oei^t.  of  tho«e  on  the  Hudson  branch; 
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about  21  miles  of  new  100-lb.  rail  bare  been  laJd  in  tbe  main-line  tradoB, 
replacing  05-lb.  worn  rail;  about  6  miles  of  double  track  in  tbe  main  line 
bave  been  re-ballaeted  witb  broken  stone  and  4  miles  witb  gravel;  tbe  new 
tbird  trade  has  been  fairly  well  ballasted  with  gravel,  cinders,  and  stone.  A 
new  steel  truss  overhead  highway  bridge  has  been  put  in  east  of  Chatham 
replacing  a  wooden  bridge;  a  new  et^l  girder  bridge  on  eastbound  main 
track  east  of  Chatham  replacing  a  lighter  bridge;  a  new  imdercrossing  bridge 
1%  miles  west  of  Chatham  eliminating  two  grade  crossings.  A  new  water 
supply  station  has  been  installed  at  Payne's  Mill,  two  miles  east  of  Chatham* 
A  new  steel  truss  overhead  highway  bridge  has  been  put  in  half  a  mile  east 
of  Brookview  replacing  a  wooden  bridge;  a  new  iron  bridge  put  in  one  mil© 
west  of  Chatham,  the  highway  crossing  under  the  railroad  being  widened  and 
new  masonry  constructed;  an  extensive  new  retaining  wall  and  abutment  are 
nearly  completed  at  an  overhead  highway  bridge  just  west  of  Van  Hoesen.  A 
new  water  supply  station  put  in  at  Brookview.  A  new  engine  house,  coaling 
plant,  ash  pits,  etc.,  constructed  at  Rensselaer,  the  engine  house  containing 
21  stalls;  and  new  automatic  double-armed  dectric  semaphore  signals  are 
being  constructed. 

Recommendation:  The  property  is  being  well  cared  for.  The  only  recom- 
mendation considered  necessary  is  that  the  fences  on  the  Hudson  branch  be 
put  in  proper  repair. 

Respectfully  submitted, 

J.  D.  Shtjltz, 
Bteam  Railroad  Inspector, 


NEW  YORK  CENTRAIi,  HUDSON  BIVEB  AND  FOBT  ORANGE  RAILROAD. 

Inspected  October  25,  1908.    Last  previous  inspection  August  9,  1907. 
To  the  Pullic  Service  Commissiony  Second  District: 

GENTLEMEN:  I  have  made  an  inspection  of  the  New  York  Central,  Hudson 
River  &  Fort  Orange  railroad,  and  respectfully  submit  the  following  report: 

The  New  York  Central,  Hudson  River  &  Fort  Orange  railroad  is  practically 
a  switching  track  for  handling  cars  between  the  New  York  Central  &  Hudson 
River  railroad  station  at  Castleton  and  the  mills  of  the  Fort  Orange  Paper 
Company,  which  are  located  north  of  the  village  of  Castleton.  The  length  of 
the  road  is  approximately  one  mile,  and  in  the  vicinity  of  the  mills  there  is 
approximately  a  mile  of  siding  and  yard  tracks. 

The  road  is  quite  crooked  after  leaving  the  line  of  the  New  York  Central 
tracks  and  the  curves  are  sharp.  The  grades  are  very  light  excepting  in  the 
paper  mill  yard  where  tracks  leading  to  coal  trestles  are  steep.  The  grading 
is  light,  embankments  are  fair  width,  and  while  some  small  cuts  are  narrow 
they  are  fair  width  for  a  road  of  this  class.  There  are  no  bridges  or  openings 
to  grade  in  the  roadway.  A  coal  trestle  on  a  switch  in  the  yard  has  a  very 
steep  grade  in  the  approach;  it  is  the  intention  to  change  the  location  of 
the  main  track  to  higher  ground  and  reduce  this  grade  the  coming  season. 

The  cross-ties  are  mainly  yellow  pine  6x8  in.  8  ft.  in  length,  and  laid  at 
the  rate  of  2816  to  the  mile;  the  ties  are  in  fair  condition  for  track  of  this 
character,  about  500  ties  having  been  renewed  since  last  inspection. 

The  track  is  laid  with  mix^  rail  varying  from  60  to  60  lbs.  per  yard, 
connected  by  angle  and  Fish  plates  24  in.  in  length  with  4  bolts.  Considerable 
rail  has  been  renewed  and  track  put  in  better  condition  since  last  inspection. 
Both  split  point  and  stub  switcnes  are  in  use,  and  nearly  all  have  rigid 
stands,  many  of  them  without  targets.  The  stub  switches  are  in  the  yard 
at  the  mill.  Frogs  are  rigid.  The  track  is  ballasted  with  a  light  quantity 
of  cinders  and  the  alignment  and  surface  are  fair  with  outer  rail  ot  curves 
sufficiently  elevated  for  the  slow  speed,  6  to  8  miles  an  hour,  at  which  trainf 
operate. 

The  right  of  way  is  not  defined;  no  fences  are  maintained  and  are  hardly 
necessary  as  the  road  runs  through  property  belonging  to  the  mill  company 
owning  the  railroad.  There  is  one  highway  crossing  which  is  well  graded, 
properly  planked,  and  protected  by  a  sign  of  triangular  form. 
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No  regular  track  force  is  employed;  men  employed  abont  tbe  mill  do  wluti- 
ever  work  is  necessary. 

The  road  owns  no  station  buildings.  No  regular  trains  are  run  or  paasen- 
gers  carried.  The  business  consists  in  hauling  freight  for  the  Fort  Orange 
Paper  Company  and  the  adjoining  mill. 

The  road  is  practically  a  yard  track,  is  in  fair  condition  for  the  serrice 
required,  and  no  recommendations  appear  necessary. 

Respectfully  submitted, 

E.  F.  Van  Hoesen, 
Steam  RcUlroad  Inspector. 

WW  YOBK,  OHIOAGO  AND  BT.  LOUIS  BAILBOAD. 

Inepected  October  10,  1008.    Last  previous  inspection  April  25,  1907. 
To  iJ^e  PuhUo  Service  Commiasion,  Second  District: 

GiBNTLEMEN:  I  havc  made  an  inspection  of  the  New  York,  Chicago  &  St. 
Louis  railroad,  and  respectfully  submit  the  following  report: 

Theportion  of  the  New  York,  Chicago  &  St.  Louis  railroad  in  the  State  of 
New  York  extends  from  a  connection  with  the  main  line  of  the  Erie  railroad 
at  Seneca  street,  Buffalo,  to  the  Pennsylvania-State  line  near  Ripley,  a  dis- 
tance of  68.22  miles,  and  has  7.84  miles  of  second  main  track  and  33.11  miles 
of  sidings  and  yard  tracks. 

The  general  alignment  of  the  road  is  very  good.  There  is  one  curve  of  5 
degrees  between  Tifft  yard  and  Buffalo  Junction;  aside  from  that,  the 
greatest  curve  is  3  degrees  30  minutes,  located  near  Blasdell.  The  grades  of 
the  road  are  generally  light  and  regular;  the  maximum,  a  one  per  cent, 
grade,  or  about  53  ft.  per  mile,  for  4300  ft.  east  of  Lakeview. 

The  cuts  and  embankments  are  of  good  width,  and  the  roadway  is  well 
drained.  The  road  for  about  one-half  its  length  in  this  State  is  built  close 
alongside  the  Chautauqua  division  of  the  Pennsylvania  railroad,  and  on  that 
portion  of  the  road  the  iron  bridges,  open  culverts,  cattle  passes,  etc.,  are 
joint  structures  and  the  station  buildings  are  used  jointly.  The  steel  and 
iron  bridges  and  viaducts  are  generally  in  good  condition.  The  flood  bridge 
about  one  mile  west  of  Irving  station,  which  is  a  joint  structure  with  the 
Pennsylvania  road,  and  which  was  badly  damaged*  by  a  freshet  about  four 
years  ago,  is  now  being  repaired.  This  bridge  consists  of  4  spans  of  deck 
plate  girder.  The  southerly  pier  and  south  abutment  were  undermined  by 
the  freshet;  the  pier  is  being  repaired,  piles  having  been  driven  around  it, 
and  after  the  inclined  top  surface  of  pier  has  been  squared  up,  the  pier  is 
to  be  encased  with  concrete,  and  concrete  coping  to  cany  the  girders.  At  the 
time  of  inspection,  this  work  was  in  progress  and  forces  were  engaged  in 
tearing  out  the  Pennsylvania  company^  half  of  abutment,  which  I  under- 
stood  was  to  be  entirely  removed  and  new  half  abutment  built,  the  New 
York,  Chicago  &  St.  Louis  company's  half  to  be  repaired  if  conditions  per- 
mitted its  being  done.  No  arrangements  have  been  made,  and  I  believe 
they  do  not  intend,  to  raise  the  grade  of  the  railroad  at  this  point.  The 
masonry  3t  bridge  No.  25,  which  is  failing,  was  being  rebuilt  at  time  of 
inspection.  There  are  several  steel  viaducU;  at  No.  9  the  east  abutment 
is  built  on  rock  which  apparently  is  moving  toward  the  gorge.  Excavation 
has  been  made  to  the  rock  and  it  is  now  being  watched  to  determine  if  there 
is  any  movement,  and  to  take  such  measures  as  are  necessary  to  remedy  same. 
The  masonry  to  the  remaining  bridges  is  very  good,  the  bridge  floors  are 
standard  and  in  good  repair,  and  inside  guard  rails  are  maintained.  There 
are  no  wooden  bridges  excepting  one  or  two  overhead  highway  bridges;  these, 
as  well  as  those  of  iron,  are  protected  by  warning  signals  where  clearance  is 
less  than  21  ft.  above  track.  There  are  6  pile  or  framed  bent  trestles,  the 
longest  about  360  ft.  in  length,  generally  in  good  repair;  the  timber  in  No. 
34  is  getting  old,  as  is  also  the  deck,  and  repairs  will  be  needed  in  the  near 
future.  Three  trestles,  Nos.  15,  15^,  and  16,  have  been  filled  since  last 
inspection.  Inside  guard  rails  are  maintained  on  all  trestles.  Almost  all  of 
the  open  culverts  and  cattle  passes  are  constructed  entirely  of  timber,  and 
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are  generally  in  good  condition;  4  open  culverts  hare  been  replaced  by  iron 
pipe  culverts  or  concrete  box.  The  arch,  box,  and  pipe  culverts  are  apparently 
in  good  condition. 

The  standard  dimensions  of  cross-ties  are  6x8  in.,  B  ft.  in  length.  They 
are  70  per  cent,  oak,  20  per  cent,  cedar,  and  10  per  cent,  chestnut,  and  are 
laid  at  the  rate  of  2^92  to  the  mile  of  track.  They  are  full  spiked  and 
generally  in  good  condition;  about  10  per  cent,  have  been  renewed  since  last 
inspection  in  1907.  In  Buffalo,  1.03  miles  of  main  track  are  laid  with  60-lb. 
steel  rail  greatly  worn  and  should  be  replaced;  20.64  miles  are  laid  with  65-lb. 
steel  rail,  some  of  it  considerably  worn  and  should  be  replaced;  64.39  miles 
are  laid  with  76-lb.  steel  rail  in  good  condition,  about  27  miles  of  it  having 
been  laid,  in  place  of  worn  65-lb.,  since  last  inspection;  28.5  miles  of  75-lb. 
rail  are  laid  with  continuous  rail  joints  22  in.  in  length,  with  4  bolts;  47.56 
miles  of  track  are  laid  with  angle  plates  22  in.  long,  with  4  bolts.  The  con- 
nections are  full  bolted,  some  loose  bolts  and  a  few  cracked  angle  bars  were 
observed.  •  The  main-track  switches  are  split  point  and  have  automatic  as 
well  as  rigid  stands,  with  proper  targets  well  painted.  Some  high  targets 
are  maintained.  Switch  and  semaphore  lamps  show  red  light  for  danger  and 
white  for  safety.  Frogs  are  spring  rail  and  well  maintained.  Derailing 
switches  are  in  sidings  where  their  use  appears  necessary.  The  road  is  bal- 
lasted 'with  gravel  and  cinders,  and  there  are  places  where  additional  ballast 
would  be  beneAcial.  No  ballasting  has  been  done  since  last  inspection.  The 
alignment  and  surfacing  of  track  are  good,  and  outer  rail  on  curves  properly 
elevated  for  speed  at  which  trains  are  scheduled. 

The  track  sections  are  about  &%  miles  in  length,  and  the  average  force 
employed  on  each  consists  of  a  foreman  and  5  laborers.  Each  gang  is 
furnished  with  flags,  lanterns,  and  torpedoes.  All  portions  of  the  track  are 
patrolled  daily  by  the  section  foreman  and  his  force. 

The  following  steam  and  electric  railroads  are  crossed  at  grade:  Erie, 
Buffalo  &  Southwestern  branch,  one  track  crossed  by  two  freight  tracks 
of  N.  Y.,  C.  &  St.  L.  at  East  Buffalo:  the  crossings  are  protected  by  a  tilting 
board  signal  and  all  trains  are  required  to  come  to  a  full  stop  before  crossing. 
Delaware,  Lackawanna  &  Western  railroad,  two  tracks  near  Smith  street, 
Buffalo:  the  crossing  is  protected  by  disc  signals  located  on  a  tower  and 
all  trains  are  required  to  come  to  a  full  stop  before  crossing.  This  is  the 
crossing  where  the  Board  of  Railroad  Commissioners  had  taken  up  the  ques- 
tion of  elimination.  Buffalo  Creek  railroad,  two  tracks  at  South  Buffalo: 
crossing  protected  by  a  tilting  board  signal  and  all  trains  required  to  come 
to  a  full  stop  before  crossing.  Erie  railroad,  Buffalo  &  Southwestern  branch, 
one  track  at  Blasdell:  the  crossing  is  protected  by  tilting  board  signal  and 
all  trains  are  required  to  come  U>  a  full  stop  before  crossing.  Erie  rail- 
road, one  track  at  Dimkirk:  the  crossing  is  protected  by  tilting  board  sig^nal 
and  all  trains  are  required  to  come  to  a  full  stop  before  crossing.  Dunkirk, 
Allegheny  Valley  &  Pittsburgh  railroad,  one  trade  at  Dunkirk:  the  crossing 
is  protected  by  a  tilting  board  signal  and  all  trains  are  required  to  come  to 
a  full  stop  before  crossing.  Dunkirk  &  Fredonia  railroad  (electric),  one 
track  at  Dunkirk:  trough  on  trolley  wire,  but  no  derails  in  electric  railroad 
track;  the  conductors  of  trolley  cars  pilot  their  cars  across.  The  grade 
crossing  of  The  Chautauqua  Traction  Company's  track  at  Westfield  has  been 
eliminated,  the  trolley  track  now  crossing  overhead  on  an  iron  truss  bridge. 
There  are  no  interlocking  plants  maintained.  The  right  of  way  is  clear  and 
clean.  The  fences,  of  wire  and  board,  are  in  fair  repair;  fences  are  lackinjr 
at  some  points.  Some  new  fence  has  been  built  and  about  40  miles  of  old 
fencing  repaired  since  last  inspection.  Mile-posts  are  boards  attached  to 
ielegra/ph  poles.  The  highway  crossings  are  well  graded,  properly  planked, 
and  are  protected  by  signs  of  the  X  form  properly  placed  and  well  painted. 
There  are  69  crossings  protected  in  this  manner,  and  in  addition  there  are 
16  crossings  protected  by  flagmen,  without  gates;  1  by  gates  and  2  protected 
by  electric  bells.  A  few  crossings  have  cattle  guards  of  the  wooden-slat 
pattern;  many  crossings  are  without  guards.  Where  the  Pennsylvania  rail- 
road tracks  adjoin  the  track  of  the  New  York,  Chicago  &  St.  Louis  railroad, 
the  two  tracks  are  often  at  different  elevations,  and  while  guards  may  be 
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in  place  between  the  rails,  they  are  lacking  between  the  tracks  of  the  two 
companies.     Whistle-posts  are  maintained  at  proper  distance  from  crossings. 

The  movements  of  trains  are  governed  by  the  telegraphic  train  order  system. 
Trains  are  held  5  minutes  at  station  after  the  departure  of  a  freight  train, 
and  10  minutes  after  that  of  a  passenger  train. 

The  station  buildings  are  in  good  repair  and  are  properly  furnished,  plat- 
forms of  plank  and  gravel  and  in  good  condition. 

About  10  per  cent,  of  the  cross-ties  have  been  renewed  since  last  inspection 
and  28.5  miles  of  new  75-lb.  steel  rail  have  been  laid,  replacing  same  amount 
of  65-lb.  rail;  4.3  miles  of  new  fence  have  been  built  and  41.1  miles  exten- 
eively  repaired;  3  timber  trestles  have  been  filled,  iron  girders  or  concrete 
structures  taking  care  of  smaller  openings;  4  open  culverts  have  been  filled 
with  cast-iron  pipe  to  care  for  drainage;  4  open  culverts  and  cattle  passes 
have  been  extensively  repaired;  the  freight  house  at  Ihinkirk  renewed  on 
account  of  fire  destroying  old  one.  A  number  of  freight  and  passenger  sta- 
tions have  been  re-painted;  bridges  Nos.  9,  14,  and  22  have  been  re-painted; 
Nos.  1  and  19  re-painted  below  fioor;  No.  21  has  had  4  towers  re-painted,  and 
Nos.  26,  39,  41,  and  44  have  had  the  tops  of  girders  painted.  Subways  for 
the  Buffalo  &  Lake  Erie  Traction  Company  have  been  built  at  Dunkirk  and 
Farnham;  at  Westfield  a  grade  crossing  eliminated  and  overhead  bridge  con- 
structed at  North  Portage  street.  Bridge  No.  21,  viaduct  1743  ft.  in  length, 
has  had  entire  floor  renewed;  and  a  new  electric  alarm  signal  has  been  in- 
stalled at  Derby  crossing. 

Recommendations :  That  cattle  guards  with  suitable  guard  fences  be  main- 
tained on  each  side  of  all  highways  crossed  at  grade,  and  that  the  badly  worn 
rail  be  replaced. 

Respectfully  submitted, 

E.  F.  Van  Hoesen, 
Steam  Railroad  Inspector. 


HEW   TOBK,    NEW    HAVEN   AND    HARTFORD   RAILROAD. 

Inspected  October  29,  1908. 
To  the  Public  Service  Commiesion,  Second  District : 

GENTI.EMEN:  I  have  made  an  inspection  of  the  New  York,  New  Haven  & 
Hartford  railroad,  and  respectfully  submit  the  following  report: 

The  portion  of  the  main  line  situated  in  this  State  and  outside  of  the 
territory  of  the  Public  Service  Oommission,  First  District,  extends  from  the 
New  York  city  line  at  Mt.  Vernon  to  the  Connecticut-State  line.  The  por- 
tion of  the  Harlem  River  &  Port  Chester  railroad,  or  Harlem  River  branch 
as  it  is  called,  outside  the  First  District  territory,  extends  from  New  Rochelle 
Junction  to  New  York  city  line,  Pelham  Manor.  New  England  railroad  ex- 
tends from  Hopewell  Junction  on  the  line  of  the  Newburgh,  Dutchess  &  Con- 
necticut railroad  to  the  Connecticut-State  line  near  Mill  Plain.  There  is  also 
a  portion  of  the  New  England  railroad  extending  from  Wioopee  Junction  to 
Fishkill  Landing,  1.65  miles  of  single  track,  but  as  this  portion  is  under 
the  jurisdiction  of  the  Central  New  England  railroad  the  mileage  is  not  in- 
cluded in  the  above  length  of  line.  The  trackage  in  miles  within  the  Second 
District  is  as  follows: 

LENGTH    OP   LINES. 


Divisioii  or  Branch. 

1st. 

2nd. 

3rd. 

4th. 

6th. 

6th. 

Siding 
and  yard. 

Main  line 

13.25 
1.67 

28.76 

13.32 
1.63 

27.78 

13.32 
1.63 

13.25 
1.60 

"i;67 

■*i'.66 

12.60 

Harlem  River 

New    England    rail- 
road   

.65 
12.16 

Total 

43.68 

42.73 

14.95 

14.85 

1.67 

1.60 

25.41 
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The  general  alignment  is  good  and  all  curves  light.  The  maximum  curve 
is  3  degrees  7  minutes,  at  Port  Chester  station.  The  grades  are  also  light 
and  for  the  greater  part  of  the  length  level.  The  maximum  grade  is  30  ft. 
per  mile  for  about  1.2  miles  between  New  Rochelle  and  Larchmont.  The 
Harlem  River  branch  has  good  alignment.     The  maximum  curve  is  1  degree 

30  minutes,  between  Pelham  Manor  and  Woodside,  and  the  maximum  grade 

31  ft.  per  mile  for  about  ^  mile  between  the  same  points. 

The  roadway  is  well  graded  and  thoroughly  drained  on  both  main  line  and 
branch.  All  bridges  are  steel  or  iron,  erected  on  good  masonry,  and  have 
standard  ties  and  guard  timbers  in  good  condition;  two  new  bridges  have 
been  erected  on  main  line,  replacing  lighter  ones,  and  one  new  bridge  on 
the  Harlem  River  branch;  inside  guard  rails  are  maintained  on  all  openings 
to  grade.  There  are  no  wooden  bridges  or  timber  trestles  in  the  roadway. 
Open  culverts  have  good  masonry,  I-beam  stringers,  and  standard  floors  in 
good  repair.    The  arch,  box,  and  pipe  culverts  are  in  good  condition. 

Cross-ties  on  the  main  line  are  84  per  cent,  chestnut,  5  per  cent,  oak,  11 
per  cent,  creosoted;  of  the  chestnut  ties  35  per  cent,  have  been  renewed  since 
June  30,  1907,  and  30  per  cent,  of  the  oak.  On  Harlem  River  branch  25  per 
cent,  are  chestnut,  3  per  cent,  oak,  72  per  cent,  creosoted;  59  per  cent,  of 
the  chestnut  and  oak  have  been  renewed  since  June  30,  1907.  The  standard 
dimensions  are  not  less  than  6x6  in.,  8  ft.  in  length  for  chestnut  and  oak 
ties,  and  7x8  in.,  8  ft.  in  len^h  for  the  creosoted  ties.  The  cross-ties  are 
in  first-class  condition,  extensive  renewals  having  been  made  since  last  in- 
spection. The^  are  evenly  spaced,  full  spiked,  and  are  laid  at  the  rate  of 
3168  to  the  mile  of  track.  Tie-plates  are  used  on  curves  and  double  spiked 
on  outside.    Screw  spike  are  used  in  the  creosoted  ties. 

The  main  line  and  Harlem  River  branch  tracks  are  laid  with  1004b.  steel 
rail  connected  by  anjsfle  bars  24  in.  in  length  with  4  bolts,  suspended  joints. 
The  rail  and  connections  are  in  first-class  condition,  except  some  rail  in  track 
No.  2,  main  line,  which  is  worn  and  is  to  be  replaced.  The  switches  are  split 
point  and  have  automatic  stands  with  well  painted  targets.  Switch  and  sema- 
phore lamps  show  red  light  for  danger  and  green  for  safety.  Frogs  are  spring 
Tail  and  derailing  switches  are  in  sidings  where  their  use  afppears  necessary. 
The  tracks  on  main  line  and  branch  are  well  ballasted  with  broken  stone. 
The  alignment  and  surfacing  of  tracks  are  excellent  on  main  line  and  good 
on  Harlem  River  branch,  where  track  rearrangement  and  construction  is  in 
progress.  The  outer  rails  on  curves  are  properly  elevated  for  the  fast  speed 
maintained.  On  main  line  the  average  length  of  track  sections  is  2  miles 
(8  miles  single  track)  with  an  average  force  on  each  of  foreman  and  5 
laborers  in  winter  and  foreman  and  9  laborers  in  summer.  On  Harlem  River 
branch  the  average  length  is  3  miles  (or  12  miles  single  track  as  only  4  tracks 
are  now  in  use),  with  average  force  on  each  of  foreman  and  2  laborers  in 
winter,  foreman  and  17  laborers  in  summer.  Each  gang  is  furnished  with 
flags,  lanterns,  and  torpedoes  for  protecting  work,  and  all  portions  of  the  track 
are  patrolled  daily  by  some  member  of  the  section  gang.  There  are  no  grade 
crossings  of  steam  or  electric  railroads.  On  the  main  line  interlocking  plants 
are  maintained  at  South  Mt.  Vernon,  Mt.  Vernon,  New  Rochelle  Jimction, 
New  Rochelle  yard,  Mamaroneck,  Harrison,  and  Rye,  governing  all  approaches 
to  yards,  crossovers  and  other  tracks  connecting  with  main  track;  there  are 
no  interlocking  plants  on  the  Harlem  River  branch. 

The  right  of  way  is  clean  and  clear,  free  from  trees,  brush,  and  rubbish. 
Fences  are  maintained  where  necessary.  Mile-posts  are  properly  located. 
There  are  no  higliways  crossed  at  grade.  The  movements  of  trains  are  gov- 
erned by  manual  controlled  block  system.  The  station  buildings  are  in 
first-class  condition  and  properly  furnished. 

Since  last  inspection  in  June,  1907,  the  following  repairs  and  improvements 
have  been  made :  35  per  cent,  of  the  chestnut  and  30  per  cent,  of  the  oak  cross- 
ties  have  been  renewed;  5.27  miles  of  new  lOO-lb.  steel  rail  have  been  laid 
leplacing  a  like  amount  of  worn  lOO-lb.;  2  steel  bridges  Nos.  11  and  41  have 
been  replaced  with  heavier  bridges  and  the  east  abutment  of  bridge  No.  11 
rebuilt;  a  50- ft.  extension  has  been  made  to  the  Mt.  Vernon  freight  house  and 
platform  rebuilt;  7  miles  of  wire  fence  and  0.17  mile  of  Atone  fence  hftve  been 
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built;  10  miles  of  fence  repaired,  and  a  subway  constructed  at  Pelbam.  On 
tbe  Harlem  River  branch:  59  per  cent,  of  the  oik  and  chestnut  ties  have  been 
renewed;  2%  miles  of  track  have  been  re-ballasted  with  broken  stone;  at  Main 
street,  New  Rochelle,  a  new  steel  bridge  of  106-ft.  span  has  replaced  a  96-ft. 
span,  and  steel  work  put  in  for  2  additional  tracks  at  Kings  Highway  and 
at  Webster  avenue.  New  Rochelle;  0.55  mile  of  track  laid  in  new  yard  at 
Pelham  Manor,  and  new  passenger  subways  constructed  at  Pelham  Manor  and 
Woodside. 

No  recommendations  are  necessary.  A  great  improvement  has  been  made  in 
track  conditions  since  last  inspection. 

Respectfully  submitted, 

E.  F.  Van  Hoesen, 
Steam  Railroad  Inspector, 

NEW  TOSK,  ONTABIO  AND  WESTEBN  BAILWAT. 

Inspected  July  13-18,  31,  1908.  Last  previous  inspection  June  25-29,  1906. 
To  the  Public  Service  Commission,  Second  District: 

Gentlemen:  I  have  made  an  inspection  of  the  New  York,  Ontario  and 
Western  Railway  Company's  lines  in  this  State,  and  respectfully  submit  the 
i>llowing  report: 

The  ^ew  York,  Ontario  and  Western  Railway  Company  operates  in  the  State 
of  New  York  the  following  named  lines  of  railroad: 

Main  line  from  a  connection  with  the  West  Shore  railroad  at  Cornwall  to 
Oswego,  double  track  between  Cornwall  and  Cadosia,  with  the  exception  of 
that  portion  between  Strongtown,  Liberty,  and  Youn£f*s  Gap,  6.52  miles,  where 
the  second  track  is  nearly  completed,  and  through  the  Bloomingbur^h,  Falls- 
burgh,  and  Hawk  Mountain  tunnels,  where  only  a  single  track  is  maintained; 
the  main  line  is  operated  as  two  divisions,  bouthern  division  that  portion 
south  of  Sidney,  Northern  division  north  of  that  point.  Ellenville  branch 
and  Ellenville  &  Kingston  railroad,  single  track,  from  junction  with  main  line 
at  Summitville  to  Kingston.  Port  Jervis,  Monticello  &  Summitville  railroad, 
sinffle  track,  from  junction  with  the  main  line  at  Summitville  to  Port  Jervis, 
with  branch  from  Valley  Junction  to  Monticello.  Scranton  division,  single 
track,  from  junction  with  the  main  line  at  Cadosia  to  the  Pennsylvania- 
State  line  near  Hancock.  Delhi  branch,  single  track,  from  a  connection  with 
the  main  line  at  Walton  to  Delhi.  New  Berlin  branch,  single  track,  from 
New  Berlin  Jimction  on  main  line  to  New  Berlin.  Wharton  Valley  railroad, 
single  track,  from  New  Berlin  to  Edmeston.  Pecksport  Connecting  railway, 
single  track,  from  Whites  Corners  on  the  main  line  to  Pecksport  on  the 
Utica  division.  Utica  Division,  single  track,  from  RandaJlsville  on  the  main 
line  to  Utica.  Rome  branch,  single  track,  from  Clinton  on  the  main  line  of 
Utica  division  to  Rome. 

LENGTH    OP   TRACK   IN    MILES. 


Division  or  Branch. 


Main 
track. 


Second 
track. 


Sidings 

and  yard 

tracks. 


Southern 

Ellenville 

Ellenville  A  Kingston 

Port  Jervis,  Monticello  &  Summitville 

Scranton 

Delhi 

Northern 

New  Berlin 

Wharton  Valley 

Pecksport  Connecting 

Utica 

Rome 

ToUl 


147.45 

7.80 

27.14 

38.27 

2.91 

16.84 

124.30 

22.38 

.6.80 

3.69 

31.30 

12.78 


100.27 


441.66 


100.27 


67.96 

.95 

6.37 

4.84 

.59 

2.62 

48.96 

2.66 

1.29 

.84 

18.63 

2.76 


158.47 
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The  Southern  division,  including  the  branch  lines,  has  many  curves  and 
steep  grades.  The  main  line  grades  are  long  and  fairly  regular.  The  road 
crosses  a  number  of  summits,  and  at  four  of  them  there  are  tunnels,  the 
longest  being  3854  ft.  in  length.  The  Northern  division,  including  branch 
lines,  is  very  crooked  on  the  southern  portion,  with  long  and  steep  grades; 
on  the  northern  portion  the  road  is  fairly  straight  and  grades  are  light. 

MAXIMUM  CURVES  AND  GRADES. 


Maxxmum  Curve. 

Maximum  Grade  Per  Mile. 

Division  or  Branch. 

Degree. 

Length. 

Location. 

NORTHBOUND. 

Rate. 

Length. 

Rate. 

Length. 

Southern    Div.,    main 
line 

70 

10* 

13"  ly 
8M6' 
8" 

10* 
•go"- 

7« 

Feet. 
1.700 

820 

829 
1,100 
1,675 

2.122 

1.300 

400 

"*9i6 
649 

Cooks  Falls. 

105 

58 

66 
39 
63 

109 
49 
79 
26 
52 
52 

MiUs. 
0.10 

0.14 

0.55 
1.15 
0.50 

1.19 
0.30 
0.23 
1.00 
0.40 
0.40 

95 

68 

122 
26 
70 

95 
71 
79 
4 
79 
44 

MUet, 

0.20 

Ellenville   branch   and 
EUenvllle   &  Kings- 
ton R.  R 

1.16 

Port  Jervis,  Monticello 

&  Summitville 

Scranton 

Valley  Jan.. 
Cadosia.... 
Walton 

Guilford.... 

2.80 
1  20 

Delhi 

0.30 

Northern    Dlv.,    Main 
line 

0.39 

New  Berlin 

0.72 

Wharton  Valley 

0.32 

Pecksport  Connecting.. 

0.90 

Utica: !7; 

0.26 

Rome 

0.85 

The  cuts  and  embankments  are  generally  of  full  width  and  proper  slope. 
On  the  Southern  division,  and  on  the  Kingston  and  Monticello  branches,  there 
are  some  cuts  with  sliding  banks,  which  have  concrete  masonry,  stone  wall, 
or  pile  and  timber  walls  to  hold  the  bank  and  prevent  the  material  from 
filling  ditches  and  getting  on  track;  these  walls  are  generally  well  maintained. 
Sub-drains  are  used  in  a  few  wet  cuts.  North  of  Horton  is  a  short  rock  cut 
which  should  be  gone  over  occasionally  to  see  that  there  are  no  loose  pieces 
liable  to  fall  on  track.  There  are  4  tunnels  on  the  Southern  division,  all 
single  track.  Bloomingburgh  tunnel  is  3854  ft.  in  length,  about  one-fifth  of 
it  lined  with  stone  and  brick  arch,  the  balance  through  natural  rock.  Falls- 
burgh  tunnel  is  1024  ft.  in  length,  about  two-fifths  of  it  lined  with  stone  and 
brick  arch,  the  balance  through  natural  rock.  Hawk  Mountain  tunnel,  or 
Hancock  tunnel  as  it  is  sometimes  called,  is  1128  ft.  in  length:  at  last  in- 
spection 240  ft.  had  stone  and  brick  arch,  312  ft.  lined  with  timber,  and 
remainder  through  natural  rock;  at  the  time  of  inspection  just  made,  force 
was  at  work  replacing  some  of  the  timber  lining  with  masonry  side  walls  and 
brick  arch;  the  material  under  cross-ties  was  being  taken  out  down  to  solid 
rock,  and  broken  stone  ballast  will  be  put  in  its  place;  a  line  of  drain  pipe 
will  be  laid  on  each  side  of  track  through  the  tunnel  to  give  drainage.  The 
Northfield  tunnel  is  1636  ft.  in  length:  a  little  over  one-half  of  it  has  stone 
and  brick  arch  lining,  the  remainder  through  solid  rock;  on  account  of  the 
failure  of  the  brick  lining  in  places,  most  of  it  has  been  re-lined  with  steel 
plates.  All  the  tunnels  are  apparently  in  safe  condition,  and  when  the  work 
is  completed  at  Hawk  Mountain  tunnel,  the  track  through  them  will  be 
ballasted  with  broken  stone. 

The  steel  and  iron  bridges  are  in  good  condition  and  generally  well  painted; 
some  that  require  it  will  be  re-painted  this  season.  On  the  Southern  division 
of  main  line,  Cornwall  to  Cadosia,  and  on  Scranton  division,  the  bridges  are 
calculated  to  carry  the  heaviest  class  of  motive  power  and  rolling  stock  used 
by  the  company.  A  number  of  light  bridges  on  branch  lines  have  been  re- 
placed with  heavier  ones  since  last  inspection.  The  heaviest  motive  power  is 
not  operated  over  those  branches  where  bridges  are  considered  a  little  light 


AppEin)ix  0:  IisrspBoTioiT  op  Steam  Hailboam        666 

for  that  class  of  power.  The  same  is  tnie  for  the  northern  division  and 
branches.  There  are  8  eteel  viaducts  on  the  main  line  6outhern  division,  1 
on  Kingston  branch,  2  on  Scranton  division,  and  1  on  New  Berlin  branch; 
the  Northern  division  main  line  has  4,  and  the  Utica  branch  1.  These 
viaducts  are  all  in  good  condition  with  concrete  or  stone  roaaonry  foundations. 
The  decks  are  standard  construction  aud  in  good  condition  generally.  The 
steel  viaduct  south  of  Libertv  is  being  erected  for  second  track,  and  the  steel 
viaduct  just  north  of  Liberty  has  had  steel  work  erected  for  second  track, 
and  new  deck  was  being  put  on  at  time  of  inspection.  The  overhead  steel 
and  iron  highway  and  farm  bridges  are  in  good  repair,  and  all  overhead 
obstructions  less  tlian  21  ft.  above  rail  are  protected  by  warning  signals, 
which  were  in  good  condition  at  time  of  inspection.  There  are  no  wooden 
bridges  in  the  roadway  of  the  main  line  or  branches.  The  Southern  division 
has  a  few  wooden  overhead  highway  or  farm  crossing  bridges,  and  the  North- 
ern division  has  all  wooden  bridges  of  this  character.  They  are  in  proper 
repair  and  all  less  than  21  ft.  above  rail  are  protected  by  warning  signah. 
There  are  no  timber  trestles  on  the  main  line  of  the  Southern  division;  the 
Port  Jervis,  Monticello  &  Summitville  railroad  has  2  short  ones  with  pile 
bents;  the  Delhi  branch  has  2,  240  and  346  ft.  in  length  with  timber  bents, 
all  timber  setting  old.  The  Northern  division  has  a  number  of  trestles  from 
24  to  332  ft.  in  length;  the  New  Berlin  branch  has  3  and  the  Utica  branch 
has  6.  A  number  of  the  main-line  trestles  should  have  renewals  made  where 
necessary  to  stringers  which  have  been  burned,  and  in  one  or  two  cases 
should  have  the  bents  plumbed  where  they  are  leaning.  On  Southern  division 
main  line  and  on  the  Port  Jervis,  Monticello  &  SummitvDle  railroad,  all  open 
culverts  and  cattle  passes  have  I-beam  stringers  and  masonry  abutments, 
except  1  culvert  on  Monticello  branch  which  has  wood  stringers.  The  Kingston 
branch  and  Delhi  branch  have  nearly  all  I-beam  stringers  with 
masonry  abutments.  The  masonry  on  the  P.  J.,  M.  &  S.  and  on  Delhi  branch 
needs  some  repairs  and  renewals.  On  the  Northern  division  nearly  half  of 
the  open  culverts  and  cattle  pasaes  have  wood  stringers,  with  framed  bents, 
planked  behind,  for  abutments.  The  New  Berlin  branch  has,  all  but  two, 
wooden  stringers  with  framed  bents,  planked  behind,  or  abutments  of  timber 
cribbing  for  the  greater  part  of  them.  The  Utica  branch  has  one-third  and 
the  Rome  branch  one-half  of  the  open  culverts  and  cattle  passes  with  wood 
stringers  and  the  framed  bent,  planked,  or  timber  cribbing  for  abutments. 
Some  repairs  are  needed  to  the  masonry  on  the  main  line,  and  Utica  and 
Rome  branches,  and  renewals  are  necessary  for  some  of  the  stringers  and 
decks  on  these  divisions  and  also  on  the  New  Berlin  branch.  The  arch,  box, 
and  pipe  culverts  are  apparently  in  good  condition. 

The  standard  cross-ties  are  6x8  in.  and  6x9  in.,  8  ft.  in  length;  on  the 
Northern  and  Southern  divisions,  the  New  Berlin  branch,  the  Pec^sport  Con- 
necting railway,  and  the  main  line  of  the  Utica  division,  they  are  laid  at  the 
rate  of  3168  to  the  mile  of  track;  on  the  remaining  branch  lines  they  are 
laid  at  the  rate  of  2816  to  the  mile  of  track.  The  Southern  division  ties  are 
about  05  per  cent,  yellow  pine,  5  per  cent,  chestnut  and  oak;  Northern 
division  00  per  cent,  yellow  pine,  10  per  cent,  chestnut  and  oak ;  on  the  branch 
line  tracks  the  percentage  of  oak  and  chestnut  is  a  little  greater,  except  on 
the  Ellenville  &  Kingston,  where  the  ties  are  all  yellow  pine.  The  ties  are 
full  spiked,  generally  well  spaced,  and  necessary  renewals  are  being  made. 
On  the  Rome  branch  renewals  are  being  made  where  new  rail  is  to  be  laid; 
north  of  this  point  at  the  northern  end  of  the  line,  however,  there  should  be 
renewals  made  where  at  the  time  of  inspection  there  have  been  no  ties  dis- 
tributed. On  the  main  line  on  some  of  the  heavy  grades  the  cross-ties  are 
badly  skewed,  due  to  the  creeping  of  the  rails;  at  the  time  of  inspection,  these 
ties  were  being  straightened  and  anti-creepers  were  being  attached  to  rail  to 
prevent  this  movement  of  the  rail. 
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All  the  main  trackB  are  laid  with  steel  rail,  as  follows: 
MILES   OP   RAIL   LAID. 


DiviBlon  or  Branch. 

95-lb. 

76-lb. 

75-lb. 

67-lb. 

62-lb. 

56-lb. 

TotaL 

Southern 

36.46 

94.07 
114.07 

"2;79 
5.35 

16.92 
10.23 

'36*.  i9 
.12 

*22;38 
6.80 

ii.to 

.21 

'7;i6 

25.89 
2.33 

'i4*.25 

"4;42 

'"iio 

1.25 
.75 

*i3'.66 
'8!i5 

147.45 

Northern 

124.30 

Ellenville 

7  80 

Ellenvllle  &  Kingston. . 

P.  J..  M.  4S 

Scranton 

27.14 

38.27 

2.91 

Delhi 

16.84 

New  Berlin 

22.38 

Wharton  Valley 

PeckBport 

6.80 
3.69 

utica!: "..:::: ::.::; 

31.30 

Rome 

12.78 

Total 

36.46 

219.97 

103.55 

52.75 

4.42 

24.51 

441.66 

The  95-lb.  rails  are  connected  by  angle  plates  36  in.  in  length  with  6  bolts, 
the  76-,  75-,  67-,  and  56-H).  rails  by  angle  platea  36  in.  in  length  with  4  bolts, 
and  the  62-lb.  rails  by  angle  plates  24  in.  in  length  with  4  bolts.  The  95-  and 
the  76-lb.  rails  are  in  good  condition,  the  76-lb.  rail  in  fair  condition.  On 
the  New  Berlin  branch  and  Wharton  Valley  railroad  the  56-  and  the  50-lb. 
rails  have  been  replaced  with  75-lb.,  and  most  of  the  56-lb.  rail  that  was  laid 
on  the  P.  J.,  M.  &  S.  R.  R.  has  been  replaced  with  75-lb.  rail.  On  the  Rome 
branch  about  6  miles  of  62-  and  56-lb.  rails  are  now  being  replaced  with  a  like 
amount  of  75-lb.  rail.  On  the  Southern  division  main  line  the  rail  in  the 
piece  of  sinsle  track  between  Strongtowu  and  Young's  Gap,  through  Liberty, 
IS  worn  badly  on  the  curves  and  will  be  replaced  when  the  second  track  is 
completed  between  those  points.  There  were  very  few  loose  track  bolts 
observed  and  joints  were  full  bolted. 

All  main-track  switches  are  split  point  and  have  automatic  switch  stands. 
The  targets  are  well  painted.  Many  high  targets  are  used  at  outlying  and 
obscure  switches  and  in  many  cases  there  are  distant  signals  interlocked  with 
the  switch  stands.  Where  electric  block  signals  are  in  operation  the  switches 
are  properly  connected  with  the  signaling  apparatus.  Main-track  frogs  on 
the  main  line  and  on  most  of  the  branches  are  sprint  rail.  The  Delhi  branch 
and  Rome  branch  have  rigid  as  well  as  spring  rail  frogs.  Derailing  switches 
are  in  all  sidings  connected  with  main  track  where  grtule  descending  towards 
switch  makes  their  use  necessary,  and  the  stands  are  supplied  with  targets. 

Culm  from  the  coal  mines  is  principally  used  for  ballast,  and  gravel  and 
cinders  used  to  some  extent.  Considerable  gravel  has  been  used  in  ballasting 
on  Monticello  branch.  There  are  a  number  of  places  on  main  line  where 
additional  ballast  would  be  beneficial,  particularly  between  Sherburne  Fy>ur 
Comers  and  a  point  north  of  Smyrna  where  ballast  is  light,  and  also  south 
of  Randallsville.  On  the  branch  lines  there  are  places  where  additional  ballast 
is  desirable. 

The  alignment  and  surfacing  of  the  main-line  track  are  generally  good 
except  where  ballast  is  light,  and  at  those  points  the  surface  could  be  im- 
proved. On  tlie  branch  lines  the  alignment  and  surfacing  are  fair  to  good. 
On  the  Delhi  branch,  the  Wharton  Valley  R.  R.,  and  the  Rome  branch  there 
are  many  places  \ihere  the  line  and  surface  could  be  improved,  particularly 
the  surface.    The  outer  rail  on  curves  is  properly  elevated. 

The  track  sections  are  generally  5  miles  in  length,  and  the  section  force 
consists  of  foreman  and  5  laborers  on  single  track,  and  a  foreman  and  7 
laborers  on  double  track.  Each  gang  is  furnished  with  flags  and  torpedoes 
for  protecting  its  work.  Regular  track  walkers  and  night  watchmen  are 
employed  where  necessary,  and  all  portions  of  the  road  are  patrolled  daily. 

The  following  steam  and  electric  railroads  are  crossed  at  grade:  One  track 
of  the  Lehigh  &.  Hudson  River  railway  by  the  double-track  main  line  at 
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Burnside:  the  crossing  is  protected  by  an  interlocking  plant  and  derails  are 
in  all  tracks.  At  Campbell  Hall,  one  track  of  the  Erie  Railroad  Company's 
Montgomery  branch,  by  double-track  main  line :  the  crossing  is  protected  by 
interlocked  signals  only,  and  all  trains  come  to  a  full  stop  before  crossing. 
The  Wallkill  Valley  railroad  operates  over  the  Erie  track,  and  over  the 
Ontario  &  Western  track  for  a  short  distance,  and  the  Central  New  En^and 
joins  the  Erie  by  a  switch  taken  out  of  the  Erie  track  north  of  the  crossing 
and  between  the  crossing  and  the  Erie  signal;  it  would  seem  desirable  to 
put  in  a  more  up-to-date  plant  at  this  point.  At  Sidney,  two  of  The  Delaware 
and  Hudson  Company's  tracks  are  crossed  hj  one  track,  the  crossing  protected 
by  mechanical  interlocking  plant,  no  derails  in  tracks.  At  Sylvan  Beach 
Junction,  one  track  of  the  Lehigh  Valley  railroad  connects  with  the  N.  Y., 
O.  &  W.  tracks:  trains  of  the  Lehigh  Valley  railroad  enter  upon  the  track 
of  the  New  York,  Ontario  &  Western  railroad  and  run  for  about  600  ft.  upon 
that  track  crossing  the  bridge  over  the  barge  canal  and  then  branching  ofif  ou 
the  opposite  side;  a  mechanical  interlocking  plant  controls  and  protects  the 
movement  by  proper  signals  and  derails  in  all  tracks.  At  Central  Square,  one 
track  of  the  Rome,  Watertown  &  Ogdensburg  railroad  (operated  by  The  New 
York  Central  and  Hudson  River  Railroad  Company)  is  crossed  by  two 
tracks:  the  crossing  is  protected  by  a  tilting  board  signal  and  all  trains  are 
required  to  come  to  a  full  stop  before  crossing;  the  crossing  frogs  are  not  in 
good  alignment  and  the  drainage  is  poor ;  the  crossing  should  have  good  stone 
ballast  with  drain  to  carry  away  the  water;  this  crossing  is  maintained  by 
the  Rome,  Watertown  and  Ogdensbiirg  Railroad  Company.  A  switching  track 
leading  to  the  dock  and  another  leading  to  the  coal  trestle  in  Oswesro  are 
crossed  by  the  single  track  of  the  Rome,  Watertown  &  Ogdensburg  railroad: 
each  of  these  crossings  is  protected  by  a  tilting  board  signal  and  all  trains 
are  required  to  come  to  a  full  stop  before  crossing.  One  track"  of  the  Oswego 
Traction  Company  (electric)  is  crossed  on  Tenth  street,  Oswego:  no  protection 
over  the  trolley  wire  and  no  derails.-  The  Port  Jervis,  Monticello  &  Summit- 
ville  railroad  has  one  track  crossed  by  the  single  track  of  the  Port  Jervis 
Electric  light,  Power,  Gas  and  Railroad  Company  on  Ball  street,  Port  Jervis. 
A  derailing  switch,  which  was  installed  on  the  recommendation  of  the  Board 
of  Railroad  Commissioners,  is  located  in  the  track  of  the  electric  railroad  on 
the  steep  hill  above  the  crossing  and  78  ft  distant  from  the  center  of  the 
New  York,  Ontario  and  Western  Railway  Companv's  track.  While  your 
inspector  was  on  the  ground  a  car  came  down  the  hill  and  stopped  at  the 
derail,  which  was  open,  the  conductor  walked  down  to  the  crossing  to  see  if 
track  was  clear,  then  returned  to  the  derail  and  closed  it  by  placing  a  small 
block  in  the  jaw ;  after  car  had  passed  derail  it  stopped  long  enough  to  enable 
the  conductor  to  open  the  derail  and  get  on  board  car,  which  then  proceeded 
over  the  crossing;  there  is  nothing  to  prevent  the  conductor  closing  the  derail 
without  first  going  to  the  crossing,  should  he  so  desire.  The  derailing  switch 
should  be  operated  by  a  lever  placed  on  the  opposite  side  of  the  steam  rail- 
road track,  so  that  it  would  be  necessary  for  the  conductor  of  the  electric  car 
to  cross  the  track  of  the  steam  railroad,  close-  the  derail  by  means  of  the  lever 
placed  there,  hold  it  closed  until  the  car  had  passed  the  derail,  and  upon  his 
releasing  the  lever  the  derail  would  open.  On  account  of  the  steep  descending 
grade  from  derail  to  crossing  it  would  be  better  to  move  the  derail  further 
away  from  the  crossing;  as  now  operated,  there  is  sufficient  time  for  a  train 
to  approach  on  the  steam  railroad,  between  the  time  the  conductor  is  at  the 
«rossing  and  when  the  car  reaches  the  crossing;  there  is  also  nothing  to  pre- 
vent the  conductor  leaving  the  derail  closed  after  his  car  passes  it.  On  the 
Utica  division  at  New  Hartford,  three  tracks  of  the  West  Shore  railroad 
(operated  by  The  New  York  Central  &  Hudson  River  Railroad  Company)  are 
crossed  by  the  main-line  track :  the  crossings  of  two  of  the  West  Shore  tracks 
are  protected  by  gates  which  are  swung  across  tracks;  there  are  no  gates  to 
protect  the  third  West  Shore  track  recently  put  in,  and  which  is  u.sed  for 
traffic  in  either  direction.  Semaphore  signals  have  been  erected  but  have  not 
as  yet  been  put  in  operation.  There  are  no  derails  in  any  of  the  tracks.  The 
West  Shore  railroad  has  electric  cars  operated  over  its  tracks.  At  Utica,  one 
track  of  the  Delaware,  Lackawanna  &  Western  railroad  is  crossed  by  main 
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track:  the  crossing  is  protected  by  a  tilting  board  signal  and  all  trains  are 
required  to  come  to  a  full  stop  before  crossing.  In  Utica,  the  Utica  A  Mohawk 
Valley  railway  (electric)  crosses  with  a  single  track  on  Columbia  street  ajid 
a  single  track  on  Fayette  street:  there  is  a  protection  over  the  trolley  wire 
and  a  derail  in  the  electric  railway  track  at  each  crossing,  the  derails  being 
operated  by  a  lever  placed  on  the  opposite  side  of  steam  railway  track  from 
the  derail,  which  makes  it  necessary  for  conductor  to  go  to  the  crossing  before 
derail  can  be  closed.  At  Clark's  Mills,  the  Rome  branch  single  track  is 
crossed  by  two  tracks  of  the  West  Shore  railroa/d:  the  crossing  is  protected 
by  a  mechanical  interlocking  plant  with  derails  in  all  tracks.  The  main  line 
of  the  Utica  division  crosses  the  Erie  canal  on  a  drawbridge  in  the  city  of 
Utica:  the  bridge  is  electrically  turned  and  locked  and  protected  by  home 
signals  and  derails,  and  a  distant  signal  in  southbound  track. 

Interlocking  plants  are  maintained  at  following  points:  Cornwall,  govern- 
ing the  crossing  of  West  Shore  railroad ;  Burnside,  governing  the  grade  cross- 
ing of  the  Lehigh  &  Hudson  River  railway;  Campbell  Hall,  governing  the 
grade  crossing  of  the  Montgomery  branch  of  the  Erie  railroad;  Middletown, 
governing  the  south  end  of  the  yard  and  connection  with  the  main  line  of  the 
Erie  railroad;  Crawford  Junction,  governing  the  connection  with  the  Craw- 
ford branch  of  the  Erie  railroad;  Bloomingburgh  tunnel,  one  at  each  end, 
governing  the  movements  of  trains  on  the  single  track  through  the  tunnel; 
Fallsburgh  tunnel,  governing  the  movements  of  trains  on  single  track  through 
the  tunnel;  Hawk's  Mountain  tunnel,  one  at  each  end,  governing  the  move- 
ments of  trains  through  the  tunnel;  Sidney,  governing  the  grade  crossing  of 
The  Delaware  &  Hudson  Company's  tracks;  Fish  Creek  (near  Sylvan  Beach), 
governing  the  movements  of  trains  over  the  barge  canal  bridge  and  600  ft.  of 
track  used  jointly  by  the  Lehigh  Valley  railroad  and  the  New  York,  Ontario 
<fe  Western  railway;  Utica,  governing  the  movement  over  the  drawbridge  at 
Erie  canal. 

The  right  of  way  is  free  from  trees,  brush,  and  rubbish.  The  fences  are 
chiefly  of  wire  and  generally  in  good  repair.  Mile-posts  are  maintained  on 
all  lines;  tliose  on  the  southerly  end  of  the  main  line,  the  Ellenville  & 
Kingston  railroad,  and  the  Port  Jervis,  Monticello  &  Summitville  railroad  are 
of  stone,  on  other  parts  of  the  road  they  are  of  wood.  All  grade  crossings  of 
highways  are  well  graded  and  well  planked.  The  crossings  are  protected  by 
signs  of  the  diamond  form,  well  painted  and  properly  located.  Whistle-posta 
are  at  the  prescribed  distance  from  the  crossings.  Wooden-slat  cattle  guards 
with  wing  guard  fences  are  maintained  at  each  boundary  of  all  highways 
crossed  at  grade. 

PROTECTION   AT   HIGHWAY  CROSSINGS. 


Division  or  Branch. 

Flagmen 
and  gates. 

Flagmen 
only. 

Bells. 

Unpro- 
tected. 

Total 

Boutheni 

3 

8 
i 

18 





i 

14 

2 

2 

1 
5 
9 

i 



72 

6 

13 

25 

9 

134 

26 

5 

5 

36 

15 

97 

Ellenville   

0 

Ellenville  &  Kingston 

P.  J.,  M   AS     

3 

18 
27 

Scranton 

1 

Delhi        

15 

Northern 

1 

162 

New  Berlin 

26 

Wharton  Valley 

5 

PecksDort  Connectina: 

5 

uti(^ . . . : . . ... . . . . . ..::.: 

8 

47 

Rome 

16 

Total 

15 

30 

34 

346 

425 

The  movements  of  trains  are  governed  by  the  telegraphic  train  order  system. 
The  Southern  division  from  Cornwall  to  Cadosia  and  portions  of  the  road 
between  Cadosia  and  Sidney  are  protected  by  electric  block  signals,  and  the 
system  of  electric  block  signaling  is  being  extended;  a  few  are  installed  oa 
ibe  Korihem  diyiaion  and  Scranton  divisioiL 


Appenbix  0:  Inspbotion  op  Steam  Railboabs       869 

The  station  buildings  are  in  good  repair,  two  new  passenger  stations  hav* 
been  erected  since  last  inspection.  The  waiting  rooms  are  kept  clean  and  neat 
and  sanitary  conditions  are  generally  good.  Drinking  water  is  supplied  and 
time-tables  are  posted  in  all  waiting  rooms.  Pails  filled  with  water  and 
placed  in  racks  are  provided  as  fire  protection;  at  stations  where  there  is  a 
water  system  hose  is  also  provided,  and  many  of  the  stations  are  supplied  with 
fire  extinguishers.  The  track  platforms  at  almost  all  stations  are  made  of 
stone  screenings  with  a  single  line  of  plank  at  the  outside  and  inside  of  rail. 
Station  grounds  are  kept  clean  and  neat.  Station  employees  are  uniformed 
and  wear  a  badge  indicating  their  employment.  Station  restaurants  are 
maintained  at  Middletown,  Walton,  Oneiaa,  and  Oswego. 

Since  last  inspection,  June,  1906,  about  25  per  cent,  of  the  cross-ties  have 
been  renewed.  On  the  Southern  division  0.43  mile  of  95-lb.  rail  has  been 
laid  to  replace  a  like  amount  of  worn  95-lb.  rail.  New  75-lb.  rail  has  been 
laid,  replacing  lighter  or  worn  rail,  as  follows:  2.37  miles  on  Southern 
division  and  1.93  miles  on  Northern  division  in  place  of  76-lb.;  3.88  miles 
replacing  56- lb.  on  the  Port  Jervis,  Monticello  &  Summitville  railroad,  0.12 
mile  replacing  76-lb.  on  the  Scranton  branch;  1.20  miles  replacing  56-lb.  and 
1.26  miles  replacing  60- lb.  on  the  New  Berlin  branch;  6.80  miles  replacing 
60-lb.  on  the  Wharton  Valley;  0.21  mile  replacing  62-lb.  on  the  Rome  branch. 
Where  the  main  line  crosses  the  new  barge  canal  near  Sylvan  Beach  a  new 
single-track  bridge  212  ft.  long  has  been  erected,  replacing  a  lighter  bridge 
149-ft.  long.  On  the  New  Berlin  branch  a  steel  plate  girder  viaduct  335  ft. 
long  has  replaced  an  iron  trestle  with  wooden  trussed  stringers,  and  7  wooden 
Howe  truss  bridges  have  been  replaced  with  5  lattice  truss  and  2  plate  girder 
bridges.  On  the  Utica  division  4  wooden  Howe  truss  bridges  have  been 
replaced  by  plate  girder  bridges;  and  a  through  plate  girder  swing-bridge  has 
replaced  a  lighter  through  pony  truss  bridge. 

On  the  northern  division  main  line,  timber  trestle  No.  349,  304  ft.  in 
length,  has  been  replaced  with  a  steel  plate  girder  viaduct  272  ft.  long;  No. 
331,  465  ft.  in  length,  replaced  with  concrete  culvert  and  embankment;  Nos. 
366  and  368,  each  96  ft.  in  lengtli,  have  been  filled.  On  Delhi  branch.  No.  16 
timber  trestle,  119  ft.  long,  filled  with  48-in.  cast-iron  pipe;  No.  19  timber 
trestle,  96  ft.  long,  replaced  with  24-in.  I-beam  30  ft.  K>nff  with  concrete 
abutments.  On  New  Berlin  branch.  No.  48  timber  trestle,  84  ft.  long,  replaced 
with  deck  plate  girder  64  ft.  long.  No.  65  timber  trestle,  64  ft.  long,  replaced 
with  deck  plate  girder  54  ft.  long;  No.  70  timber  trestle,  93  ft.  long,  filled. 
On  Utica  division.  No.  28  timber  trestle,  102  ft.  long,  replaced  with  through 
pony  truss  bridge  72  ft.  long. 

Oil  Southern  division  main  line  three  open  culverts  or  cattle  passes  have 
been  made  solid  fioor  structures,  and  one  has  been  filled  with  24-in.  cast-iron 
pipe.  On  Delhi  branch  two  open  culverts  or  cattle  passes  have  been  made 
solid  floor  structures.  A  number  of  stone  box  culverts  and  wooden  box  cul- 
verts at  various  points  have  been  replaced  with  cast-iron  pipe  and  one  stone 
box  culvert  has  been  filled.  Wherever  new  bridges  have  been  put  in  the 
masonry  has  either  been  rebuilt  or  repaired,  and  wherever  open  culverts  and 
cattle  passes  have  been  repaired  the  masonry  has  either  been  repaired  or 
rebuilt.  At  Cornwall  and  Walton,  new  water  stations  have  been  established; 
new  creameries  in  place  of  old  ones  have  been  built  at  Clarks,  Pratts,  Munns, 
Morrisville,  and  Valley  Mills;  at  Middletown,  60,000  ton  addition  to  hard  coal 
storage  plant;  for  motive  power  department  a  new  paint  shop  and  a  new  car 
repair  building  have  been  erected;  for  road  department  a  bnck  storehouse,  a 
brick  paint  and  oil  storehouse,  a  brick  power  house,  a  carpenter  shop,  a  paint 
shop,  and  a  tinsmith  shop  have  been  built;  at  Monticello,  a  new  turntable  and 
a  sales  coal  trestle;  at  Roscoe,  a  new  ice  house,  and  at  Norwich,  a  new  power 
house  and  a  storehouse  have  been  built;  at  Edmeston,  and  Franklin  Springs, 
new  combined  stations  have  been  constructed;  at  Jewel,  the  station  has  been 
raised  and  enlars^ed;  a  large  number  of  station  and  other  buildings  have  been 
re-painted  since  last  inspection.  Thirteen  of  the  main-line  bridges  have  been 
re-painted  on  the  Southern  division;  66  on  the  Northern  division,  1  on  the 
Delhi  branch,  10  on  the  New  Berlin  branch,  and  3  on  the  Utica  division.  The 
final  section,  to  complete  second  track  between  Cornwall  and  Cadosia,  6.52 
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miles  near  Liberty,  is  almost  finished.  At  Oystal  Run,  an  overhead  highway 
bridge  has  been  erected  eliminating  three  grade  crossings,  and  at  Oswego  an 
undercrossing  has  been  put  in  at  Seventh  streetw 

At  Fish  Creek,  near  Sylvan  Beach,  the  grade  has  been  raised  for  barge 
canal,  and  a  new  bridge  put  in  with  mechanical  interlocking  apparatus  for 
governing  the  movement  of  Lehigh  Valley  railroad  and  New  York,  Ontario  & 
Western  railway  trains  over  bridge  and  a  short  piece  of  track  used  jointly 
by  these  companies.  Thirty-three  automatic  electric  block  signals  between 
Middletown  and  Fallsburgh  and  4  at  other  points  have  been  put  in;  also  10 
banner  signals  between  Livingston  Manor  and  Cook's  Falls  and  6  at  other 
jwints;  15  facing  switch  semaphores  and  10  train  order  signals  have  been 
put  in;  2  crossings  at  Walton  and  1  at  Parker  have  been  protected  by  bells; 
54.2  miles  of  woven  wire  fence  have  been  built,  replacing  old  fence. 

Recommendalions :  That  the  bridges  in  need  of  paint  be  re-painted  to  pre- 
vent injury  from  rust;  that  repairs  be  made  to  the  masonry  of  open  culverts 
and  cattle  passes  where  necessary  on  the  Port  Jervis,  Monticello  &  Summit- 
ville  R.  R.,  the  main  line  Northern  division,  the  Utica  division,  and  the  Rome 
branch ;  that  the  old  7x16  in.  wooden  stringers  on  some  of  the  open  culverts 
and  cattle  passes  on  the  New  Berlin  branch  which  are  not  in  good  condition 
he  replaced  with  new  stringers;  that  additional  ballast  be  put  in  at  those 
points  where  same  is  light  or  worn  out;  and  that  tie  renewals  be  made  wEere 
necessary  on  the  northern  end  of  the  Rome  branch. 

Respectfully  submitted, 

E.  F.  Van  Hoesen, 
Steam  Railroad  Inspector, 

NIAGARA   JUNCTION  RAILWAY. 

Inspected  August  17,  1908.    Last  previous  inspection  September  18,  1907. 
To  the  Public  Service  Commission,  Second  District: 

Gentlemen:  I  have  made  an  inspection  of  the  Niagara  Junction  railway 
and  respectfully  submit  the  following  report: 

The  Niagara  Junction  railway  is  a  standard-gauge,  single-track  railroad, 
extending  from  Port  Day  on  the  Niagara  river  just  east  of  the  Niagara  F&lls 
Power  Company's  plant  to  a  connection  with  the  Rochester,  Lockport  ft 
Niagara  Falls  branch  of  the  New  York  Central  &  Hudson  River  railroad  at  a 
point  about  two  miles  east  of  Suspension  Bridge.  The  length  of  main  track 
including  the  New  York  Central  &  Hudson  River  railroad  and  Erie  railroad 
connections  is  5.73  miles,  and  there  are  6.29  miles  of  siding  and  yard  tracks 
and  3.9  miles  of  priiuite  sidings  on  the  various  manufacturing  plants  located 
along  the  line.  At  the  present  time  only  about  2%  miles  of  the  line  is 
operated,  that  portion  of  the  line  from  the  Erie  railroad  connection  north  to 
the  connection  with  the  Rochester,  Lockport  &  Nia|zara  Falls  branch  not  now 
being  used,  and  this  inspection  report  covers  only  that  portion  of  the  line  in 
use.  The  road  has  branch  tracks  extending  into  the  yards  of  the  various 
industries  north  of  Port  Day  and  a  connection  is  made  with  the  New  Y^ork 
Central  &  Hudson  River  railroad  near  Port  Day.  A  connection  is  made  with 
the  Erie  railroad  east  of  Echota.    Tlie  road  is  used  for  freight  purposes  only. 

The  general  alignment  is  fair  with  a  number  of  sharp  curves  leading  into 
the  yards  of  the  various  manufacturing  plants.  The  grades  are  light  with 
the  exception  of  the  grade  of  the  approaches  to  the  overhead  crossing  of  the 
New  York  Central  and  Erie  railroads,  where  they  are  about  1  per  cent. 

The  roadway  is  well  graded,  most  of  the  road  upon  embankment  of  good 
width,  and  the  drainage  is  good.  There  are  5  steel  and  iron  bridges  on  the 
line,  only  one  of  which  is  on  the  portion  of  line  now  operated.  The  New 
York  Central  &  Hudson  River  and  the  Erie  railroads  are  crossed  overhead  on  a 
through  plate  girder  bridge.  The  girders  are  in  good  condition  and  well 
painted.  Many  of  the  cross-ties  and  much  of  the  guard  timber  is  poor  on  this 
bridge  and  should  be  renewed.  The  masonry  is  in  good  condition.  There  are 
2  timber  trestles  on  the  portion  of  line  operated :  one  of  3  spans  about  13  ft. 
each,  framed  bents,  over  Gill  creek,  of  standard  construction  and  in  good 
condition,  except  that  the  blocking  between  caps  and  stringers  was  not  in 
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good  sliape  at  time  of  inspection;  the  eecond  trestle  is  over  a  ditch,  has  2 
spans  of  about  12  ft.  each,  with  framed  bents;  the  trestle  is  in  good  con- 
dition except  that  there  are  no  timber  guards.  There  are  no  open  culverta 
or  cattle  passes  on  that  portion  of  the  line  operated.  There  are  no  arch 
culverts.    The  box  and  pipe  culverts  are  in  good  condition. 

The  cross-ties  are  7x9  in.,  8  ft.  in  length,  and  laid  at  the  rate  of  2816  to 
the  mile  of  track.  They  are  principally  oak  and  are  in  sound  coudltion. 
The  track  is  laid  with  70-lb.  steel  rail  connected  by  angle  bars  30  In.  in 
length,  with  4  bolts.  The  rail  is  in  good  condition,  all  connections  full  bolted 
and  bolts  generally  tight.  The  switehes  are  split  point  and  have  automatic 
stands  for  main  track.  Frogs  rigid.  Derailing  switches  are  in  tracks  where 
their  use  is  necessary.  The  track  is  ballasted  with  broken  stone.  The  align- 
ment and  surfacing  of  track  are  good  for  the  purposes  used.  The  track  force 
consists  of  a  foreman  and  9  laborers. 

The  right  of  way  is  clean,  with  no  trees,  brush,  or  rubbish.  Fences  are 
maintained  only  where  necessary.  The  highway  crossings  are  properly  graded 
and  planked ;  are  protected  by  signs  of  diamond  form. 

As  this  road  is  used  for  freight  purposes  only,  being  used  for  transferring 
freight  between  the  New  York  Central  ft  Hudson  River  and  the  Erie  railroads 
and  the  various  industries  along  the  line,  there  are  no  stations  maintained. 

There  was  0.44  mile  of  sidings  laid  since  last  inspection,  and  a  derail  was 
placed  in  track  at  New  York  Central  connection. 

Recommendations:  That  repairs  be  made  to  the  cross-ties  and  guard 
timbers  on  the  through  plate  girder  bridge  over  the  New  York  Central  ft 
Hudson  River  and  the  Erie  railroads,  and  standard  guard  timbers  be  placed 
on  trestle  where  lacking. 

Respectfully  submitted, 

E.  F.  Van  Hoeven, 
Inspector  Steam  Railroads, 

NpBTHEBN  OENTBAL  BAILWAT. 

Inspected  July  27  and  28,  1908.    last  previous  inspection  September  4, 1906. 

To  the  Public  Service  Commission,  Second  District: 

Gentlemen:  I  have  made  an  inspection  of  the  Northern  Central  railway, 
and  respectfully  submit  the  following  report: 

The  main  line  enters  the  State  of  New  York  near  Fassett  and  extends  to 
Canandaigua.  The  southern  portion  of  this  line  (Elmira  ft  Williamsport 
railroad)  extends  from  the  state  line  to  a  connection  with  the  Erie  railroad 
at  Southport,  a  distance  of  6.44  miles,  arid  has  0.34  mile  of  second  main 
track  and  4.72  miles  of  sidings  and  yard  tracks.  From  the  junction  with  the 
Erie  railroad  to  Chemung  Junction,  near  Horseheads,  a  distance  of  6.20  miles, 
the  trains  operate  over  the  tracks  of  the  Erie  railroad.  From  Chemung 
Junction  to  Canandaigua  the  remaining  portion  of  the  road  is  known  as  the 
Elmira  ft  Lake  Ontario  railroad.  The  distance  from  Chemung  Junction  to 
Canandaigua  is  64.19  miles,  and  it  has  1.14  miles  of  second  main  track  and 
38.18  miles  of  sidings  and  yard  tracks.  The  Sodus  Bay  branch  connects  with 
the  main  line  at  Stanley  and  extends  to  Sodus  Bay,  a  distance  of  34.06  miles, 
single  track,  and  has  11.09  miles  of  sidings  and  yard  traclos.  The  Lake 
branch  (used  only  as  a  switching  track)  connects  with  the  main  line  in 
Canandaigua  yard  and  extends  to  Canandaigua  lake;  its  length  is  1.48  miles, 
single  tr^k,  and  it  has  0.42  mile  of  sidinp  and  yard  tracks.  This  branch 
is  practically  a  Canandaigua  yard  track;  it  is  in  proper  condition  for  that 
service  and  is  not  treated  further  in  this  report. 

The  general  alignment  of  the  main  line  is  fair  although  there  are  quite  fre- 
quent curves  soutTi  of  Elmira  and  between  Horseheads  and  Himrods,  out  most 
curves  are  light,  the  maximum  being  8  degrees,  at  south  end  of  Watkins  yard; 
the  maximum  curve  south  of  Elmira  is  6  degrees,  near  State  Line  junction. 
The  Sodus  Bey  branch  is  quite  crooked  at  the  southerly  end,  but  the  curves  are 
light;  the  maximum  is  5  degrees,  north  of  Orleans.  The  grades  of  the  main 
line  are  fairly  regular  and  generally  light;  the  maximum  south  of  Elmira 
is  6514  't.  per  mile,  near  State  Line  junction,  north  of  Elmira  66  ft.  per  mile, 
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south  of  Honiour  Falls.  The  grades  of  the  Sodus  Bay  branch  are  somewhat 
irreffular  though  generally  light;  the  maximum  is  74%  ft.  per  mile,  north  of 
Phelps  Junction. 

The  cuts  and  embankments  of  both  lines  are  of  fair  width  and  proper 
slopes.  The  ditches  of  a  few  cuts  south  of  Montour  Falls  and  also  on  the 
6odus  Bay  branch  have  been  partially  filled  with  materials  washed  down  from 
the  slopes  by  recent  storms  and  require  cleaning.  The  steel  and  iron  bridges 
are  in  good  condition  except  that  a  few  of  them  should  be  re-painted  to  prevent 
injury  from  rust.  They  have  generally  good  masonry;  No.  24,  however,  south 
of  Elmira,  has  one  abutment  failing,  which  is  now  being  rebuilt.  The  ties  and 
guard  timbers  are  of  standard  dimensions  and  in  first-class  condition.  Inside 
guard  rails  are  maintained  on  all.  The  only  wooden  bridges  remaining  in  the 
roadway  are  a  few  spans  of  Howe  truss  on  the  Sodus  Bay  branch,  north  of 
Newark;  the  trusses  to  these  bridges  have  been  renewed  within  a  few  years 
and  they  are  in  proper  condition.  The  only  other  wooden  span  bridges  are  for 
overhead  highway  and  farm  crossings;  they  are  properly  maintained,  and  all 
low  ones,  as  well  as  other  overhead  obstructions,  are  protected  by  warning 
signals.  On  the  main  line  there  are  no  large  timber  trestles  remaining;  on  th() 
S^us  Bay  branch  there  are  quite  a  number,  and  some  quite  extensive;  all 
are  of  standard  construction  and  well  maintained.  Most  open  culverts  and 
cattle  passes  have  good  masonry  and  I-beam  or  rail  stringers;  a  few  yet 
remain  constructed  entirely  of  wcK>d.  One  cattle  pass  on  the  Sodus  Bay  branch 
south  of  Seneca  Castle  has  very  poor  masonry  and  the  stringers  are  supported 
on  timber  bents  placed  inside  the  abutments;  the  masonry  to  this  structure 
should  be  rebuilt.  The  ties  end  guard  timbers  to  all  are  of  standard 
dimensions  and  in  proper  repair.  The  arch,  box,  and  pipd  culverts  appear  to 
be  in  proper  condition. 

The  standard  dimensions  of  cross- ties  are  7x7  in.,  8%  ft.  in  length,  and 
th^  are  laid  at  the  rate  of  2600  to  the  mile  of  track;  they  are  evienly  spaced, 
full  spiked,  and  in  good  condition,  necessary  renewals  having  been  or  now 
being  made.  South  of  Elmira  they  are  about  80  per  cent,  oak  and  20  per 
cent,  yellow  pine;  north  of  Elmira  on  main  line  72  per  cent,  oak,  2  per  cent, 
chestnut,  ana  26  per  cent,  yellow  pine ;  on  the  Sodul  Bay  branch  66  per  cent, 
oak,  12  per  cent,  chestnut,  and  22  per  cent,  yellow  pine. 

The  main  track  south  of  Elmira  is  laid  entirely  with  85-lb.  steel  rail 
connected  by  angle  plates  34  in.  in  length,  with  6  bolts;  north  of  Elmira 
41.04  miles  are  laid  with  80-lb.  and  the  remainder,  21.29  miles,  with  70-lb. 
steel  rail,  connected  by  angle  plates  34  in.  in  length,  with  6  bolts.  The  85-lb. 
rail  is  in  very  good  condition;  the  70-lb.  rail  is  somewhat  worn  and  necessary 
renewals  are  now  being  made.  All  the  connections  are  full  bolted  and  bolts 
tight.  The  Sodus  Bay  branch  has  6.52  miles  laid  with  70-lb.  and  the  remainder, 
27.54  miles,  with  60-lb.  steel  rail.     The  70-lb.  rails  are  connected  by  angle 

{>lates  34  in.  in  length,  with  6  bolts,  the  60-lb.  by  angle  plates  26  in.  in 
ength,  with  4  bolts.  The  70-lb.  rail  is  in  fair  condition;  tne  60-lb.  rail  is 
somewhat  worn  but  not  in  bad  condition  for  the  light  trafi^  of  that  line.  All 
the  connections  are  full  bolted  and  bolts  tight.  All  main-track  switches  are 
split  point  with  stands  automatic  for  main  track.  Many  high  targets  are 
used  in  obscure  places  and  in  some  cases  distant  signals  inter^ked  with  the 
switch  stands.  The  targets  are  in  proper  condition.  Switch  and  semaphore 
lamps  show  red  light  for  danger  and  wnite  for  safety.  Spring  rail  and  rigid 
frogs  are  used,  and  are  properljr  maintained.  Derailing  switches  are  in 
all  sidings  connecting  with  the  main  track  upon  which  cars  are  left  standing, 
where  the  grade  descends  toward  the  main  track;  a  few  of  the  stands,  how- 
ever, were  observed  where  targets  are  lacking.  The  tracks  are  ballasted  with 
gravel  and  cinders,  the  main  line  generally  in  fair  quantity;  the  Sodus  Bay 
branch  is  lightly  ballasted.  The  alignment  and  surfacing  of  the  tracks  of  the 
main  line  are  first  class,  of  the  Sodus  Bay  branch  fair,  and  the  outer  rail  on 
curves  properly  elevated  for  the  speed  at  which  the  trains  are  scheduled. 

The  track  sections  south  of  Elmira  are  about  4  miles  in  length,  north  of 
Elmira  and  also  on  the  Sodus  Bay  branch,  5  miles  in  length.  The  force 
employed  upon  each  consists  of  a  foreman  and  4  laborers.  Each  gang  is 
furnished  with  flags  and  lanterns  for  protecting  its  work,  and  all  portion! 
of  the  road  are  patrolled  daily. 
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One  track  of  the  Elmira  &  Seneca  Lake  railway  (electric)  is  crossed  at 
grade  at  Montour  Falls:  there  are  derailing  switches  in  the  track  of  the 
electric  road  and  protection  over  the  trolley  wire;  this,  however,  is  too  short, 
as  before  the  trolley  would  reach  it  the  car  would  be  upon  the  railroad  track ; 
therefore  it  should  be  extended.  One  track  of  the  Lehigh  Vall^  railroad  is 
crossed  at  grade  at  Stanley:  the  crossing  is  protected  by  an  interlocking 
plant;  there  are  home  and  distant  signals  on  the  Northern  Central  road  and 
home  signals  only  on  the  Lehigh  Valley;  no  signal  tender  is  kept  here;  the 
normal  position  of  the  signals  is  for  the  Northern  Central  railway,  and  when 
trains  of  the  Lehigh  Valley  desire  to  cross  they  are  required  to  come  to  a  full 
stop  and  some  member  of  the  train  crew  enter  the  tower  and  set  the  eicrnalB 
blocking  trains  on  the  Northern  Central  railway.  One  track  of  the  Auburn 
branch  of  the  New  York  Central  is  crossed  at  grade  at  Phelps  Junction:  the 
crossing  is  protected  by  a  flagman  and  all  trains  are  required  to  come  to  a 
full  stop.  One  track  of  the  Rome,  Watertown  &  Ogdensburg  railroad  is 
crossed  at  grade  at  Wallington:  the  crossing  is  protected  by  home  signals 
that  are  interlocked  and  all  trains  are  required  to  come  to  a  full  stop. 

The  connection  with  the  Erie  railroad  at  Southport  and  the  one  at 
Chemung  Junction  are  protected  by  modern  and  complete  interlocking  plants. 
The  crossing  of  the  Naples  branch  of  the  Lehigh  Valley  at  Stanley  is  also  pro- 
tected by  an  interlocking  plant,  and  the  crossing  of  the  Rome,  Watertown  & 
Ogdensburg  at  Wallington  bv  signals  that  are  interlocked. 

The  right  of  way  is  free  from  trees,  brush,  and  rubbish;  grass  and  weeds 
have  been  cut  and  removed.  The  fences  are  of  wire  and  while  generally  in 
fair  repair  some  additional  repairs  are  needed.  The  highway  crossings  are 
properly  graded,  planking  in  good  condition,  and  are  protected  by  signs  of 
the  diamond  form,  suitably  located  and  well  painted.  Wooden-  or  metallic- 
slat  cattle  guards  with  good  guard  fences  are  in  place  at  each  boundary  of 
all  the  highways  crossed  at  grade.  Seven  highway  grade  crossings  are  pro- 
tected by  flagmen,  6  by  flagmen  and  gates,  and  the  remaining  127  by  crossing- 
signs  oiuy. 

The  movements  of  trains  are  governed  by  the  manual  controlled  positive 
block  system.  Mile-posts  are  maintained  and  the  whistle-posts  are  properly 
located. 

The  station  buildings  are  in  good  repair,  waiting  rooms  clean  and  neat, 
and  sanitary  condition  good.  Water  for  drinking  is  provided  and  time-tables 
are  posted  in  the  waiting  rooms.  The  platforms  are  of  cement,  plank,  and 
gravel  and  well  maintained.  Water  in  pails  and  flre  extinguishers  are 
provided  as  protection  against  fire.  At  stations  where  there  is  a  water 
system  sanitary  closets  are  maintained;  at  most  others  outside  closets,  well 
cared  for;  at  several  stations  however,  namely.  Pine  Valley,  Millport,  Rock 
Stream,  Glenora,  Himrods,  and  Milo,  on  the  main  line,  and  Sodus  Center  on 
the  Sodus  Bay  branch,  there  are  no  toilet  facilities.  The  station  grounds  and 
yards  are  well  kept,  and  at  some  of  the  more  important  ones  are  lawns,  with 
shrubs,  ornamental  plants,  etc.  All  station  and  train  employees  are  uni- 
formed and  wear  a  badge  indicating  their  employment. 

The  principal  repairs  and  improvements  noted  as  made  since  the  last  in- 
spection, September,  1906,  are  as  follows:  South  of  Elmira,  on  main  line,  35 
per  cent,  of  the  cross-ties  have  been  renewed;  3.02  miles  of  new  85-lb. 
steel  rail  have  been  laid,  replacing  worn  rail;  3  miles  of  track  have  been  re- 
ballasted  with  cinders;  bridge  No.  25,  formerly  a  through  Howe  truss, 
132-ft.  span,  has  been  replac^  with  a  steel  bridge  and  masonry  rebuilt;  3 
stone  box  culverts  have  been  replaced  with  cast-iron  pipe;  2  iron  bridges 
have  been  re-painted;  new  track  scale  put  in  at  Southport  yard,  replacing 
an  old  one.  On  main  line  north  of  Elmira  19  per  cent,  of  cross-ties  have 
been  renewed;  7.33  miles  of  new  85-lb.  steel  rail  laid,  replacing  worn  70-  and 
85-lb.  rails;  several  miles  of  85-lb.  additional  rail  are  distributed,  ready  to 
put  in  track;  12.2  miles  of  track  have  been  re-ballasted  with  cinders;  1  open 
cattle  pass  near  Hall  station  replaced  with  24-inch  cast-iron  pipe  and  filling; 
10  stone  box  culverts  replaced  with  iron  pipe;  6  iron  bridges  have  been  re- 
painted; 1.87  miles  of  new  woven  wire  fence  and  0.79  mue  of  snow  fence 
have  been  built,  and  4.37  miles  of  wire  fence  extensively  repaired;  1.17  miles 
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of  additional  sidings  have  been  constructed  at  various  places.  On  the 
Sodus  Bay  branch  21  per  cent,  of  the  cross- ties  have  been  renewed;  1.59 
miles  of  second-use  70- lb.  rail  laid,  replacing  worn  60-lb.  rail;  14.80  miles 
of  track  re-ballasted  with  cinders;  trestle  No.  42,  total  length  162  ft.,  has 
been  completely  renewed;  3.45  miles  of  new  woven  wire  fence  built  and  1.02 
miles  of  snow  fence;  1  mile  of  woven  wire  fence  repaired;  0.24  mile  of  new 
sidings  put  in  at  various  places.  An  extensive  new  ice  plant  of  4000  tons 
capacity  has  been  erected  at  Southport;  extension  made  to  boiler  house 
at  Southport  shops;  a  new  station  erected  at  Benton;  8  new  water  closets 
erected  at  various  points;  station  buildings  at  Watkins,  Rock  Stream,  Glen- 
ora,  Lakemont,  Penn  Yan,  and  Stanley,  also  several  other  minor  station 
buildings,  have  been  re-painted,  and  necessary  repairs  made  to  station  aii4 
other  buildings;  new  crossing  gates  and  tower  have  been  installed  at  Penn 
Yan,  protecting  two  streets  not  previously  protected;  new  wagon  scales  have 
been  put  in  at  Milo;  a  new  76-ft.  turntable  with  concrete  pit  at  Canan- 
daigua,  replacing  an  old  60-ft.  table;  the  water  tank  at  that  point  has  also 
been  renewed  and  re-painted;  a  new  stock  pen  has  been  built  at  Southport 
yard  for  imloading  and  feeding  stock  in  transit;  4085  ft.  of  4-in.  cast-iron 
water  pipe  laid  at  Orleans,  on  the  Sodus  Bay  branch,,  replacing  wooden 
pipe;  new  waffon  scales  installed  at  Orleans  and  at  Seneca  Castle;  extensive 
repairs  have  been  made  to  coal  trestle  at  Sodus  Point,  and  improvements 
made  to  driveways  and  ^rounds  around  Lake  Shore  station. 

Recommendations:  That  the  necessary  cleaning  of  ditches  be  done;  that 
the  iron  bridges  showing  indications  of  rust  be  re-painted;  that  the  masonry 
to  cattle  pass  south  of  Seneca  Castle  be  rebuilt;  that  targets  be  put  on  the 
stands  of  derailing  switches  where  now  lacking;  that  necessary  repairs  be 
made  to  fences,  and  that  toilet  facilities  be  provided  at  the  stations  where 
now  lacking. 

Respectfully  submitted, 

J.  D.  Shultz, 
Steam  Railroad  Inspector, 


NOBWOOD   AIH)   ST.   LAWBENCE    BAIIJtOAD. 

Inspected  November  3  and  4,  1908.  Last  previous  inspection  July  25,  1907. 
To  the  Public  Service  Commission,  Second  District: 

Gentlemen:  I  have  made  an  inspection  of  the  Norwood  &  St.  Lawrence 
railroad,  and  respectfully  submit  the  following  report: 

The  Norwood  &  St.  Lawrence  railroad  is  a  single-track  line  connecting 
with  the  Rome,  Watertown  &  Ogdensburg  division  of  the  New  York  Central 
&  Hudson  River  railroad  and  with  the  Rutland  railroad  at  Norwood,  and  ex- 
tending to  Raymondville,  a  distance  of  7.50  miles,  and  has  1.40  miles  of 
sidings  and  yard  tracks. 

The  road  is  considerably  crooked  for  much  of  its  length  and  curves  fairly 
sharp;  the  maximum  is  12  degrees.  The  grades  are  very  much  broken,  with 
maximum  of  75  ft.  per  mile.  The  cuts  and  embankments  are  of  full  width 
and  proper  slopes.  The  roadway  is  well  drained.  There  is  but  one  iron 
bridge:  it  is  a  2-span  I-beam  deck,  on  abutments  and  pier  of  concrete 
masonry.  The  bridge  is  in  good  condition  excepting  that  the  train  on  which 
I  went  to  make  inspection  had  broken  journal  and  the  journal-box  was 
dragging  when  crossing  the  bridge,  tearing  off  guard  timbers  and  damaging  the 
ties;  previous  to  that  it  had  standard  ties  and  guard  timbers,  in  fist-class 
condition,  and  there  was  an  inside  guard  rail.  Before  leaving  there  men 
were  at  work  repairing  the  damage  done.  There  are  no  wooden  bridges  or 
timber  trestles  in  the  roadway  and  no  overhead  obstructions.  There  are  4 
open  culverts  and  cattle  passes,  all  with  concrete  masonry,  I-beam  stringers, 
standard  ties  and  guard  timbers,  in  proper  condition.  The  arch  and  box 
culverts  and  iron-pipe  drains  are  in  proper  condition.  Some  drains  of 
cement  tile  are  failing  at  the  ends  and  are  to  be  replaced. 

The  standard  cross-ties  are  6  x  8  in.,  8  ft.  in  length,  and  laid  at  the  rate 
of  2816  to  the  mile  of  track;  about  00  per  cent,  of  them  are  hemlock  and  40  per 
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cent,  cedar;  they  are  well  spaced,  full  spiked,  and  generally  in  fair  condition, 
although  a  few  spots  were  noted,  especially  in  Norfolk  and  Raymondville 
yards,  where  quite  extensive  renewals  are  needed.  Seven  miles  of  the  main 
track  are  laid  with  70-lb.  steel  rail,  connected  by  angle  plates  30  in.  in 
length,  with  6  bolts;  0.50  mile  (in  Norfolk  and  Raymondville  yards)  with 
56-lb.  steel  rail,  connected  by  Fish  plates  20  in.  in  length  and  angle  plates 
24  in.  in  length,  with  4  bolts.  The  70-lb  rail  is  in  good  condition;  the  66-lb. 
while  considerably  worn,  is  not  bad  for  the  moderate  traffic  and  slow  speed 
maintained  at  the  places  where  it  is  used.  The  main-track  switches  are 
split  point.  Both  rigid  and  automatic  stands  are  used;  all  have  proper 
targets.  Switch  lamps  show  red  light  for  danger  and  white  for  safety. 
The  frogs  are  rigid  and  are  properly  maintained.  No  derailing  switches  ap- 
pear necessary.  The  track  ia  lightly  ballasted  with  gravel  and  cinders. 
The  alignment  and  surfacing  are  very  fair,  and  the  outer  rail  on  curves 
properly  elevated  for  the  speed  at  which  trains  are  run. 

The  track  is  maintained  by  a  force  of  a  foreman  and  3  laborers  in  winter 
and  7  laborers  in  summer;  they  are  furnished  with  flags,  lanterns,  and  tor- 
pedoes, and  all  portions  of  the  track  are  patrolled  daily. 

No  railroads,  steam  or  electric,  are  crossed  at  grade,  and  there  are  no 
interlocking  plant<s  maintained. 

The  right  of  way  is  free  from  trees,  brush,  and  rubbish,  and  is  fenced 
with  wire  which  is  in  fair  condition.  The  highway  crossings  are  properly 
graded,  planking  well  maintained,  and  are  protected  by  signs  of  the  diamond 
form.  There  are  no  cattle  guards  in  place,  although  the  company  has  them 
on  hand  ready  to  put  down.  There  are  6  highway  grade  crossings,  are 
protected  by  crossing-signs  only. 

The  movements  of  trains  are  governed  by  orders  issued  by  telephone. 

At  Norwood  the  company  uses  station  jointly  with  the  Rome,  Watertown  & 
Ogdensburg  and  the  Rutland  railroads;  at  East  Norfolk  it  has  a  small  flag 
station;  at  Norfolk  a  frame  passenger  station  and  office  building  and  a 
wooden  freight  house,  all  in  good  condition.  At  Raymondville  there  is  a 
small  combined  freight  and  passenger  station:  it  is  an  old  building,  but 
when  the  new  line  to  Waddington  is  completed  this  building  will  be  on  a 
spur  track;  a  new  station  is  to  be  erected  on  the  changed  line.  The  work  on 
that  extension,  which  will  be  about  12  miles  in  length,  is  progressing,  and 
about  6  miles  of  track  have  been  put  down. 

Since  the  last  inspection,  July,  1907,  nearly  20  per  cent,  of  the  cross-ties 
have  been  renewed;  the  bridges  and  the  I-beams  used  for  open  culverts  and 
cattle  passes  have  been  re-painted;  some  additional  ballasting  has  been  done; 
and  changes  have  been  made  in  yard  tracks  at  Norfolk,  removing  from 
main  track  several  switch  connections. 

Kecornmendations:  That  necessary  additional  renewals  of  cross-ties  be 
made,  especially  in  the  vicinity  of  Norfolk  and  Raymondville  stations;  that 
additional  ballast  be  put  in  that  the  track  may  be  kept  in  proper  alignment 
and  surface  during  the  winter  season;  and  that  cattle  guards  be  main- 
tained at  each  boundary  of  the  highways  crossed  at  grade. 

Respectfully  sufbmitted, 

J.  D.   Shultz, 
Steam  Railroad  Inspector, 


OTIS   BAILWAY. 

Inspected  June  19,  1908. 
To  the  Public  Service  Commission,  Second  District: 

Gentlemen:  On  June  19,  1908,  I  made  an  inspection  of  the  Otis  rail- 
way, and  respectfully  submit  the  following  report: 

The  Otis  railway  is  an  inclined  plane,  extending  from  Otis  Junction,  on  the 
line  of  the  Catskill  Mountain  railway,  to  Otis  Summit,  where  connection  is 
made  with  the  Catskill  &  Tannersville  railway,  a  distance  of  1.08  miles,  and 
is  operated  by  stationary  engines  and  cables.  The  construction  and  operation 
of  the  Otis  railway  is  given  in  detail  in  report  of  inspection  made  July  16, 
1907,  and  no  chfuoges  have  t>een  made  in  the  structures,  x>ower  plant,  or  method 
of  operation  since  that  time. 
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The  track  is  laid  with  3  rails,  each  3-ft.  gauge,  and  as  one  car  descends,  the 
other  ascends.  There  is  a  piece  of  double  track  at  the  half-way  point  to  permit 
cars  to  pass.  With  the  exception  of  the  curves  at  the  banning  and  end  of 
this  double  track  there  are  no  other  curves  on  the  line.  There  is  a  short 
length  of  track  at  the  foot  of  the  incline  with  comparatively  light  grade  but 
from  this  point  to  the  summit  the  grade  is  practically  uniform. 

The  cuts  and  embankment  on  the  line  are  of  fair  width;  ditches  where 
required  are  kept  clean,  and  roadway  well  drained.  There  is  1  steel  viaduct 
480  ft.  long  at  the  upper  portion  of  the  railway  which  was  erected  about  a 
fear  and  a-half  ago  and  which  is  in  good  condition;  the  foundations  are  con- 
crete masonry  piers  in  good  condition.  The  only  wooden  bridge  is  an  overhead 
highway  bridge  near  the  foot  of  the  railway,  which  is  in  good  condition. 
There  is  1  timber  trestle  2d6  ft.  in  length,  with  maximum  height  of  about 
20  ft.  This  trestle  is  of  standard  construction;  the  timber  however  is  getting 
old  and  it  should  be  rebuilt  or  replaced  in  the  near  future.  The  sills  rest  upon 
masonry  piers.  There  are  2  undercrossings  for  private  roads.  These  have 
timber  stringers  and  abutments  of  dry  masonry,  all  in  good  condition. 

The  ties  are  5%  x  5%  in.,  9  ft.  injength,  with  16  to  the  30-ft  rail.  These 
ties  are  laid  on  stringers  0%  x  12  in.,  one  under  each  rail.  In  some  places 
10  X  12  in.  stringers  have  been  used  in  making  repairs.  The  stringers  rest 
upon  mudsills  and  are  bolted  to  them,  and  for  the  n'eater  part  of  the  dis- 
tance the  stringers  have  a  bearing  for  their  entire  length  upon  flat  stone, 
chinked  between  them  and  the  earth  surface.  Every  second  tie  is  bolted  to 
the  stringers.  Guard  timbers  6  Vis  x  8  in.,  built  up  of  two  pieces,  are  placed 
4^  in.  inside  of  each  of  tlie  outer  rails  and  are  bolted  to  every  tie,  the  bolt 
heads  being  coimtersunk.  The  ties  on  trestle  and  viaducts  are  of  about  the 
same  dimensions  as  on  balance  of  road,  except  that  on  the  viaduct  every  third 
tie  is  16  ft.  in  length  in  order  to  support  on  each  side  of  track  a  plank  walk 
with  an  iron  hand-rail.  The  same  guard  timber  and  system  of  bolting  is  used 
on  these  structures.  There  are  a  number  of  decayed  ties  which  should  be 
replaced  now;  some  old  stringers  and  mudsills  which  should  be  replaced  this 
fall  as  soon  as  summer  traffic  is  over  ond  before  winter  sets  in.  A  small  sec- 
tion of  guard  timber  should  also  be  repaired. 

The  rail  is  36-lb.  steel  connected  by  angle  plates  18  in.  in  length,  with  4 
bolts,  and  is  in  good  condition.  At  a  point  near  the  head  of  the  incline  there 
are  two  switches,  located  just  sufficiently  far  apart  to  permit  a  freight  car 
to  stand  between  them.  The  upper  switch  leads  to  a  connection  with  the 
Catskill  &  Tannersville  railway.  The  lower  switch  is  a  safety  switch  which 
when  set  would,  in  case  of  car  getting  out  of  control,  run  car  into  the  bank 
instead  of  allowing  it  to  run  down  the  incline.  The  freight  car  is  attached 
to  the  rear  of  the  open  car  and  baggage  car  by  heavy  link  attachments.  The 
cars  are  stopped  so  as  to  bring  the  freight  car  between  the  two  switches ;  a  wire 
cable  is  attached  to  a  heavy  ring  on  the  side  of  car,  the  slack  is  taken  up 
and  then  the  safety  switch  is  opened.  The  passenger  and  baggage  cars  are 
run  to  the  top  of  the  incline.  The  switch  is  then  opened  and  the  freight  car 
is  drawn  up  to  the  level  yard  of  the  Catskill  &  Tannersville  road  by  the  cable 
which  is  attached  to  a  stationary  engine. 

A  foreman  and  10  laborers  employed  jointly  on  the  Catskill  A  Tannersville 
railway  and  this  road  make  necessary  repairs  and  maintain  track. 

In  addition  to  the  brakes  on  shafts  in  power  house  there  is  a  grip  under- 
neath each  car  which  sets  over  the  5^x8  in.  guard  tin^ber  before  described. 
This  grip  has  an  automatic  governor  which  is  set  to  act  in  case  a  speed  of 
12  miles  or  over  per  hour  is  acquired.  The  speed  of  cars  is  8  miles  per  hour 
ordinarily.  There  is  also  an  arrangement  by  which  the  carman  can  pull  on 
the  grip  in  case  of  an  emergency.  The  engines  are  controlled  by  governor, 
and  there  is  a  speed  recorder  in  operating  room  with  electric  bell  which  rings 
in  case  a  greater  speed  than  8  miles  per  hour  is  acquired.  The  cars  are 
brought  to  a  stop  at  the  top  of  the  incline  by  the  man  in  the  operating  room, 
and  he  is  so  placed  as  to  have  a  free  and  unobstructed  view  of  the  cars; 
should  he  from  sudden  sickness  or  through  negligence  fail  to  stop  the  car 
the  result  might  be  extremely  serious.  It  would  seem  advisable  to  have  some 
automatic  attachment  installed  that  would  shut  off  the  power  and  bring  can 
to  a  stop  in  case  the  operator  should  fail  so  to  do. 
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The  atation  buildings  at  either  end  of  the  plane  are  in  good  condition  and 
properly  furnished.  Some  repairs  have  been  made  to  ties,  stringers,  and  mud- 
sills, and  also  to  guard,  and  the  wooden  trestle  has  had  some  new  pieces 
placed. 

Recommendations:  That  the  timber  trestle  be  rebuilt  or  be  replaced  by  a 
steel  viaduct;  that  extensive  renewal  of  mudsills  and  stringers  be  made  this 
fall;  that  the  decayed  cro^-ties  in  and  near  the  rock  cut  on  the  upper  half 
of  the  road  be  taken  out  and  now  ones  placed  as  soon  as  arrangements  can 
be  made,  and  at  the  same  time  the  two  or  three  lengths  of  defective  guard 
timber  be  replaced  by  new  timber;  that  some  automatic  appliance  be  installed 
which  will  prevent  the  possibility  of  car  not  stopping  when  reaching  the  top 
of  incline. 

Respectfully  submitted, 

E.  F.  Van  Hoesen, 
Bteam  Railroad  Inspector, 

OWASCO  BIVEB  BAILWAY. 

Inspected  July  20,  1908.    Last  previous  inspection  August  20,  1906. 
To  the  Public  Service  Commissiony  Second  District: 

Gentlemen:  I  have  made  an  inspection  of  the  Owasco  River  railway,  and 
respectfully  submit  the  following  report : 

The  Owasco  River  railway  connects  with  the  Auburn  branch  of  the  New 
York  Central  &  Hudson  River  railroad  in  the  city  of  Auburn  and  extends  to 
the  International  Harvester  Company's  works  in  said  city,  a  distance  of  0.60 
mile,  and  has  approximately  1^  miles  of  sidings  and  yard  tracks.  It  is  used 
only  as  a  switching  track. 

It  is  constructed  for  most  of  its  length  along  the  Owasco  river,  and  has  in 
it  about  1200  ft.  of  framed  bent  timber  trestle  constructed  of  yellow  pine,  on 
masonry  foundations.  It  is  generally  in  first-class  condition  and  arrange- 
ments are  made  for  making  the  small  amount  of  repairs  necessary.  There  are 
2  spans  of  lattice  girder  deck  bridge  on  masonry  foundation.  The  bridge  is 
in  proper  condition,  has  standard  ties  and  guard  timbers  well  maintained,  and 
has  been  re-peinted  recently.  The  remaining  portion  of  the  road  is  constructed 
upon  the  ground,  with  practically  no  cuts  or  tills. 

The  cross-ties  are  mixed  pine  and  oak,  6x8  in.,  8  ft.  in  length,  and  laid 
at  the  rate  of  2816  to  the  mile  of  track;  they  are  in  good  condition,  properly 
spaced,  and  full  spiked. 

Two  tracks  of  the  Auburn  &  Syracuse  electric  railroad  cross  at  grade  on 
Genesee  street  and  one  track  of  the  same  railroad  on  North  street:  there  are 
no  derailing  switches  in  the  track  of  the  electric  road,  but  a  proper  protection 
over  the  trolley  wire.  At  these  crossings,  as  well  as  other  street  crossings, 
whenever  trains  wish  to  cross,  flagmen  are  stationed  both  on  the  sidewalk 
and  in  the  center  of  the  street,  and  the  movements  of  all  trains  are  very  slow, 
only  about  as  fast  as  a  man  can  walk;  therefore  there  appears  to  be  no 
danger  from  that  source.  On  either  side  of  the  street  crossings  there  are 
gat^,  kept  closed  so  that  there  can  be  no  trespassing  upon  the  tracks,  and 
these  gates  are  opened  only  when  necessary  for  a  train  to  pass  through. 

Taken  as  a  whole,  the  railroad  is  in  proper  condition  for  the  purpose  for 
which  used,  and  no  recommendations  appear  necessary. 

Respectfully  submitted, 

J.  D.  Shultz, 
Steam  Railroad  Inspector, 

PITTSBUBG,  SHAWMUT  AND  NORTHERN  RAILROAD. 

Inspected  October  6,  1908.    Last  previous  inspection  August  29,  1907. 
To  the  Public  Service  Commission^  Second  District: 

Gentlemen:  I  have  made  an  inspection  of  the  Pittsburg,  Shawmut  & 
Northern  railroad,  and  respectively  submit  the  following  report: 

The  main  line  of  the  Pittsburg,  Shawmut  &  Northern  railroad,  in  New 
York  state,  extends  from  a  connection  with  the  Buffalo  &  A.llegheny  Valley 
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division  of  the  Pennsylvania  railroad  at  the  Penm^Ivania-^State  line  south 
of  Glean,  to  Wayland  on  the  line  of  the  Delaware,  Lackawanna  &  Western 
railroad,  a  distance  of  68.90  miles,  with  14.66  miles  of  sidings  and  yard  tracks. 
The  Glean  branch  extends  from  Glean  Junction  on  the  main  line  to  Glean, 
9  miles,  with  1.14  miles  of  sidings  and  yard  tracks.  The  Hornell  branch 
extends  from  Moraine  on  the  main  line  to  Hornell,  9.29  miles,  with  4.57  miles 
of  sidings  and  yard  tracks. 

The  main  line  is  crooked,  but  most  curves  are  light  and  grades  are  generally 
moderate.  The  Glean  branch  has  fair  alignment:  a  branch  track  used  only 
for  switching  purposes,  and  connecting  with  the  Pennsylvania  railroad  at 
Glean,  has  a  curve  of  about  22  degrees.  The  Hornell  branch  has  good  align- 
ment with  fairly  level  grades. 

The  maximum  curve  on  the  main  line  is  10  degrees,  south  of  Swain;  the 
maximum  grade  1.80  per  cent.,  for  5000  ft.,  between  Grove  and  Swain.  On 
the  Glean  branch  the  maximum  curve  is  22  degrees,  at  Glean,  and  the  maxi- 
mum grade  1.44  per  cent.,  for  1800  ft.,  at  White  House.  Hornell  branch, 
maximum  curve  10  degrees,  at  Moraine,  and  maximum  grade  0.42  per  cent. 
for  4500  ft.,  at  Arkport. 

The  cuts  and  embankments  of  main  line  and  branches  are  of  good  width. 
There  are  a  few  cuts  through  material  of  a  clay  and  quicksand  nature  where 
slopes  slip  down  and  fill  ditches,  but  some  of  these  had  been  widened  and 
ditclios  opened,  and  work  of  widening  and  ditching  was  under  way  at  other 
points  at  time  of  inspection.  The  drainage  generally  is  good.  The  steel 
and  iron  bridges  are  generally  in  good  condition.  Gn  the  main  line  there 
are  26  bridges  with  a  total  of  51  spans;  all  but  3  are  carried  on  concrete 
masonry:  the  3  mentioned  have  pile  and  timber  abutments.  Inside  guard 
rails  are  maintained  on  only  one  bridge.  No.  40.3,  over  the  Genesee  river. 
The  ties  and  guard  timbers  are  generally  good.  Repairs  should  be  made  to 
guard  timber  on  No.  61.4.  At  bridge  No.  32.7  there  is  one  span  of  trestle, 
at  north  end,  the  ties  and  timbers  of  which  are  poor;  the  intention  is  to  fill 
it,  and  it  should  be  filled. 

Gn  the  Glean  branch  there  are  2  through  plate  girders  of  3  spans  each, 
one  on  stone  masonry  and  the  other  on  concrete  abutments.     At  bridge  No. 

74.3  there  is  a  small  span  of  trestle  at  south  end  which  has  been  partly 
filled,  and  the  filling  should  be  completed.  Gn  the  Hornell  branch  there  is  1 
through  plate  girder  bridge,  with  concrete  abutments,  at  the  south  end  of 
which  a  trestle  approach  has  been  filled.  Some  of  the  bridges  should  be 
painted  to  protect  them  from  rust.  There  is  1  viadnct  on  the  main  line, 
the  \Stony  Brook  viaduct,  640  ft.  in  length,  a  new  structure  and  in  first-class 
condition;  inside  guard  rails  are  maintained  on  this  viaduct.  There  are  2 
overhead  plate  girder  birdges,  on  concrete  abutments,  at  the  crossings  of  the 
Erie  railroad  and  the  Buffalo  &  Susquehanna  railroad;  these  are  at  full 
clearance  height.  There  are  no  wooden  bridges  strictly  speaking,  unless  the 
bridge  on  Hornell  branch  No.  15.7  is  classed  as  such ;  this  bridge  has  masonry 
abutments  and  wooden  stringers  of  about  26  ft.  total  length.  It  has  a  center 
supporting  bent  which  is  tilting,  and  timber  not  in  good  condition;  it  should 
be  repaired. 

There  are  9  pile  or  timber  bent  trestles  on  main  line,  most  of  them  short, 
the  longest  being  136  ft.  in  length.  No.  62  needs  repairs  to  guard  timiber; 
No.  1.3  has  no  guard  timber  and  should  have  a  standard  guard;  No.  61.3 
needs  stringer  renewals,  also  one  cap  renewed;  Nos.  31.2  and  26.6,  renewal 
of  stringers ;  Nos.  7.4  and  1.9  are  to  be  filled  this  year,  otherwise  they  should 
be  extensively  repaired.  Gn  the  Glean  branch  there  are  2  framed  bent  tres- 
tles; No.  76.4  should  have  stringers  renewed.  There  are  no  timber  trestles 
on  the  Hornell  branch.  Gn  the  main  line  there  are  14  open  culverts  or  cattle 
passes  with  iron  girders  or  I-beams  supported  on  concrete  abutments,  and  11 
with  timber  stringers  on  timber  or  pile  abutments.  No.  64.0  should  have 
guard   timbers;   No.   19.4  should  have  new  stringers,  and  one  between  Nos. 

17.4  and  15.7  should  have  new  stringers,  ties,  and  guard  timbers.  Gn  the 
Glean  branch  there  are  3  open  culverts  or  cattle  passes  with  iron  girders  or 
I-beams;  two  of  them  have  masonry  abutments  and  one  has  pile  abutments. 
There  is  1  open  culvert.  No.  72.7,  built  entirely  of  timber;  the  stringers  are 
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old  and  ehould  be  renewed,  and  guard  timbers  should  be  supplied.  On  the 
Hornell  branch  there  are  2  open  culverts,  one  with  wooden  stringers  on  stone 
abutments,  No.  13.0;  stringers  old  and  dry  masonry  rather  poor.  It  is  the 
intention  to  put  in  tile  pipe  at  this  place  and  tile  are  on  the  ground.  The 
other  is  constructed  entirely  of  wood  and  is  in  fair  condition.  There  is  only 
one  overhead  obstruction  and  that  is  a  low  overhead  bridge  on  the  wye  con- 
necting with  the  Pennsylvania  railroad  at  Clean,  which  is  protected  with 
warning  signals.  The  arch,  stone  box,  and  pipe  culverts  are  apparently  in 
good  condition. 

The  standard  dimensions  of  cross-ties  are  7x7  in.,  8  ft.  in  length,  and 
they  are  laid  at  the  rate  of  2500  to  the  mile  of  track:  they  are  of  mixed 
yellow  pine,  cypress,  oak,  and  chestnut  timber,  are  fairly  well  spaced,  and 
full  spiked.  The  general  condition  of  ties  is  fair.  Since  last  inspection  the 
following  renewals  have  been  made:  5740  ties  on  main  line,  700  on  Oleaa 
branch,  and  1400  on  Hornell  branch,  all  of  cypress.  The  main  line  has  63.40 
miles  of  85-lb.  rail,  with  30-in.  Weber  joints,  6  bolts;  and  15.41  miles  56-lb., 
with  21 -in.  angle  plates,  4  bolts.  On  the  Olean  branch  there  are  9  miles  and 
on  the  Hornell  branch  9.29  miles  56-lb.  rail,  with  21-in.  angle  plates,  4  bolts. 
The  854b.  rail  is  in  good  condition.  The  56-lb.  rail  on  main  line  and  Olean 
branch  is  somewhat  worn  but  is  in  fair  condition  except  between  Moraine 
and  Wayland,  where  some  renewals  are  necessary  on  account  of  burned  rails. 
All  connections  full  bolted.  The  Weber  joints  have  a  number  of  loose  bolts; 
the  bolts  on  21-in.  angle  plates  are  tight.  On  the  Hornell  branch  the  rail 
is  considerably  worn  and  some  renewals  are  needed.  All  connections  full 
bolted,  but  some  loose  bolts  were  observed.  All  main- track  switches  are 
split  point,  and  have  automatic  stands  with  proper  targets  painted  red  and 
green.  Switch  and  semaphore  lamps  show  mi  light  for  danger  and  green 
for  safety.  Spring  rail  frogs  are  used  with  the  S5-lb.  rail,  and  rigid  with 
the  56-lb.;  all  in  good  condition.  Derailing  switches  are  in  all  sidings  where 
their  use  appears  necessary;  most  of  them  have  jack-knife  stands  and  no 
targets.  The  track  is  ballasted  with  gravel  and  cinders  in  fair  quantity. 
There  are  some  places  on  main  line  where  additional  ballast  would  be  beneficial. 
Since  last  inspection,  the  main  line,  Perkinsville  to  Moraine,  has  been  re- 
ballasted  with  gravel  in  good  quantity.  The  alignment  and  surfacing  of 
track  are  good,  and  the  outer  rail  on  curves  properly  elevated. 

The  track  sections  are  about  6^  miles  in  length,  and  the  force  consists 
of  a  foreman  and  4  laborers  on  each.  They  are  furnished  with  flags  and 
torpedoes,  and  all  portions  of  the  track  are  patrolled  daily  by  member  of 
section  gang. 

At  White  House,  one  track  of  the  Buffalo  division  of  the  Pennsylvania 
railroad  is  crossed  at  grade  by  one  track:  the  crossing  is  protected  by  a 
modem  interlocking  plant  with  derails  in  all  tracks.  At  Ceres,  one  track 
of  the  Olean  street  railway  crosses  both  legs  of  a  wye  track:  there  are 
no  derailing  switches  in  the  track  of  the  electric  road,  nor  protection  over 
the  trolley  wire;  conductors  of  electric  cars  are  required  to  pilot  their  cars 
across  the  track  of  the  steam  road. 

At  White  House  at  the  crossing  of  the  Pennsylvania  railroad  there  is  a 
modem  interlocking  plant,  with  home  and  distant  signals  and  derailing 
switches  in  all  tracks  approaching  the  crossing,  all  operated  from  a  tower. 

The  right  of  way  is  free  from  trees  and  fairly  free  from  brush  and  weeds. 
Fences  are  in  fair  condition,  some  places  lacking;  mile-posts  are  rails  set 
in  ground  at  exact  distance,  with  mileage  shown  on  board  attached  to  nearest 
telegraph  pole.  The  highway  crossings  are  properly  graded  and  well  planked. 
One  crossing  at  Church  street,  Canaseraga,  is  protected  by  a  flagman.  There 
are  72  crossings  on  main  line,  14  on  Olean  branch,  and  9  on  the  Hornell 
branch  protected  by  signs  of  the  X  or  banner  form  properly  located  and  well 
painted.  The  cattle  guards  are  of  the  wooden-slat  pattern,  with  wooden 
wing-fenoes  recently  witewashed.  Whistle-posts  are  maintained  at  the  pre- 
scribed distance  from  all  crossings. 

The  movements  of  trains  are  governed  by  the  telegraphic  train  order 
system.  Semaphore  signals  are  placed  at  telegraph  stations,  to  stop  trains 
for  orders  when  necessary. 
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The  station  buildings  are  in  good  repair,  properly  furnished,  and  were 
neat  and  clean  at  the  time  of  inspection;  water  for  drinldng  is  provided, 
and  time-tables  are  posted  in  the  waiting  rooms.  The  platforms  are  of 
plank,  brick,  and  gravel,  and  well  maintained. 

On  main  line,  the  principal  repairs  and  improvements  made  since  last 
inspection  are  as  follows:  A  new  steel  viaduct  has  been  completed  over  Stony- 
Brook  Glen,  242  ft.  high  and  640  ft.  in  length;  a  trestle  at  Perkinacville  turn- 
table has  been  rebuilt;  4  trestles  and  1  cattle  pass  have  been  strengthened; 
1  trestle  has  been  filled;  1  has  been  replaced  with  a  30-ft.-span  through 
girder  bridge,  and  1  replaced  by  a  48-in.  pipe  and  embankment;  one  small 
opening  between  Scholes  and  Bennetts  has  been  filled,  and  2  sidings  have 
been  completed.  On  the  Olean  branch,  the  Olean  Creek  trestle  and  Olean 
Creek  flood  way  have  been  strengthened,  and  a  12-ft.  clear  span  girder  put  in 
in  place  of  a  48-in.  pipe. 

Recommendations:  That  repairs  be  made  to  the  bridges,  trestles,  open 
culverts,  and  cattle  passes,  as  indicated  in  the  foregoing  report.  That  re- 
newals be  made  to  rail  where  badly  worn,  and  loose  track  bolts  be  made  tight. 

Respectfully  submitted, 

E.  F.  Van  Hoesen, 
Bteam  Railroad  Inspector. 


POBT  CHESTER  TEBMINAL  BAILBOAO. 

Inspected  October  29,  1908.    Last  previous  inspection  September  30,  1907. 

To  the  Public  Service  Commission,  Second  District: 

Gentlemen:  I  have  made  an  inspection  of  the  Port  Chester  Terminal  rail- 
road, and  respectfullv  submit  the  following  report: 

The  Port  Chester  Terminal  railroad  consists  only  of  short  switching  tracks 
connecting  with  the  New  York,  New  Haven  &  Hartford  railroad  at  Port 
Chester,  and  extending  into  the  yard  of  the  Port  Chester  Bolt  and  Nut  Com- 
pany, and  is  operated  by  the  New  York,  New  Haven  &  Hartford  Railroad 
Company's  switching  engines  in  taking  cars  into,  and  out  from,  the  Bolt  and 
Nut  Company's  works.  There  are  about  0.91  mile  of  tracks  which  are  in 
proper  condition  for  the  purpose  used. 

Respectfully  submitted, 

E.  F.  Van  Hoesen, 
Steam  Railroad  Inspector, 


BUTLAND   BAIIAOAD. 

Inspected  November  9,  10,  and  18,  1908.    Last  previous  inspection,  August 
12-14,  1907. 
To  the  Public  Service  Commission,  Second  District: 

Gentlemen  :  I  have  inspected  the  Rutland  railroad,  and  respectfully  submit 
the  following  report: 

The  three  lines  or  portions  of  lines  of  the  Rutland  railroad  in  this  State 
are  widely  separated,  are  very  different  classes  of  road,  and  are  operated  under 
very  different  conditions ;  therefore  I  make  report  on  each  line  separately. 

Chatham  Division. 

The  Chatham  division  is  a  single-track  road  connecting  with  the  Boston 
&  Albany  railroad  at  Chatham,  and  extending  to  Bennington,  Vt.,  and  has  in 
this  State  51.29  miles  of  main  track  and  4.84  miles  of  sidings  and  yard 
tracks. 

The  general  alignment  is  very  fair,  excepting  north  of  Petersburgh  Junction, 
where  it  is  very  crooked,  although  the  curves  are  not  generally  sharp.  The 
maximum  curve  is  9  degrees,  at  Chatham,  aside  from  that  the  greatest  curves 
are  5  degrees,  40  minutes.  The  grades  are  generally  light;  the  maximum  is 
69  ft.  per  mile  for  about  l^  miles  near  Old  Chatham. 

With  the  exception  of  a  few  cuts  through  rock,  which  are  rather  narrow 
to  admit  of  thorough  ditching,  the  roadway  is  very  well  graded  and  the  cuts 
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are  properly  ditched.  The  ateel  and  iron  bridges  are  in  good  condition  and 
fairly  well  painted;  the  masonry  is  good;  the  ties  and  guard  timbers  are  of 
standard  dimensions  and  properly  maintained;  inside  guard  rails  have  been 
placed  on  a  portion  of  them.  There  are  no  wooden  span  bridges  excepting  for 
overhead  highway  and  farm  crossings.  They  are  in  proper  condition.  There 
is  but  one  with  overhead  clearance  of  less  than  21  ft.,  and  that  is  protected 
by  proper  warning  signals.  There  are  21  timber  trestles  remaining  in  the 
roadway  of  either  pile  or  framed  bents,  with  wooden  stringers,  standard  ties 
and  guard  timbers.  No.  3,  consisting  of  5  spans,  No.  4  of  6  spans,  No.  7  of 
6  spans.  No.  8  of  6  spans,  and  No.  20  of  5  spans,  are  old  structures,  and  piles 
have  been  driven  and  materials  are  on  hand  with  which  to  renew  them.  No. 
17,  consisting  of  five  spans,  has  pile  bents  in  poor  condition,  needing  renewal. 
The  others  are  in  good  condition.  There  are  19  open  culverts  and  cattle 
passes,  nearly  all  with  pile  or  timber  abutments,  and  they  mostly  have  timber 
stringers;  a  few,  I-beams;  in  some  cases  rails  are  used  for  stringers.  Nos.  11 
and  18  have  poor  ties  and  guard  timbers,  requiring  renewal;  the  others  are 
in  good  condition  and  where  there  is  masonry  it  is  of  good  quality.  The 
arch,  box,  and  pipe  culverts  are,  so  far  as  could  be  observed,  in  very  good 
condition. 

The  standard  cross-ties  are  6x8  in.,  8  ft.  in  length,  and  laid  at  the  rate  of 
2992  to  the  mile  of  track;  about  15  per  cent,  of  them  are  oak,  20  per  cent, 
yellow  pine,  35  per  cent,  chestnut,  and  30  per  cent,  cedar;  they  are  fairly 
well  spaced  and  full  spiked;  sharp  curves  are  double  spiked  on  the  outside. 
The  condition  is  considerably  better  than  when  the  last- inspection  was  made, 
although  quite  an  amount  of  additional  renewal  is  needed,  especially  between 
South  Berlin  and  Berlin  Center;  approximately  20  per  cent,  of  the  ties  on 
that  portion  of  the  road  should  be  renewed,  and  an  average  of  about  10  per 
cent,  elsewhere.  Of  the  main  track,  11.12  miles  are  laid  with  75-lb.,  6.50  miles 
with  72-lb.,  and  the  remaining  portion,  33.67  miles,  with  mixed  56-  and  60-lb. 
steel  rails,  connected  by  angle  plates  24  in.  in  length,  with  4  bolts.  The  56- 
and  the  60-lb.  rail  is  generally  considerably  worn  and  quite  extensive  renewal 
should  be  made.  All  the  connections  are  full  bolted  and  bolts  tight.  All  main- 
track  switches  are  split  point  and  have  automatic  stands  with  proper  targets. 
Switch  lamps  show  red  light  for  danger  and  white  for  safety.  The  frogs  are 
rigid  and  are  in  fair  condition.  Derailing  switches  are  in  all  sidings  where 
their  use  appears  necessary,  and  have  proper  targets.  The  track  is  ballasted 
with  gravel,  much  of  the  way  in  light  quantity;  quite  extensive  improvement 
has  b^n  made^  however.  The  alignment  and  surfacing  of  track  are  very  fair, 
considering  the  light  quantity  of  ballast  generally  used ;  the  outer  rail  on 
curves  is  properly  elevated  for  the  speed  at  which  the  trains  are  scheduled. 

The  track  sections  average  about  5^  miles  in  length  and  the  average  force 
maintained  on  each  consists  of  a  foreman  and  4  laborers.  Each  gang  is 
furnished  with  flags,  lanterns,  and  torpedoes,  and  all  sections  are  patrolled 
daily. 

Two  tracks  of  the  Boston  &  Maine  railroad  are  crossed  at  grade  at  Peters- 
burgh  Junction:  the  crossing  is  protected  by  a  proper  interlocking  plant. 
The  only  interlocking  plant  maintained  is  at  this  crossing. 

The  right  of  way  is  entirely  cleared  and  free  from  brush  and  rubbish,  and 
fenced  with  wire;  considerable  improvement  in  fences  has  been  made  but 
more  is  needed.  The  highway  crossings  are  properly  graded  and  planking 
in  good  condition;  they  are  protected  by  signs  of  the  diamond  form,  suitably 
located  and  well  painted.  Wooden-slat  cattle  guards  with  suitable  guard 
fences  are  maintained  at  each  grade  crossing  of  highways.  There  are  67 
grade  crossings  in  all,  and  they  are  protected  by  crossing-signs  only. 

The  movements  of  trains  are  governed  by  the  telegraphic  train  order 
system;  the  trains  are  blocked  10,  15,  or  20  minutes  apart  as  considered 
necessary,  owing  to  grade  and  other  conditions.  In  issuing  train  orders 
for  meeting  of  trains  the  order  is  also  placed  at  the  meeting  point. 

The  station  buildings  are  generally  small,  and  while  some  of  them  are 
old  buildings  they  are  in  fair  repair;  they  are  clean  and  neat,  water  for 
drinking  is  provided,  and  time-tables  are  posted  in  the  waiting  rooms.  The 
platforms  in  nearly  all  cases  are  of  cinders  and  gravel;  the  plank  platforms 
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formerly  existing  have  been  removed.  It  was  observed  that  in  moet  cases 
these  platforms  have  not  been  raised  above  the  level  of  the  ties;  additional 
material  should  be  put  in  and  the  platforms  raised  at  least  as  high  as 
the  top  of  the  rail.  The  station  grounds  are  in  fair  condition.  At  all 
stations  excepting  Chatham  toilet  facilities  are  provided;  at  Chatham  there 
is  no  toilet.     Station  and  train  employees  are  uniformed. 

Since  the  last  inspection,  August,  1907,  about  10  per  cent,  of  the  cross-ties 
have  been  renewed;  7.12  miles  of  75-lb.  rail  laid,  replacing  worn  56-lb.  rail; 
7^  miles  of  track  have  been  re-ballasted  with  gravel  and  2  miles  with 
cinders;  trestle  bridges  and  open  culverts  Nos.  3,  4,  7,  8,  and  20  have  had 
piles  driven  and  materials  delivered  for  rebuilding  the  structures,  and  No.  6 
has  had  additional  ties  put  on;  No.  29  has  had  new  stringers  and  ties, 
and  Nos.  32,  33,  35,  36,  39,  40,  42,  43,  43-A,  43-B,  and  43-C,  nave  had  new 
ties  and  guard  timbers;  No.  47  has  had  new  stringers  and  ties,  Nos.  49 
and  81  new  stringers,  ties,  and  guard  timbers,  and  No.  45  has  been  filled; 
bridge  No.  44,  over  Hoosick  river,  has  had  new  concrete  pier  built,  and  new 
back  walls  put  in  at  bridges  Nos.  9  and  10;  the  South  Berlin  station  has 
been  repaired  and  painted;  the  driveway  leading  to  Petersburgh  Junction 
station  has  been  widened  and  a  protection  railing  built;  the  old  wooden 
plutforms  at  Center  Berlin,  South  Berlin,  North  Stephentown,  Stephentown, 
Lebanon  Springs,  New  Lebanon,  Brainard,  and  Old  Chatham  have  been 
removed,  and  gravel  and  cinder  platforms  substituted;  11  miles  of  new  fence 
have  been  built,  and  quite  extensive  repairs  made  to  other  fences. 

Recommendations:  That  inside  ^ard  rails  be  placed  on  the  remaining 
bridges  and  trestles;  that  trestles  Nos.  3,  4,  7,  8,  and  20,  where  piles  are 
now  driven  for  new  bents,  be  rebuilt  promptlv,  and  that  the  pile  bents  to 
No.  17  be  renewed  at  once;  that  new  ties  and  guard  timbers  be  placed  on 
open  culverts  Nos.  11  and  18;  that  20  per  cent,  of  the  cross-ties  between 
South  Berlin  and  Berlin  Center  be  renewed  and  10  per  cent,  of  those  on 
other  portions  of  the  road;  that  the  worn  56-  and  60-lb.  rails  be  replaced; 
that  additional  ballast  be  put  in,  that  the  track  may  be  kept  in  proper 
alignment  and  surface  during  the  winter  season;  that  necessary  repairs  and 
renewals  be  made  to  fences;  that  the  gravel  platforms  at  stations  be  raised; 
and  that  toilet  facilities  be  furnished  at  Chatham  station. 

Ogdensburg  Division, 

The  Ogdensburg  division,  a  single-track  road,  extends  from  Rouses  Point  to 
Ogdensburg,  a  distance  of  118.80  miles,  and  has  37.48  miles  of  sidings  and 
yard  tracks. 

The  general  alignment  is  first  class,  curves  light;  the  maximum  is  2  de- 
grees 30  minutes,  located  at  Malone.  The  grades  are  also  light  and  fairly 
regular;  the  maximum  eastbound  is  30  ft.  per  mile,  and  westboimd  44  ft. 
per  mile. 

The  cuts  and  embankments  are  generally  of  good  width  and  proper  slope; 
the  cuts  through  rock  in  a  few  cases  are  rather  narrow  to  admit  of  necessary 
ditches  to  conduct  through  them  a  large  amount  of  water,  some  times  there; 
in  such  places  stone  walls  have  been  built  at  the  ends  of  ties,  and  track 
ballasted  with  stone  to  prevent  washing,  in  cases  where  in  times  of  freshet 
water  some  times  gets  over  the  track.  The  earth  cuts  and  most  of  the  rock 
cuts  have  good  ditches.  In  a  few  cases  retaining  walls  are  used  to  support 
slopes  of  cuts.  The  steel  and  iron  bridges  are  in  good  condition  and  gener- 
ally well  painted.  The  east  abutment  of  No.  324,  both  abutments  of  No.  328, 
and  the  east  abutment  of  No.  349,  are  in  very  poor  condition  and  should  be 
rebuilt.  The  masonry  to  a  few  other  structures,  to  which  attention  was  di- 
rected, will  require  attention  before  very  long.  The  ties  and  guard  timbers 
are  of  standard  dimensions  and  well  maintained.  Inside  guard  rails  are 
used  in  some  cases  and  at  other  places  are  lacking.  There  yet  remains  in 
the  roadway  one  wooden  Howe  truss  bridge:  it  is  in  sound  condition  but 
rather  light  for  the  class  of  motive  power  used;  it  has  had  temporary  bents 
put  under  it,  and  a  new  bridge  is  on  hand  with  which  to  replace  it.  The 
only  other  wooden  bridges  are  for  overhead  highway  and  farm  crossings; 
they  are  in  good  condition,  and  all,  as  well  as  other  overhead  obstructions 
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less  than  21  ft.  above  the  track,  are  protected  by  warning  signals.  The 
only  timber  trestle  in  the  main  track  is  the  one  across  the  outlet  to  Lake 
Champlain  at  Bouses  Point,  of  which  there  are  2100  ft.  in  this  State.  The 
bents  are  of  piles,  and  cribs  filled  with  stone.  Extensive  work  is  being  done 
repairing  and  strengthening  this  trestle,  and  additional  bents  being  put  in 
with  new  stringers,  ties,  and  guard  timbers.  This  work  has  been  going  on 
for  a  considerable  time  and  will  probably  not  be  completed  this  sea,son ;  mean- 
while it  is  being  kept  in  safe  condition.  A  track  of  the  Central  Vermont 
railway  crosses  the  same  trestle,  the  tracks  of  the  two  roads  being  gauntleted. 
The  open  culverts  and  cattle  passes  have  mainly  dry  masonry  and  much  of  it 
is  poor,  especially  that  to  Nos.  308,  317,  320,  322,  326,  332,  333,  333-A, 
346,  358,  359,  and  364,  and  in  most  cases  timber  bents  have  been  placed  in 
front  of  the  masonry,  supporting  the  stringers,  on  account  of  the  poor 
masonry.  Much  of  this  masonry  is  very  bad,  and  should  be  rebuilt  promptly. 
Most  stringers  are  of  timber;  a  few  I-beams  are  used.  The  ties  and  guard 
timbers  are  of  standard  dimensions  and  are  properly  maintained.  Some  of 
the  stone  arch  and  box  culverts  have  ends  failing,  but  none  observed  were  in 
unsafe  condition,  and  quite  extensive  repairs  have  been  made  since  the  last 
inspection.    The  iron-pipe  drains  are  in  good  condition. 

The  standard  cross-ties  are  6x8  in.,  8  ft.  in  length,  and  laid  at  the  rate 
of  2992  to  the  mile  of  track;  about  15  per  cent,  of  them  are  oak,  20  per 
cent,  yellow  pine,  35  per  cent,  chestnut,  and  30  per  cent,  cedar;  they  are 
well  spaced  and  full  spiked.  Some  tie-plates  are  used  on  the  soft  wood  ties. 
Their  condition  is  better  than  when  the  last  inspection  was  made;  some  ad- 
ditional renewals,  however,  are  needed.  Of  the  main  tracks  97.05  miles 
are  laid  with  80-lb.,  11.82  miles  with  72-lb.,  and  9.93  miles  with  75-lb.  steel 
rails.  The  80-lb.  rails  are  connected  by  angle  plates  30,  36,  and  40  in.  in 
length,  with  6  bolts,  the  72-lb.  rails  by  angle  plates  24  in.  in  length,  with  4 
bolts,  and  the  75-lb.  rails  by  angle  plates  24,  26,  and  31  in.  in  length,  with 
4  bolts.  The  rail  is  in  very  fair  condition,  all  the  connections  full  bolted 
and  bolts  tight.  All  main-track  switches  are  split  point;  both  rigid  and 
automatic  stands  are  used;  all  have  proper  targi-ts,  and  in  obscure  places 
some  high  targets  are  used.  Switch  and  semaphore  lamps  show  red  light 
for  danger  and  whito  for  safety.  The  frogs  are  spring  rail  and  properly 
maintained.  Derailing  switches  are  in  all  sidings  where  their  use  appears 
nocessary  and  have  proper  targets.  The  track  is  ballasted  with  gravel, 
cinders,  and  sand;  a,  little  stone  ballast  is  used  in  a  few  rock  cuts;  bt»tween 
Norwood  and  Ogilensburg  it  is  nearly  all  sand  ballast,  on  the  other  por- 
tions of  the  road  mainly  gravel,  with  some  cinders.  The  track  is  generally 
very  well  ballasted.  The  alignment  and  surfacing  of  the  track  are  good, 
and  the  outer  rail  on  curves  properly  elevated  for  the  speed  at  which  the 
trains  are  scheduled.  The  track  sections  are  about  5  miles  in  length  and 
the  average  force  maintained  on  each  consists  of  a  foreman  and  4  laborers. 
Each  gang  is  furnished  with  flags,  lanterns,  and  torpedoes,  and  all  portions 
of  the  road  are  patrolled  daily. 

One  track  of  The  Delaware  &  Hudson  Company's  railroad  is  crossed  at 
grade  at  Rouses  Point:  the  crossing  is  protected  by  ball  signal  and  all  trains 
are  required  to  come  to  a  full  stop.  One  track  of  The  l^laware  &  Hudson 
Company's  railroad  at  Mooers  Junction:  the  crossing  is  protected  by  ball 
signal  and  all  trains  are  required  to  come  to  a  full  stop.  One  track  or 
the  St.  Lawrence  &  Adirondack  railway  (operated  by  the  New  York  Central 
&  Hudson  River  Railroad  Company)  at  Malone  Junction:  the  crossing  is 
protected  by  ball  signal  and  all  trains  arc  required  to  come  to  a  fiiil  stop. 
One  track  of  the  New  York  &  Ottawa  railway  near  Moira:  the  crossing 
is  protected  by  ball  signal;  all  trains  are  required  to  come  to  a  full  stop; 
trains  of  the  Rutland  railroad  approach  under  control  but  do  not  stop 
if  the  signal  is  in  their  favor;  track  of  the  Rutland  railroad  is  straight 
for  a  long  distance  either  side  of  the  crossing  and  the  view  unobstruc&d. 
One  track  of  the  Rome,  Watertr^wn  &  Ogdensburg  division  of  the  New  York 
Central  &  Hudson  River  railroad  at  Norwood:  the  crossing  is  protected  by 
a  tilting  board  signal  and  all  trains  arc  required  to  come  to  a  full  stop. 
There  arc  no  interlocking  plants. 
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The  right  of  way  is  free  from  trees,  brush,  and  rubbish,  and  fenced  gen- 
erally  with  wire,  in  very  fair  condition  east  of  Norwood;  between  Norwood 
and  Ogdensburg  much  of  the  fence  is  poor  and  in  places  lacking.  The  high- 
way crossings  are  well  graded,  properly  planked,  and  protected  by  signs 
of  the  diamond  or  finger-board  design,  suitably  located  and  properly  painted. 
Wooden-slat  cattle  guards  with  sui&ble  guard  fences  are  maintained  at  each 
boundary  of  the  highways  crossed  at  grade.  Three  highway  grade  crossings 
are  protected  by  flagmen,  1  by  electric  bell,  and  the  remaining  113  by 
crossing-signs  only. 

The  movements  of  trains  are  governed  by  the  telegraphic  train  order 
system;  the  trains  are  blocked  10,  15,  or  20  minutes  apart  as  considered 
necessary  owing  to  grade  and  other  conditions.  In  issuing  train  orders 
for  meeting  of  trains  the  order  is  also  placed  at  the  meeting  point. 

The  station  buildings  are  in  good  condition;  some  are  rather  small,  but 
I  was  imable  to  ascertain  that  they  were  not  sufficient  for  the  require- 
ments. The  waiting  rooms  are  clean  and  neat,  water  for  drinking  is  pro- 
vided, and  time-tables  are  posted  in  the  waiting  rooms.  At  stations  where 
there  is  a  water  system  sanitary  closets  are  provided;  in  some  cases  there 
are  inside  dry  closets,  at  others  they  are  outside.  All  are  in  first-class 
condition.  The  station  platforms  are  of  plank  and  giavel  and  in  very  fair 
condition,  although  in  a  few  cases,  to  which  attention  was  directed,  they 
should  be  raised  somewhat  to  reduce  the  height  of  step  in  getting  on  the 
car.  The  station  grounds  are  in  good  condition.  Station  and  train  em- 
ployees are  uniformed. 

The  principal  repairs  and  improvements  noted  as  made  since  the  last 
inspection,  August,  1907,  are  as  follows:  About  12%  per  cent,  of  the  cross- 
ties  have  been  renewed;  0.7  mile  of  80-rail  laid,  replacing  worn  72-Ib. 
rail;  3  miles  of  track  have  been  re-ballasted  with  cinders;  bridge  No.  302 
has  received  general  repairs;  Nos.  332,  336,  and  339  have  had  new  ties 
and  guard  timbers;  6  open  culverts  and  cattle  passes  have  been  rebuilt;  a 
large  arch  culvert  east  of  bridge  No.  316  has  had  wings  rebuilt  and  entire 
arch  lined  with  concrete;  new  stringers,  ties,  and  guard  timbers  have  been 
put  on  a  large  number  of  open  culverts  and  cattle  passes;  a  large  number  of 
piles  have  b^n  driven  and  new  stringers  and  ties  put  on  the  trestle  across 
the  outlet  to  Lake  Champlain  at  Rouses  Point;  the  station  building  at 
Houses  Point  has  been  overhauled  and  enlarged;  extensive  repairs  made 
to  engine  house  and  sand  house  at  Ogdensburg,  and  new  roundhouse  at 
Malone  is  being  constructed;  a  new  ferry  slip  has  been  built  at  Ogdensburg 
and  new  track  to  it  1600  ft.  in  length  built;  1705  ft.  of  track  have  been 
added  at  the  Cherubusco  yard,  and  new. track  put  in  to  a  mill  at  Chateaugay, 
200  ft.  in  length;  minor  changes  and  additions  have  been  made  to  tracks 
at  other  yards;  a  new  fire-proof  pump  house  has  been  built  at  Q^densburg 
elevator,  and  minor  repairs  have  been  made  to  station  and  other  buildings. 

Recommendations:  That  the  east  jibutment  of  bridge  No.  324,  both  abut- 
ments of  No.  328,  and  the  east  abutment  of  No.  349  be  promptly  rebuilt; 
that  the  masonry  to  open  culverts  Nos.  308,  317,  320,  322,  326,  332,  333,  333- A, 
340,  353,  589,  and  364  be  also  rebuilt;  that  inside  guard  rails  be  put  on 
all  bridges  and  trestles  where  now  lacking;  that  about  10  per  cent,  of  the 
cross-ties  be  renewed;  that  fences  be  put  in  proper  condition,  and  that  all 
low  platforms  at  stations  be  raised  sufliciently  to  make  a  reasonable  height 
of  step  from  the  platform  to  the  cars. 

AddUon  Branch. 
The  Addison  branch,  a  single-track  line,  connects  with  the  main  line  of 
the  Rutland  railroad  at  Leicester  Junction,  Vt.,  and  extends  to  a  connec- 
tion with  The  Delaware  &  Hudson  Company's  railroad  at  Addison  Junction, 
a  distance  of  15.60  miles,  of  which  only  0.82  mile  is  in  this  State;  it 
has  about  0.83  mile  of  sidings  and  yard  tracks.  This  is  a^  unimportant 
line  of  railroad,  used  almost  entirely  for  freight  purposes,  with  only  one 
or  two  trains  operated  in  either  direction.  There  is  one  curve  of  3  denees, 
practically  all  the  rest  being  on  tangent.  The  grades  are  very  light,  being 
practically  level  for  most  of  the  distance.  There  are  no  cuts  of  any  account 
The  embankments  are  of  fair  width  and  proper  slopes,  and  the  drainage 
good. 
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There  are  no  steel  or  iron  bridges  and  no  openings  to  grade  excepting 
a  timber  trestle  across  Lake  Champlain,  about  300  ft.  of  which  is  in  the 
State  of  New  York,  and  a  float  drawbridge  across  the  channel  which  is 
supposed  to  be  the  dividing  line  between  the  two  States;  this  trestle  con- 
sists of  framed  bents  on  pile  foundation;  there  were  originally  cribs,  which 
settled,  and  a  single  pile  was  driven  at  either  end  of  the  cribs  on  alternate 
bents  between  the  cribs;  the  bents  over  the  cribs  are  trussed  between  the 
two  piles  above  referred  to,  the  bottom  of  this  truss  being  at  most  seasons 
of  the  year  under  water.  The  structure  is  getting  old  and  new  bents  are 
being  driven;  men  are  now  engaged  on  the  Vermont  side  rebuilding  that 
portion  of  the  trestle,  and  are  to  continue  on  the  New  York  side.  The 
stringers  and  ties  are  of  standard  dimensions  and  in  fair  condition.  At 
each  end  of  the  float  draw  there  is  a  span  of  about  35  ft.  in  length  which 
can  be  raised  or  lowered  as  may  be  necessary  by  the  stage  of  water,  and 
at  the  end  of  that  a  fixed  timber  trussed  span  of  about  the  same  length. 
This  sort  of  draw  and  draw  connections  make  very  careful  operation  of 
trains  necessary,  and  all  trains  are  required  to  come  to  a  full  stop  before 
reaching  the  draw.  Semaphore  signals  interlocked  with  the  mechanism  of 
the  draw  are  located  400  ft.  from  the  end  of  the  draw  span.  The  floating 
draw  appears  to  be  in  good  condition.  The  timber  abutments,  piling,  and 
cribbing  at  the  ends  are  getting  old  and  somewhat  out  of  condition,  and 
are  to  be  rebuilt.  The  only  other  opening  for  the  passage  of  water  is  a 
small  stone  box  culvert,  which  is  in  proper  condition. 

The  cross-ties  are  almost  entirely  cedar;  the  standard  dimensions  are 
6x8  in.,  8  ft.  in  length,  and  they  are  laid  at  the  rate  of  2640  to  the  mile 
of  track;  they  are  evenly  spaced  and  full  spiked,  and  in  fair  condition  for 
the  very  moderate  amount  of  traflBc  and  slow  speed  maintained.  The  track 
is  laid  with  66-lb.  steel  rail,  connected  by  angle  plates  24  in.  in  length  and 
Fish  plates  20  in.  in  length,  with  4  bolts.  The  rail  is  considerably  worn,  but 
is  in  fair  condition  for  the  light  traffic  and  slow  speed  maintained.  The 
connections  are  full  bolted  and  bolts  tight.  Stub  switches  are  used  with 
rigid  stands;  the  targets  are  in  proper  condition.  Semaphore  lamps  show 
red  light  for  danger  and  white  for  safety.  The  frogs  are  rigid  and  are  in 
proper  condition.  There  is  one  derailing  switch;  no  others  appear  necessary. 
The  track  is  lightly  ballasted  with  gravel  and  cinders.  The  alignment  and 
surfacing  are  fair  considering  the  speed  maintained. 

The  right  of  way  is  cleared.  Very  little  fence  is  maintained,  or  apparently 
necessary.  There  are  no  highway  crossings.  The  movements  of  trains  are 
governed  by  the  telegraphic  train  order  system.  The  only  station  in  this 
State  is  at  Addison  Junction;  it  is  the  property  of  and  used  jointly  by  The 
Delaware  &  Hudson  Company. 

Since  the  last  inspection,  August,  1907,  about  10  per  cent,  of  the  cross- 
ties  have  been  renewed;  some  piles  have  been  driven  for  renewal  of  the  timber 
trestle  and  men  are  engaged  rebuilding  that  structure;  semaphore  signals, 
interlocked  with  the  mechanism  of  the  drawbridge  have  been  erected  400  ft. 
from  the  draw  in  either  direction. 

Recommendations:  That  the  work  of  renewing  the  trestle  structure  and 
the  approaches  to  the  draw  be  carried  to  a  conclusion  as  rapidly  as  possible, 
and  tnat  the  movements  of  all  trains  over  the  draw  be  restricted  to  a  speed 
of  not  exceeding  6  miles  per  hour. 

Respectfully  submitted, 

J.  D.  Shultz, 
Steam  Railroctd  Inspector. 


6CH0HABIE   VALLEY   BAILWAT. 

Inspected  August  11,  1908.    Last  previous  inspection  June  6,  1907. 
To  the  Public  Service  Commission,  Second  District: 

Gentlemen:  I  have  made  an  inspection  of  the  Schoharie  Valley  railway, 
and  respectfully  submit  the  following  report: 

The  Schoharie  Valley  railway  extends  from  a  connection  with  tha  main 
line  of  The  Delaware  &,  Hudson  Company*s  railroad  at  Schoharie  Junction 
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ix>  Schoharie,  where  it  joins  the  Middleburgh  &  Schoharie  railroad.  It  is 
operated  jointly  with  that  railroad,  the  same  train  operating  over  both 
roads  with  a  change  of  conductors  at  Schoharie.  It  is  a  single-track, 
standard-gauge  road,  4.38  miles  in  length,  with  approximately  1  mile  of 
sidings  and  yard  tracks.  The  road  runs  through  a  valley  and  has  long 
tangents  and  light  curves.  The  grades  are  light,  and  the  cuts  and  embank- 
ments are  generally  of  fair  width;  some  of  the  cuts  should  be  widened  to 
give  sufficient  width  for  ditches,  which  should  be  opened  and  cleaned.  Thero 
are  3  deck  plate  girder  bridges:  the  first  bridge  just  north  of  Schoharie 
is  a  16-in.  girder  16%  ft.  in  length,  with  a  clear  span  of  12  ft.;  the  second 
is  an  18-in.  girder  about  17  ft.  long,  with  a  clear  span  of  13  feet;  and  the 
third  a  32-in.  plate  girder  about  30  ft.  long.  All  these  girders  are  carried 
on  dry  masonry  abutments,  poorly  laid  with  small  stone,  and  consequently 
in  need  of  frequent  repairs.  At  the  second  bridge  one  of  the  abutments 
overhangs  slightiy;  while  not  unsafe  in  its  present  condition,  it  may  continue 
to  move,  in  which  case  it  should  be  rebuilt.  At  the  third  bridge  the  north 
abutment  has  crumbling  stone  under  the  west  girder;  this  abutment  should 
be  torn  down  about  three  feet  and  rebuilt  with  good  stone.  There  are  no 
timber  guards  on  any  of  these  structures,  a  strip  of  plank  spiked  to  top  of 
ties  being  used  in  place  of  guard.  There  is  1  wooden  Howe  truss  bridge 
with  1  span  of  about  100  ft.  This  bridge  has  been  in  use  over  forty  years. 
The  timber  is  sound  and  the  trusses  are  of  sufficient  strength  to  carry  the 
trains  operated  over  it.  The  floor  system  has  been  strengthened  as  recom- 
mended in  last  report.  The  masonry  is  in  fair  condition.  The  north  abut- 
ment has  considerable  blocking  as  wall  plates  and  some  should  be  renewed. 
There  is  an  overhead  highway  bridge,  timber  stringers,  supported  on  timber 
bents.  These  bents,  next  to  track,  rest  on  low  walls  of  dry  masonry  which 
are  in  poor  condition.  The  warnings  are  in  very  poor  condition.  There  is 
one  open  culvert  of  about  6  ft.  span  with  dry  masonry  abutments  about  3  ft. 
in  height,  of  small  stone  which  are  working  out  in  places;  strips  of  plank 
are  nailed  to  ties  in  place  of  guard  timbers.  There  is  also  an  opening  to 
carry  ditch  water  across  track,  about  2  ft.  span  with  10  x  12-in.  stringers 
under  rail  and  onlv  a  few  inches  between  the  bottom  of  stringer  and  bottom 
of  ditch;  the  work  is  not  well  done  and  should  be  built  in  a  substantial 
manner  if  to  remain  in  track.  There  are  no  arch  culverts.  The  box  and 
pipe  culverts  are  apparently  in  good  condition. 

The  cross-ties  are  6  to  8-in.  face,  6  in.  in  thickness,  and  8  ft.  in  length,  of 
oak  and  chestnut  principally,  and  are  laid  at  the  rate  of  2640  to  the  mile 
of  track.  Some  tie  renewals  are  needed,  particularly  on  some  of  the  curves. 
The  rail  is  worn  but  most  of  it  is  in  fair  condition  for  the  light  traffic 
There  are  some  badly  worn  rails  with  broken  and  split  ends  that  should 
be  replaced.  The  track  is  laid  with  60-lb.  steel  rail  and  is  connected  by 
angle  and  Fish  plates  with  4  bolts.  There  are  many  bolts  loose  and  a  few 
missing.  Both  split  point  and  stub  switches  are  in  use,  the  only  stub 
switches  being  located  at  Schoharie  Junction.  Switch  stands  are  rigid. 
Some  lack  targets  and  some  targets  are  poorly  painted.  Switch  lamp^  are 
not  used,  as  night  trains  are  not  run.  Frogs  are  rigid.  No  derailing  switches 
are  required.  About  one-third  of  the  road  is  lightly  ballasted  with  broken 
stone;  the  remainder  is  practically  unballasted  and  road  would  be  greatly 
improved  if  proper  ballast  were  used.  Grass  and  weeds  grow  between  ties. 
The  alignment  and  surfacing  of  track  are  poor,  but  track  is  safe  on  account 
of  the  ^ow  speed  of  trains. 

The  section  force  oonsista  of  a  foreman  and  5  laborers. 

Only  a  portion  of  the  right  of  way  is  fenced  and  some  fences  are  in  need 
of  repair.  There  was  some  orush  on  right  of  way  at  time  of  inspection  which 
should  be  cut  and  removed.  There  are  no  mile-posts  maintained.  There  is 
only  one  highway  crossing  and  it  is  protected  by  a  sign  of  triangular  form. 
There  are  no  cattle  guards  maintained  nor  are  there  any  whistle-posts. 

At  Schoharie  there  is  a  small,  2-story,  brick  station  with  offices  on  second 
floor,  and  at  Schoharie  Junction  where  the  road  joins  the  D.  &  H.  there  is 
a  small,  frame  station.    Both  are  in  fair  condition. 

There  have  been  no  repairs  or  improvements  made,  other  than  the  or^nary 
maintenance  repairs,  since  last  inspection. 
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Recommendations:  That  ditches  be  opened  and  cleaned;  that  the  masonry 
to  the  deck  girder  bridges  be  rebuilt  where  necessary,  and  that  guard  tim- 
bers of  proper  form  be  placed  on  these  bridges  and  on  the  open  culvert;  that 
the  necessary  repairs  be  made  at  the  small  open  culvert  of  about  2  ft.  span 
where  present  work  is  not  substantial;  that  cross-ties  and  rail  renewals  be 
made  where  necessary;  that  missing  track  bolts  be  supplied  and  loose  ones 
tightened;  that  the  warning  guards  to  overhead  bridge  be  renewed  with 
proper  material;  that  switch  stands  be  supplied  with  targets;  that  additional 
ballasting  be  done  and  track  put  in  proper  alignment  and  surface;  that 
fences  be  repaired;  and  that  loading  of  cars  be  limited  to  80,000  pounds. 

Respectfully  submitted, 

E.  F.  Van  Hoesen, 
Inspector  Steam  Railroads, 


SILVEB  lAKE  RAILWAY. 

Inspected  July  28,  1908.    Last  previous  inspection  July  24,  1906. 
To  the  Public  Service  Commission,  Second  District: 

Gentlemen:  I  have  made  an  inspection  of  the  Silver  Lake  railway,  and 
respectfully  submit  the  following  report: 

The  Silver  Lake  railway  is  a  single-track  road  connecting  with  the  Buffalo 
division  of  the  Erie  road  and  the  Silver  Springs  branch  of  the  Buffalo, 
Rochester  &  Pittsburgh  railway  at  Silver  Springs,  and  extending  to  Perry, 
a  distance  of  6.86  miles,  and  has  approximately  1.5  miles  of  sidings  and 
yard  tracks. 

The  general  alignn^ent  is  fair,  and  grades  and  curves  light.  The  roadway 
is  properly  graded  and  well  drained.  There  is  but  one  iron  bridge  in  the 
roadway:  it  is  a  27 -ft.  deck  plate  girder,  resting  on  pile  bents,  and  crossing 
the  outlet  to  Silver  lake.  The  bents  are  in  such  condition  that  they  will 
require  renewal  or  replacing  with  permanent  abutments  soon.  On  the  track 
at  the  Perry  end  of  the  road  leading  to  a  coal  trestle  there  is  another  light 
plate  girder  bridge  spanning  a  traveled  road:  this  bridge  rests  on  bents;  it 
IS  not  operated  over  by  trains  and  only  used  in  placing  cars  <m  the  trestle 
and  is  in  fair  condition  for  that  purpose.  There  are  no  timber  trestles  in 
the  roadway.  The  only  opening  to  grade  besides  the  bridge  above  referred  to 
is  one  small  open  culvert  of  4-f t.  span :  it  has  good  masonry,  timber  stringers 
and  ties  and  guard  timbers,  in  good  condition.  The  box  culverts  and  pipe 
drains  are  properly  maintained. 

The  cross^ies,  mixed  oak  and  cedar,  are  7x9  in.,  8^.  ft.  in  lengthy  and 
laid  at  the  rate  of  2816  to  the  mile  of  track;  they  are  in  very  good  condition, 
necessary  renewals  having  been  made,  are  properly  spaced,  and  full  spiked. 
About  2^  miles  of  the  track  are  laid  with  80-lb.,  Ve  mile  with  71-lb.,  and 
the  remainder  with  60- lb.  steel  rails.  The  rails  are  connected  by  angle  plates 
26-in.  in  length,  with  4  bolts.  The  rail  is  in  fair  condition  for  the  light 
traffic  and  moderate  speed  maintained;  all  the  connections  are  full  bolted 
and  no  loose  bolts  were  observed.  All  main-track  switches  are  split  point 
with  rigid  stands  and  proper  targets.  Night  trains  are  not  operated,  tnere- 
fore  switch  lamps  are  not  used.  The  frogs  are  rigid,  and  no  places  were 
observed  where  derailing  switches  were  apparently  needed.  The  road  is  lightly 
ballasted  with  gravel  and  cinders.  The  alignment  and  surfacing  of  track 
are  fair,  and  the  outer  rail  on  curves  properly  elevated  for  the  speed  at  which 
the  trains  operate. 

The  track  is  maintained  by  a  force  consisting  of  a  foreman  and  6  laborers. 
The  road  is  patrolled  daily  by  some  member  of  the  section  force. 

The  right  of  way  is  clear  and  clean.  Fences  are  of  wire  and  some  repairs 
are  needed.  The  highway  crossings  are  well  graded,  planking  in  good  condi- 
tion, and  are  protected  by  signs  of  the  diamond  form.  Metallic  cattle  guards 
are  used  in  some  places  and  at  others  are  lacking. 

The  only  station  at  which  an  agent  is  employed  is  at  Perry;  this  is  a 
frame  building  in  good  repair  and  suitably  furnished. 

Since  the  last  inspection  about  12  per  cent,  of  cross-ties  have  been  re- 
newed;  2  miles  of  second-use   80-lb.  rail  laid,  replacing  worn  60-lb.  rail; 
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the  stub  switches  have  been  replacfed  with  split  point  switches ;  a  little  bal- 
lasting has  been  done,  and  minor  repairs  made  to  fences. 

Recommendations:  That  the  pile  bents  supporting  the  plate  girder  bridge 
over  the  outlet  to  Silver  lake  be  rebuilt,  replaced,  or  strengthened;  that 
necessary  repairs  be  made  to  fences,  and  cattle  guards  be  maintained  as  re- 
quired by  law. 

Respectfully  submitted, 

J.  D.  Shultz, 
Steam  Railroad  Inspector. 

6KANEATELES  BAILBOAD. 

Inspected  July  21,  1908.    Last  previous  inspection  August  20,  1906. 
To  the  Public  Service  Commission,  Second  District: 

Oentlemeit:  I  have  made  an  inspection  of  the  Skaneateles  railroad,  and 
respectfully  submit  the  following  report: 

The  Skaneateles  railroad  connects  with  the  Auburn  branch  of  the  New 
York  Central  &  Hudson  River  railroad  at  Skaneateles  Junction  and  extends 
to  Skaneateles,  a  distance  of  5  miles,  and  has  approximately  1  mile  of  sidings 
and  yard  tracks. 

The  road  for  much  of  its  length  is  very  crooked  and  curves  sharp,  the 
maximum  being  15  degrees.  The  grades  are  considerably  broken  and  in  places 
steep,  apparently  about  80  ft.  per  mile. 

The  rcmd  is  constructed  for  much  of  the  distance  alongside  a  highway; 
there  are  no  extensive  cuts  or  high  embankments,  and  all  are  of  proper  width 
and  natural  earth  slopes.  The  roadway  is  well  drained.  There  are  no  steel 
or  iron  bridges.  The  outlet  to  Skaneateles  lake  is  crossed  a  number  of  times 
on  trestle  structures  consisting  of  framed  bents  on  masonry  abutments; 
at  most  of  these  crossings  there  are  from  3  to  4  spans  of  trestle;  they  are 
of  standard  construction,  have  proper  stringers,  ties,  and  guard  timbers, 
generally  in  good  condition,  the  exceptions  being  as  follows  (the  openings 
being  number^  from  the  Skaneateles  end  of  the  road) :  No.  2,  which  con- 
sists of  4  spans  of  framed  bent  bridge,  needs  new  ties  and  guard  timbers. 
No.  3  has  had  new  ties  recently  put  on  but  lacks  guard  timbers.  No.  5  has 
in  the  trestle  1  span  of  trussed  stringers:  this  is  not  good  construction; 
and  in  addition,  the  stringers  are  somewhat  old;  a  bent  has  been  placed 
underneath  the  stringers  at  a  point  about  one-third  the  length  of  the  span; 
another  bent  should  be  put  in  at  the  other  bearing  point  or  this  span  re- 
placed with  iron  girders.  The  open  culverts  have  masonry  abutments,  timber 
stringers,  standard  ties  and  guard  timbers,  all  in  proper  condition.  There 
are  no  arch  culverts.    The  box  and  pipe  culverts  are  in  cood  condition. 

The  cross-ties,  about  60  per  cent,  yellow  pine  and  the  remainder  mixed 
oak  and  chestnut,  are  6x8  in.,  8  ft.  in  length,  and  laid  at  the  rate  of  ap- 
proximately 2992  to  the  mile  of  track;  they  are  very  well  spaced,  full 
spiked  on  curves,  and  on  tangents,  in  some  cases  only,  each  alternate  tie  is 
spiked  on  the  inner  side.  As  only  very  light  power  is  run  on  this  line  and 
at  slow  speed,  this  is  not  objectionable.  It  was  noted,  however,  that  at 
least  10  per  cent,  of  cross- ties  need  renewing,  and  in  addition  to  this,  shims 
that  were  apparently  put  in  last  winter  in  time  of  frost  have  not  yet  been 
removed.  About  %  of  a  mile  of  the  main  track  is  laid  with  70-lb.  steel  rail, 
connected  by  angle  plates  36  in.  in  length,  and  the  remainder  with  56-lb.  rail, 
connected  by  angle  plates  24  in.  in  length,  all  having  4  bolts.  The  rail  is 
in  very  fair  condition  for  the  light  traffic  and  moderate  speed  maintained. 
It  was  noted  that  some  bolts  in  the  connections  were  missing  and  many 
loose;  also  that  in  some  cases  half-length  angle  plates  were  used  with  only 
2  bolts  to  the  joint;  these  should  be  replaced  with  full  length  plates  fully 
bolted.  About  one-half  the  switches  are  split  point  and  the  remainder  stub. 
Th^  split  point  switches  have  automatic  stands  or  spring  in  head-rod,  rend- 
ering the  switch  automatic.  The  stub  switches  have  rigid  stands  and  most 
of  them  show  position  of  switch  by  position  of  target  instead  of  by  color. 
No  switch  lamps  are  used,  no  night  trains  being  operated.  All  frogs  are 
rigid.    Derailing  switches  are  in  sidings  where  their  use  appears  necessary 
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and  have  stands  with  proper  targets.  The  track  is  lightly  ballasted  with 
gravel  and  shows  evidence  of  being  considerablv  aflfected  by  frost,  there  being 
a  large  quantity  of  shims  still  remaining  in  the  track.  The  alignment  and 
surfacinff  of  the  track  are  fair,  and  the  outer  rail  on  curves  properly  elevated. 

The  right  of  way  is  clear  and  clean;  very  little  fencing  maintained,  or 
apparently  necessary.  The  highway  crossings  are  well  graded,  properly 
planked,  and  protected  by  signs  of  the  half  oval  form.  There  are  no  over- 
head obstructions. 

The  maintenance  force  consists  of  a  foreman  and  5  laborers,  who  are 
furnished  with  necessarv  means  for  protecting  the  work. 

The  only  station  building  maintained  is  at  Skanea teles;  this  is  a  wooden 
building,  properly  furnished  and  in  good  condition. 

The  only  repairs  and  improvements  noted  as  made  were  the  ordinary 
renewal  of  cross-ties,  putting  in  new  stringers,  ties,  and  guard  timbers  on 
several  of  the  trestle  bridges. 

Recommendationa :  That  new  ties  and  guard  timbers  be  placed  on  bridge 
No.  2;  proper  guard  timbers  on  bridge  No.  3;  that  an  additional  bent  be 
put  under  the  trussed  stringer  span  of  bridge  No.  6  or  the  span  replaced  with 
iron  girders ;  that  at  least  10  per  cent,  of  the  cross-ties  be  promptly  renewed ; 
that  the  shims  be  removed  and  the  track  re-surfaced;  that  the  half-length 
angle  plates  be  replaced  with  plates  of  full  length;  that  missing  track  bolts 
be  supplied  and  loose  ones  made  tight;  and  that  the  stub  switches  in  main 
track  be  replaced  with  split  point  switches. 

Eespectfully  submitted, 

J.  D.  Shultz, 
Steam  Railroad  Inspector. 

STEBLINQ    MOUNTAIN    BAILWAT. 

In>9pected  October  22,  1908.     Last  previous  inspection  August  15,  1906. 
To  the  Puhlic  Service  Commiaaion,  Second  District: 

GENTLEMEN :  I  havc  made  an  inspection  of  the  Sterling  Mountain  railway, 
and  respectfully  submit  the  following  report: 

The  Sterling  Mountain  railway  extends  from  a  connection  with  the  main 
line  of  the  Erie  railroad  at  Sterlington  to  the  iron  mines  at  Lakeville,  a  dis- 
tance of  7.60  miles.  It  is  a  single-track  etandard-guage  road  and  is  used 
almost  entirely  for  transporting  iron  ore  from  the  company's  mines  at  Lake- 
ville to  the  main  line  of  the  Erie  railroad. 

The  road  is  very  crooked  and  the  grades  are  steep.  The  maximum  curve 
is  9  degrees  and  the  maximum  grade,  which  extends  for  a  great  portion  of 
the  entire  length,  is  176  feet  per  mile,  ascending  toward  the  mines. 

The  roadway  is  fairly  well  graded  and  the  drainage  system  good.  None 
but  very  small  streams  are  crossed  and  there  are  no  steel,  iron,  or  wooden 
bridges  in  the  roadway.  There  are  7  framed  bent  trestles,  4  of  them  of  2 
spans  each,  and  the  longest  one  consisting  of  5  spans.  This  trestle  has  re- 
cently been  rebuilt  and  is  all  new  and  in  good  condition.  The  second  trestle 
from  Sterlington,  one  of  4  spans,  and  the  third,  one  of  3  spans,  have  poor 
ties;  ties  should  be  renewed  in  both  these  structures  and  guard  timbers 
furnished  for  the  one  of  3  spans.  The  remaining  trestles  are  in  fair  condi- 
tion. There  is  one  open  culvert  of  about  8-ft.  span  with  new  framed  bent 
abutments  and  new  half-round  stringers  of  good  size.  There  are  three  or 
four  small  openings  in  track  with  wooden  stringers  in  good  condition.  There 
are  no  arch  culverts.  The  pipe  culverts  are  in  fair  condition.  The  cross- 
ties,  mixed  oak  and  chestnut,  are  from  6  to  8  in.  face,  6  in.  thickness,  8  ft. 
in  length,  and  laid  at  the  rate  of  2640  to  the  mile  of  track.  The  ties  are 
fairly  well  spaced  and  full  spiked.  About  2500  ties  have  been  renewed  this 
year  and  2000  last  year.  Ties  generally  in  fair  condition.  The  track  is  laid 
with  mixed  56-  and  60-lb.  steel  rails,  connected  by  angle  and  Fish  plates  24  in. 
in  length,  with  4  bolts.  The  rail  is  somewhat  worn  but  is  in  fair  condition 
for  the  light  traffic  and  slow  speed  maintained.  The  connections  are  gener- 
ally full  bolted,  with  quite  a  number  of  the  bolts  loose.  There  are  some 
stub  switches  in  maio  track;   most  of  them  are  split  point.     Automatic 
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switch  stands  are  generally  nsed;  some  are  without  targets  and  some  have 
targets  poorly  painted.  J^ight  traine  are  not  operated,  therefore  switch 
lamps  are  not  need.  All  frogs  are  rigid.  There  is  a  stuh  rail  derailing 
switch  in  the  main  track  just  helow  where  the  mine  tracks  connect,  to  pre- 
vent any  cars  which  may  get  loose  at  the  mines  from  running  down  the 
grade.  The  track  is  very  lightly  ballasted  with  gravel  and  cinders.  The 
alignment  and  surfacing,  while  poor  and  irregular,  are  fair  for  a  track  of 
this  character. 

The  section  force  consists  of  a  foreman  and  5  men. 

The  right  of  way  is  clear  and  free  from  trees  and  brush.  The  road  for 
much  of  its  length  runs  through  property  belonging  to  the  mining  company 
which  owns  the  railroad,  and  the  cleared  right  of  way  is  very  narrow. 
Fences  are  maintained  only  opposite  private  property  and  are  in  poor  repair 
in  some  places.  Mile-posts  are  not  maintained.  The  highway  crossings 
are  well  graded,  properly  planked,  and  protected  by  signs  of  the  diamond 
form.     There  are  no  cattle  guard-s,  and  whistle-posts  are  not  maintained. 

The  only  station  building  is  at  Sterlington,  and  is  a  frame  building  in  fair 
repair  and  properly  furnished. 

Repairs  have  been  made  to  two  of  the  timber  trestles,  both  being  practi- 
cally all  new,  and  minor  repairs  made  to  two  other  trestles.  Cross-ties  have 
been  renewed,  some  2600  having  been  put  in  track  this  season. 

Recommendations:  That  guard  timbers  be  put  on  all  trestle  structures 
where  now  lacking;  that  necessary  tie  renewals  be  made  on  these  structures; 
that  targets  be  put  on  all  switch  stands  where  lacking,  and  all  targets  be 
re-painted;  that  fences  be  put  in  proper  repair;  and  cattle  guards  be  main- 
tained at  all  highway  crossings  outside  of  the  mining  company's  Icuids. 

Respectfully   submitted, 

E.  F.  Van  Hoesen, 
Steam  Railroad  Inspector. 


BOXTTH  BUFFALO  BAILWAT. 

Inspected  July  31,  1908.    Last  previous  inspection  November  2,  1904. 
To  the  Public  Service  Commission,  Second  District: 

Gentlemen:  I  have  made  an  inspection  of  the  South  Buffalo  railway, 
and  respectfully  submit  the  following  report: 

The  South  Buffalo  railway  extends  from  a  connection  with  the  Buffalo 
Creek  railroad  at  Buffalo  Creek  Junction  to  a  connection  with  the  Lehigh  k 
Lake  Erie  railroad  at  West  Seneca,  a  distance  of  5.91  miles,  single  track, 
and  has  9.28  miles  of  sidings  and  yard  tracks.  In  addition  to  this  the  road 
operates  approximately  45  miles  of  leased  tracks  in  and  about  the  Lacka- 
wanna Steel  Works.  The  road  is  considerably  crooked,  laid  out  to  make 
connection  with  practically  all  the  railroads  entering  Buffalo  from  the  south 
and  southeast,  and  with  the  steel  works.  It  is  practically  all  on  embaftk- 
ments,  which  are  of  good  width  and  j)roper  slopes.  There  are  very  extensive 
bridges  crossing  various  railroads  and  yards  in  and  about  West  Seneca;  all 
are  of  first-class  construction  and  are  erected  on  good  masonry,  have  standard 
ties  and  guard  timbers,  properly  maintained,  and  inside  guard  rails  are 
placed  upon  all  of  them.  There  are  no  wooden  span  bridges  or  overhead 
obstructions,  and  the  only  timber  structures  in  the  roadway  are  two  small 
pile  trestles;  they  are  of  standard  construction  and  in  good  repair.  There 
are  no  open  culverts  or  cattle  passes.  The  box  and  iron-pipe  culverts  are 
in  good  condition. 

The  standard  cross-ties  are  6  in.  in  thickness,  6-in.  face,  and  8  ft.  in 
length;  they  are  all  oak,  are  well  spaced,  full  spiked,  and  in  thoroughly 
sound  condition.  The  track  is  laid  entirely  with  80-lb.  steel  rail  connected  by 
angle  plates  24  in.  in  length,  with  4  bolts.  The  rail  is  in  very  fair  con- 
dition, all  connections  full  bolted,  and  no  loose  bolts.  The  main-track 
switches  are  split  point  and  have  automatic  stands.  Switch  lamps  show  red 
light  for  danger  and  green  for  safety.  Nearly  all  the  main-track  Irogs 
are  spring  rail  and  properly  maintained.     No  sidings  were  observed  where 
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derailing  switches  were  needed.  The  track  is  ballasted  with  gravel,  cinders, 
and  slag  in  good  quantity.  The  alignment  and  surfacing  of  track  are  good 
and  the  outer  rail  on  curves  properly  elevated  for  the  speed  at  which  the 
trains  operate. 

Two  tracks  connecting  the  Buffalo,  Rochester  &  Pittsburgh  and  the  Dela- 
ware, Lackawanna  &  Western  railroad  yards  near  the  connection  with  the 
Buffalo  Creek  are  crossed  at  grade:  the  crossings  are  protected  by  tilting 
board  signals;  all  trains  come  to  a  full  stop.  A  switching  track  of  the 
Buffalo,  Rochester  &  Pittsburgh  railway  is  also  crossed  at  grade  near  the 
same  place:  this  crossing  is  protected  by  a  senmphore  signal,  and  all  trains 
are  required  to  come  to  a  full  stop. 

The  right  of  way  is  in  proper  condition.  No  fences  are  maintained  nor 
are  they  necessary,  as  no  live  stock  is  kept  in  the  vicinity  of  the  road.  There 
is  but  one  grade  crossing  of  a  highway:  it  is  properly  graded,  well  planked, 
and  protected  by  a  sign  of  the  diamond  form. 

The  movements  of  trains  are  governed  by  the  telephone  train  order  system. 

No  stations  are  maintained,  the  road  being  engaged  entirely  in  the  switch- 
ing business  between  the  steel  works  and  the  various  railroads  with  whicli 
they  connect;  the  road  does,  however,  run  four  passenger  trains  each  way 
daily,  almost  entirely  for  conveying  the  employees  of  the  railroads  and 
the  steel  works  to  and  from  Buffalo,  these  trains  running  to  the  Buffalo 
station  of  the  Delaware,  Lackawanna  &  Western  railroad  over  the  tracks 
of  that  railroad  from  a  connection  made  about  two  miles  east  of  that  station. 

Since  the  last  inspection  several  extensive  timber  trestles  have  been  filled 
in;  necessary  renewals  of  cross-tics  have  been  made,  and  several  miles  of 
additional  sidings  and  yard  tracks  constructed. 

The  property  is  well  cared  for  and  no  recommendations  appear  necessary. 

Respectfully  submitted, 

J.  D.  Shultz, 
Steam  RaUroctd  Inspector, 


TJLSTEE  AND  DELAWARE  BAILBOAD. 

Inspected  October  15,  16,  1908.    Last  previous  inspection  June  4,  5,  1907. 
To  the  Public  Service  Commission,  Second  District : 

Gentlemen  :  I  have  made  an  inspection  of  the  Ulster  &  Delaware  railroad, 
and  respectfully  submit  the  following  report: 

The  main  line  extends  from  Kingston  Point  on  the  Hudson  to  Oneonta 
on  the  line  of  The  Delaware  &  Hudson  Company's  railroad.  The  main  line  is 
single  track,  as  are  also  the  following  branches:  the  Stony  Clove  &  Kaaterskill 
branch,  connecting  with  the  main  line  at  Phoenicia  and  extending  to  Kaaters- 
kill; the  Hunter  branch,  which  connects  with  the  Stony  Clove  &  Kaaterskill 
branch  at  Kaaterskill  Junction  and  extends  to  Hunter.  On  the  main  line, 
extending  from  Kingston  Point  to  Oneonta,  there  are  107.26  miles  single  track 
and  26.39  miles  siding  and  yard  tracks;  on  the  Stony  Clove  &  Kiuiterskill 
branch,  19.04  miles  single  track  and  2.45  miles  siding  and  yard  track;  on  the 
Hunter  branch,  2.60  miles  single  track  and  0.63  mile  siding  and  yard  tracks. 
Total,  128.90  miles  single  track,  29.47  miles  siding  and  yard  tracks. 

Both  the  main  line  and  the  branch  lines  are  constructed  through  a  moun- 
tainous country.  The  alignment  is  very  crooked  and  many  curves  are  sharp. 
The  grades  are  in  many  places  steep  and  there  are  some  long  grades,  much  of 
the  road  being  on  grade.  On  the  main  line  the  maximum  curve  is  12  degrees, 
east  of  Grand  Hotel  station,  maximum  grade  153  ft.  per  mile,  for  3600  ft.,  east 
of  said  station;  Stony  Clove  &  Kaaterskill  branch,  maximum  curve  12  degrees, 
between  Lanesville  and  Edgewood,  maximum  grade  187.4  ft.  per  mile,  for 
3100  ft.,  at  Lanesville;  Hunter  branch,  maximum  curve  10  degrees,  third  curve 
north  of  junction,  maximxim  grade  184.8  ft.  per  mile,  for  2200  ft.,  at  Kaaterskill 
Junction. 

The  roadway  of  all  the  lines  is  well  graded.  A  few  cuts  on  the  main  line 
are  somewhat  narrow,  but  material  which  had  waf?hed  down  into  ditches  was 
being   removed   at   time  of   inspection  and   cuts   were  being  widened.    The 
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drainage  system  is  good  on  all  the  lines.  The  steel  and  iron  bridges  and 
viaducts  are  in  good  general  condition.  The  masonry  is  in  from  good  to  fair 
condition.  At  bridge  No.  70  over  the  Delaware  river  on  main  line  the  abut- 
ment has  been  slightly  undermined  and  should  be  repaired.  Repairs  to  ties 
should  be  made  on  bridges  Noe.  9,  21,  28,  52,  63,  69,  70,  74,  and  75;  repairs 
to  guard  timbers  on  Nos.  52  and  63.  Riprap  stone  should  be  placed  to  protect 
masonry  at  bridge  No.  75.  On  the  Stony  Clove  &  Elaaterskill  branch  the 
bridges  are  all  in  good  condition-  There  are  no  iron  or  steel  bridges  on  the 
Hunter  branch.  There  are  4  structures  on  the  main  line:  Nos.  21  and  24, 
each  of  7  spans,  one  437  ft.,  5  in.  total  length,  the  other  172  ft.,  5  in..  No.  28 
292  ft.  and  No.  30  284  ft.  in  length,  on  which  there  are  no  inside  guard  rails. 
On  the  Stony  Clove  &  Kaaterskill  branch  there  are  3  viaducts.  Two  of  them, 
Nos.  110  and  112,  274  ft,  9  in.  and  167  ft,  9  in.  len^,  are  without  inside 
guard  rails.  The  only  wooden  bridges  are  those  carrying  highways  and  farm 
roads  over  the  roadway;  there  are  9  of  these  on  the  main  line,  and  those  less 
than  21  ft.  in  the  clear  above  the  rail  are  protected  by  warning  signals  properly 
maintained.  There  are  no  overhead  bridges  on  the  branch  lines.  There  is  a 
brick  arch  170  ft.  in  length  which  carries  Hasbrouck  avenue,  Kingston,  over 
the  tracks.  It  is  in  good  condition  and  is  protected  by  warning  signals.  There 
are  10  timber  trestles  on  the  main  line,  from  2  to  15  spans  each  and  from 
20  to  153  ft.  in  total  length.  These  are  located  on  the  portion  of  the  road 
between  Bloomville  and  Oneonta,  and  have  pile  or  framed  bents.  They  are  in 
fair  condition  and  will  probably  'be  replaced  with  girders  and  masonry,  or 
bridges,  as  rapidly  as  they  require  renewal.  Some  renewals  to  guard  timbers 
should  be  made  on  Nos.  76,  80,  and  94,  and  tie  renewals  on  No.  79 ;  an  inside 
guard  rail  should  be  placed  on  No.  78.  On  the  main  line  the  open  culverts 
and  cattle  passes  have,  in  most  cases,  plate  girders  and  masonry  abutments. 
There  are  3  with  wooden  stringers  on  masonry  abutments  and  11  with  T-rail 
stringers  on  masonry  abutmenlS.  Nine  of  these  structures  have  poor  masonry 
and  most  of  them  have  timber  bents  in  front  of  abutments  to  carry  the 
stringers.  The  masonry  should  be  repaired,  as  the  timber  bents  are  in  some 
cases  rather  light.  Tie  renewals  should  be  made  on  Nos.  33,  52A,  and  60A; 
guard  timber  renewals  on  Nos.  10,  51  A,  and  60 A.  On  the  Stony  Clove  & 
Kaaterskill  branch  there  ore  three  structures  of  less  than  20-ft.  span  with 
deck  plate  girders  on  masonry,  one  structure  with  timber  stringers  on  masonry, 
the  south  abutment  of  which  should  be  repaired  or  rebuilt.  On  the  Hunter 
branch  there  are  three  structures,  two  of  them  with  wooden  strin^rs  on 
masonry  abutments;  the  third.  No.  115,  has  one  abutment  of  timber  in  good 
condition  and  one  poor  dry  masonry  abutment  which  should  receive  attention. 
The  arch,  box,  and  pipe  culverts  axe  apparently  in  fair  condition. 

The  cross-ties  are  about  93  per  cent,  yellow  pine,  2  per  cent,  each  cypress 
and  oak,  and  3  per  cent,  chestnut.  They  are  6x8  and  6  x  9  in.  8  ft.  in  length, 
and  are  laid  at  the  rate  of  2816  to  the  mile  of  track  on  main  line  and  branches. 
They  are  fairly  well  spaced,  are  full  spiked,  and  their  general  condition  is 
good,  28,440  (or  9.4  per  cent.)  having  been  renewed  since  last  inspection.  Rail- 
braces  are  extensively  used  on  curves  and  shoulder  tie-plates  are  being  put 
in  on  the  sharper  curves.  On  the  main  line,  55.21  miles  are  laid  with  62-lb., 
6.38  miles  with  70-lb.,  and  45.67  miles  with  90-lb.  rails;  the  Stony  Clove  k 
Kaaterskill  branch,  19.04  miles,  is  laid  with  90-lb.;  and  the  Hunter  branch, 
2.60  miles,  with  62-lb.  The  62-Ib.  rail  is  connected  by  angle  plates  22  in.  in 
length,  4  bolts;  the  70-lb.  rail  by  24  in.  angle  plates,  4  bolts;  and  the  90-lb. 
rail  by  30-in.  angle  plates,  6  bolts.  On  the  main  line  0.09  mile  of  90-lb.  rail 
has  been  laid  since  last  inspection,  replacing  0.09  mile  of  70-lb.  rail;  0.96  mile 
of  70-lb.  rail,  replacing  0.96  mile  of  62-lb.  rail;  and  1.05  miles  of  62-lb.  rail 
replacing  a  like  amount  of  worn  62-lb.  rail.  The  62-lb.  rail  on  main  line 
and  on  Hunter  branch  is  somewhat  worn;  the  70-  and  90-lb.  rails  in  good 
condition.  All  connections  full  bolted  and  only  a  few  loose  bolts  observed. 
The  main-track  switches  are  split  point  and  have  automatic  stands  with  well 
painted  targets.  Switch  lamps  show  red  for  danger  and  white  for  safety. 
Frogs  are  rigid  and  are  in  good  condition.  Derailing  switches  with  targets  are 
in  all  sidings  where  their  use  appears  necessary.  The  track  is  ballasted  with 
gravel  and  cinders.    The  east  end  of  main  line  has  a  fair  quantity  of  ballait 
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but  from  Arkville  to  Oneonta  additional  ballast  is  needed.  Additional  ballast 
would  also  be  beneficial  at  some  points  on  tl^  branch  lines.  The  alignment 
and  surfacing  of  the  track  on  main  line  and  branches  are  good  except  the  last 
two  or  three  miles  on  the  Kaaterskill  branch,  where  surface  is  not  good.  The 
outer  rail  on  curves  is  properly  elevated  for  speed  at  which  trains  ere 
scheduled. 

The  track  sections  average  about  4.7  miles  on  main  line  and  4.1  miles  on 
branch  lines.  The  force  employed  consists  of  a  foreman  and  3  laborers  in 
winter  and  8  laborers  in  summer.  Each  gang  is  furnished  with  flags,  lanterns, 
and  torpedoes  for  protecting  its  work.  Regular  track  walkers  are  not 
employed,  except  on  two  sections,  but  all  portions  of  the  road  are  patrolled 
daily  by  some  member  of  the  section  force  who  works  during  the  remaining 
portion  of  the  time  with  the  track  force.  On  the  main  line,  sections  Nos. 
8  and  9  on  Pine  Hill  grade,  two  track  walkers  are  permanently  employed, 
and  permanent  watchmen  are  stationed  at  one  point,  Lockwood's  cut,  near 
West  Davenport.  On  the  Stony  ClOve  &  Kaaterskill  branch  a  permanent 
watchman  is  stationed  at  Stony  Clove  Notch. 

A  single  track  of  the  Kingston  Consolidated  railroad  (electric)  is  crossed 
on  four  different  streets  in  the  city  of  Kingston,  as  follows:  Strand  street: 
no  trough  over  the  trolley  wire  and  no  derails  in  electric  railroad  track; 
Lower  Hasbrouck  avenue:  trough  over  trolley  wire  and  derail  in  electric  rail- 
road on  side  where  track  is  nearly  level;  no  derail  on  down-hill  side;  Upper 
Hasbrouck  avenue:  trough  over  trolley  wire  and  derail  same  as  at  Lower 
Hasbrouck  avenue;  Prince  street:  trough  over  trolley  wire  and  derail  one 
side.  Flagmen  are  employed  at  these  crossings  by  the  railroad  company 
between  the  hours  of  7  a.  m.  and  6  p.  m.  Two  tracks  of  the  West  8hore 
railroad  are  crossed  at  grade  by  two  Ulster  &  Delaware  tracks  in  Kingston: 
the  crossing  is  protected  by  an  interlocking  plant,  and  all  trains  of  the 
Ulster  &,  Delaware  railroad  are  required  &  come  to  a  full  stop  before 
crossing. 

The  only  interlocking  plant  maintained  is  the  one  maintained  by  the 
West  Shore  railroad  at  the  grade  crossing  in  Kingston. 

The  right  of  way  is  free  from  trees  and  brush.  Fences  are  generally  of 
wire,  with  some  stone  walls,  and  are  in  fair  condition.  The  highway  cross- 
ings are  well  graded  and  properly  planked,  and  protected  by  crossing-signs 
of  triangular  form,  suitably  located  and  well  painted;  15  crossings  on  main 
line  are  protected  by  flagmen  and  93  bv  crossing-signs  only;  13  crossings  on 
the  Stony  Clove  &  Kaaterskill  branch  and  3  on  the  Hunter  branch  are 
protected  by  crossing-signs  only.  Wooden-slat  cattle  guards  with  proper 
wing-fences  are  maintained  at  each  boundary  of  highways  crossed  at  grade. 
Mile-posts  are  maintained  and  whistle-posts  are  properly  located. 

Automatic  electric  block  signals  are  in  use  to  govern  the  movements  of 
trains  between  Kingston  and  Phoenicia,  a  distance  of  about  25  miles.  The 
remainder  of  main  Tine  and  the  branch  lines  have  train  movements  governed 
by  telegraphic  train  order  system,  semaphore  signals  being  located  at  stations, 
and  trains  are  spaced  five  minutes  apart  at  those  points. 

The  station  buildings  are  in  good  repair,  clean  and  neat,  and  properly  fur- 
nished. At  Haines  Falls  the  station  is  small;  waiting  room  about  9x18  ft., 
with  a  small  outside  canopy.  Your  inspector,  while  not  making  any  special 
investigation,  is  of  the  opinion  that  this  station  is  not  large  enough  for  the 
summer  travel;  the  same  is  true  of  the  small,  frame  station  at  Hunters,  on 
Hunter  branch,  and  of  Pine  Hill  station  on  main  line.  At  Hobart  some  seats 
in  waiting  room  need  repairs,  and  the  outside  closet  is  in  bad  sanitary  con- 
dition. At  South  Gilboa  a  new  frame  combination  station  had  just  been 
completed  and  had  not  been  put  in  service  at  time  of  inspection. 

The  principal  repairs  and  improvements  made  since  last  inspection  are 
as  follows:  About  10  per  cent,  of  cross-ties  on  main-line  track,  6  per  cent, 
of  those  on  the  Stony  Clove  &  Kaaterskill  branch,  and  6  per  cent,  on  the 
Hunter  branch  have  been  renewed.  Eleven  miles  of  main-line  track  have  been 
re-ballasted  with  cinders  and  gravel;  one  and  one-half  miles  of  the  Stony 
Clove  &  Kaatersville  branch  and  one-half  mile  of  the  Hunter  branch  have 
been  re-ballasted  with  cinders.  On  main  line,  bridges  Nos.  10,  16,  and  27  havt 
hAd  new  ties,  and  16  and  27  havt  had  new  guard  timben;  btidg^  No,  17  haf 
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had  protection  stone  apron  and  riprap  placed;  and  riprap  of  large  quarrj 
stone  has  been  placed  to  protect  masonry  of  bridges  Nos.  21,  30,  34,  37,  and 
71.  On  S.  C.  &  K.  branch,  bridge  No.  104  has  had  center  pier  protected  by 
riprapping  same  with  large  quarry  stone  to  prevent  erosion.  Pile  trestle 
No.  83,  length  30  ft.  3  in.,  has  been  filled  with  one  line  of  20-in.  cast-iron 
pipe  to  care  for  water,  and  Stradders  Lake  trestle  (no  number),  length  81 
ft.  3  in.,  has  been  filled  with  6  lenffths  of  30-in.  cast-iron  pipe.  A  number 
of  the  trestles  have  had  repairs  made  to  the  bents,  stringers,  and  decks.  An 
open  culvert  between  bridges  Nos.  5  and  6  has  been  replaced  with  solid  floor 
concrete  culvert  and  a  number  of  box  culverts  have  been  repaired.  Necessary 
repairs  have  been  made  to  station  buildings  and  re-painting  done  where  neces- 
sary. A  modem  frame  combination  passenger  and  freight  station  has  been 
erected  at  South  Gilboa;  new  train  order  signals  installed  and  put  in  service 
at  West  Hurley,  Olive  Branch,  Browns,  Brodheads,  Shokan,  and  Mt.  Pleasant; 
new  automatic  electric  block  system  of  signals  between  Kingston  and  Phoenicia 
completed  and  put  in  successful  operation;  all  switch  stands,  semaphores, 
mail  cranes,  bridge  ticklers,  bridge  numbers,  clearance  posts,  and  flag  posts 
painted;  five  miles  of  woven  wire  fence  on  main  line  and  one  mile  on  branch 
lines  built.  The  following  bridges  have  been  re-painted:  Nos.  2,  3,  8,  9,  10, 
30,  70,  72,  73,  74,  and  75.  A  new  storage  track  has  been  constructed  at 
Kingston  Point,  81d  ft.  in  length;  at  Rondout,  yard  remodeled  and  720  ft, 
of  additional  side  track  constructed;  at  Kingston,  a  iww  track  288  ft.  long 
built  into  sand  pit;  at  South  Gilboa  a  new  passing  siding  2278  ft.  long  and  ice 
house  siding  918  ft.  constructed;  at  Hobart,  874  ft.  of  additional  track  con- 
structed; at  Oneonta,  a  new  wye  track  1607  ft.  long,  a  new  coach  track  1016  ft. 
long,  and  a  track  for  unloading  coal  627  ft.  long,  have  been  constructed,  and  a 
freight  track  has  been  extendi  538  ft.  A  new  siding  276  ft.  long  has  been 
constructed  at  Phoenicia  and  one  238  ft.  long  at  Haines  Falls. 

Recommendations:  That  necessary  repairs  be  made  to  bridges,  trestles, 
open  culverts,  and  cattle  passes  as  outlined  in  foregoing  report,  and  that 
additional  ballast  be  provided  where  necessary  on  west  end  of  main  line  and 
on  branch  lines. 

Respectfully  submitted, 

E.  F.  Van  Hoesen, 
Steam  Railroad  Inspector, 


UNADILLA   VALLEY  RAILWAY. 

Inspected  October  28,  1908.    Last  previous  inspection  August  2,  1907. 
To  the  Public  Service  Commission,  Second  District: 

Gentlemen:  I  have  made  an  inspection  of  the  Unadilla  Valley  railway, 
and  respectfully  submit  the  following  report: 

The  Unadilla  Valley  railway  is  a  single-track,  standard-gauge  road,  extend- 
ing from  a  connection  with  the  New  Berlin  branch  of  the  New  York,  Ontario 
&  Western  railway  at  New  Berlin  to  a  connection  with  the  Richfield  Springs 
branch  of  the  Delaware,  Lackawanna  A.  Western  railroad  at  Bridgewater.  It 
is  19.14  miles  in  length  and  has  1.80  miles  of  sidings  and  yard  tracks.  The 
general  alignment  of  the  road  is  good  and  curves  are  light. 

The  cuts  and  embankments  are  of  good  width;  the  roadbed  is  well  graded 
and  properly  drained.  There  is  one  bridge  of  40-ft.  span,  deck  plate  girder 
on  concrete  abutments;  one  of  20-ft.  span  with  2  20-in.  I-beams  on  concrete 
abutments,  and  one  16-ft.  span  with  2  20-in.  I-beams  on  concrete  abutments; 
all  in  good  condition.  There  are  15  pile  or  framed  bent  trestles  of  from  2  to 
6  spans  each.  The  second  opening  south  of  Leonardsville,  consisting  of  2 
spans,  has  a  poor  pile  bent  for  abutment,  and  should  have  a  new  bent.  The 
next  opening  south,  also  2  spans,  should  have  new  ties  and  guard  timbers; 
the  fourth  opening  south  of  South  Edmeston,  a  3-8pan  pile  trestle,  should 
have  guard  timbers  renewed.  While  the  timber  trestles  are  in  fair  condition 
some  of  ttte  timber  is  old  and  will  need  renewal  in  the  next  two  years.  There 
are  24  open  culverts  and  cattle  passes.  One  has  concrete  abutments,  and 
12-in.  I-beams  were  about  being  placed  at  time  of  inspection;  this  structure 
takee  the  place  of  a  S-span  trestle.    Two  have  concrete  abutments  and  old 
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rail  stringers;  one  of  these  with  span  of  about  12  ft.  has  a  pile  bent  in 
center  which  should  remain,  otherwise  I-beams  should  be  substituted  for  the 
rails.  Seven  have  rubble  or  concrete  masonry  abutments  with  wooden 
stringers,  and  14  have  pile  or  timber  bent  abutments  with  wooden  stringers. 
The  first  and  second  openings  south  of  Bridgewater  and  the  second  opening 
south  of  River  Forks  should  have  renewal  of  stringers;  the  fourth  opening 
south  of  Bridgewater  should  have  repairs  made  to  masonry  of  south  abut- 
ment. The  fifth  opening  with  span  of  about  14  ft.  has  2  8  x  10  stringers 
with  a  center  bent;  would  recommend  putting  in  I-beams  or  girders  and  tak- 
ing out  bent.  The  first  opening  south  of  Leonardsville,  span  about  11  ft.,  has 
poor  ties  and  guards,  which  should  be  renewed;  the  stringers  are  getting  old 
and  will  need  renewal  soon.  Your  inspector  was  told  that  the  company  in- 
tended putting  in  concrete  abutments  and  making  the  span  shorter.  The  third 
opening  south  of  West  Edmeston  needs  new  ties  and  ^ard  timbers;  the  sixth 
opening  should  have  repairs  made  to  pile  abutment;  the  eighth  opening  should 
have  new  guard  timbers.  The  eighth  opening  south  of  South  Edmeston  .should 
have  new  ties  and  guard  timbers,  and  the  last  opening  on  the  roadbed,  first 
north  of  New  Berlin,  should  have  new  guard  timbers.  There  are  no  arch 
culverts.    The  box  and  pipe  culverts  are  apparently  in  good  condition. 

The  cross-ties  are  6x8  in.,  8  ft.  in  length,  and  laid  at  the  rate  of  2816  to 
the  mile  of  track.  The  ties  are  generallv  in  fair  condition,  full  spiked,  and 
fairly  well  spaced ;  about  9000  cross-ties  have  been  placed  in  track  since  last 
inspection.  About  4  miles  of  track  are  laid  with  70-lb.  and  the  remainder  with 
56- lb.  rails.  The  70-lb.  rail  is  in  good  condition ;  some  of  the  56- lb.  rails  are  worn 
and  burned  by  slipping  drivers  and  should  be  replaced.  Rails  are  connected 
by  angle  plates  24-in.  in  length  with  4  bolts;  connections  full  bolted  and  bolts 
tight.  The  switches  in  main  track  are  split  point,  and  most  of  the  stands 
rigid;  all  have  proper  targets.  Switch  lamps  show  red  for  danger  and  green 
for  safety.  Frogs  are  rigid.  The  track  is  ballasted  with  a  fair  quantity  of 
good  gravel.    The  alignment  and  surfacing  of  tracks  are  good. 

There  are  3  sections,  of  about  equal  length,  with  a  section  foreman  and  6 
laborers  each,  and  they  are  provided  with  flags  and  lanterns. 

The  right  of  way  is  free  from  trees,  brush,  and  rubbish;  the  right  of  way 
is  narrow  at  some  points,  which  does  not  permit  of  ditches  being  made  full 
width.  The  fences  are  of  wire  and  in  fair  repair.  Mile-posts  are  not  main- 
tained. The  highway  crossings  are  well  graded,  properly  planked,  and  are 
protected  by  signs  of  the  X  form;  many  of  these  signs  are  on  very  short 
posts  and  should  be  raised;  they  should  also  be  re-painted.  The  attention  of 
the  company's  official  who  accompanied  your  inspector  was  called  to  one  or 
two  crossing-signs  which  were  not  well  located,  and  these  signs  will  be  changed 
in  location.  Cattle  guards  of  wooden-slat  pattern  are  maintained  at  most  of 
the  highway  crossings,  and  where  missing,  an  opening  in  track  acts  as  cattle 
guard. 

Trains  are  operated  by  the  telephone  train  order  system. 

The  station  buildings  are  small  and  old,  are  in  fair  repair,  and  apparently 
sufficient  for  the  requirements.  At  West  Edmeston  the  waiting  room  would 
be  improved  by  the  removal  of  the  agent's  office  from  the  waiting  room  and 
placing  it  in  what  is  now  a  portion  of  the  freight  room. 

Three  structures  have  had  concrete  abutments  built  and  iron  beams  or 
girders  placed  since  last  inspection;  9000  cross-ties,  chestnut  and  oak,  have 
been  put  in  track,  and  about  75  cars  of  gravel  ballast  placed.  The  creamery 
at  Bridgewater  has  received  repairs  and  new  concrete  floors. 

Recommendations:  That  the  repairs  be  made  to  timber  trestles  and  to 
the  open  culverts  and  cattle  passes  as  indicated  above  in  this  report;  that 
the  worn  rails  be  replaced;  that  the  low  crossing-signs  be  raised  to  proper 
height  and  all  signs  requiring  it  be  re-paintsd;  and  that  alteration  be  made  in 
West  Edmeston  station  waiting  room. 

Respectfully  submitted, 

E.  F.  Van  Hoesen, 
Steam  Railroad  Inspector, 
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UiaTED  STATES  AND  OANAOA  BAILBOAD. 

Inspected  November  11,  1908.    La«t  previous  inspection  August  15,  1907. 
To  the  Public  Service  Commiseion,  Beoond  Dieirict: 

Gentlemen:  I  have  made  an  inspection  of  the  United  States  &  Canada 
railroad,  and  respectfully  submit  the  following  report: 

The  United  States  &  Canada  railroad,  operated  by  the  Grand  Trunk  (Elail- 
way  Company,  connects  with  the  Rome,  Watertown  &  Ogdensburg  division  of 
the  New  York  Central  &  Hudson  River  railroad  at  Massena  Springs,  and 
extends  to  the  Canada  line  near  Fort  Covington,  at  which  point  it  connects 
with  a  branch  of  the  Grand  Trunk  railway  extending  to  Montreal ;  the  length 
of  the  road  in  New  York  is  22.18  miles  and  it  has  approximately  1.25  miles 
of  sidings  and  yard  tracks.  The  general  alignment  is  first  class.  The  maxi- 
mum curve  is  about  3  degrees.  The  grades  are  very  light,  and  for  most  of  the 
distance  practically  level. 

The  country  througti  which  the  road  runs  is  nearly  level  and  the  cuts  and 
embankments  are  light;  they  are  of  proper  width  and  regular  slopes,  and  the 
drainage  system  good.  There  are  6  steel  or  iron  bridges,  2  of  which  have  2 
spans  and  the  remaining  4  a  single  span.  Three  of  the  bridges  have  abutments 
of  timber,  the  remaining  ones  have  masonry  abutments,  all  in  good,  safe 
condition.  The  bridges  are  in  good  condition  and  paint  fair;  the  ties  and 
guard  timbers  are  of  standard  dimensions  and  in  proper  repair.  Inside  guard 
rails  are  maintained  on  all.  There  are  no  wooden  bridges  either  in  the  road- 
way or  for  overhead  crossings.  There  are  5  timber  trestles,  with  pile  bents  of 
cedar,  wooden  stringers,  standard  ties  and  guard  timbers,  and  inside  guard 
rails.  Timber  box  culverts  have  been  put  in  with  the  intention  of  filling  the 
trestles;  they  are,  however,  in  good  repair.  There  are  51  open  culverts  and 
cattle  passes.  They  are  constructed  entirely  of  timber,  abutments  being  used 
of  squared  timber  or  framed  bents,  planked  behind  to  support  the  embank- 
ments; they  have  wooden  stringers,  standard  ties  and  guard  timbers;  they 
are  in  good  condition,  a  large  number  of  them  having  been  recently  rebuilt 
or  had  new  stringers,  ties,  and  guard  timbers  put  on.  There  are  no  arch 
culverts.    The  box  culverts  are  of  cedar  timber,  and  are  in  good  condition. 

The  cross-ties  are  practically  all  cedar ;  the  standard  dimensions  are  6x8  in., 
8  ft.  in  length,  and  they  are  laid  at  the  rate  of  2816  to  the  mile  of  track; 
they  are  in  good  condition,  well  spaced,  and  full  spiked.  The  track  is  laid  with 
65-lb.  steel  rail,  connected  by  angle  plates  24  in.  in  length,  with  4  bolts.  The 
rail  is  in  very  fair  condition,  all  connections  full  bolted,  and  bolts  tight.  All 
main-track  switches  are  split  point;  both  rigid  and  automatic  stands  are 
used;  all  have  proper  targets.  Switch  lamps  show  red  light  for  danger  and 
green  for  safety.  The  frogs  are  rigid  and  are  properly  maintained.  Blocks  of 
timber  secured  to  the  top  of  the  rail  are  used  in  place  of  derailing  switches. 
The  track  is  ballasted  with  gravel  and  cinders  in  fair  quantity.  The  align- 
ment and  surfacing  are  good  and  the  outer  rail  on  curves  properly  elevated. 
The  track  sections  are  sih^ut  6  miles  in  length  and  the  force  employed  on  each 
consists  of  a  foreman  and  2  laborers;  each  gang  is  furnished  with  flags, 
lanterns,  and  torpedoes. 

One  track  of  the  New  York  &  Ottawa  railway  is  crossed  at  grade  at  Helena : 
the  crosvsi ng  is  protected  by  a  complete  interlocking  plant.  No  interlocking 
plants  are  mainteined  excepting  at  this  grade  crossing. 

The  right  of  way  is  free  from  trees,  brush,  and  rubbish,  and  fenced  with  wire, 
generally  in  fair  repair;  some  places  were  noted,  however,  where  additional 
repairs  are  necessary.  The  highway  crossings  are  well  graded,  properly 
planked,  and  protected  by  signs  of  the  long  board  design  extending  across  the 
traveled  road.  At  one  crossing,  between  Helena  and  Massena,  the  crossing- 
sign  had  blown  down  and  needs  replacing.  Wooden-slat  cattle  guards  are 
used ;  at  a  few  crossings  they  are  missing.  There  are  21  highway  grade  cross- 
ings in  all,  and  they  are  protected  by  crossing-signs  only. 

Tlie  movements  of  trains  are  governed  by  the  telegraphic  train  order  system. 

The  station  buildings  are  in  good  condition  and  properly  furnished;  the 
platforms  are  of  plank  and  gravel,  and  are  suitably  maintained;  proper  toilet 
iacilities  are  provided.    The  station  grounds  are  well  kept. 
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Since  the  last  inspection,  August,  1907,  about  6  per  cent,  of  the  cross-ties 
have  been  renewed ;  an  extra  stringer  on  either  side  has  been  put  on  the  timber 
trestles,  also  open  culverts  and  cattle  passes;  one  open  culvert  haa  been 
entirely  rebuilt,  new  stringers,  ties,  and  guard  timbers  put  on  16  others,  and 
considerable  repairs  made  to  the  fences. 

Recommendations:  That  the  missing  cattle  guards  be  replaced,  a  crossing* 
sign  erected  where  the  one  has  recently  been  blown  down,  and  that  necessary 
repairs  be  made  to  the  fences. 

Respectfully  submitted, 

J.  D.  Shulto, 
Steam  Railroad  Inspector. 


WESTEBN  NEW  YOBK  AND  PENNSTLVANIA  BAILWAT. 

Inspected  June  29 -July  3,  1908.     Last  previous  inspection  August  21-23, 
1906. 
To  the  Public  Service  Commission,  Second  District: 

Gentlemen  :  I  have  made  an  inspection  of  the  Western  New  York  &  Penn- 
sylvania railway,  and  respectfully  submit  the  following  report: 

The  Western  New  York  A  Pennsylvania  railway,  operated  by  The  Pennsyl- 
vania Railroad  Company,  has  in  this  State  the  following  named  lines  of  rail- 
road: The  Buffalo  division,  including  the  Union  Terminal  railroad  in  Buffalo, 
extending  from  Buffalo  to  the  Pennsylvania-State  line  near  White  House.  The 
Rochester  division,  extending  from  Rochester  to  Hinsdale,  on  the  main  line 
of  the  Buffalo  division,  with  the  following  branches :  Rochester  Freight  branch, 
considered  as  main  line,  extending  from  Rochester  yard  to  a  connection  with 
the  New  York  Central  railroad;  Scottsville  branch  extending  from  Scottsville 
on  main  line  to  manufaetories  at  Garbutts,  and  Swains  branch  extending  from 
Nimda  Junction  to  Swains  on  the  line  of  the  Pittsburg,  Shawmut  &  Northern 
railroad,  a  distance  of  12  miles.  The  operation  of  trains  over  this  branch, 
excepting  between  Nunda  Junction  and  the  village  of  Nunda,  about  2.50  miles, 
has  been  discontinued  for  several  years.  The  River  division,  extending  from 
a  connection  with  the  main  line  Bu^alo  division  at  Olean  to  the  Pennsylvania- 
State  line  near  Wolf  Run.  The  Chautauqua  division,  extending  from  the 
Pennsylvania-State  line  near  Clymer  to  the  main  line  Buffalo  division  in 
Buffalo. 

The  length  of  these  lines  is  as  follows:  Buffalo  division,  main  line,  85.44 
miles  main  track,  18.26  miles  second  track,  approximately  103.70  miles  sidings 
and  yard  tracks.  Rochester  division,  main  line,  98.53  miles  first  track,  32.28 
miles  sidings  and  yard  tracks;  Terminal  railroad,  2.38  miles;  Swains  branch, 
11.94  miles,  of  which  only  2.50  miles  are  operated;  Scottsville  branch,  2.90 
miles,  0.28  mile  sidings  and  yard  tracks.  River  division,  38.05  miles,  49.83 
miles  sidings  and  yard  tracks.  Chautauqua  division,  85.90  miles,  17.28  miles 
sidings  and  yard  tracks. 

The  general  alignment  of  the  Buffalo  division  is  fair.  The  Rochester 
division  is  very  crooked  and  the  curves  sharp,  with  many  grades,  some  long. 
The  River  division  is  rather  crooked  and  nearly  level.  The  Chautauqua 
division  has  fair  alignment,  with  light  curves,  but  grades  much  broken,  with 
many  sags.  On  the  Buffalo  division,  the  maximum  curve  is  6  degrees,  2 
miles  north  of  Ischua;  maximum  grade  64  ft.  per  mile,  for  1.9  miles,  north 
of  Lime  lake.  Rochester  division,  maximum  curve  15  degrees,  ^  mile  north 
of  Genesee  Junction;  maximum  grade  79.2  ft.  per  mile,  for  670  ft.,  north 
of  Rockville.  River  division,  maximum  curve  8  degrees,  at  Wolf  Run;  maxi- 
mum grade  18  ft.  per  mile,  1.8  miles,  north  of  Red  House.  Chautauqua 
division,  maximum  curve  7  de^prees  30  minutes,  at  Prospect;  maximum  grade 
79  ft.  per  mile,  6  miles,  at  Prospect. 

The  cuts  and  embankments  of  all  the  lines  are  generally  of  fair  width  and 
proper  slope.  On  the  Rochester  division  near  Portage  river  bridge  the 
embankment  commenced  moving  toward  the  gorge  several  years  ago,  making 
it  necessary  to  support  track  on  a  trestle  and  make  changes  in  the  trestle 
from  year  to  year,  as  movement  continued;  at  the  present  time  there  is  but 
29 
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little  if  any  movement  and  the  treatle  is  in  good  shape.  On  the  Rrver 
division  there  are  a  number  of  side  cuts  through  shale  rock;  the  slopes 
are  rather  ateep,  and  in  times  'of  severe  storms  and  in  the  spring  tke 
material  washes  down  into  ditches  and  on  track.  At  such  times,  watchmen 
are  stationed  at  these  points,  cabins  being  placed  at  side  of  trade  for  their 
use.  The  ditches  are  generally  clean  and  sufficient  for  drainage,  although 
at  a  number  of  points  along  the  line  your  inspector  called  the  attention  of 
the  officer  in  charge  of  maintenance  to  the  necessity  of  additional  ditchings 
There  are  no  tunnels  on  the  line  of  the  road  at  present.  A  concrete  arcb 
for  double  track  on  the  P.  R.  R.  is  now  being  erected  by  the  Erie  R.  R. 
Co.  to  carry  its  line  over  the  Pennsylvania  R.  R.  tracks  at  a  point  about 
a  mile  north  of  Belfast. 

On  the  Buffalo  division  the  steel  and  iron  bridges  are  in  good  conditi<Mi» 
except  that  a  number  of  them  should  be  re-paint^  to  prevent  injury  from 
rust;  Nos.  27,  48,  and  49  need  new  ties  and  ffuard  timbers;  Nos.  32,  4S» 
and  49  need  repairs  to  masonir.  No  bridges  have  been  put  in  since  last 
inspection.  Rochester  division  bridges  12,  13,  and  28  are  light,  tnit  only 
the  lighter  class  of  motive  power  is  used  there;  a  number  of  bridges  should 
be  re-painted  to  prevent  rust;  bridge  No.  34  should  have  new  ties  and  guard 
timbers.  River  division  bridges  are  in  good  condition  and  are  design^  for 
carrying  a  heavy  class  of  motive  power;  new  guard  timbers  should  l»  placed 
on  bridge  No.  125.  Chautauqua  division  bridges  are  generally  in  good  con- 
dition. The  south  abutment  of  bridge  No.  50  shows  signs  of  slight  movement 
and  should  be  watched.  Bridge  No.  23,  flood  bridge  near  Irving,  has  not 
been  rebuilt  as  recommended  in  last  report.  The  bridge  consisits  of  four 
spans  of  deck  plate  girder.  The  south  abutment  and  southerly  pier  were 
undermined  by  freshet  about  four  years  ago;  the  abutment  settled  and 
partially  tipped  forward;  the  pier  settled  several  feet  at  the  easterly  end 
and  is  now  inclined  at  an  angle  of  about  30  degrees.  Piles  were  driven  and 
timber  cribbing  put  in  to  support  the  ffirders.  The  bridge  is  owned  jointly 
with  the  New  York,  Chicago  &,  St.  Louis  railroad,  and  the  masonry  extends 
under  the  tracks  of  both  roads.  It  is  proposed  to  drive  a  double  row  of 
piling  around  the  pier,  blast  out  the  top  surface  of  the  pier  so  as  to  make  a 
series  of  level  steps,  and  then  encase  the  pier  with  concrete,  bearing  on  the 
outside  rows  of  piling  (cut  off  below  water  surface)  and  on  the  top  of  pier. 
This  would  make  a  good  job  if  done  properly.  There  appears  to  be  some 
difference  of  opinion  between  the  management  of  the  two  roads  as  to  what 
ihall  be  done  with  the  abutment.  It  should  be  promptly  rebuilt>  and  an 
actional  span  should  be  put  in,  or  grade  at  this  point  raised  at  least  2^ 
feet,  as  recommended  in  former  report.  The  ties  and  guard  timbers  to  all 
bridges  are  of  standard  dimensions,  and  are  well  mainlined.  Inside  guard 
raik  are  maintained  on  all.  The  masonry  is  generallv  in  good  condition. 
Overhead  highway  bridges  are  in  good  condition  and  all  that  are  less  than 
21  feet  above  the  track  are  protected  by  warning  signals.  There  are  three 
steel  viaducts  on  the  Chautauqua  division,  one  1743  ft.  long,  two  ^8  ft.  in 
length,  all  in  good  condition,  except  that  some  renewals  to  ties  and  guard 
timbers  should  be  made. 

There  are  a  number  of  pile  and  framed  bent  trestles  of  standard  construe- 
tion  and  generally  well  maintained.  The  maximiun  length  on  Buffalo  division, 
356  ft.,  one  of  316  ft.,  and  6  others  of  125  ft.  or  l«s.  On  the  Rochester 
division  are  one  of  736  ft.  and  6  others  of  259  ft.  to  60  ft.  in  length.  On 
the  River  division  are  two  trestles  1242  ft.  and  698  ft.  in  length,  and  on 
the  Chautauqua  division  one  355  ft.  maximum,  6  of  175  to  260  ft.  in  lengthy 
and  6  small  openings.  Tie  renewals  are  needed  on  some  of  these  trestles. 
Four  trestles  on  Rochester  division  have  been  replaced  by  steel  brii^es,  and 
10  on  Chautauqua  division  by  concrete  culverts  or  pipe  culverts  since  kst 
inspection.  On  the  Buffalo  division  nearly  all  open  culverts  and  cattle  passes 
have  good  masonry,  I-beam  stringers,  and  standard  floor,  6  yet  remain  with 
timber  stringers,  and  3  have  timber  abutments;  cattle  pass  north  of  bridge 
No.  23,  masonry  is  beginning  to  fail  and  should  be  watched;  Nos.  31  and  35, 
masonry  should  be  rebuilt,  and  the  first  cattle  pass  south  of  bridge  No.  50 
and  cattle  pass  No.  52  should  have  masonry  rebuilt.     Five  open  culverts  and 
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cattle  parses  have  been  rebuilt  and  2  filled  since  last  inspection.  On  the 
Rochester  division,  16  have  I-beam  stringers  and  masonry  abutments,  9  have 
timber  stringers,  and  2  are  carried  on  timber  abutments;  a  6-ft.  cattle  p«i8S 
between  Fowlerville  and  Piflfard  with  timber  abutments  is  in  poor  condition 
and  should  be  rebuilt.  One  open  culvert  has  been  filled  since  last  inspection. 
On  the  River  division,  all  have  I-beam  stringers  and  good  masonry.  On  the 
Chautauqua  division,  4  have  I-beam  stringers  and  good  masonry;  10  have 
timber  stringers  and  timber  or  pile  abutments,  some  tie  renewals  should  be 
made.  Eleven  have  been  replaced  by  concrete  box,  or  iron-pipe  culverts  and 
2  have  had  new  stringers  since  last  inspection.  All  arch,  box,  and  pipe 
culverts  are  apparently  in  good  condition. 

Cross-ties  on  Buffalo  division,  6x7  in.,  8  ft.  in  length,  2560  to  2880  to 
the  mile,  oak  96  per  cent.,  chestnut  and  miscellaneous  4  per  cent.;  25  per 
cent,  renewed  since  last  inspection.  On  Rochester  division,  main  line,  6x7  in., 
8  ft.  in  length,  2461  to  2816  to  the  mile,  oak  87  per  cent.,  chestnut  9  per  cent., 
yellow  pine  and  cedar,  4  per  cent. ;  24  per  cent,  renewed  since  last  inspection. 
Rochester  division  sidings,  6x7  in.,  8  ft.  in  length,  2461  to  2810  to  the 
mile,  oak  11  per  cent.,  chestnut  7i5  per  cent.,  cedar  14  per  cent.;  24  per  cent, 
renewed  since  last  inspection.  River  division,  7x8  in.,  8  ft.  6  in.  in  length, 
3O00  to  the  mile,  white  oak  80  per  cent.,  chestnut  and  mixed  oak  20  per 
cent.;  25  per  cent,  renewed  since  last  inspection.  Chautauqua  division, 
7x7  in.,  8  ft.  6  in.  in  length,  2500  to  3000  to  the  mile,  white  oak  83  per 
cent,,  chestnut  and  mixed  oak  17  per  cent.;  20  per  cent,  renewed  since  last 
inspection.  All  ties  are  full  spiked,  well  spaced,  and  generally  in  good  con- 
dition, tie  renewals  being  made  at  points  where  ballasting  was  being  done  at 
time  of  inspection,  and  distributed  for  renewal  at  other  points. 

Track  is  laid  with  steel  rail,  as  follows :  On  the  Buffalo  division  92.79  miles 
with  85-lb.  steel  rail,  8.62  miles  with  80-lb.,  2.29  miles  with  67-lb.  On  the 
Rochester  division,  main  line,  3.60  miles  100-lb.,  24.80  miles  85-lb.,  19.70  milQ^ 
80-lb.,  49.40  miles  67-lb.,  1.03  miles  56-lb.;  Genesee  Valley  Terminal,  2.38 
miles  60-lb. ;  ficottsville  branch,  2.90  miles  67-lb.;  Swains  branch,  2.10  miles 
67-lb.,  3.60  miles  60-lb.,  6.24  miles  56-Ib.  On  the  River  division,  13.50  miles 
85-lb.,  11.50  miles  70-lb.,  13.05  miles  67-lb.  Chautauquil  division,  85.14  miles 
85-lb.,  0.76  mile  70-lb.  Total,  3.60  miles  100-lb.,  216.23  miles  85-lb.,  28.32 
miles  80-lb.,  12.26  miles  70-lb.,  69.74  miles  67-lb.,  5.98  miles  60-lb.,  7.27  miles 
56-lb.  The  100-lb.  and  85-lb.  steel  rails  are  connected  by  angle  plates  34  in. 
in  length  with  6  boHs;  the  80-lb.  by  angle  plates  29  in.  in  length  with  6 
bolts;  the  70-lb.  by  angle  plates  24  in.  in  length  with  4  bolts;  the  67-lb.  by 
angle  plates  26  in.  in  length  with  4  bolts  on  the  Buffalo  and  Rochester  divi- 
sions, and  by  24-in.  plat^  with  4  bolts  on  the  River  division;  the  60-lb.  by 
angle  plates  24  in.  in  length  with  4  bolts,  and  the  56-lb.  by  iron  angle  plate« 
24  in.  in  length  with  4  bolts.  The  56-lb.  iron  rail  on  that  portion  of  Swains 
branch  which  is  not  operated  has  iron  plates  20  in.  in  length  with  4  bolts. 
The  following  rail  renewals  have  been  made  since  last  inspection:  Buffalo 
division,  14.22  miles  of  new  85-lb.  steel  rail  to  replace  like  amount  of  80-lb. 
steel  rail;  Rochester  division,  3.60  miles  of  second-use  100-lb.  steel  rail,  re- 
placing 67-lb.  rail,  2.0  miles  of  second-use  85-lb.  rail  replacing  56-lb.  rail,  one 
mile  of  second-use  85-lb.  rail  replacing  67-lb.  rail,  and  12  miles  of  new  85-lb. 
rail  replacing  67-lb.  rail  (between  mile-posts  67-80) ;  River  division,  12  miles 
85-lb.  rail  replacing  67-lb.  rail,  and  8.76  miles  of  70-lb.  rail  replacing  67-lb. 
rail;  and  Chautauqua  division,  1.23  miles  of  85-lb.  rail  replacing  70-lb.  rail. 
The  rail  on  the  various  divisions  is  in  fair  to  good  condition,  except  as  noted. 
The  67-lb.  rail  on  the  Buffalo  division  is  worn  and  is  to  be  replaced;  on  the 
Rochester  division,  some  of  the  67-lb.  rail  is  worn  and  some  renewals  are 
necessary;  on  the  River  division,  the  67-  and  56-lb.  rail  is  worn  and  renewals 
are  necessary ;  the  Chautauqua  division  has  a  small  amount  of  70-lb.  rail  which 
is  worn  and  should  be  replaced. 

On  the  Chautauqua  division  there  is  one  Wharton  switch,  all  other  main- 
track  switcbes  are  split  point;  rigid  stands  are  used,  but  there  is  a  spring  in 
the  head-rod,  rendering  switch  automatic  for  main  track;  all  switch  stands 
have  well  painted  targets.  Nearly  all  switch  stands  of  the  Buffalo  and  River 
divisions  and  many  of  those  of  the  other  divisions  have  high  targets,  and  in 
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obscure  places  on  grades  there  are  distant  signals  interlocked  with  switch 
stands.  Switch  and  semaphore  lamps  show  red  light  for  danger  and  white  for 
safety,  green  for  caution.  Nearly  all  main-track  frogs  are  spring  rail.  De- 
railing switches  are  in  all  sidings  where  grade  maloes  them  neccisary,  and 
most  of  them  are  provided  with  targets. 

On  the  Buffalo  division,  21  miles  have  been  re-ballasted  with  slag,  12  miles 
with  cinders,  and  1%  miles  with  gravel,  since  last  inspection;  on  the  Roches- 
ter division,  17  miles  with  slag,  13  miles  with  gravel,  and  6  miles  with 
cinders;  on  the  River  division,  18  miles  with  gravel  and  4  miles  with  cinders; 
and  on  the  Chautauqua  division,  24  miles  with  gravel  and  12.0  miles  with 
cinders.  The  Rochester  division  was  putting  in  considerable  ballast  a^  the 
time  inspection  was  made,  and  a  decided  improvement  has  been  made  in  the 
eondition  of  the  northern  portion  of  the  line  since  last  year. 

The  alignment  and  surfacing  of  the  track  are  good  on  most  of  the  divisions, 
and  the  outer  rail  on  curves  properly  elevated.  There  are  some  portions  of 
the  Rochester  division  which  require  attention  in  order  to  have  good  line  and 
surface.  As  noted  above,  considerable  ballast  has  recently  been  put  under 
track,  and  much  is  bein^  put  under  at  the  present  time,  and  the  line  and 
surface  will  probably  be  improved  when  this  work  is  completed. 

On  the  Buffalo  division,  the  average  length  of  a  section  is  4  miles;  force, 
I  foreman  and  6  men;  Rochester  division,  5V2  miles,  1  foreman  and  4  men; 
River  division,  5  miles,  1  foreman  and  5  men;  Chautauqua  division,  5.7  miles, 
1  foreman  and  6  men.  Regular  track  walkers  noit  employed  but  all  portions 
of  the  road  are  patrolled  daily  by  some  members  of  the  section  gang.  Each 
section  gang  is  furnished  with  flags,  lantern^,  and  torpedoes. 

The  Buffalo  division  has  the  following  grade  crossings  of  steam  and  electric 
railroads:  Emslie  street,  Buffalo,  double-track  crossing  of  the  New  York 
Central  tracks,  which  is  also  the  connection  with  that  railroad,  the  tracks  of 
the  New  York  Central  being  used  by  P.  R.  R.  passenger  trains  between  this 
point  and  Exchange  Street  passenger  station:  protected  by  interlocking  plant. 
One  track  of  the  Buffalo  Creek  railroad  is  crossed  by  two  P.  R.  R.  tracks,  and 
four  tracks  of  the  Erie  railroad  by  one  track  of  the  P.  R.  R.,  at  East  Buffalo: 
the  crossings  are  about  200  ft.  apart  and  the  movements  of  all  trains  are 
governed  by  signals  located  on  a  tower  about  midway.  Signals  on  this  same 
tower  govern  the  crossing  of  the  four  Erie  tracks  by  the  single  track  of  the 
Chautauqua  division,  also  the  crossing  of  the  four  Erie  tracks  by  the  one 
track  of  the  Buffalo  Creek  railroad.  There  are  a  great  many  movements  of 
trains  over  these  crossings  daily,  the  method  of  signaling  is  of  the  oldest 
type,  and  nothing  prevents  the  signal  tender  from  placing  any  or  all  of  these 
signals  at  either  danger  or  safety;  this  crossing  should  be  protected  by  a 
proper  interlocking  plant ;  all  trains  are  required  to  come  to  a  full  stop. 
Two  tracks  of  the  Delaware,  Lackawanna  k  Western  railroad  at  East  Buffalo 
are  protected  by  interlocking  plant.  One  track  of  the  Buffalo,  Gardenville 
k  Eoenezer  (electric)  railway  at  Indian  Church  road,  jump  crossing,  pro- 
tection over  the  trolley  wire  but  no  derails;  another  crossing  of  the  same  road 
at  Ebenezer,  one  track  crossing  three  P.  R.  R.  tracks,  jump  crossing  in  poor 
condition,  protection  over  trolley  wire  but  no  derails.  Near  Ebenezer,  Ter- 
minal railway,  two  tracks  cross'  three  P.  R.  R.  tracks,  protected  by  proper 
interlocking  plant  as  far  as  the  two  P.  R.  R.  tracks  are  concerned.  The  third 
track,  recently  put  in,  has  not  as  yet  had  signals  connected  up  with  the  tower ; 
this  work  is  to  be  done  by  the  Terminal  railway  (N.  Y.  Central).  Machias 
Junction,  one  track  of  the  Buffalo,  Rochester  &  Pittsburgh  railway,  two  tracks 
P.  B.  R.,  protected  by  tilting  board  signal,  all  trains  required  to  come  to  a 
full  stop.  Olean,  two  tracks  of  the  Erie  railroad  and  two  tracks  P.  R.  R. 
protected  by  proper  interlocking  plant.  One  track  of  the  Olean  street  railway 
(electric)  on  Union  street,  four  P.  R.  R.  tracks,  protection  over  trolley  wire, 
no  derails,  gates  at  this  crossing  operated  from  (tower.  Another  track  of  the 
same  street  railway  is  crossed  at  South  Olean:  there  are  derails  in  the  track 
of  the  electric  road,  but  no  protection  over  the  trolley  wire.  Another  track  of 
the  same  street  railway  at  White  House:  there  are  derails  in  the  track  of  the 
electric  road,  and  protection  over  the  trolley  wire.  At  White  House,  one  track 
of  the  Pittsburg,  Shawmut  &  Northern  railroad,  protected  by  proper  inter- 
locking plant. 
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On  the  Rochester  division  are  the  following  grade  crossings:  Two  tracks 
of  the  Rochester  Electric  railway  on  Plymouth  avenue,  Rochester:  derails  in 
electric  railway  track  and  protection  over  trolley  wire.  One  main  track  and 
two  sidings  of  the  Buffalo,  Rochester  &  Pittsburgh  railway  by  the  single- 
track  branch  which  connects  with  the  New  York  Central  at  Rochester,  pro- 
tected by  tilting  board  signal;  P.  R.  R.  trains  come  to  full  stop,  B.,  R.  &  P. 
R.  R.  trains  do  not  if  signal  is  in  their  favor.  Genesee  Junction,  two  tracks 
of  the  West  Shore  railroad,  one  track  P.  R.  R.,  protected  by  gates  swung  ncrose 
track,  and  all  trains  come  to  full  stop.  Mount  Morris,  D.,  L.  &  VV.  junction, 
two  tracks  of  the  Delaware,  Lackawanna  &  Western  railroad  by  one  track  P. 
R.  R.,  protected  by  proper  interlocking  plant. 

River  division:  at  Olean,  one  track  W.  N.  Y.  &  P.  Traction  Company 
(electric)  crosses  two  P.  R.  R.  tracks:  derails  in  electric  railroad  track,  no 
protection  over  trolley  wire.  Riverside  Junction,  one  track  of  the  Buffalo, 
Rochester  &  Pittsburgh  railway  and  one  track  of  the  Erie  railroad,  protected 
by  a  tilting  board  signal,  and  all  trains  required  to  come  to  a  full  stop. 

Chautau<}ua  division:  at  Mayville,  one  track  of  the  Jamestown,  Chautauqua 
&  Lake  Erie  railway  by  one  P.  R.  R.  track,  protected  by  proper  interlocking 
plant.  The  Dunkirk  &  Fredonia  railroad  (electric),  which  formerly  crossed 
at  grade  at  Dunkirk,  is  now  carried  under  the  P.  R.  R.  tracks.  One  track 
of  the  Dunkirk,  Allegheny  Valley  &  Pittsburgh  railroad  at  Dunkirk,  protected 
by  tilting  board  signal  and  all  trains  required  to  come  to  a  full  stop; 
crossing  frogs  worn,  with  loose  'bolts,  two  missdng;  should  have  new  founda- 
tion of  good  atone  ballast,  and  proper  drainage.  One  track  of  the  Erie  rail- 
road near  Dunkirk,  protected  by  tilting  board  signal  and  all  trains  required 
to  come  to  a  full  stop.  One  track  of  the  Buffalo  &  Southwestern  branch  of 
the  Erie  railroad  at  Blasdell,  protected  by  tilting  board  signal  and  all  trains 
required  to  come  to  a  full  atop.  Two  tracks  of  the  Buffalo  Crock  railroad  at 
Buffalo,  protected  by  tilting  board  signal  and  all  trains  required  to  come 
to  a  full  stop;  one  of  the  crossing  frogs  was  found  to  be  badly  out  of  line, 
the  gauge  bemg  one  inch  narrow.  Attention  of  official  in  charge  of  mainte- 
nance was  called  to  this  condition,  by  your  inspector,  and  immediate  atten- 
tion was  given  to  the  matter  by  section  force.  Two  tracks  of  the  Delaware, 
Lackawanna  &  Western  railroad  at  Buffalo,  protected  by  disc  signals  located 
on  tower;  thia  tower  also  controls  the  Buffalo  Creek  railroad  and  N.  Y.,  C. 
k  St.  L.  Ry.  crossings  of  the  D.,  L.  &  W.  R.  R.  tracks;  the  disc  signals  are 
interlocked.  Two  main  tracks  and  two  sidln^fs  of  the  Erie  R.  R.  at  Buffalo, 
protected  by  signals  located  on  a  tower ;  this  is  the  crossing  referred  to  in  the 
remarks  concerning  grade  crossings  on  the  Buffalo  division;  all  trains  are 
required  to  come  to  a  full  stop. 

Interlocking  plant  are  maintained  as  follows:  On  the  Buffalo  division  at 
Buffalo,  New  York  Central  crossing,  45  levers,  44  in  use;  at  Buffalo,  D.,  L. 
&  W.  R.  R.  crossing,  38  levers,  all  in  use.  North  of  Ebenezer,  the  Terminal 
R.  R.  crossing,  12  levers,  all  in  use.  North  of  Olean,  Erie  R.  R.  crossing,  49 
levers,  all  in  use;  White  House,  the  Pittsburg,  Shawmut  &  Northern  R.  R. 
crossing,  13  levers,  all  in  use. 

There  are  no  interlocking  plants  on  the  River  division.  On  the  Chautauqua 
division,  at  Mayville,  the  Jamestown,  Chautauqua  &  Lake  Erie  railway  cross- 
ing, governing  wye  and  crossing,  36  levers,  33  in  use. 

The  right  of  way  is  free  from  trees,  brush,  and  rubbish,  except  where  brush 
is  left  to  protect  slopes.  The  fences  are  generally  of  wire  and  in  fair  repair. 
The  grade  crossings  of  highways  are  properly  graded  and  planked,  and  are 
protected  by  signs  of  diamond  form,  or  by  small  oval  signs  placed  each  side 
of  track ;  signs  are  well  painted ;  wood  cattle  guards  and  wing-fences  properly 
maintained.  Of  the  100  crossings  on  Buffalo  division,  7  are  protected  by  flag- 
men, 2  by  flagmen  and  gates,  and  2  by  electric  bells;  103  crossings  on  Rochester 
division,^  by  flagmen;  33  crossings  on  River  division,  1  protected  by  flagman; 
116  crossings  on  Chautauqua  division,  13  protected  by  flagmen,  1  with  flag- 
man and  gates,  2  by  electric  bells.  Mile-posts  are  maintained  and  whistle- 
posts  are  at  the  prescribed  distance  from  tne  highway  crossings. 

The  ipovements  of  trains  on  all  divisions  are  protected  by  the  telegraphic 
block  Fignal  system;  absolute  blocking  for  passenger  trains,  permissive  for 
freights. 
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The  station  buildings  are  in  good  repair,  clean  and  neat.  Drinking  water  is 
furniahed  and  time-tables  post^  in  the  waiting  rooms.  Fire  protection  con- 
sists of  fire  pails  and  water  in  barrels,  and  at  some  of  the  larger  stations  fire 
extinguishers  and  hose.  Platforms  are  well  maintained,  station  grounds  well 
kept;  station  employees  are  uniformed  and  wear  badges  stating  their  em- 
ployment. The  stations  at  Arcade,  Delavtan,  and  Ischua  on  the  Buffalo  division, 
Cuba  on  the  Rochester  division,  and  Allegany  on  the  River  division  have  inside 
dry  closets  which  are  not  sanitary,  are  in  ImuI  condition  senerally,  and  should 
be  replaced  either  by  water  closets  where  possible  or  by  outside  closets  a 
proper  distance  from  station  building. 

Renewals  of  cross-ties,  steel  rail,  and  ballast  have  been  made  on  the  several 
divisions,  as  has  been  previously  noied.  Four  steel  bridges  have  been  built 
on  the  Rochester  division,  replacing  timber  trestles.  Masonry  rebuilt  or 
extensively  repaired  at  bridges  Nos.  22  and  54  on  Buffalo  division,  new  abut- 
ments built  at  No.  124  River  division,  and  No.  16  Chautauqua  division.  On 
the  Chautauqua  division,  7  trestles  have  been  replaced  by  concrete  box  cul- 
verts, 1  by  concrete  abutments  and  I-beams,  and  2  by  iron-pipe  culverts. 
Extensive  repairs  have  been  made  to  trestles  on  the  Bufltalo  division.  On  the 
Buffalo  division,  5  open  culverts  have  been  rebuilt  and  2  have  been  filled; 
on  the  Rochester  division,  1  has  been  filled,  and  on  the  Chautauqua  division, 
8  have  been  replaced  with  concrete  box  culverts,  3  with  iron-pipe  culverts, 
and  2  have  received  new  stringers.  Three  bridges  have  been  re-painted  on 
Buffalo  division,  12  on  Rochester  division,  5  on  River  division,  and  10  on 
Chautauqua  division.  Two  stations  have  been  rebuilt  on  Buffalo  division; 
12  re-painted  on  Rochester  division,  2  on  River  division,  and  12  on  Chau- 
tauqua division.  On  the  Buffalo  division,  4.8  miles  of  new  fence  built, 
7.2  miles  repaired;  Rochester  division  3.2  miles  built,  8.8  miles  repaired. 
River  division,  9  miles  new  fence  built,  12  miles  repaired ;  and  on  the  Chan- 
tauqua  division,  4  miles  new  fence  built  and  16^  miles  repaired.  On 
Rochester  division,  Scottsville  branch,  2.9  miles  new  main  track  and  0.28  mile 
siding  have  been  constructed  since  last  inspection,  on  which  there  is  a 
deck  plate  girder  bridge  with  trestle  approaches,  2  other  trestles,  1  concrete 
box  cattle  pass,  and  several  pipe  culverts;  right  of  way  well  fenced,  3  highway 
crossings  at  grade,  well  graded  and  planked,  protected  with  diamond  shaped 
signs;  wood  cattle  guards 'and  wing-guard  fences  at  crossings.  The  track 
is  laid  with  67-lb.  second-use  rail  from  Rochester  division,  gravel  ballast 
with  good  shoulders.  On  Buffalo  division.  West  Seneca  branch,  8.66  miles 
of  main  track  and  4.79  miles  of  siding  have  been  constructed,  and  a  trans- 
fer yard  of  1.6  miles  of  new  track.  On  Buffalo  division  between  Olean 
and  State  Line,  and  on  the  Rochester  and  Chautauqua  divisions,  telegraph 
block  system  has  been  installed  since  last  inspection.  .On  Buffalo  division, 
a  transfer  station  at  Ebenezer  yard  has  been  constructed  to  relieve  Buffalo 
freight  station  of  the  work  of  transferring  less  than  carload  freight  to 
and  from  connection,  and  28  distant  signals  have  been  installed  for  protection 
to  facing  point  switches.  On  Rochester  division,  a  new  supervisor's  division 
has  been  created  extending  from  Rochester  to  mile-post  50  with  headquarters 
at  Mt.  Morris. 

Recommendationa :  That  bridges  and  I-beam  stringers,  where  paint  is  poor, 
be  re-painted.  That  at  flood  bridge  near  Irving,  brid^  No.  23,  the  masonry  be 
rebuilt  where  it  has  failed,  and  that  the  bridge  be  raised  or  additional  span 
be  put  in  to  provide  sufficient  waterway,  as  recommended  in  former  report. 
That  the  croesin^  of  toe  Erie  railroad  by  the  tracks  of  the  Buffalo  and 
Chautauqua  divisions  in  Buffalo  be  protected  by  a  proper  interlocking  plant. 
That  the  drr  closets  in  stations  at  Arcade,  Delavan,  Ischua,  Cuba,  and  Alle- 
gany be  replaced  by  water  closets  where  same  can  be  installed;  otherwise,  by 
outside  closets.  That  the  badly  worn  rail  on  Rochester  division  be  replaced, 
and  attention  be  given  to  alignment,  gauge,  and  surface.  That  masonry  of 
bridges,  cattle  passes,  and  open  culverts  1^  rebuilt,  and  renewals  of  ties  and 
timber  guards  on  bridges  and  trestles  be  made,  where  necessary. 

Respectful  I V  yours, 

E.  F.  Van  Hoesex. 
Inspector  Steam  Railrcnds. 
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action,  etc • 112 

new  franchise 80 

special  permission  tariff 499 

Chatham,  grade  crossing  elimination 76 

Chateaugay  Electric  IJght  &  Power  Co.,  application  to  transfer,  etc 117,  323 
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Chnutauqna  Traction  Co. :  page 

complaint  against 414 

special  permission  tariff 527 

Cheektowaga,  town  of,  action,  etc 112 

Chemung,  grade  crossing  elimination 76 

Cherry  Valley,  Sharon  &  Albany  R.  R.  Co.,  application  for  merger,  etc 116,  126 

Church,   Sanford  T.,   receiver,  etc. : 

application  to  issue  certificates,  etc 357 

complaint,  etc 306 

Citizens  Electric  Service  Co.  of  Bath  : 

application   to   construct,  etc 116,  299 

application  to  issue  bonds,  etc 21,  366 

Citizens  Union  of  Buffalo,  complaint 61,  471,  473,  474,  475 

Clark  &  Wilkins,   reparation   order 274,  275 

Clark,  William  T.,  et  al.,  complaint 432 

Clear  Creek  Oil  &  Gas  Co. : 

application  to  construct,  etc 116,  297 

application  to  issue  stocks,  etc 21,  378 

new  franchise " 80 

Clyde,  residents  of,  complaint 437 

Coal  gas,  corporations  supplying 78 

Cochecton,  residents  of,  complaint 419 

Colton,  C,  complaint 469 

Complaints  against  electric  meters 98 

Complaints  as  to  service  classified 74 

Complaints  filed  against  public  service  corporations 8 

Complaints,  miscellaneous 385 

Conference  on  uniform  system  of  accounts 23 

Connecting  Terminal  R.  R.  Co.,  inspection  report 726 

Consolidated  Light  &  Power  Co.  of  Whitehall,  Investigation  of 101 

Consolidation  of  corporations,  capitalization  of 12 

Construction,  etc.,  electriral  and  gas  corporations 116,  285 

Construction,  etc.,  railroad  corporations 119 

Consumers  Natural  Gas  Co.,  application  to  issue  bonds,  etc 21,  359 

Continental  Can  Co.,  reparation  order 280 

Corporate  relations,  how  constituted  and  maintained 17 

Corporationg  supplying  light,  heat,  and  power,  classification  of 78 

Corporations  under  supervision  of  the  Commission,  number  of 7 

Cornwall,  town  board  of,  application  as  to  crossing 117,  224 

Correspondence  complaints,  number  recplved  and  adjusted 74 

Cortland  &  Auburn  R.  R.  Co.,  application  as  to  crossings 117,  239 

Cortland  County  Traction   Co. : 

improvements  during  year 108 

inspection  report 670 

Cranberry  I^ake  R.  R.  Co.,  inspection  report 727 

Crittenden,  residents,  etc.,  complaint 427 

Crittenden,  W.  Butler,  receiver,  etc.,  application  to  issue  receiver's  certificates..   170 

Crossing-signs,  application,  etc 390 

Crossings,  railroad  and  public 219 

Cuba,  residents  of,  complaint 449 

Culver,  Frederic,  etc.,  application  to  pledge  stock,  etc 117,  148 

Dansville  &  Mt.  Morris  R.  R.  Co. : 

<  omplaint  against .* 467 

inspection  report 728 

Dansville,  Board  of  Trade  of,  complaint 460,  467 

Dav.  Emefit  B..  complaint , 452 

Deer  Park,  residents  of,  complaint ' 432 

Deficiencies  in   gas   tested 82 

DeGrasse  Paper  Co.,  reparation  order 270 

DeLnney,  Sarsfleld  ,T.,  et  al.,  application  to  transfer,  etc 117,  324 

Delano,  Milton,  et  al.,  application  to  lease,  etc 328 

Delaware  &  Eastern  Ry.  Co. : 

Inspection  of  locomotive  equipment,  etc 650,  658 

inspection  report 729 

Delaware  &  Hudson  Co. : 

application  for  merger,  etc , 116,  124,  126 

application  to  abandon  station 118,  203 

application   to   Issue  bonds,   etc 15,  20,  171,  175,  188,  191 

application  to  purchase  stock,  etc 117,  143 

complaint  against 412,  413,  421.  420,  442,  444 

failure  to  report,  etc 456 
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Delaware  &  Hudson  Co.  (continued)  :  paqi 

grade  crossinff  elimination 76,     77 

inspection  of  locomotive  equipment,  etc 650,  656 

inspection  report 731 

reparation  order 269,  276,  281 

special  permission  tariffs: 

brlclc 553,  561,  596,  631.  634 

cement 542 

class  rates  .  .  . 576 

dynamos,  enf^ines,  turbines,  etc 559 

excursion  fares 591 

extension  of  rate  territory 561 

Iron   ore    621 

Joint  class  rates 497,  498,  500 

Joint  commodity  rates 499 

Joint  passenger  fares 4r9.  550 

nme 7,:iri,  637 

limestone 549 

passenger  fares ' 568,  569,  584,  591 

peaches,  pears,  plums,  and  quinces 574 

pig  iron 540 

potatoes 521 

printing  paper    487 

pulp  wood 551 

special   rates  Tekene  branch,  etc 488 

stone,  crushed 545,  609 

wood  pulp 598 

Delaware,  I^cka wanna  &  Western  R.  R.  Co. : 

action,  etc 114 

comolalnt  against 401,  422,  452,  460.  463.  473 

grade  crossing  elimination 77 

hydrostatic  tests,  etc 453 

inspection  of  locomotive  equipment,  etc 656 

inspection  report 742 

passenger  station  in  Buffalo 62 

reparation  order 268.  271.  275 

special  permission  tariffs: 

apples,  etc 604 

brick 625 

feed 633 

Are  apparatus .553 

flour 489,  633 

manure 641 

passenger  fares 582 

peaches,  etc 574 

pears,  etc 574 

plums,  etc 574 

quinces,  etc 574 

reissue  for  correction 515.  626 

sand 527 

soda,  bicarbonate  of,  etc .'>29 

atona,   crushed,   etc 512.  609 

switching   charges    633 

stay  bolts,  drilling,  etc T 452 

Delays  in  passenger  train  service 36 

Delhi  Electric  Co.,  complaint  against 100.  423 

Depew,  village  of.  application  as  to  crossing 118.  252 

Deposit  Electric  Co..  application  to  issue  demand  notes 21.  373 

Deposit,  residents  of.  complaint 419 

Derailing  switches,  order  relative  to 443 

DeSIlva.  May  R.,  comnlalnt 99,  417 

Dexter  &  Eastern  R.  R.  Co..  application  to  construct,  etc 116,  1.34 

Diamond   Coal   Co..   complaint 412 

Discontinuing  service,  etc ,  by  railroads 193 

Dols'evine  &  Raliaburv  Rv.  Co. : 

application  as  to  crossing 117.  231 

application  to  Issue  stocks 20,  117.  168 

application  to  oppmtp.  otr 117,  144 

Dort.  .John,  complaint 424 

Dunkirk.  Allegheny  Valley  &  Pittsburgh  R.  R.  Co. : 

Insn^'ctlon  ronort 749 

special  permission  tariffs : 
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Dankirk,  Allegheny  Valley  &  Pittsburgh  R.  R.  Co.  (continued)  :  page 

passenger  fares 627 

pig  iron    640 

Dunn,  Geo.  W.,  et  al.,  application  to  lease,  etc 328 

Barlville  Electric  Light  Co.,  plant  established 79 

ETastern  New  York  R.  R.  Co.,  application  to  issue  stocks,  etc 20,  163 

special  permission  tariff 661 

Bast  Greenbush,  residents  of,  complaint 467 

Economic  Power  &  Construction  Co.,  action,  etc Ill,  113 

Economy  Light,  Fuel  &  Power  Co.,  plant  mei^^ 79 

Edwards,  Elvin  N.,  complaint 391 

Electrical  and  gas  corporations,  applications  to  construct,  etc 116,  286 

Albion  Power  Co.,  complaint  of  receiver,  etc 806 

Arcade,  village  of   116,  301 

Baron  Steuben  Oil  &  Gas  Co 116,  291 

Bergen,  village  of 310 

Berlin  Electric  Light,  Heat  &  Power  Co 116,  294 

Broadalbln  Electric  Light  &  Power  Co 116,  301 

BiifTnlo  GenorRl   Floctric  Co 116,  288 

Chasm  I»owcr  Co 116,  308 

Church,  Rfinford  T.,  receiver,  etc 306 

Citizens  Electric  Service  Co.  of  Bath 116,  299 

aear  Creek  Oil  &  Gas  Co 116,  297 

Electric  I^ht  Co.  of  New  Paltz 116,  291 

Genesee  County  El.  Lt,  Power  &  Gas  Co » . . . .  116,  292 

Gocrgen,  Peter  and  Josef 116,  298 

Great  Bear  Light  &  Power  Co 116,  289 

Hallidnj.   Marion   Borden 116,  290 

Kanes  Brails  Electric  Co 116,  298 

Ijazell,    Lavem   W 116,  310 

Newburgh  Light,  Heat  &  Power  Co 116,  302 

Niagara,  Lockport  &  Ontario  Power  Co 116,  287 

Northern  Power  Co 304 

Oswegatchie  Light  &  Power  Co 304 

Pierce.  Luman  W 116,  810 

Saranac  Lake  Gas  Co 116,  804 

Schenectady  Power  Co 116,  807 

Swett,  A.  L.,  Electric  Light  Co 295,  800,  305,  306 

Tri-County  Natural  Gas  Co 116.  308 

Wells  Island  Light  &  Heat  Co 116,  293 

Electrical  and  gas  corporations,  applications  to  issue  stocks,  etc 331 

Adirondack   Gas  Co 370 

Akron  Natural  Gas  Co 352 

Albion    Power   Co 357 

Babylon  Electric  Light  Co 341 

Broadalbln  Electric  Light  &  Power  Co 369,  375 

Canton  Electric  Light  &  Power  Co 356 

Cataract  Power  &  Conduit  Co 367 

Church,  Sanford  T.,  receiver,  etc 357 

Citizens  Electric  Service  C6.  of  Bath 366 

Clear  Creek  Oil  &  Gas  Co 378 

Consumers  Natural  Gas  Co 359 

Deposit  Electric  Co 373 

Empire  Electric  Co 333 

Genesee  Valley  Power  Co 880 

Goshen  Light  &  Power  Co 3.50 

Great  Bear  Light  &  Power  Co 338 

Homell  Electric  Co 349 

Hudson  River  Electric  Power  Co 354 

Hudson  River  Water  Power  CO 364 

Katonah  Lighting  Co 382 

Keyes  Electric  Co 339 

Kingston  Gas  k  Electric  Co 358 

Madison  County  Gas  &  Electric  Co 362 

Mexico  Electric  Co 117,  365 

Newburgh  Light,  Heat  &  Power  Co 343,  371 

Panama  Power  Co 335 

Plattsburgh  Light,  Heet  &  Power  Co 346,  368 

Rochester  Railway  &  Light  Co 344,  383 

Rockland  Light  &  Power  Co 375 

Rome  Gas,  Electric  Light  &  Power  Co 374 
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Electrical  and  gas  corporations,  applications  to  Issue  stocks,  etc.  (continued)  :   paob 

Saugertles  Gas  Light  Co 379 

Schaghtlcoke  Electric  Co 334,  354 

Southern  Dutchess  Gas  &  Electric  Co 381 

Suffolk  Light.  Heat  &  Power  Co 348 

Trl-County  Natural  Gas  Co 377 

Watertown  Gas  Light  Co 373 

Watertown  Light  &  Power  Co 336,  373 

Wells  Island  Light  &  Heat  Co 353 

West  Branch  Light  &  Power  Co 342 

WllllamsTllle  Electric  Light  k  Power  Co 116,  361 

Electrical  and  gas  corporations,  transfer,  etc.,  of  franchise 117,  313 

Alden-BaUvla  Natural  Gas  Co 117,  315 

Andrews,  Charles  W.,  et  al 328 

Archer,  George  W.  and  Augusta  M 117.  315 

Chateaugay  Electric  Light  &  Power  Co '. 117,  323 

Del^aney,  Sarsfleld  J.,  et  al 117.  324 

Delano,  Milton,  et  al 328 

Dunn,  George  W.,  et  al 328 

Electric  Light  Co.  of  New  Paltz 117,  325 

Fitch.  Lauren  M.,  et  al 117,  319 

Floral  Park  Light  &  Power  Co 117,  322 

Francis,  Jay,  et  al 117.  324 

Genesee  County  Bl.  Lt.,  Power  &  Gas  Co 117,  318,  328 

Georger,   Charlotte   E 117,  321 

Hooslck  Falls  Illuminating  Co 117,  320 

Hudson  River  Electric  Co 117,  323 

Hudson  River  Electric  Power  Co 328 

Keyes,  Samuel  G 117.  317 

Lewellyn,  Decatur  C 318 

LIma-Honeoye  El.  Lt.  &  R.  R.  Co 117.  321 

Morris,  James  A.,  et  al 117,  319 

Nassau  Light  &  Power  Co 322 

Newburgh  Light,  Heat  &  Power  Co 325,  326 

Newton,  Walter  P.,  et  al 117,  319 

Poug^keepsle  Light,  Heat  &  Power  Co 117,  326 

fltratton,   Francis  A 117.  327 

Thornton,  Edward  Ia,  et  al 117,  324 

Twin  State  Gas  &  Electric  Co 117,  320 

Utica  Gas  &  Electric  Co 117,  316 

Wells  Island  Light  &  Heat  Co 117,  319 

Westchester  Lighting  Co 117.  327 

Electrical  and  natural  gas  corporations,  classification  of 8 

Electrical  corporations  and  plants,  classification  of 7 

Electrical  corporations,  uniform  system  of  accounts 22 

Electricity,  corporations  supplying 78 

Electric  Light  Co.  of  New  Palta : 

application  to  construct,  etc 116,  291 

application  to  transfer,  etc 117.  325 

Electric  meters,  complaints  against 98 

Electric  meters  for  consumers  to  be  tested  by  companies 97 

Electric  meters,   inspections   of 95 

Electric  meters,  results  of  tests 98 

Electric  plants.  Inspections  of 98 

Electric  railroads,  additional  Inspectors  required 107 

Electric  railroads.  Inspection  of 55 

Electric  railroads.  Inspections  for  year 659 

Auburn  &  Northern 661 

Buffalo  &  Depew 662 

Buffalo  &  Lake  Erie 663 

Buffalo,   Lockport  &  Rochester 669 

Buffalo  Southern 670 

Cortland   County   Traction 670 

Geneva,  Waterloo,  Seneca  Falls  &  Cayuga  Lake 671 

Ithaca  Street 671 

Kingston  Consolidated   673 

New  Paltz,   Highland  &  Poughkeepsle 674 

New  York  &  Long  Island  Traction 675 

Niagara  Gorge • 680 

Oneonta  &  Mohawk  Valley 680 

Orange  County  Traction 681 
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Electric  railroads,  iospectlons  for  year  {continued)  :  PAQI 

Peekskill  Lighting  &  Railroad 683 

I»enn  Yan,  Keoka  Park  &  Branchport / 686 

Port  Jervls  El.  Lt,  Pr.,  Gas  &  R.  R 687 

Rochester  &  Eastern  Rapid 688 

Rochester  &  Sodus  Bay 689 

Rochester,  Charlotte  &  Manitou 689 

Rochester,  Syracuse  '&.  Eastern 690 

Syracuse,  Lake  Shore  &  Northern 694 

Tarrytown,  White  Plains  &  Mamaroneck 695 

Wallkill   Transit    695 

Westchester  Electric 695 

Westchester  Traction 695 

Western  New  York  &  Penna.  Traction 696 

Yonkers 696 

Electric  railroads,  list  of  inspections 106 

Electric  railroads  not  inspected,  list  of 107 

Electric  street  railroads,  improvements  during  year 107 

Auburn  &  Syracuse  Electric  R.  R 107 

Binghamton  Railway   108 

Black  River  Traction 108 

Buffalo  Southern  Ry 108 

Cortland  County  Traction 108 

Elmira  &  Beneca  Lake  Traction 108 

Geneva,  Waterloo,  S.  F.  &  C.  L.  Traction 108 

Ithaca   Street  Ry 108 

New  Paltz,  Highland  &  P.  Traction 108 

New  York  &  Long  Island  Traction 108 

Niagara  Gorge  R.  R 108 

Oneonta  &  Mohawk  Valley  R.  R 108 

Orange  County  Traction 108 

Peekskill  Llghthig  &  Railroad 108 

Penn  Yan,  Keuka  Lake  &  B.  Ry 108 

Poughkeepsie  City  AW.  F.  El.  Ry 108 

Rochester  &  Eastern  Rapid  Ry 108 

Rochester  &  Sodus  Bay  Ry 108 

Rochester  &  Suburban  Ry 108 

Rochester,  Charlotte  &  Manitou  Ry 108 

Rochester  Electric  Ry 108 

Rochester  Railway 108 

Syracuse,  Lake  Shore  k  N.  R.  R 108 

Tarrytown,  White  Plains  &  M.  Ry 108 

Wallkill  Transit 108 

Western  New  York  &  Penna.  Traction 108 

Yonkers  Railroad 108 

Electric  zone  of  N.  Y.  C.  &  H.  R.  R.  R.  Co.,  elimination  of  grade  crossings 77 

Elmira  &  Seneca  Lake  Traction  Co.,  improvements  during  year 108 

Elmira,  Coming  &  Waverly  Ry.,  application  to  issue  bonds 13,  20,  178 

Elmira  Water,  Light  &  R.  R.  Co.,  application  to  issue  bonds 21,  154 

Empire  Electric  Co.,  application  to  issue  stock 21,  333 

Empire  State  Gas  and  Electric  Association,  conference  on  accounts 23 

Employees,  etc.,  at  Buffalo 457 

Employees  of  Commission 8 

Elmployees  of  electrical  and  gas  corporations,  accidents  to *  102 

Employees  on  railroads  fall  to  obey  rules 57 

Engineering  and  inspection,  work  of  railroad  division 104 

Engine  failure  defined 43 

Engine  failures,  comparison  of,  on  several  railroads 39 

Engine  failures,  etc.,  reports  on 652 

Engine  failures,  miles  run  per  failure 44 

Engine  failures,  miles  run  per  minute  of  detention 44 

Equipment  Inspection,  necessity  for 40 

Equipment  inspection,   recommendations,   etc 654 

Equipment  inspectors  and  duties  of 60 

*  Equipment  of  railroads,  Inspection  of 55 

F«quipment  of  railroads,  report  of  supervisor 647 

IDquIpment,   supervision  of 109 

Erie  &  Jersey  R.  R.  Co.,  application  as  to  crossing 117,  118,  224,  253 

Erie  Railroad  Company: 

action,  etc i 115 

application  to  issue  bonds 20,  165 

application  to  issue  dividend  warrants 10,  20,  153 
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Brie  Railroad  Company  (continued) :  paob 

application  to  issue  notes,  etc 20,  158,  159 

application  for  rehearing;,  etc 122 

complaint  against 398,  899,  407,  413,  416,  418,  419,  422,  428,  431,  447,  449 

451.  458.  462.  463,  467,  474 

grade  crossing  elimination 76 

inspection  of  locomotive  equipment,  etc 650,  656 

inspection  report 750 

passenger  station  in  BuflTalo 62 

reparation  order 265,  278 

special  permission  tariffs: 

addition  to  list  of  carriers,  etc 567 

coal 526 

Are  apparatus 550 

grain  and  grain  products 619,  634 

ice 483,  486.  488,  490,  580,  597,  599,  611 

logs 525 

milk   and  cream 64T 

milk  or  cream,  fresh  condensed 595 

paper,  bozboard.  etc 580 

peaches,  pears,  plums,  and  qulncea 575 

petroleum  and  petroleum  products 617,  618 

pig  iron 540 

reissue  for  correction 613 

sand 505,  535 

stone,  crushed 514,  564 

Bstes,  B.  B.  &  Son,  reparation  order 272 

Eureka  Oas  Co. : 

complaint  against 431 

inspection  of  plant  and  order 9» 

E}yans,  Arthur  W.,  complaint 487,  468 

B}Tert8,  P.  Q.,  complaint 423 

Evidences  of  indebtedness,  etc.,  applications  of  railroad  corporations 20,  151 

EMdences  of  indebtedness,  etc,  electrical  and  gas  corporations 21,  831 

Express  companies,  annual  reports  of 457 

Express  companies,  classification  and  number  of 7 

Express  charges  by  railroad  corporations,  reparation  of 35,  268 

Failures  of  equipment,  accidents  investigated 651 

Farmingdale,  residents  of,  complaint 432 

Ferris  Paving  Brick  Co.,  complaint. 465 

Filing,  etc.,  rates  and  regulations,  etc 468 

Fires,  prevention  of,  in  BV>re8t  Preserve 440 

Flrthcliff,  grade  crossing  elimination 77 

Fitchburg  Railroad  Co.,  application  to  issue  bonds 20,  159 

Pitch,  Lauren  M.,  et  al.,  application  to  transfer,  etc 117,  319 

Floral  Park  Light  k  Power  Co.,  application  to  transfer,  etc 117,  322 

Fonda,  Johnstown  &  Oloversville  R.  R.  Co. : 

inspection  of  locomotive  equipment,  etc 658 

inspection  report  .  . 773 

■pecial  permission  tariffs: 

Ice 486 

lumber  and  forest  products 539 

passenger  fares 526 

Foote,  Edward  O.,  complaint 426 

Forest,  Pish  and  Game  Commissioner,  request  of,  etc 440 

Forest  Preserve,  protection  of 440 

Fowler,  Robert  S..  et  al.,  complaint 433 

Franchise,  exercise  of,  etc.,  electrical  and  gas  corporations 116,  285 

Franchise,  exercise  of,  etc.,  railroad   corporations    119 

Franchises  of  railroad  corporations,  applications  to  transfer,  etc 117.  141 

Castle,  Kendall  B 117,  148 

Culver,   Frederic,  etc 117,  148 

Delaware  &  Hudson  Co 117,  143 

Dolgeville  &  Salisbury  Ry.  Co 117,  144 

Little  Palls  &  Dolgeville  R.  R.  CO 117,  144 

New  York  &  Ottawa  Ry.  Co. 117,  143 * 

New  York  Central  &  Hudson  River  R.  R.  Co 117,  143,  145,  146 

Rochester  &  Suburban  Ry.  Co 117,  145 

Rochester  Railway  Co 117,  145 

Suffolk  Traction  Co 118,  149 

Whittlesey,  Granville,  etc 117,  148 


Index  913 

PAGE 

Franchises,  permits  granted  to  exercise 79 

Franchises,  transfers,  etc.,  electrical  and  gas  corporations 818 

Francis,  Jay,  et  al.,  application  to  transfer,  etc 117,  824 

Freight  facilities  in  Buffalo,  complaint  of  citizens  of 61 

Freight,  less  than  carload,  marking,  etc 211 

Freight  rates,  regulation  by  the  Commission 84 

Friendship,  residents  of,  complaint 449 

Fnlton  Chain  Ry.  Co. : 

Inspection  report • 775 

special  permission  tariff 484 

Galen,  residents  of,  complaint 437 

Gas  and  electrical  corporations,  applications  to  issue  stocks,  etc 381 

Gas  and  electrical  corporations,  classification  of 8 

Gas  and  electrical  corporations,  transfer,  etc.,  of  franchise 313 

Gas  and  electric  inspection,  etc.,  in  Syracuse 387 

Gas  burners,  eiflciency  of 93 

Gas  burners,  tests  of 92 

Gas  corporations,  coal  or  water,  classification  of 8 

Gas  corporations,  construction,  etc 116,  285 

Gas,  corporations  supplying 78 

Gas  corporations,  uniform  system  of  accounts 22 

Gas  inspection,  results  of  tests 80 

Gas  meter  provers,  requirements  of  law 90 

Gas  meter  tests 89 

Gas  meters,  complaints  against 91 

Gas  meters,  results  of  tests 91 

Gas,  municipalities  supplied  and  tests  made 82 

Gasoline  gas  corporations  and  plants,  classification  of 8 

Gasoline  gas,  corporations  supplying 78 

Gas,  standard  of  illuminating  power 92 

Gates,  grade  crossing  elimination 76 

Gauge  cocks  and  water  glasses  on  locomotive  boilers 58 

Georger,  Charlotte  E.,  application  to  transfer,  etc 117,  821 

Genesee  &  Wyoming  R.  R.  Co.,  inspection  report 776 

Genesee  County  El.  Lt,  Pr.  &  Gas  Co.: 

application  to  acquire,  etc 117,  318,  828 

application  to  construct,  etc 116,  292 

complaint  against 462 

Genesee  River  R.  R.  Co.,  application  as  to  crossing 258 

Genesee  Valley  Power  Co.,  application  to  issue  bonds,  etc 380 

Geneva-Seneca  Electric  Co.,  action,  etc 113 

Geneva,  Waterloo,  Seneca  Falls  &  Cayuga  Lake  Tr.  Co. : 

application  to  pledge  stock,  etc 148 

Improvement  during  year 108 

Inspection  report 671 

Gleason  Cold  Storage  Co.,  reparation  order 282 

Glenfleld  &  Western  R.  R.  Co. : 

application  to  discontinue  service 117,  118,  195,  206 

inspection  report 777 

Glenmont,  residents  of,  complaint 398 

Glen  Park,  residents  of,  complaint 409 

Goergen,  Peter  and  Josef: 

application  to  construct,  etc 116,  298 

plant  established  in  Castleton 79 

Goshen  Light  &  Power  Co.,  application  to  issue  bonds 21,  350 

Gowanda  State  Homeopathic  Hospital,  etc.,  complaint 447 

Grade  crossing  eliminations,  statement  of 76 

Grade  crossings  in  Buffalo 62 

Grand  Tronk  By.  Co.  of  Canada,  union  passenger  station  in  Buffalo 68 

Granville,   Investigation  of  gas  supply  In 101 

Great  Bear  Light  &  Power  Co. : 

application  to  construct,  etc 116,  289 

application  to  issue  stocks,  -etc 21,  338 

plant  established 79 

Great  Lakes  Construction  Co.,  complaint 399 

Greenwich  &  Johnsonville  Ry.  Co. : 

application  to  Issue  bonds,  etc 20,  162 

inspection  report 779 

special  permission  tariff 596 

Gregory,  M.  L.,  et  al..  complaint 450 

Gridley,  William  T.,  et  al.,   complaint 427 
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Iladden,  Fred  W.,  complaint 477 

Ilalllday,  Marlon  Borden  : 

application  to  construct,  etc 116,  290 

plant  established  In   Shawangunk «     79 

Hamburg,   grade  crossing  elimination 77 

Hamburg,  town  board  of,  application  as  to  crossing 118,  249 

Ilnmilton,  W.  P.,  reparation  order 265 

Hancock,  residents  of,  complaint 419 

Harmony,  highway   commissioners,   etc.,   complaint 414 

Hawkins,   residents   of,   complaint 419 

Hayns,  EJmmet  and  John  R.,  complaint 459 

Hearings  held  by  Commission 8 

Hearings  in  Buffalo 62 

Heating  of  passenger  cars 654 

Heating  value  of  gas 95 

Heat,  light,  and  power,  work  of  dlylslon  of 78 

Herendeen,  Bdward  G.,  complaint 392 

Hlcksville,  residents  of,  complaint 432 

Highway  and  railroad  crossings 219 

Holienbeck,  J.,  et  al.,  complaint 431 

Holmes,  O.  M.,  et  al.,  complaint 432 

Hoosick  Falls  Illuminating  Co.,  application  to  transfer,  etc 117,  320 

Homell  Electric  Co.,  application  to  Issue  certificate  of  indebtedness,  etc 21,  349 

Hornell,  grade  crossing  elimination 76 

Hornung,  George,  complaint 463 

HowcUs,  residents  of,  complaint 398 

Hudson  Navigation  Co. : 
special  permission  tariffs: 

passenger   fares    504 

reissue  for  correction 529 

Hudson  River  Electric  Co.,  application  to  transfer,  etc 117,  323 

Hudson  River  Electric  Power  C6. : 

application  to  issue  bonds,  etc 12,  354 

application  to  lease,  etc 328 

Hudson  River  Water  Power  Co.,  application  to  issue  bonds,  etc 21,  364 

Huntington,  grade  crossing  elimination 77 

Hydrostotic  tests,  etc.,  D.,  L.  &  W.  R.  R 453 

Illuminating  power  of  gas 92 

Impurities  in  gas  tested 82 

Index  of  corporations,  persons,  and  places 108 

Individuals  operating  public  service  plants  under  supervision  of  the  Commis- 
sion,  number  of 7 

Informal  complaints,  number  received  and  adjusted 74 

Inspection  and  engineering,  work  of  railroad  division 104 

Inspection  of  gas,  etc.,  in  Syracuse 387 

Inspection  of  gas,  results  of  tests 80 

Inspection  of  locomotive  boilers,  duties  of  railroad  corporations 46 

Inspection  of  locomotive  engines 109 

Inspection  of  locomotive  terminals 109 

Inspection  of  steam  railroads,  features  of 104 

Inspection  of  street  railroads 106 

Inspections  of  electric  meters 95 

Inspections  of  electric  plants 98 

Inspections  of  gas  meters 90 

Inspector  of  electric  railroads,  reports  of 659 

Inspectors,  number  employed  should  be  increased 59 

Inspectors  of  electric  railroads,  duties  of 107 

Inspectors  of  gas  meters  employed 90 

Inspectors  of  callroads,  number  employed 55 

Inspectors  of  steam  railroads,  reports  of 697 

Instruments  for  proving  electric  meters 96 

International  Railway  Co. : 

application  as  to  crossing 117,  229 

complaint  against 420,  453,  458 

special  permission  tariffs : 

class  rates 519 

coal 519 

fruits,  vegetables,  and  garden  roots 643 

passenger  fares,  etc 525 

rules  and  regulations 584,  621,  636 
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Interstate  Commerce  Commission,  conference  on  accounts 24 

Intenirban  Electric  Express  Co.,  application  to  exercise  franchise,  etc 116,  128 

Investigations  of  accidents,  gas  and  electricity 102 

Island  Railroad  Co.,  inspection  report 781 

Ithaca,  incoming  baggage  at  L.  V.  R.  R.  station 444 

Ithaca,  residents  of,  complaint 434 

Ithaca  Street  Railway  Co. : 

application  to  exercise  franchise,  etc 116,  130 

complaint  against  434 

improvements  during  year 108 

inspection  report 671 

Jamestown,  Chautauqua  &  Lake  ESrie  R.  R.  Co. : 

inspection  report 781 

special  permission  tariffs: 

ice 514 

manure 514 

passenger  fares 527 

pig  iron 540 

reissue  for  correction 521 

Jamestown,  investigation  of  gas  supply  In 101 

Jamestown  Street  Railway  Co.,  special  permission  tariff 627 

Jamesvllle  Reservoir  Ice  Co.,  complaint 413 

JefTersonville  Gas  Co.,  action,  etc Ill 

Jeffreys,  R.  Darell,  complaint 451 

Kanes  Falls  Electric  Co. : 

application  to  construct,  etc 116,  298 

investigation  of 101 

transmission  line  established "79 

Kanona  &  Prattsburgh  Ry.  Co. : 

inspection  of  locomotive  equipment,  etc 651,  658 

inspection  report 783 

Katonah  Lighting  Co. : 

application  to  issue  stocks,  etc 382 

plant  established 79 

Kellogg,  Spencer,  complaint 400 

Keyes  Electric  Co. : 

application  to  issue  stocks,  etc 21,  839 

plant  established 79 

Keyes,  Samuel  Q.,  application  to  transfer,  etc 117,  317 

Kingston  Consolidated  R.  R.  Co.,  inspection  report 673 

Kingston  Gas  &  Electric  Co.,  application  to  Issue  bonds,  etc 21,  358 

Knowles    Brothers,    complaint 420 

Kortright,  station  building  at,  etc 477 

Lake  Champlain  k  Morlah  R.  R.  Co.,  inspection  report 784 

Lake  Shore  &  Michigan  Southern  Ry.  Co. : 

applicatioo   as    to   crossing 117,  ng,  233,  249 

grade  crossing  elimination 77 

inspection  report 785 

special  permission  tariffs : 

carload  freight,  loading  and  unloading 639 

fresh  air  mission  children,  etc 553 

passenger  fares 527 

pig  Iron 540 

regulations 572 

reissue  for  correction 597 

reissue,  general  rates *   508 

union  passenger  station  in  Buffalo 53 

Lakewood,  grade  crossing  elimination \     77 

Lancaster,  village  of,  complaint '/,  419 

Lansing,  B.  R.,  complaint 455 

LaSallc,  village  of,  etc.,  application  as  to  crossing 117^  237 

Lasher,  C.   D.,  complaint /  395 

liawrence,  Isaac  M.,  et  al.,  complaiot ]  *  339 

Lazell,  Lavem  W.,  and  Luman  W.  Pierce,  application  to  construct,  etc 116,  310 

liease,  etc.,  of  franchises,  electrical  and  gas  corporations 117,  313 

T^ase.  etc.,  of  franchises,  railroad  corporations II7,  141 

Legal  department,  work  of hi 


916  Index 

Lebigh  &  Hudson  River  By.  Co. :  Tiam 

application  to  Issue  bonds 10,  20,  21.  164.  187 

inspection  of  locomotive  equipment,  etc 650,  657 

inspection  report 787 

special  permission  tariff 489,  671 

subjects  for  inquiry 14 

Leblgb  &  New  England  R.  R.  Co.,  inspection  report 788 

Lehigh  Valley  R.  R.  Co. : 

apnllcation  as  to  crossing 117,  238,  251 

complaint  against 400,  423,  442,  444,  449,  458,  475 

grade  crossing  elimination 77 

grade  crossings  in  Buffalo 62 

inspection  report 790 

passenger  station  in  Buffalo 62 

special  permission  tariffs : 

general  lates,  etc 552 

grain  and  grain  products 567 

ice 401 

milk  and  cream 549 

passenger  fares 584 

peaches,  pears,  plums,  and  quinces , 574 

pulp  wood 530 

Lehigh  Valley  Ry.  Co.,  application  as  to  crossing 117,  238,  251 

Letters  of  Transmittal  of  Report  to  the  Legislature 5 

liewellyn,  Decatur  C,  application  to  sell,  etc 31& 

Light,  heat,  and  power,  work  of  division  of 78 

Lighting  plants.  Inspection  of 98 

Lima-Honeoye  Electric  Light  &  R.  R.  Co. : 

application   to   issue   stocks. 21,  167 

application   to   transfer,   etc 117,  321 

Little  Falls  &  Dolgevillc  B.  R.  Co. : 

application  to  operate,  etc 117,  144 

inspection  report 798 

special  permission  tariffs : 

apples,  etc 511 

box  shooks,  lumber,  lime,  etc 510,  522 

brick 584 

coal,  anthracite  510 

gravel 53T 

hay 490 

Ice 486 

iron  ore 510 

local  class  rates 509,  510 

logs 522 

milk 624 

passenger  fares 500 

piles 485,  600 

Little  River  Railroad,  application  to  exercise  franchise,  etc 116,  137 

Livonia,  grade  crossing  elimination 76 

Lockport  Gas  &  Electric  Light  Co.,  plant  merged 79 

Lockport  Light,  Heat  &  Power  Co. : 

application  for  merger 12 

plants  merged  in 79 

Locomotive  boiler  inspection 46 

Locomotive  boilers,  accidents  to  and  results 52 

Locomotive  boilers,  certificates  of  inspection 49 

Locomotive  boilers,  division  of,  for  examinations 48 

Locomotive  boilers,  factors  of  safety : 49 

Locomotive  boilers,  number  in  service 47 

Locomotive  boilers,  regulations  as  to  care  of  gauge  cocks  and  water  glasses...     53 

Locomotive  boilers,  regulations  for  care  of  and  supervision 47 

Locomotive  engine  failures 41 

Ix)ComotIve  engines,  Inspection  of 109 

Locomotive  equipment,  etc.,  inspection  of 649 

Locomotives,  facilities  for  repairs 50 

Locomotive  terminals.  Inspection  of 109 

Long  Eddy,  residents  of,  complaint 419 

Long  Island  R.  R.  Co. : 

application  as  to  crossing 118,  248 

complaint  against 389,  432,  443 

grade  crossing  elimination 76.     77 

inspection  report 800 
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baggage  checks,  etc 595 

club  car  service. 501 

cucnmbers  and  cabbage 559 

empty  packages  returned,  etc 595 

extension  of  train  service 550 

gravel  and  sand 629 

manure 501 

oysters  and  clams 640 

passenger  fares 538,  554 

potatoes 566 

special  car,  etc. 555  . 

storage  in  cars  on  public  team  track 481 

track-storage  charges 556 

vegetables,  canned 531 

stay  bolts  of  fireboxes,  etc 435 

Loudls,  Michael,   reparation  order 269 

IiOWTllle  &  Beaver  River  B.  R.  Oo. : 

inspection  of  locomotive  equipment,  etc 658 

Inspection  report    806 

Luther,  T.  C,  reparation  order 278 

McEiroy,  A.   M.,   complaint 454 

McLaughlin,  C.  H.,  complaint 399 

McMuUin,  Fred  L.,  reparation  order 277 

Madison  County  Gas  &  Electric  Co.,  application  to  issue  bonds,  etc 21,  362 

Mandeville,  Hubert  C,  complahit 392 

Mann,  Blias  P.,  mayor,  etc.,  complaint 425 

Marcellus  &  Otisco  Lake  Ry.  Co. : 

inspection  report 807 

special  permissioa  tariff 630 

steam  power,  etc 117,  424 

Marking  less  than  carload  shipments  of  freight 34,  211 

Mason,  M.  P.,  complaint 387 

Massachusetts,  capitalization  of  corporations,  practice  in 18 

Massena  Terminal  R.  R.  Co.,  Inspection  report 809 

Merger  of  corporations,  capitalization  of 13 

Meter  rentals,  rights  of  corporations 101 

Meters,  electric,  etc..  Red  Hook  Light  &  Power  Co 415 

Meters,  electric,  inspections  of 95 

Meters,  gas  and  electric,  in  Syracuse 387 

Meter  tests,  gas 90 

Mexico  Electric  Co.,  application  to  issue  bonds,  etc 21,  117,  865 

Michigan  Central  R.  R.  Co.,  union  passenger  station  in  Buffalo 63 

Middleburgh  &  Schoharie  R.  R.  Co. : 

inspection  report 810 

special  permission  tariffs 601,  616 

Middletown  Council,  etc.,  complaint 418 

Middletown,  Unidnville  &  Water  Gap  R.  R.  Co.,  Inspection  report 812 

Milford,  Matamoras  &  New  York  R.  R.  Co.,  inspection  report 813 

Millener,  P.  J.,  complaint 451 

Millerton  Electric  Light  Co.,  plant  established 79 

Minimum  charge,  right  of  electrical  or  gas  corporation  to  make 101 

Mitchell,  Lewis  H.,  et  al..  complaint 432 

Mohawk  Gas  Co.  of  Schenectady,  complaint 429 

Mohawk  Valley  Co.,  corporate  relations 17 

Monsey,  residents  of,  complaint 418 

Montauk  Steamboat  Co.,  special  permission  tariff 562 

Moravia  Electric  Light,  Heat  &  Power  Co.,  apparatus,  etc 406 

Morris,  James  A.,  et  al.,  application  to  transfer,  etc 117,  319 

Mount  Beacon  Incline,   inspection  report 818 

Mount  Vernon,  grade  crossing  elimination 77 

Mount  Vernon,  mayor  and  common  council  of,  application  as  to  crossings.  .117,  245 

Municipalities  supplied  with  gas  and  kinds  of 82 

Municipal  public  service  plants  under  supervision  of  the  Commission,  number  of       7 
Murray's  Line: 

special  permission  tariffs : 

class  rates   514 

wood  pulp    588 

Narrowsbnrg,   residents  of,  complaint 419 

Nassau  County  Ry.  Co.,  complaint  against 460 
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Nassau  Light  &  Power  Co.,  application  to  transfer,  etc 322 

National  Association  of  Street  Railway  Accountants,  conference  on  accounts. . .  25 

National  Electric  Light  Association,  conference  on  accounts 23 

National  Express  Co. : 

complaint  against   421,  422.  459 

special  permission  tariff 044 

National  Street  Railway  Association,  conference  on  accounts 25 

Natural  gas  companies  and  plants,  classification  of 8 

Natural  gas,  corporations  supplying 7S 

Newburgh  Light,  Heat  &  Power  Co. : 

application  denied 11 

application  to  construct,   etc 116,  302 

application  to  issue  bonds,  etc 21,  343,  371 

application  to  transfer,  etc 325.  326 

New  England  Brick  Co..  complaint 465 

New  England  R.  R.  Co.,  inspection  report 815 

Newfane  Basket  Mfg.  Co.,  et  al.,  complaint 420 

New  Jersey  &  New  York  R.  R.  Co. : 

complaint  against   407,  413 

special  permission  tariff 538 

New  Paltz,  Highland  &  Poughkeepsie  Traction  Co. : 

improvements  during  year 108 

inspection  report 674 

New  Scotland,  grade  crossing  elimination 76 

New  Scotland,  residents  of,  complaint 421 

Newton  Falls  ft  Northern  R.  R. : 

application  to  exercise  franchise,  etc 116.  118.  136 

application  to  Issue  stock 20.  186 

Newton,  Walter  P.,  et  al.,  application  to  transfer,  etc 117,  319 

New  York  &  Albany  Transportation  Co.,  special  permission  tariffs 548,  561 

New  York  &  Canada  R.  R.  Co.,  application  for  merger,  etc 116,  124 

New  York  &  Long  Island  Traction  Co. : 

complaint  against 391 

Improvements  during  year 108 

inspection  report * 675 

New  York  &  North  Shore  Traction  Co. : 

application  to  construct,  etc 116.  135 

complaint  against 469 

New  York  ft  Ottawa  Ry.  Co. : 

application  for  lease,  etc 117.  143 

inspection  report 816 

special  perroiB.Hlon  tariffs : 

bark 481 

com.  feed,  flour,  oats 541 

horses 497 

listings 557 

log  loader 637 

logs,  soft  wood 484 

lumber,  rough 535 

rails,  steel  and  iron 521 

Rossed  pulp  wood 559 

wood,  cord,  etc 494,  566.  632 

New  York  ft  Pennsylrania  Ry.  Co.,  inspection  report 818 

New  York  ft  Port  Chester  R.  R.  Co.,  failure  to  exercise,  etc 401 

New  York.  Auburn  ft  Lansing  R.  R.  Co.,  special  permission  tariffs 493,  407 

New  York  Central  ft  Hudson  River  R.  R.  Co. : 

action,   etc 112 

application  as  to  crossing 117.  225.  243.  245 

application  for  lease,  etc 117,  143 

application  to  abandon  station   117,  118,  200,  204,  206 

application  to  construct,  etc 116,  138 

application  to  discontinue  service,  etc 117,  198 

application  to  issue  bonds    20,  160.  166 

application  to  purchase  stocks,  etc 16,  117.  145,  146 

complaint  against 387,   890,  395.  397.  398,  399.  402,  412,  413,  422.  427.  428 

429,  432,  433,  437,  446,  447,  454,  455,  458,  466,  468.  469.  471 

employees  at  Buffalo,  etc 457 

Ijade  crossing  eliminations  76.  77 

inspection  of  locomotive  equipment,  etc 650,  656 

inspection  report 820 

passenger  revenues,  etc..  at  Buffalo 455 
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passengrer  station  in  Buffalo 62 

reparation  order   267.  270.  273.  274.  279,  280,  282 

resolution,  etc.,  passenger  station  In  Buffalo 65 

■pecial  permission  tariffs: 

apples,  etc 573.  576,  579,  682,  683,  587,  590,  696,  606,  621,  622 

ashes 539 

axes,  etc 496 

bark 482.  488,  641 

barley  malt,  etc 595 

beans,  dried 605,  614 

beer 530 

brick,  etc ^ 520,  536,  538,  556,  574,  601,  622,  625 

brooms  and  brushes 494 

butter 54T 

cabbages,  etc 573,  587,  590,  622 

calcium,  chloride  of 577 

cancellation  of  special  permission 514 

canned  fruit  and  vegetables 626 

cans,  tin 544,  547 

castings 503 

cattle 496 

cement 517 

chair  car  fares 551 

change  of  routing 518 

cheese 519,  534,  538,  547,  606 

cinders,  etc 511,  528,  532 

class  rates 506,  507,  523,  533 

clay 520,  557 

commutation  and  school  tickets 572 

com 541,  550 

cream,  etc 511,  600 

crystals,  etc 648 

earth 537 

eggs,  etc 547 

excursion  fares,  etc 512,  513,  625,  545,  501 

explosives 606,  629 

feed 541,  628 

flour 534,  541,  628 

fluxing  stone 699 

gas  oil 532 

general  rates,  etc 567,  571,  581,  608 

grain  and  grain  products 614,  627,  635,  641 

grapes 611 

gravel,  sand,  stone .554.  588 

grindstones 494 

handles,  wood 642 

hay  and  straw 640 

ice.. 482,  486.  487,  527,  542,  660.  563,  565,  570,  677,  579,  686,  589,  592,  594 

597,  599,  603,  608,  614,  619,  620,  621 

iron  and  steel  articles 495 

iron  ore 604 

Issuance  of  tickets,  etc 493 

lath,  etc 630 

lighterage,  etc.,  New  York  harbor 492 

lime 520,  560 

limestone  or  fluxing  stone 487,  502,  638 

local  round-trip  fares 481 

locomotives 516 

logs 485 

lumber  and  forest  products 499 

lumber,  etc 516,  630 

machinery,  second-hand,  etc .'>13 

malt 611,  616 

manure 523 

marble,  etc 489,  511 

marble  waste 500 

marking  less  than  carload  freight 539 

meat,  fresh  dressed 539 

milk,  fluid 506,  511.  600 

milling  or  mixing  in  transit 484 

nursery  moss  630 
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oats 490,  541 

old  lumber,  etc 518 

onions,  etc 573,  587,  590.  622 

paper,  etc 509,  512 

passenger  fares 481,  512,  513,  525,  527,  528,  543,  544,  545,  557,  569.  581 

585.  591 

peaches,  etc 535,  548,  653,  573 

pears,  etc 573,  576,  587.  590.  622 

pig  Iron 483.  570,  636 

plums,  etc 573 

printing  paper 497 

pulp  wood 488,  485,  486;  500,  628.  531.  536,  537.  563 

pumpkins,  etc ^ 573,  587.  590,  601.  622 

quinces,  etc 573 

rags,  paper,  etc 538 

rates,  changes  in,  etc 516,  688 

reissue  for  correction 489.  491.  498,  546,  569,  612 

sand,  etc 620,  524,  536,  546,  588,  613,  623,  626 

sawdust,  etc 630 

scrap,  borings,  turnings,  etc 634 

soda  ash 554 

■oft  wood  lumber,  etc 502 

squash,  etc 573,  587,  590,  622 

station  names,  changes  in,  etc 516 

stone,  building 589 

stone,  crushed. .  .502,  511,  526,  532,  646,  561,  662,  665,  666,  586,  594,  609,  632 

stone,  paving 546,  551 

stone,  rough 605 

switching  charges 490,  494,  608,  605,  624,  526,  530.  640,  672,  579,  620,  637 

tomato  plants 520 

track-storage  charges 555 

wall  plaster 517,  522 

wheat,  com,  and  rye 550 

wood,  cord,  stove,  slab 484,  521,  525 

wood  pulp 487,  519,  522,  524,  640,  647,  573,  578,  580,  585,  586,  588.  590 

691,  598 

wood  pulp  board 500,  560 

New  York  Central,  Hudson  River  &  Fort  Orange  R.  R.  Co.,  Inspection  report. . .  858 
New  York,  Chicago  &  St.  Louis  R.  R.  Co. : 

grade  crossing  elimination 77 

inspection  report 850 

special  permission  tariffs : 

carload  freight,  loading  and  unloading 639 

grain,  transfer  of 582 

pig  iron 540 

union  passenger  station  in  Buffalo 68 

New  York,  New  Haven  &  Hartford  R.  R.  Co. : 

inspection  report 861 

special  permission  tariff 636 

New  York,  Ontario  &  Western  Ry.  Co. : 

complaint  against 426.  489 

grade  crossing  elimination 76,     77 

inspection  of  locomotive  equipment,  etc 650,  666 

inspection  report 863 

reparation  order 272,  275 

special  permission  tariffs : 

crude  wood  alcohol 498 

furnace  slag 677 

general  rates  554 

ice 490.  563.  610,  624 

Joint  rates   629 

logs 641 

pipe,  castlron,  water 528 

reissue  for  correction 498 

stone,  building,  etc 583 

supplement  to  be  effective,  etc 498 

Niagara  Falls  Gas  &  Electric  Light  Co.,  complaint  against 393 

Niagara  Falls,  grade  crossing  elimination 76 

Niagara  Falls,  residents  of,  complaint 398 

Niagara  Gorge  R.  R.  Co. : 

improvements  during  year 108 

inspection  report 680 
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Niagara  Jnnction  Ry.  Co.,  Inspection  report 870 

Niagara,  Lockport  &  Ontario  Power  Co. : 

application  to  construct,  etc 116,  287 

new  franchise 80 

Nlobe,  residents  of,  etc.,  complaint 463 

Nltro  Powder  Co.,  complaint 439 

Northern  Central  Ry.  Co. : 

application  to  abandon  station 207 

inspection  report 871 

Northern  Iron  Co.,  reparation  order 276 

Northern  Power  Co.,  answer  to  complaint,  etc 304 

North  Evans,  grade  crossing  elimination 77 

North  Hempstead,  grade  crossing  elimination 77 

Norwich,  Investigation  of  gas  supply   in 101 

Norwood  &  St.  Lawrence  R.  R.  Co. : 

inspection  report 874 

special  permission  tariffs : 

paper 529 

wood  pulp  refuse 488. '491,  492 

Norwood  Electric  Light  &  Power  Co.,  complaint  against 388 

Nypano  Railroad  Co. : 

complaint  against   403 

grade  crossing  elimination,  Lakewood 77 

O'Brien,  William  J.,  complaint 897 

Oil  gas,  corporations  supplying 78 

Oneida  Railway  Co.,   special   permission   tariff 642 

Oneonta  &  Mohawk  Valley  R.  R.  Co. : 

improvements  during  year 108 

Inspection  report 680 

special  permission  tariffs : 

class  rates    508 

passenger  fares ^ 543,  568 

Opinions  of  Commission  printed  and  published 10 

Orange  County  Traction  Co. : 

application  to  issue  notes 20,  174 

improvements  during  year 108 

inspection  report 681 

Ossining,  commuters  of.  complaint 395 

Osslning,  village  of,  application  as  to  crossings 261 

Oswegatchie  Light  &  Power  Co.,  application  to  restrain,  etc 304 

Oswego  Chamber  of  Commerce,  complaint 468 

Oswego,  gas  supply  in.  Investigated 101 

Oswego,  grade  crossing  elimination 77 

Otis  Railway  Co.,  Inspection  report 875 

Otisvllle,  residents  of,   complaint 898 

Owasco  River  Ry.,  Inspection  report 877 

Oyster  Bay,  grade  crossing  elimination 76 

Palmer,  Lowell  M.,  reparation  order 278 

Panama  Power  Co. : 

application  to  issue  stocks,  etc 21,  335 

plant  established 79 

Passenger  cars,  sanitary  condition  of 109 

Passenger  cars,  ventilation,  etc 654 

Passenger  facilities  in  Buffalo,  complaint  of  citizens  of 61 

Passenger  revenues  at  Buffalo,  etc 455 

Passenger  stations,  etc.,  in  Buffalo 62,  471,  473,  474,  475 

Passenger  train  delays 36 

Passenger  train  delays,  Continental  limited 894 

Passenger  train  delays,   etc.,   reports   on 652 

Passenger  train  delays,  principal  causes  of 39 

Patten,  William,  complaint 469 

Paulding,  H.,  complaint 443 

Peekskill  Lighting  &  R.  R.  Co. : 

complaint  against  411 

improvements  during  year 108 

inspection  report 683 

Pennsylvania  Railroad  Co. : 

complaint  against 403,  415,  422,  424 

inspection  of  locomotive  equipment,  etc 656 

reparation  order 266,  277 
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PennsylTanla  Railroad  Co.  (continued)  : 

special  permisBlon  tariffs  :  TAXm 

disbaDded  circus  and  show  outfits 668 

ice 592,  608.  610 

milk  and  cream 549 

passenger  fares 533,  545 

peaches,  pears,  plums,  and  quinces '. 575 

reissue  for  correction 496 

union  passenger  station  in  Buffalo 63 

Penn  Yan,  Keuka  Park  &  Brancbport  Ry. : 

complaint  against 418 

tmproTements  during  year 418 

inspection  report   686 

special  permission  tariffs: 

general  rates,  etc 598 

ice 598 

Penn  Yan,  residents  of,  complaint 418 

Pere  Marquette  R.  R.  Co.,  special  permission  tariff 516 

Phillips,  Arthur  J.,   complaint 388 

Photometers,  number  in  use 81 

Pittsburgh,   Binghamton  &   Eastern   B.    R.   Co.,   application  to  exercise   fran- 
chise, etc 116,  121 

Pittsburg,  Shawmut  &  Northern  R.  R.  Co.: 

application  to  issue   receiver's  certificates,  etc 20,  181 

Inspection   report    877 

special   permission   tariffs : 

exhibits   at   fairs,   etc 569 

passenger    fares    600 

peaches,  pears,  plums,  and  quinces 582 

Platforms  street  railroad  cars,  etc 438,  466,  471 

Plattsburgh  Light,  Heat  &  Power  Co.,  application  to  Issue  bonds,  etc.. 21,  345,  368 

Plattsburgh  Traction  Co.,  special  permission  tariff 532 

Pond,  J.  Warren,  complaint,  discontinuance  of  service 205 

Port  Chester  Terminal   R.  R.  Co.,  inspection  report 880 

Port  Jervis  Electric  Light,  Power,  Qas  &  R.   R.  Co. : 

action,  etc 114 

complaint  against,  etc 414 

improvements,  etc.,  to  railroad 410 

Inspection  report 687 

investigation  of 100 

plans  approved,  etc 414 

Port  Jervis.  residents  of,  complaint 398 

Poiighkpepsie  City  &  Wappingers  Falls  Electric  Ry.  Co.,  improvements  during 

year   108 

Ponghkeopsie  Light,  Heat  &  Power  Cb.,  application  to  transfer,  etc 117,  326 

Power,  Ifght.  and  heat,  work  of  division  of 78 

Pressure  in  inches  of  water,  of  gas  tested 88 

Preston  Brick  Co.,  reparation  order 278 

Prevention  of  accidents  on  railroads 54 

Publication,  etc.,  rates  and  regulations,  etc 468 

Public  Service  Commission,  First  District,  conference  on  accounts 23 

Public  Service  Commissions  Law  should  be  amended 60 

Pullman   Company,   special   permission  tariffs 536,  544,  635 

Putnam  &  Westchester  Traction  Co.,  application  to  exercise  franchise,  etc..  .116,  127 

Railroad  corporations,  applications  to  discontinue  service,  etc 193 

Black   River   Traction    Co 117,  196,  197.  200,  202.  204 

Delaware  &  Hudson  Co 118,  203 

Glenfield  &  Western  R.  R.  Co 117.  118,  195.  206 

New  York  Central  &  Hudson  River  R.  R.  Co 117,  118,  198,  200,  204,  206 

Northern  Central  Ry.  Co 207 

Rutland   Railroad  Co 118,  206 

St.   Lawrence  &  Adirondack  Ry 205 

Wallklll   Transit  Co 117,  202 

Western  New  York  &  Penn.  Traction  Co 117,  195 

West  Shore  Railroad  Co 117.  200 

Railroad  corporations,  applications  to  issue  stocks,  etc 151 

Boston  &  Albany   R.  R.  Co 166 

Buffalo.  Lockport  &  Rochester  Ry.  Co 183,  184 

Carthage  &  Copenhagen  R.  R.  Co 184 

Crittenden.  W.   Butler,   receiver,  etc 170 

Delaware  k  Hudson  Co 171.  175.  188,  191 
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Bailroad  corporations,  applications  to  Isfnie  stocks,  etc.  (continued)  :  paoi 

Dolgevllle  &  Salisbury   Ry.   Co 168 

Eastern  New  York  R,  R.  Co 153 

Blmira,  Coming  &  Waverly  Ry 178 

Elmira  Water,  Light  &  R.  R.   Co 154 

Erie   Railroad    Co 153,  15R,  1.19,  165 

Pitchburg  Railroad  Co 159 

Greenwich  &  JohnsonviUe  Ry.  Oo 162 

Lehigh  &  Hudson  River  Ry.  Co 164,  187 

Lima-Honeoye  El.  Lt  &  R.  R.  Co 167 

Newton  Falls  &  Northern  R.  R 186 

New  York  Centjal  &  Hudson  River  R.  R.  Co 160,  166 

Orange   County   Traction  Co 174 

Pittsburg,  Bhawmut  &  Northern  R.  R.  Co 181 

Rochester  &  EJastem  Rapid  Ry.  Co 176 

Rochester,  Charlotte  &  Manitou  R.  R.  Co 170 

Rochester  Corning  Elmira  Traction  Co lo.l,  179,  182 

Skaneateles   Railroad   Co 177 

Smith,  Frank  Sullivan,  receiver,  etc 181 

Sutherland,  Leslie,  receiver,  etc 17.3.  174,  180 

Yonkers  Railroad  Co 173,  174,  180 

Railroad  corporations,  exercise  of  franchise,  etc 116,  119 

Buffalo,  Lockport  &  Rochester  Ry.  Co 116,  129,  137 

Champlaln  &  Sanford  R.   R.  Co 116,  133 

Cherry  Valley,  Sharon  &  Albany  R.  R.  Co 116,  126 

Delaware  &  Hudson   Co 116,  1 24,  126 

Dexter  &  Eastern  R.  R.  Co 116,  134 

Erie  Railroad  Co 122 

Interurban  Electric  Express  Cb 116,  128 

Ithaca   Street   Railway   Co 116,  130 

Little    River    Railroad 116,  137 

Newton   Falls  &  Northern   R.   R \  16,  136 

New  York  &  Canada  R.  R.  Co 116,  124 

New  York  &  North  Shore  Traction  Co 116,  135 

New  York  Central  &  Hudson  River  R.  R.  Co 116,  138 

Pittsburgh,  Blnghamton  &  ^ESastern  R.   R.   Co 116,  121 

Putnam  &  Westchester  Traction  Co 110,  127 

Rochester  Electric  Ry.  Co 116.  123 

Rochester  Railway   Co 116,  132 

Rome  &  Osceola  R.  R.  Co 116,  131 

Schenectady  Railway  Co 116,  140 

Syracuse  &  South  Bay  El.  R.  R.  Co 116,  125 

Western  New  York  &  Penn.  Traction  Co 116,  128,  132 

Railroad  corporations,   steam,  classification  of 7 

Railroad  corporations,  street  and  electric,  classification  of 7 

Railroad  crossings,  etc.,  applications  for 219 

Brighton,  town  board  of 1 18,  257 

Buffalo,  Lockport  &  Rochester  Ry.  Co 117,  221,  222 

Buffalo,  Rochester  &  Pittsburgh  R.  R.  Co 225 

Buffalo  Southern  Ry.  Co 118,  259,  260 

Caneadea,   town  board   of 118,  257 

Central  New  England  Ry.  Co 117,  223 

Cornwall,  town  board  of 224 

Cortland  &  Auburn   R.  R.  Co 117,  239 

Depew.   village  of 118,  252 

Dolgeville  &  Salisbury  Ry.  Co 117,  231 

Erie  &  Jersey  R.   R.   Co 117,  118,  224,  253 

Genesee  River  R.  R.  Co 258 

Hamburg,   town  board   of 118,  249 

International   Railway  Co 117,  229 

Lnke  Shore  &  Michigan  Southern  Ry.   Co 117.  118,  2.'?3,  249 

LaSalle,  village  of,  etc 117,  237 

Lehigh  Valley  R.  R.  Co 117,  238,  251 

Lehigh  Valley  Ry.  Co 117,  238,  251 

Long  Island  R.  R.  Co 118,  248 

Mount  Vernon,  mayor  and  common  council  of 117,  245 

New  York  Central  &  Hudson  River  R,  R.  Co .- .117,  225,  243,  245 

Ossining,  village  of 261 

Raymondville  &  Waddlngton  R.  R.   Co 117,  224 

Rochester  Railway  Co 230 

Sangerfield,  town  board  of 117,  232 

Stafford,  town  of 118,  255 
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Railroad  crossings,  etc.,  applications  for  (continued)  :  paob 

Troy,  mayor  and  common  council  of 117,  241 

Utica,  mayor  and  common  council  of 117,  226,  234 

Verona,  town  board  of 117,  238,  251 

Wallklll,  town  board  of,  etc 118,  250 

Wayland,  village  of 117,  232 

Western  New  York  &  Penn.  Traction  Co 117,  118,  227,  228,  240,  249 

Railroad  engineering  and  inspection,  work  of  dlTision  of 104 

Railroads,  equipment  of,  report  of  supervisor 647 

Railroads,  features  of  inspection 104 

Railroads  inspected,  number  and  miles  of 105 

Railroads,  prevention  of  accidents  on 54 

Railroads,  steam,  accidents  on,  etc 470 

Railroads,  steam,  inspections  for  year 697 

Adirondack  &  St.  Lawrence 699 

Bath  &  Hammondsport 7(M> 

Boston  &  Maine 701 

Buffalo  &  Susquehanna 704 

Buffalo,  Attica  &  Arcade 707 

Buffalo  Creek    710 

Buffalo  Creek  Transfer 711 

Buffalo,  Rochester  &  Pittsburgh 712 

Carthage  &  Copenhagen 715 

Catskill  &  Tannersvllle   716 

Catskill    Mountain    718 

Central  Dock  &  Terminal 719 

Central   New  England 720 

Champlaln  &  St.   Lawrence 725 

Connecting  Terminal    726 

Cranberry   I^ke    727 

Dansvllle  &  Mt.  Morris 728 

Delaware  &  Eastern   729 

Delaware  &  Hudson   731 

Delaware,    T^c^a wanna   &   Western 742 

Dunkirk,  Allegheny  Valley  &  Pittsburgh 749 

Erie 750 

Fonda,  Johnstown  &  Gloversville 773 

Pulton   Chain 775 

Genesee  &  Wyoming. 776 

Cf lenfleld  &  Western.  * 777 

Greenwich    &   Johnsonville 779 

Island 781 

Jamestown,  Chautauqua  &  Lake  Erie 781 

Kanona  &  Prattsburgh 783 

Lake  Champlaln  &  Morlah 784 

Lake  Shore  &  Michigan   Southern 785 

Lehigh  &  Hudson  River 787 

Lehigh   &   New  England 788 

Lehigh    Valley    790 

Little  Falls  &  Dolgevllle 798 

Long  Island 800 

Lowville  &  Beaver  River 806 

Marcellus  &  Otisco  Lake 807 

Mnspena  Terminal    809 

Mlddleburgh  &  Schoharie 810 

Mlddletown,  Unionville  &  Water  Gap 812 

Milford,  Matamoras  &  New  York 813 

Mount   Beacon  Incline 813 

New  England 815 

New  York  &  Ottawa 816 

New  York  &  Pennsylvania 818 

New  York  Central  &  Hudson  River 820 

New  York  Central,  Hudson  River  &  Fort  Orange 858 

New  York,  Chicago  &  St.  Louis 859 

New  York,  New  Haven  &  Hartford 861 

New  York,  Ontario  &  Western 863 

Niagara  Junction    870 

Northern  Central    871 

Norwood  &  St  Lawrence 874 

Otis 875 

Owasco  River    877 

Pittsburg.  Shawmut  &  Northern 877 


Index  925 

Railroads,  steam,  iDspectlons  for  year  (continued)  :  paoi 

Port  Chester  Terminal 880 

Rutland 880 

Schoharie  Valley 885 

Silver  Lake    887 

SIcaneateles 888 

Sterling  Mountain    889 

South   Buffalo    890 

Ulster  &  Delaware  891 

Unadilla   Valley   . : 894 

United  States  &  Canada. 896 

Western  New  York  &  Pennsylvania 897 

Railroads,  street  surface,  accidents  on,  etc 476 

Railroad  tariffs,   filing  of  schedules   with   Commission 29 

Raquette  Foundry  &  Supply  Co.,   complaint 398 

Raquette  I^ake  Ry.   Co.,   special   permission   tariffs 483,  485 

Rate   discriminations,   how   prevented 29 

Rates  and   regulations,   filing,   etc 463 

Rate  schedules    filed    110 

Ravena,   residents   of,   complaint 398 

Raymondvllle  &  Waddington   R.  R.  Co.,  application  as  to  crossing 117,  224 

Red  Hook  Light  &  Power  Co.,  complaint  against 415 

Rensselaer,   residents  of,  complaint 467 

Reparation  by  carriers  for  unjust  freight  charges 35 

Reparation   of  excess  charges  by   railroad   corporations 263 

Repair  facilities,   etc..   Inspection   of 649 

Repairs  of  locomotives,  facilities  for 50 

Report  to  Legislature,  synopsis  of  contents 9 

Right  of  electrical  corporations  to  make  minimum  charge 101 

Right  of  gas  corporations  to  make  minimum  charge 101 

Rochester  &  Eastern   Rapid   Ry.   Co. : 

application    to    Issue   stocks,   etc 16,  20,  117,  176 

Improvements  during  year   108 

inspection    report    688 

special  permission   tariffs : 

general    rates    642 

passenger  fares    607,  610 

Rochester  &  Sodus  Bay   Ry.   Co.  : 

improvements   during   year 108 

Inspection   report    689 

special  permis.sion  tariffs: 

general  rates 648 

passenger  fares 496,  607 

Rochester  &  Suburban  Ry.  Co. : 

application  to  lease,   etc 117,  145 

improvements  during  year    108 

special  permission  tariff 558 

Rochester,  Charlotte  &  Manitou  R.  R.  Co. : 

application  to  issue  receiver's  certificates 170 

application  to  transfer  franchise,  etc 148 

failure  to  make  repairs 401 

improvements  during  year   108 

Inspection   report    689 

Rochester,   city   of,   complaint 421 

Rochester  Corning  Elmlra  Traction  Co. : 

application  to  issue  bonds,  etc 20,  155,  179,  182 

conclusions  of  Commission 13 

Rochester  Electric  Ry.  Co. : 

application  for  extension,  etc 116,  123 

Improvement  during  year    108 

special  permission  tariff 558 

Rochester,  grade  crossing  elimination 77 

Rochester  Railway  &  IJght  Co. : 

application  to  issue  bonds,  etc 21,  344,  888 

new   franchise   80 

Rochester  Railway  Co. : 

application   as   to   crossing. 230 

application  to  exercise  franchise,  etc 116,  132 

application  to  lease,  etc 117,  145 

improvements   during  year 108 

special  permission  tariffs: 

passenger  fares 558 

reissue  for  correction 658 
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Rochester,  Syracuse  &  E^astern  R.  R.  Co. :  pack 

complaint  against 477 

extension  of  railroad 109 

Inspection  report 690 

Rock   Cut   Stone  Co. : 

complaint *. 401 

reparation  order   271 

Rockland   county,   citlsens   of,   complaint 407 

Rockland,   grade   crossing  elimination 76 

Rockland  Light  &  Power  Co.,  application  to  Issue  bonds ; 21,  375 

Rockland   Railroad  Co.,   complaint  against. 43ft 

Rome  &  Osceola  R.  R.  Co.,  application  to  exercise  franchise,  etc.  ...116,  117,  131 

Rome  Gas,  Electric  Light  &  Power  Co.,  application  to  issue  bonds,  etc 21,  374 

Romulus,   highway  commissioners,  etc.,  complaint 449 

Ross,  Alex.  J.,  complaint 453 

Routes   abandoned   by   railroads 193 

Rutland   Railroad   Co. : 

application  to  discontinue  service 118,  205 

Inspection  report   880 

reparation  order 266 

special  permission  tariffs: 

class  rates 501 

com.  feed,  flour,  oats 541 

general  rates   548 

milk,  fluid   576 

pulp  wood   529 

wood  pulp   594 

Safety  appliances,  report  on 654 

Safety  valves  for  locomotives 51 

Saint  Lawrence  &  Adirondack  R.  R.  Co.,  complaint,  discontinuance  of  service..  205 

Salem  Light,  Heat  &  Power  Co.,  apparatus,  etc 405,  411 

Sanborn,   residents  of,   complaint 397 

Sandy   Hill,    residents  of,  complaint 444 

Sangerfleld,  town  board  of,  application  as  to  crossing 117,  232 

Sanitary  condition  of   passenger   cars 109,  654 

Saranac  I^ke  Gas  Co.,  application  to  construct,  etc 116,  304 

Saugerties  Gas  Light  Co.,  application  to  issue  stocks,  etc 21,  379 

Saugertles,   investigation   of  gas  supply   In 101 

Sawyer,   Prank   G.,  complaint 47S 

Schaghtlcoke  Electric  Co. : 

application  to  Issue  bonds,  etc , 21,  334.  354 

name  changed 79" 

plant  established 79 

Schenectady,  grade  crossing  elimination 76 

Schenectady  Power  Co. : 

application  to  construct,  etc 116,  30T 

name  changed 79 

reparation  order   281 

Schenectady  Railway  Co. : 

application  to  construct,  etc 116.  140 

complaint  against 409,  450,  470 

Schoharie  Valley  Ry.   Co.,  Inspection  report 885 

Scotia,  president  of  village  of,   complaint 470 

Scrip  dividends  not  approved 10- 

Sea  Cliff,   village  of,  complaint 460 

Selkirk,  residents  of,   complaint 398 

Sennett,   grade   crossing  elimination 77 

Service  discontinued,   etc.,  by   railroads 193^ 

Sherburne  Gas  Co.,  plant  established 79 

Sherburne,  village  of,  municipal  plant  established 79 

Sheridan,  residents  of,  complaint 403.  415 

Shields  Brothers,  complaint 414 

Shippera,  advantages  of  filing  rate  schedules HO 

Short  notice  tariffs 479- 

Shult«,  J.  L.  &  Co.,  complaint 445^ 

Silver  I^ke  Ry.  Co. : 

Inspection  of  locomotive  equipment,  etc 658 

Inspection  report   88T 

special  permission  tariffs : 

ice   585,  59^ 
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Silver  Lake  Rj.  Co.  (continued)  :  paoi 

marking  less  than  carload  shipments 636 

reissue  for  correction 602 

special  class  rates,  etc 504 

Simmons,  M.  P.,  complaint 409 

Skaneateles  Railroad  Co.: 

application  to  issue  bonds,  etc 20,  177 

complaint  against 445 

inspection  of  locomotive  equipment,  etc 658 

inspection  report 888 

Sleeping  car  company  under  supervision  of  Commission 7 

Smith,  C.  M.,  complaint 399 

Smith,  Frank  Sullivan,  receiver,  etc.,  application  to  Issue  notes 181 

Sodus  Gas  &  Electric  Light  Co.,  new  franchise 80 

Solvay  Process  Co.,  complaint 433 

Southampton,  grade  crossing  elimination 76 

South  Buffalo  Ry.  Co.,  Inspection  report 890 

Southern  Dutchess  Gas  &  Electric  Co.,  application  to  issue  bonds 21,  381 

South  Shore  Traction  Co.,  application  to  assign,  etc 118,  149 

Special  permission  tariffs 479 

addition  to  list  of  carriers,  etc 667 

alcohol,  crude  wood 493 

apples,  etc 511,  573,  576,  579,  582,  583,  587,  590,  596,  604,  606,  611 

621,  622,  626 

ashes,  etc 537,  539 

axes,  etc 496 

tiftggage  checks,  etc 595 

bark 481,  482,  488,  641 

barley,  etc 482 

barley  malt,  etc 595 

beans,  dried 605,  614 

beer 530 

beets,  etc 628 

berries 644 

book   leaves,   etc 538 

borings,  etc 634 

boxboard,  etc 580 

box  shooks,  etc 610,  522 

brick  and  clay  conduits 622 

brick,  etc 496,  510,  520,  531,  536,  538,  553,  556,  561,  565,  574.  584 

596,  601,  615,  622,  625,  631,  634 

brooms   and   brushes 494 

buckwheat,  etc 482 

butter,  etc •• 547 

cabbage,  etc 559,  573,  587,  590,  611,  622,  626 

calcium,  chloride  of 577 

cancellation  of  special  permission 514 

cans,  tin 544,  547 

cardboard,  etc 580 

carload  freight,   loading  and   unloading 639 

castings 505 

cattle 496,  623 

cement,  etc 510,  517,  542 

chair  car  fares 551 

change  of  routing 518 

cheese 519,  534,  538,  547,  600 

cherries,   etc 535,  548,  553 

cinders,  etc 511,  528,  532,  537 

clams,  etc 640 

class  rates 501,  503,  506,  507.  508,  509,  510,  514,  516.  518,  519,  523 

533,  576 

clay,  etc 520,  541,  557 

club  car  service. 501 

coal 510,  519,  526 

commutation  tickets,  etc 572,  606 

corn,  etc 482,  510,  541,  550,  595 

com  malt,  etc 595 

cream,   etc 511,  547,  548,  549,  595,  600,  64^ 

crude  wood   alcohol :  •  •  493 

crystals,  etc ' 543 

cucumbers,  etc 559 
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demurrage  rules 516,  636 

disbanded  circus  and  show  outfits 568 

dynamos,  etc 559 

earth 537 

eggs,  etc 547 

empty  packages  returned,  etc 595 

engines,  gasoline  or  gas,  etc 559 

excursion  fares,  etc 512,  513,  525,  520,  533,  545,  554,  591,  600,  623 

exhibits  at  fairs,  etc 569 

explosives 603,  606,  629 

express  rates    643,  645 

express  shipments,  etc.,  collection,  etc 644 

extension   of  rate   territory 561 

extension  of  territory,  etc 535 

extension  of  train  service 550 

feed,  etc 510,  541,  628,  633 

ferry  car  service,  etc 504 

fire  apparatus 550,  558 

fire  proofing 622 

fiour,  etc 489,  534,  541,  628,  633 

fluxing  stone   599 

fresh   air  mission   children,   etc 558 

fruit,  canned,  etc 626 

fruits,  fresh,  etc 587,  643,  644 

garden   roots,   etc 643 

gas  oil    532 

general  rates,  etc 483,  493,  497,  508,  515,  548,  552,  554,  561,  567,  571 

581,  598,  608,  642,  643 

grain  and   grain   products 567,   581,   614,   619,  627,  634,  635.  641 

grain,  transfer  of 532 

grapes 611 

gravel 537,  545,  554,  5S8.  G17,  629,  632 

grindstones 494 

handles,   wood    642 

hay      490,  640 

hollow  building  blocks 622 

horses 497 

Ice 482,  483.  484.  485,  486,  487,  488,  489,  490,  491,  514 

527,  542.  660.  563,  564,  565,  570,  571,  577,  679,  580 

585,  586,  589.  690,  592.  594,  596,  597,  598,  599,  603 

608,  610,  611,  614.  615,  617,  610,  620,  621.  624.  632 

Iron  and  steel  articles 495 

Iron  ore 510.  604,  621 

Issuance  of  tickets,  etc 493 

Joint  class  rates 497,  498,  500 

Joint  commodity  rates 499,  629 

Joint  passenger  fares 499,  658,  610 

lath,  etc 502,  630 

lighterage,  etc..  New  York  harbor 492 

lime,  etc 510,  520,  535,  560,  637 

limestone  or  fluxing  stone 487,  502,  549,  599.  638 

listings 657 

local  and  Joint  rates,  etc 502 

local  round-trip  fares 481 

locomotives 516 

log   loader    637 

logs,  etc 485,  512,  522,  525,  641 

logs,   soft    wood 484 

lumber  and   forest  products .  •. 499,  639 

lumber,  etc 510,  516.  535,  630 

malt 611,  616 

malt  sprouts,  etc 595 

manure 501,  514,  515,  523,  641 

marble,  etc 489,  511 

marble  waste   500 

marking  less  than  carload  freight 539.  603.  636 

meat,  fresh  dressed 639 

milk,  fluid   506,  511,  547,  548,  549,  676,  600,  624,  644 

milk,  fresh  condensed,  etc 595 

milling  or  mixing  In  transit ^  484 
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mine  rock,  etc 512 

nanery  moss 630 

oaU,  etc 482,  490,  541 

old  lumber,  etc 513 

old  newspapers,  etc 538 

onions,  etc 573,  687,  590.  611,  622,  626 

oysters,  etc 640 

paper  bags,  etc 512 

paper,  etc   509,  512,  529,  580 

paper,  scrap  or  waste,  etc 538 

passenger  fares 481,  496,  499,  504,  509,  512,  513,  525,  526,  527,  628,  582 

538,  548,  644,  545,  548,  550,  552,  554,  557,  558,  561,  562 
568,  569,  572,  581,  682,  684,  685,  691,  600,  606,  607,  610 

622 

peaches,  etc 535,  548,  563,  573,  674,  575,  582 

pears,  etc 573,  574,  575,  576,  582,  587,  690.  611,  622,  626 

petroleum  and  petroleum  products 617,  618 

pig  Iron 483,  540,  570,  636 

piles , 485,  600 

pipe,  etc 523 

plums,  etc 635,  548,  553,  673.  674,  675,  582 

poles,  telephone,  etc 512 

posts,  etc 512 

potatoes 521,  566 

pot  cheese,  etc ' 600 

printing  paper 487,  497 

pulp  wood 483,  485,  486,  500,  528,  529,  530,  531,  586,  537,  551,  563 

pumpkins,  etc 573.  587,  590,  601,  611,  622,  626 

quinces,  etc 678,  674,  675,  582 

rags,  etc 53ft 

rails,  steel  and  iron 521 

rates,  changes  in,  etc 516,  63S 

regulations,  etc. 572,  584,  621 

reissue  for  correction 489,  491,  493,  496,  498,  515.  521,  529,  546 

558.  562,  669,  597,  602,  612.  613,  626 

restoration  of  rates 499,  517,  518 

Rossed  pulp  wood 569 

rule  for  shipment  of  fruit,  etc 644 

rye,  etc 482,  550 

sand,  etc 505,  520,  524,  527,  535,  536,  545,  554 

588,  613,  617,  623,  627,  628,  629,  632 

sawdust,  etc 630 

school  tickets,  etc 572,  606 

scrap,  etc 634 

seat  rates  in  Pullman  cars 536,  544,  635 

second-hand  machinery,  etc 513 

shale,  etc 541 

shingles,  etc 502,  510 

slag,  etc 537,  577 

soda  ash 554 

soda,  bicarbonate  of,  etc 529 

•oft  wood  lumber,  etc 502 

special  car,  etc 555 

special  class  rates,  etc 504 

special  rates  Tekene  branch,  etc 488 

special  rules,  etc 564 

■pedal  train  passenger  cars 601,  616 

squash,  etc 573,  587,  590,  Gil,  622.  626 

State  Fair  Grounds,  iriiipments,  etc 644 

station  names,  etc 516 

stone,  broken 513.  596 

stone,  building,  etc 533.  551,  589 

•tone,  crushed 502,  511.  512,  514,  525,  531,  532,  534.  541,  542,  544,  545 

546,  651,  552,  554,  555,  556.  557.  559,  661,  564,  565,  566 
668,  675,  686,  592,  594,  596,  609,  612,  624,  632,  635.  642 

•tone,  paying 546,  551 

•tone,  rough 605,  607,  630 

•torage  charges 495 

storage  in  cars  on  public  team  track 481 

straw,  etc 640 

30 
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■upplement  to  be  effectlTe,  etc 403 

■witching  charge! 490,  494,  496,  508,  805,  524,  526,  530,  588 

540,  562,  572,  579,  610,  620,  681,  638,  687 

tiea,  railroad,  etc 512 

timber,  etc 512 

tomato  planta 520 

track-storage  charge* 655,  566 

trap  rock,  etc 512 

tarbines,  etc < 659 

tnmingB,  etc 634 

▼egetablea,  canned    581,  626 

Tegetablea,  fresh,  etc 587,  648 

wall  plaster 517,  622 

wheat,  etc 482,  650 

wood,  cord,  etc 484,  494,  621,  625,  566,  632 

wood  palp 487,  519,  522,  624,  540,  547,  578,  578,  580 

585,  586,  688,  690,  591,  698,  594,  698 

wood  palp  board .500,  560,  580 

wood  palp  refose 488,  491,  492 

Special  proceedings,  etc,  in  legal  department Ill 

Specification  cards  for  locomotlTe  boilers,  how  made  and  filed 47 

Spring  Valley,  residents  of,  complaint 418 

SprlngriUe,  Tillage  of,  manicipal  li^^ting  plant , 404 

Stafford,  grade  crossing  elimination,  etc 77,  118,  255 

State  boiler  inspector,  appointment  of '. 47 

State  Fair  Grounds,  fadUties  at 441 

Stations  abandoned  by  railroads 193 

Statistics  and  accoants,  work  of  division  of 102 

Stay  bolts,  etc.,  D.,  L.  ft  W.  B.  B.  Co 462 

Stay  bolts,  etc.  Long  Island  B.  K,  Oo 485 

Stay4>oIt  inspection  in  locomotire  boilers 61 

Steamburg,  residents  of,  complaint 416 

Steam  gauges  on  locomotiTes,  testing  of 51 

Steam  railroads,  inspections  for  year 697 

Sterling  Mountain  By.  Co.,  inspection  report 889 

Stock  dividends  not  approved 10 

Stockholders,  failure  of  D.  ft  H.  Co.  to  report 456 

Stocks,  bonds,  and  other  evidences  of  indebtedness,  how  issued 10 

Stocks,  etc.,  electrical  corporations  and  gas  corporations 21,  831 

Stocks,  etc.,  railroad  corporations 20,  151 

Stratton,  Francis  A.,  application  to  transfer,  etc 117,  327 

Street  railroads,  accidents  on  and  causes  of 58 

Street  railroads,  inspections  for  year 106,  659 

Street  railroad  corporations  to  file  papers  and  information  with  Commission. . .     58 

Street  railroad  corporations,  uniform  system  of  accounts 22 

Street  Ball  way  Association  of  the  State  of  New  Tork,  conference  on  accoants. .     24 

Structures  and  ways  of  railroads,  inspection  of 55 

Suffolk  Traction  Co.,  application  to  assign,  etc 118,  149 

Suffolk  Ught,  Heat  &  Power  Co.,  application  to  issue  bonds 21 

Sullivan,  Cornelius,  complaint 458 

Sulphureted  hydrogen  in  gas  tested 82 

Sulphur  in  gas  tested 86 

Supervision  of  equipment 109 

Supervisor  of  equipment,  appointment  of 55 

Supervisor  of  equipment,  report  of 647 

Sutherland,  Leslie,  receiver,  etc.,  application  to  issue  receiver's  certificates.  178,  174 

180 

Sutherland,  Leslie,  receiver,  etc,  complaint  against 436 

Swett,  A.  L.,  BJlectrlc  Light  ft  Power  Co. : 

applicaUon  to  exercise  rights,  etc 295,  800,  305,  306 

new  franchise ^ 

Syracuse  &  South  Bay  EUectrlc  B.  B.  Co. : 

application  to  exercise  franchise,  etc 116,  126 

extension  of  railroad J2S 

Syracuse,  inspection  of  gas,  etc.,  in 387 

Syracuse,  Lake  Shore  ft  Northern*  B.  B.  Co. : 

derailing  switches,  ordered  to  operate,  etc 443 

extension  of  railroad 109 

facilities  at  State  Fair  Grounds 4« 

improvements  during  year 108 

inspection  report 694 
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Tallman,  resideiitfl  of,  complaint 413 

Tariff  bnlleti]!  Isaned  by  the  Commission 34,  111 

Tariffs,  applications  for  special  permissions 110 

Tariffs,  number  filed 110 

Tariffs,  obligations  of  carriers  as  to  filing  schednles 81 

Tariffs,  special  permission  on  short  notice 479 

Tariffs,  work  of  diTision  of 109 

Tarrytown,  White  Plains  &  Mamaroneck  Ry.  Co. : 

improvements  during  year 108 

inspection  report " 695 

▼estlbnllng,  etc 471 

Terminals,  eftc,  in  Buffalo 471,  473,  474,  475 

Terminal  Railway  of  Buffalo,  action,  etc Ill,  112 

Thornton,  Edward  Ia,  et  al.,  application  to  transfer,  etc 117,  824 

Tobln,  Charles  J.,  et  al.,  complaint 898 

Transfer,  etc,  of  franchises,  electrical  corporations  and  gas  corporations 813 

Transfer,  etc,  of  franchises,  railroad  corporations 117,  141 

Tri-County  Natural  Gas  Co. : 

application  to  construct,  etc 116,  308 

application  to  issue  stocks,  etc 21,  377 

Troy,  grade  crossing  elimination 77 

Troy,  mayor  and  common  council  of,  application  as  to  crossing 117.  241 

Troy,  mayor  of,  complaint 425 

Troy,  J.  B.,  complaint 423 

Truesdale,  William  H.,  correspondence  concerning  Buffalo  terminals 64,  67,  68 

Tuckahoe,  grade  crossing  elimination 77 

Twin  State  Qas  lb  Electric  Co.,  application  to  transfer,  etc 117,  320 

Ulster  &  Delaware  R.  R.  Co. : 

complaint  against 433 

inspection  report 891 

station  building  at  Kortright,  etc 477 

Unadilla  Valley  Ry.  CO. : 

inspection  report 894 

special  permission  tariffs : 

mart^ing  less  than  carload  freight 608 

reissue  for  correction 602 

Uniform  Systems  of  Accounts 22 

Uniform  Systems  of  Accounts,  sdiemes  adopted. . . « 26 

Union  passenger  station  in  Buffalo,  conclusions  of  the  Commission 72 

Union  passenger  station  in  Buffalo,  correspondence  in  reference  to 64,  67,  68 

Union  passenger  station  in  Buffalo,  negotiations  for 62 

United  Commercial  Travelers  of  America,  etc.,  complaint 418 

United  States  &  Canada  R.  R.  Co.,  inspection  report 896 

United  States  Express  CO.: 

complaint  against ' 392,  421,  422 

special  permission  tariffs : 

collection  and  dellyery,  etc 644 

local  and  joint  rates,  etc 502 

United  Traction  Co.,  complaint  against 425,  445 

Utica  St  Mohawk  Valley  Ry.  Co.,  special  permission  tariff 534 

Utica  Gas  &  Electric  Co. : 

application  to  Issue  bonds,  etc 21,  117,  816 

new  franchise 80 

Utica,  grade  crossing  elimination 77 

Utica,  mayor  and  common  council  of,  application  as  to  crossing 117,  226,  234 

Ventilation  of  passenger  cars 654 

Verona,  grade  crossing  elimination 77 

Verona,  town  board  of,  application  as  to  crossing 117,  238,  251 

Verplanck,  residents  of,  complaint 411 

Vestal,  grade  crossing  elimination. . .  < 77 

VeetibuUng  platforms,   etc 488,  466,  471 

Voisinet,  B.  Sf.,  complaint 453 

Vroman,  Charles  W.,  complaint 459 

Wabash  Railroad  Co.,  union  passenger  station  in  Buffalo 63 

Walte,  W.  A.  &  Son,  reparation  order 279 

Wakeman,  Charles,  reparation  order 267 

Wallklll,  town  board  of,  etc.,  application  as  to  crossing 118,  250 
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WaUklU  Transit  Co. :  page 

Application  to  abandon  ronte 117,  202 

Improrementa  during  year 108 

inapection  report 695 

Warren  Sc  Jamestown  Street  Ry.  Co.,  complaint  against 429 

Washbam-Crosby  Co.,  reparation  order 266 

Water  gas,  corporations  supplying 78 

Water  glasses  and  gauge  co<±s  on  locomotive  boilers 53 

Watertown,  Chamber  of  Commerce  of,  complaint 458 

Watertown  Gas  Ligbt  Co.,  application  for  merger 21,  373 

Watertown  Light  Sc  Power  Co.,  application  to  issue  bonds,  etc.  .11.  12,  21,  336,  373 

Watertown,  residents  of,  complaint 409 

Waterrliet,  citizens  committee,  complaint 445 

Waverly,  grade  crossing  elimination 77 

Wayland,  Tillage  of,  application  as  to  crossing 117,  232 

Ways  and  structures  of  railroads,  inspection  of 55 

Wells  Fargo  &  Co. : 

complaint  against 421,  454 

special  permission  tariff 644 

Wells  Island  Light  &  Heat  Co. : 

application  to  acquire,  etc 117,  319 

application  to  construct,  etc 116,  293 

application  to  issue  stocks,  etc 21,  353 

plant  established 79 

WellsTllle,  residents  of,  complaint 428 

Wemple,  residents  of,  complaint 398 

West  Branch  Light  &  Power  Co. : 

application  to  issue  bonds 21,  342 

investigation  of 101 

Westchester  Electric  R.  R.  Co.: 

inspection  report 695 

vestibuling,  etc 466 

Westchester  Lighting  Co. : 

application  to  transfer,  etc 117,  327 

complaint  against 427 

investigation  of 100 

Westchester  Traction  Co.,  inspection  report 695 

Western  New  York  Sc  Pennsylvania  R.  R.  Co.,  inspection  report 897 

Western  New  York  k  Pennsylvania  Traction  Co. : 

application  as  to  crossing 117,  118,  227,  228,  240,  249 

application  to  abandon  route 117,  195 

application  to  exercise  franchise,  etc 116,  128,  132 

improvements  during  year 108 

Inspection  report 696 

special  permission  tariffs: 

general   rates,   etc 515,  645 

sand 520 

Westfleld,  grade  crossing  elimination 77 

West  Seneca,  town  of,  action,  etc Ill 

West  Shore  Railroad  Co. : 

application  to  abandon  station 117,  200 

complaint  against 394,  398,  422,  437 

grade  crossing  elimination 76 

special  permission  tariffs: 

apples,  etc 583,  611,  622,  626 

barley,  etc 482 

beans,  dried 605 

beets,  etc 628 

brtck.  etc 496,  531,  615,  625 

cabbage,  etc 611,  626 

cattle 623 

change  of  routing 518 

class  rates 507,  508,  523 

excursion  fares,  etc 513,  525 

explosives 606 

flour 534 

general  rates,  etc 567,  571 

grain  and  grain  products 581 

gravel,  sand,  etc 554 

ice 564,  590,  615,  619,  632 

issuance  of  tickets,  etc 493 
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manure 515 

onions,  etc 611,  620 

passenger  fares 618,  525,  581 

peaches,  etc 573 

pears,  etc 573,  611,  626 

plums,  etc 573 

pumpkins,  etc 611,  626 

quinces,  etc 578 

reissue  for  correction 491,  546,  612 

sand 554,  628 

squash,  etc 611,  626 

stone,  crushed 531,  541,  542,  544,  552,  554,  557,  550,  561 

565,  566,  568,  575,  502,  612,  624,  635,  642 

stone,  rough 607 

switching  charges 405,  503,  505,  562,  572 

track-storage  charges 556 

union  passenger  station  In  Buffalo 68 

Whittlesey,  Granyille,  etc.,  application  to  pledge  stock,  etc 117,  148 

WllllamsTllle  Electric  Light  &  Power  Co.,  application  to  issue  stock,  etc. 21,  116,  361 

Wilson,  Fremont,  complaint 436 

Wolcott,  grade  crossing  elimination 76 

Wright,  residents  of,  complaint 442 

Wyandanch,  residents  of,  complaint 432 

Tonkers,  city  of,  complaint 438 

Tonkers,  grade  crossing  elimination 77 

Yonkers,  mayor  of,  complaint 804 

Yonkers  B,  B.  Co.,  K  Sutherland,  receiver : 

application  to  Issue  receiver's  certificates 20,  173,  174,  180 

complaint  against 304,  436 

Improvements  during  year 108 

inspection  report 606 

Young,  J.  Addison,  receiver,  etc. : 

complaint  against,  etc 466,  471 
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